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PREFACE 


The purpose of the “Radio Engineers’ Handbook” is to provide a 
reference book summarizing the body of engineering knowledge that is 
the basis of radio and electronics. 

Particular effort has been made to achieve thoroughness. Some 
two thousand technical articles were reviewed during the preparation of 
the manuscript, and the book in its final form presents in an organized 
way the more important contributions made to the art by this vast 
body of technical literature. In the selection of material an attempt 
has been made to avoid the common failing of most handbooks, which 
instead of summarizing all of the important facts about a topic, and 
bringing together formulas and procedures useful in actual design, too 
often devote most of the available space to introductory material, such 
as found in good textbooks, and to descriptions of particular equipments. 

The text is well documented, there being about fifteen hundred 
footnote references to published articles. Practically all the pertinent 
engineering literature in English that bears on any particular subject 
is referred to in connection with the text on that subject. The reader 
who wishes to make an intensive study of a particular topic is thus in 
most cases spared the necessity of engaging in a time-consuming search 
through many indexes to find out what has been published. At the 
same time, the essential information, formulas, etc., are insofar as 
possible included in this book. The reader, therefore, does not need to 
have an entire library within arm’s reach in order to obtain the answer to 
most problems, and yet knows just where to go for further information. 

Attention is called to certain sections of the book which present in one 
place material previously widely scattered. Thus the formulas and 
curves on skin effect, inductance, mutual inductance, and capacity in 
Section 2 represent the most complete collections ever presented at one 
place. The same is true of the transmission-line equations in Section 3, 
the formulas for field patterns and radiation resistance of antennas in 
Section 11, the treatment of ground-wave and ultra-high-frequency 
propagation in Section 10, etc. Similarly, the important subject of 
network theory is covered in a straightforward and comprehensive way 
that, it is hoped, will widen the understanding of such important matters 
as Foster’s reactance theorem, attenuation and phase equalizers, lattice 
and ladder filters of various types, impedance matching and insertion loss, 
the relation between attenuation and phase shift, etc. The treatment on 
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electron optics is noteworthy in that it is the first summary of the subject . 
that has appeared in handbook form, and also because it presents the 
most complete collection of data on electron lenses that has ever been 
published. 

The “Radio Engineers’ Handbook" is unique among handbooks in 
that it is essentially a one-man job. This has made it possible to coordi- 
nate different sections of the book very closely. Thus, related subjects in 
different parts of the book are treated from the same viewpoint and are 
fully cross-referenced, duplication is avoided, and there is no trouble from 
gaps such as inevitably appear when the writer of one section is not 
familiar with the details of all of the other sections. At the same time, 
the one-man approach has necessarily limited the range of topics covered 
to the basic engineering principles which the radio man thinks of as 
constituting radio engineering. Related communication fields, such as 
wire communication, as well as the physics aspects of radio and elec- 
tronics, including particularly the physics literature and special applica- 
tions to problems in physics, are covered only very incompletely. This is 
not because these things are not important, but rather because what one 
man can do in one book is inevitably limited. Within the scope of the 
book, the coverage will be found to be almost complete, however. 

There is one omission that the inquiring reader will wonder about, 
namely, the lack of a section on television. This was to be Section 14, but 
as the author became deeply involved in war work early in 1942, it 
became impossible to follow the original plans without delaying publica- 
tion indefinitely. Television material does appear in sections dealing 
with amplifiers, antennas, etc., but the coordinated presentation of tele- 
vision systems is regrettably missing. 

In selecting the material to go into “Radio Engineers’ Handbook” it 
has of course been necessary to avoid any material that even hints at the 
new developments that have evolved from the needs of war. Certain 
topics were in fact deliberately deemphasized to avoid indicating the 
directions in which the new developments are being made. Accordingly, 
even when readers are disappointed in not finding descriptions and 
explanations of the new techniques evolved from the war effort, they 
should not feel that the author is oblivious to them. Quite the contrary 
is the case. 

Many people and organizations have helped in one way and another to 
bringing the “Radio Engineers’ Handbook” into being. The most 
important contribution was made by Dr. Karl Spangenberg, the author’s 
associate at Stanford University, who wrote Section 4 on Vacuum Tubes 
and Electronics, and who was largely responsible for the material on wave 
guides and cavity resonators in Section 3 and the collection of for- 
mulas giving inductance, mutual inductance, and capacity in Section 2. 
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Acknowledgment is also due Dr. W. Y. Pan and Donald MacQuivey, who 
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In a work of this type some mistakes in equations, curves, ete., will 
inevitably occur no matter how much care is taken. Where these are 
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that subsequent printings may be corrected. 


FREDERICK EMMONS TERMAN. 
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SECTION 1 
TABLES, MATHEMATICAL RELATIONS, AND UNITS 












































TABLES 
1. Decibel Table 
арт Е TT HN EE ERN SEU 5, 
Current 
Power | Current and i 
and voltage ratio voltage ratio Power ratio 
Db Db 
Gain | Loss | Gain | Loss Gain Loss Gain Loss 
0.1 | 1.01/0.989| 1.02/0.977] 8.0 2.51 | 0.398 6.31 0.158 
0.2 | 1.02/0.977| 1.05/0.955| 8.5 2.66 | 0.376 7.08 0.141 
0.3 | 1.03/0.966| 1.07/0.933] 9.0 2.82 | 0.355 7.94 0.126 
0.4 | 1.05/0.955) 1.100.912) 9.5 2.98 | 0.335 8.91 0.112 
0.5 | 1.06/0.944| 1.12/0.891] 10.0 3.16 | 0.316 10.00 0.100 
0.6 | 1.070.933! 1.15|0.871| 11.0 3.55 | 0.282 12.6 0.079 
0.7 | 1.080.923| 1.170.851| 12.0 3.98 | 0.251 15.8 0.063 
0.8 | 1.100.912 1.200.832| 13.0 4.47 | 0.224 19.9 0.050 
0.9 | 1.110.902, 1.23/0.813| 14.0 5.01 | 0.199 25.1 0.040 
1.0 | 1.12/0.891| 1.26/0.794| 15.0 5.62 | 0.178 31.6 0.032 
1.1 | 1.13/0.881| 1.290.776] 16.0 6.31 | 0.158 39.8 0.025 
1.2 | 1.15/0.871| 1.32/0.759, 17.0 7.08 | 0.141 50.1 0.020 
1.3 | 1.16/0.861| 1.35)0.741] 18.0 7.94 | 0.126 63.1 0.016 
1.4 | 1.17/0.851| 1.38/0.724| 19.0 8.91 | 0.112 79.4 0.013 
1.5 | 1.19)0.841| 1.41]0.708] 20.0] 10.00 | 0.100 100.0 0.010 
1.6 | 1.2000.832| 1.44/0.692] 25.0] 17.8 | 0.056 3.16x10? |3.16 107? 
1.7 | 1.22/0.822] 1.48/0.676| 30.0] 31.6 | 0.032 10% 10-3 
1.8 | 1.230.813, 1.510.661] 35.0] 56.2 | 0.018 3.16 «10 |3.16х1071 
1.9 | 1.24/0.803| 1.550.646) 40.0] 100.0 0.010 104 10-4 
2.0 | 1.260.794| 1.5810.631| 45.0] 177.8 | 0.006 3.16 х10* [3.161075 
2.2 | 1.290.776) 1.660.603) 50.0 316| 0.003 105 1075 
2.4 | 1.320.759| 1.740.575] 55.0 562| 0.002 3.16x105 |3.16 X 107* 
2.6 | 1.350.741! 1.8210.550] 60.0 1,000| 0.001 10° 10-8 
2.8 | 1.38/0.724| 1.900.525| 65.0 1,770] 0.0006 {3.16108 |3.16 1077 
`3.0 | 1.4100.708| 1.99]0.501| 70.0 3,160, 0.0003 107 1077 
3.2 | 1.440.692| 2.090.479, 75.0 5,620] 0.0002 3.16x10" |3.16 X107? 
3.4 | 1.480.676, 2.190.457| 80.0] 10,000) 0.0001 108 107-8 
3.6 | 1.510.661 2.290.436| 85.0] 17,800] 0.00006 3.167105 |3.16 x10~° 
3.8 | 1.55/0.646| 2.40/0.417, 90.0 31,600| 0.00003 | 10? 107? 
4.0 | 1.580.631| 2.510.398] 95.0 56,200] 0.00002 |3.16 10? 3.16 x10-71 
4.2 | 1.620.617| 2.63/0.380]100.0) 100,000) 0.00001 1010 10-10 
4.4 | 1.66/0.603| 2.75,0.363/105.0| 178,000/0.000006 3.16107? 3.165 10 1! 
4.6 | 1.7010.589| 2.880.347110.0] 316,000/0.000003 101 1071 
4.8 |1 740.575] 3.020.331]115.0, 562,0000.000002 3.16 x 101! 3.16107! 
5.0 | 1.7810.562| 3.16/0.316|120.0/1,000,000|0.000001 1012 10-12 
|: 5.5 | 1.880.531 3.5510. 282/130.0)3.16 x 10% 3.16 X 107 1015 10715 
6.0 | 1.990.501 3.980.251/140.0 107 1077 1014 107 
6.5 | 2.1110.473] 4.47/0.224/150.0|3.16 X 107 3. 16 xX 1078 1015 10-15 
7.0 | 2.240.447] 5.01/0.199/160.0 108 10-8 1018 10-16 
7.5 | 2.370.429] 5.62/0.178]170.0/3.16 X108|3.16 X 107? 1017 10717 
BENED a a INPUNE сш ышы сш A LLL 
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2. Natural Sines and Cosines* 


Мотв.—Еог cosines use right-hand column of degrees and lower line of tenths. 


[Sec. 1 






































Deg 20.0 *0.1 *0.2 *0.3 *0.4 °0.5 °0.6 *0.7 *0.8 *0.9 
0° | 0.0000, 0.0017| 0.0035| 0.0052| 0.0070| 0.0087| 0.0105| 0.0122| 0.0140] 0.0157] 89 
1 0.0175; 0.0192! 0.0209| 0.0227| 0.0244| 0.0262| 0.0279| 0.0297| 0.0314| 0.0332] 88 
2 0.0349| 0.0366| 0.0384| 0.0401| 0.0419| 0.0436| 0.0454| 0.0471| 0.0488| 0.0506] 87 
3 0.0523, 0.0541| 0.0558) 0.0576; 0.0593| 0.0610| 0.0628| 0.0645| 0.0663| 0.0680} 86 
4 0.0698) 0.0715| 0.0732| 0.0750] 0.0767} 0.0785, 0.0802) 0.0819| 0.0837| 0.0854} 85 
5 0.0872| 0.0889! 0.0906] 0.0924| 0.0941] 0.0958| 0.0976] 0.0993] 0.1011| 0.1028| 84 
6 0.1045) 0.1063) 0.1080| 0.1097| O.1115| 0.1132 0.1149} 0.1167] 0.1184| 0.1201| 83 
7 0.1219) 0.1236; 0.1253 0.1271 0.1288) 0.1305} 0.1323] 0.1340] 0.1357| 0.1374] 82 
8 0.1392) 0.1409] 0.1426! 0.1444) 0.1461] 0.1478] 0.1495] 0.1513] 0.1530] 0.1547] 81 
9 0.1564 0.1582) 0.1599] 0.1616] 0.1633] 0.1650, 0.1668, 0.1685] 0.1702, 0.1719] 80? 
10° | 0.1736] 0.1754) 0.1771] 0.1788] 0.1805] 0.1822] 0.1840] 0.1857] 0.1874] 0.1891} 79 
11 0.1908| 0.1925| 0.1942| 0.1959| 0.1977| 0. 1 0.2011) 0.2028| 0.2045| 0.2062| 78 
12 0.2079) 0.2096| 0.2113| 0.2130] 0.2147| 0.2164| 0.2181| 0.2198] 0:2215| 0.2232| 77 
13 0.2250| 0.2267| 0.2284| 0.2300| 0.2317| 0.2334| 0.2351! 0.2368| 0.2385| 0.2402] 76 
14 0.2419) 0.2436| 0.2453| 0.2470] 0.2487) 0.2504| 0.2521] 0.2538| 0.2554| 0.2571| 75 
15 0.2588| 0.2605| 0.2622} 0.2639| 0.2656] 0.2672} 0.2689| 0.2706| 0.2723| 0.2740| 74 
16 0.2756| 0.2773| 0.2790| 0.2807} 0.2823| 0.2840] 0.2857| 0.2874| 0.2890| 0.2907| 73 
17 0.2924| 0.2940| 0.2957| 0.2974| 0.2990| 0.3007| 0.3024| 0.3040| 0.3057, 0.3074| 72 
18 0.3090; 0.3107| 0.3123| 0.3140] 0.3156| 0.3173| 0.3190] 0.3206| 0.3223l 0.3239] 71 
19 0.3256] 0.3272) 0.3289| 0.3305 0.3322| 0.3338| 0.3355| 0.3371 0.3387| 0.3404| 70? 
20° | 0.3420| 0.3437| 0.3453) 0.3469| 0.3486] 0.3502| 0.3518! 0.3535| 0.3551| 0.3567] 69 
21 0.3584, 0.3600| 0.3616] 0.3633| 0.3649 0.3665] 0.3681| 0.3697| 0.3714! 0.3730] 68 
22 0.3746) 0.3762| 0.3778| 0.3795| 0.3811! 0.3827| 0.3843| 0.3859| 0.3875| 0.3891| 67 
23 0.3907| 0.3923| 0.3939| 0.3955| 0.3971| 0.3987, 0.4003| 0.4019| 0.4035| 0.4051| 66 
24 0.4067| 0.4083] 0.4099| 0.4115] 0.4131| 0.4147| 0.4163] 0.4179| 0.4195| 0.4210] 65 
25 0.4226] 0.4242| 0.4258| 0.4274| 0.4289 0.4305| 0.4321| 0.4337| 0.4352| 0.4368] 64 
26 0.4384| 0.4399] 0.4415| 0.4431| 0.4446| 0.4462| 0.4478| 0.4493| 0.4509| 0.4524! 63 
27 0.4540| 0.4555| 0.4571| 0.4586| 0.4602} 0.4617| 0.4633| 0.4648| 0.4664| 0.4679] 62 
28 0.4695| 0.4710| 0.4726| 0.4741| 0.4756) 0.4772| 0.4787| 0.4802| 0.4818| 0.4833| 61 
29 0.4848| 0.4863| 0.4879| 0.4894| 0.4909| 0.4924) 0.4939| 0.4955| 0.4970, 0.4985| 60° 
30° | 0.5000] 0.5015] 0.5030] 0.5045| 0.5060| 0.5075| 0.5900| 0.5105| 0.5120| 0.5135] 59 
31 0.5150) 0.5165) 0.51801 0.5195} 0.5210] 0.5225] 0.5240) 0.5255] 0.5270] 0.5284] 58 
32 0.5299) 0.5314) 0.5329, 0.5344] 0.5358] 0.5373) 0.5388] 0.5402] 0.5417] 0.5432] 57 
33 0.5446) 0.5461} 0.5476} 0.5490] 0.5505) 0.5519] 0.5534! 0.5548] 0.5563] 0.5577| 56 
34 0.5592] 0.5606] 0.5621 0.5635] 0.5650) 0.5664] 0.5678] 0.5693] 0.5707] 0.57911 55 
35 0.5736} 0.5750] 0.5764} 0.5779] 0.5793| 0.5807, 0.5821| 0.5835| 0.5850| 0.5864| 54 
36 0.5878| 0.5892) 0.5906| 0.5920| 0.5934] 0.5948] 0.5962| 0.5976| 0.5990| 0.6004] 53 
37 0.6018| 0.6032| 0.6046! 0.6060| 0.6074| 0.6088| 0.6101] 0.6115| 0.6129| 0.6143] 52 
38 0.6157| 0.6170] 0.6184 0.6198| 0.6211| 0.6225| 0.6239| 0.6252| 0.6266| 0.6280| 51 
39 0.6293, 0.6307| 0.6320| 0.6334| 0.6347| 0.6361| 0.6374 0.6388] 0.6401, 0.6414] 50° 
40° | 0.6428) 0.6441 0.6455| 0.6468| 0.6481| 0.6494| 0.6508] 0.6521| 0.6534] 0.6547| 49 
41 0.6561) 9.6574| 0.6587, 0.6600} 0.6613| 0.6626} 0.6639| 0.6652| 0.6665| 0.6678] 48 
42 0.6691, 0.6704! 0.6717| 0.6730| 0.6743| 0.6756 0 orap 06182 0.6794] 0.6807| 47 
48 0.6820. 0.6833] 0.6845] 0.6858 0.6871] 0.6884 6896) 909| 0.6921] 0.6934) 46 
44 0.6947| 0.6959] 0.6972] 0.6984) 0.6997} 0.7009 0: 7022 0: “Fos 0.7046) 0.7059 45 
"1.0 °0.9 0.8 *0.7 20.6 °0.5 °0.4 °0.3 °0.2 *0.1 Deg 





* From “Staadard Handbook for Electrical Engineers," 7th ed. 








Par. 2j TABLES, MATHEMATICAL RELATIONS, AND UNITS 8 


2. Natural Sines and Cosines.*—(Concluded) 


























Deg °0.0 70.1 *0.2 *0.3 °0.4 °0.5 °0.6 °0.7 *0.8 0.9 

45 0.7071} 0.7083) 0.7096] 0.7108] 0.7120] 0.7133] 0.7145) 0.7157| 0.7169, 0.7181) 44 

46 J.7193| 0.7206] 0.7218] 0.7230| 0.7242) 0.7254) 0.7266) 0.7278) 0.7290) 0.7802] 43 

47 0.7314) 0.7325 0.7337) 0.7349] 0.7361 0.7373, 0.7385 0.7396| 0.7408] 0.7420 42 

48 0.7431) 0.7443] 0.7455] 0.7466) 0.7478] 0.7490] 0.7501 0.7513} 0.7524. 0.7536] 41 

49 0.7547| 0.7559) 0.7570) 0.7581 0.7593) 0.7604| 0.7615] 0.7627] 0.7638} 0.7649] 40° 
50° | 0.7660] 0.7672) 0.7683) 0.7694] 0.7705} 0.7716] 0.7727) 0.7738) 0.7749! 0.7760] 39 

51 0.7771 0.7782) 0.7793) 0.7804 0.7815) 0.7826] 0.7887) 0.7848) 0.7859 0.7869 38 

52 0.7880) 0.7891) 0.7902] 0.7912) 0.7923] 0.7934) 0.7944 0.7955 0.7965] 0.7976) 37 

53 0.7986] 0.7997 0.8007) 0.8018) 0.8028) 0.8039) 0.8049; 0.8059] 0.8070| 0.8080) 36 

54 0.8090] 0.8100] 0.8111] 0.8121| 0.8131] 0.8141] 0.8151| 0.8161] 0.8171] 0.8181 35 

55 0.8192| 0.8202) 0.8211) 0.8221) 0.8281] 0.8241] 0.8251) 0.8261 0.8271| 0.8281) 34 

56 0.8290) 0.8300) 0.8310| 0.8320| 0.832 А 0.8348} 0.8358] 0.8368 0.8377 33 

57 0.8387) 0.8396] 0.8406] 0.8415) 0.8425) 0.8434) 0.8443) 0.8453| 0.8462] 0.8471 32 

58 0.8480] 0.8490] 0.8499] 0.8508] 0.8517) 0.8526] 0.8536) 0.8545) 0.8554) 0.8563) 31 

59 0.8572, 0.8581] 0.8590] 0.8599] 0.8607] 0.8616] 0.8625) 0.8684] 0.8643] 0.8652] 30° 
60° | 0.8660) 0.8669] 0.8678) 0.8686) 0.8695] 0.8704) 0.8712) 0.8721) 0.8729) 0.8738] 29 

61 0.8746, 0.8755 0.8763) 0.8771] 0.8780] 0.8788] 0.8796] 0.8805! 0.8813) 0.8821) 28 

62 0.8829] 0.8838] 0.8846] 0.8854} 0.8862] 0.8870] 0.8878] 0.8886, 0.8894! 0.8902) 27 

63 0.8910] 0.8918] 0.8926] 0.8934} 0.8942] 0.8949] 0.8957] 0.8965) 0.8973] 0.8980) 26 

64 0.8988] 0.8996] 0.9003] 0.9011 0.9018] 0.9026) 0.9033] 0.9041! 0.9048) 0.9056] 25 

65 0.9063} 0.9070; 0.9078} 0.9085] 0.9092] 0.9100} 0.9107; 0.9114] 0.9121 0.9128] 24 
66 0.9135] 0.9143] 0.9150] 0.9157) 0.9164) 0.9171 9178] 0.9184! 0.9191) 0.9198] 23 

67 0.9205] 0.9212) 0.9219] 0.9225) 0.9232) 0.9239 9245| 0.9252) 0.9259, 0.9265 22 

68 0.9272] 0.9278] 0.9285, 0.9291) 0.9298) 0.9304 9311] 0.9317] 0.9323, 0.9330] 21 

69 0.9336, 0.9342! 0.9348] 0.9354] 0.9361} 0.9367 9373| 0.9379] 0.9385] 0.9391] 20° 


0 
0 
0 
0 
70° | 0.9397, 0.9403) 0.9409] 0.9415 0.9421 0.9426] 0. s 
71 0.9455| 0.9461| 0.9466] 0.9472| 0.9478) 0.9483 0:8459 0:9494| 0.9500| 0:9505| 18 
à . . 
0 
0 
0 











0 

0 

0 

0 . 
76 0.9703] 0.9707] 0.9711] 0.9715) 0.9720 0.9724 0.9782) 0.9736] 0.9740] 13 
77 0.9744) 0.9748) 0.9751) 0.9755] 0.9759 0.9763 9767| 0.9770] 0.9774) 0.9778] 12 
78 0.9781] 0.9785} 0.9789] 0.9792) 0.9796] 0.9799] 0.9803] 0.9806] 0.9810) 0.9813 
79 0.9816] 0.9820] 0.9823] 0.9826] 0.9829] 0.9833] 0.9836] 0.9839] 0.9842] 0.9845] 10° 
80° | 0.9848] 0.9851] 0.9854! 0.9857 "een 0.9863| 0.9866! 0.9869} 0.9871) 0.9874 9 
81 0.9877] 0.9880] 0.9882) 0.9885 88| 0.9890] 0.9893] 0.9895] 0.9898] 0.9900 8 
82 0.9903} 0.9905] 0.9907) 0.9910 0:9912 0.9914| 0.9917| 0.9919| 0.9921| 0.9923 7 
83 0.9925| 0.9928| 0.9930} 0.9932| 0.9934| 0.9936, 0.9938] 0.9940] 0.9942| 0.9943 6 
84 0.9945| 0.9947| 0.9949] 0.9951| 0.9952) 0.9954| 0.9956) 0.9957; 0.9959| 0.9960 5 
85 0.9962] 0.9963} 0.9965] 0.9966] 0.9968) 0.9969] 0.9971; 0.9972) 0.9973) 0.9974 4 
86 0.9976. 0.9977| ©.9978| 0.9979| 0.9980| 0.9981| 0.9982| 0.9983) 0.9984) 0.9985 3 
87 0.9986| 0.9987) 0.9988; 0.9989| 0.9990| 0.9990| 0.9991| 0.9992| 0.9993| 0.9993 2 
88 0.9994| 0.9995) 0.9995| 0.9996| 0.9996| 0.9997| 0.9997| 0.9997| 0.9998] 0.9998 1 
89 0.9998] 0.9999| 0.9999| 0.9999, 0.9999| 1.000 | 1.000 | 1.000 | 1.000 | 1.000 || 0? 

*1.0 °0.9 °0.8 "0.7 °0.6 °0.5 °0.4 *0,3 *0.2 °0.1 Deg 








* From “Standard Handbook for Electrical Engiasers," 7th ed. 
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3. Natural Tangents and Cotangents* 
Nors.—For cotangents use right-hand column of degrees and lower line of tenths, 


°0.4 


"0.5 


0° | 0.0000] 0.0017 
1 0.0175) 0.0192 
2 0.0349] 0.0367 
$ 0.0524! 0.0542 
4 0.0699] 0.0717 
5 0.0875] 0.0892 
6 0.1051) 0.1069 
7 0.1228) 0.1246 
8 0.1405) 0.1423 
9 0.1584) 0.1602 
10° | 0.1763] 0.1781 
11 0.1944) 0.1962 
12 0.2126) 0.2144 
13 0.2309] 0.2327 
14 0.2493] 0.2512 
15 0.2679) 0.2698 
16 0.2867| 0.2886 
17 0.3057) 0.3076 
18 0.3249] 0.3269 
19 0.3443) 0.3463 
20° | 0.3640] 0.3659 
21 0.3839) 0.3859 
22 0.4040] 0.4061 
23 0.4245] 0.4265 
24 0.4452) 0.4473 
25 0.4663] 0.4684 
26 0.4877| 0.4899 
27 0.5095| 0.5117 
28 0.5317| 0.5340 
29 0.5543) 0.5566 
30° | 0.5774| 0.5797 
31 0.6009| 0.6032 
32 0:6249| 0.6273 
33 0.6494! 0.6519 
34 0.6745| 0.6771 
35 0.7002| 0.7028 
36 0.7265| 0.7292 
37 0.7536| 0.7563 
38 0.7813| 0.7841 
39 0.8098| 0.8127 
40° | 0.8391| 0.8421 
41 0.8693| 0.8724 
42 0.9004| 0.9036 
43 0.9325| 0.9358 


44 0.9657| 0.9691 


Sooo ооооо ооооо 
= 
bo 
о 
e 


0.2530 
0. 2717, 


0.3482 
0.8679 


0.4494 
0.4706 


0.5589 


0.4515) 
0.4727 


0: 5820] 0.5844 


0.6796 
0. -2054 


0.8156 


0.8451 
0.8754 
0.9067 
0.9391 
0.9725 


9. 19424 


0.0769 


0.0945 
0.1122 
0.1299 
0.1477 
0.1655 


0.2568) 
0.2754 
0.2943 


1| 0. 
0.4327; 


0. 5214 
0.8511 


0.0087 
0.0262 
0.0437 
0.0612 
0.0787 


0.0963 
0.1139 


0.1673 


0.1853 
0.2035 
0.2217 
0.2401 
0.2586 


0.4557 
0.4770 


0.7133 
0.7400 
0.7673 
0.7954 
0.8243 


0.8541 
0.8847 
0.9163 
0.9490 
0.9827 


0.0105 
0.0279 
0.0454 
0.0629 
0.0805 


0.0981 
0.1157 
0.1334 
0.1512 
0.1691 
0.1871 
0.2053 
0.2235 
0.2419 
0.2605 


0.2792 


0.3561 
0.3759 
0.3959 
0.4578 
0.4791 


6| 0.5008 


0:5228 
0.5 


658 0:5681 


0.5914 


0.6899 


0.7159 
0.7427 
0.7701 
0.7983 
0.8273 


0.8571 


0.9523 


0.4599 


* From “Standard Handbook for Electrical Engineers,” 7th ed. 
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Par. 3] TABLES, MATHEMATICAL RELATIONS, AND UNITS 





























3. Natural Tangents and Cotangents.*— (Concluded) 

Deg | 0.0 | 0.1 | °0.2 | °0.3 | 70.4 | 70.8 | 0.6 | 0.7 | "0.8 | °0.9 
45 | 1.0000| 1.0035] 1.0070| 1.0105| 1.0141| 1.0176] 1.0212; 1.0247| 1.0283| 1.0319| 44 
46 | 1.0355) 1.0392| 1.0428| 1.0464| 1.0501| 1.0538| 1.0575| 1.0612| 1.0649| 1.0680| 43 
47 | 1.0724| 1.0761 1.0799| 1.0837| 1.0875| 1.0913| 1.0951] 1.0990| 1.1028| 1.1067| 42 
48 | 1.1106| 1.1145| 1.1184  1.1224| 1.1263| 1.1303| 1.1343| 1.1383, 1.1423| 1.1463] 41 
49 1.1504| 1.1544 1.1585 1.1626) 1.1667) 1.1708| 1.1750, 1.1792] 1.1833] 1.1875] 40° 
50° | 1.1918| 1.1960| 1.2002] 1.2045| 1.2088| 1.2131| 1.2174| 1.2218| 1.2261] 1.2305] 39 
51 | 1.2349| 1.2393] 1.2437] 1.2482| 1.2527! 1.2572| 1.2617| 1.2662) 1.2708| 1.2753| 38 
52 | 1.2799| 1.2846) 1.2892] 1.2938| 1.2985| 1.3032| 1.3079| 1.3127| 1.3175| 1.3222] 37 
53 | 1.3270, 1.3319| 1.3307| 1.3416] 1.3465| 1.3514| 1.3564] 1.3613| 1.3663| 1.3713| 36 
54 | 1.3704| 1.3814) 1.3865, 1.3916] 1.3968| 1.4019| 1.4071| 1.4124| 1.4176] 1.4229| 35 
55 | 1.4281| 1.4335, 1.4388. 1.4442| 1.4496| 1.4550| 1.4605| 1.4659| 1.4715| 1.4770] 34 
56 | 1.4326| 1.4882| 1.4938| 1.4994| 1.5051| 1.5108| 1.5166| 1.5224 1.5282] 1.53401 33 
57 | 1.5399| 1.5458| 1.5517| 1.5577| 1.56037 1.5697| 1.5757 1.5818| 1.5880| 1.5041| 32 
58 | 1.6003} 1.6066| 1.6128) 1.6191 1.6255| 1.6319| 1.6383| 1.6447| 1.6512| 1.6577| 31 
59 1.6643) 1.6709) 1.6775| 1.6842| 1.6909] 1.6977| 1.7045| 1.7113, 1.7182| 1.7251) 30° 
60° | 1.7321| 1.7391| 1.7461} 1.7532| 1.7603 1:7073 1.7747) 1.7820| 1.7893| 1.7966] 29 
61 | 1.8040) 1.8115} 1.9190. 1.8265| 1.8341| 1.8418| 1.8495| 1.8572| 1.8650, 1.8728| 28 
62 | 1.8807, 1.8887| 1.8967| 1.9047| 1.9128 1:9210 1.9292) 1.9375| 1.9458| 1.9542] 27 
63 | 1.9626] 1.9711| 1.9797| 1.9883| 1.9970| 2.0057, 2.0145| 2.0233] 2.0323] 2.0413| 26 
64 | 2.0503, 2.0594| 2.0686] 2.0778, 2.0872, 2.0965| 2.1060| 2.1155| 2.1251| 2.1348| 25 
65 | 2.1445| 2.1543| 2.1042| 2.1742| 2.1842| 2.1943| 2.2045| 2.2148| 2.2951) 2.2355| 24 
66 | 2.2460| 2.2560| 2.2673] 2.2781| 2.2889| 2.2998| 2.3109| 2.3220| 2.3332, 2.3445| 23 
67 | 2.3599| 2.3673| 2.3789. 2.3906] 2.4023| 2.4142| 2.4262 2.4383] 2.4504| 2.4627| 22 
68 | 2.4751| 2.4876] 2.5002| 2.5129| 2.5257| 2.5386] 2.5517} 2.5649| 2.5782] 2.5916) 21 
69 | 2.6051 2.6187| 2.6325] 2.6464] 2.6605, 2.6746] 2.6889] 2.7034 2.7179| 2.7326] 20° 
70° | 2.7475| 2.7625| 2.7776, 2.7929] 2.8083] 2.8239! 2.8397] 2.8556] 2.8716] 2.8878] 19 
71 | 2.9042] 2.9208] 2.9375] 2.9544] 2.9714] 2.9887] 3.0061) 3.0237 3.0415] 3.0595] 18 
72 | 3.0777| 3.0961| 3.1146] 3.1334 3.1524. 3.1716] 3.1910] 3.2106] 3.2305] 2.2506, 17 
73 | 3.2709| 3.2914. 3.3122) 3.3332, 3.3544 3.3759] 3.3977| 3.4197] 3.4420] 3.4646] 16 
74 3.4874] 3.5105] 3.5339] 3.5576) 3.5816] 3.6059] 3.6305] 3.6554] 3.6806) 3.7062] 15 
75 3.7321] 3.7583} 3.7848} 3.8118] 3.8391! 3.8667] 3.8947 3.9232] 3.9520! 3.9812] 14 
76 | 4.0108] 4.0408] 4.0713] 4.1022] 4.1335) 4.1653] 4.1976] 4.2303] 4.2635] 4.2972] 13 
77 | 4.3315] 4.3662| 4.4015] 4.4374. 4.4737] 4.5107| 4.5483] 4.5864) 4.6252] 4.6646] 12 
78 | 4.7046) 4.7453] 4.7867| 4.8288] 4.8716) 4.9152. 4.9594] 5.0045] 5.0504! 5.0970] 11 
79 5.1446] 5.1929] 5.2422] 5.2924) 5.3435) 5.3955] 5.4486] 5.5026] 5.5578] 5.6140] 10° 
80° | 5.6713} 5.7297] 5.7894! 5.8502) 5.9124] 5.9758] 6.0405] 6.1066] 6.1742] 6.2433 9 
81 | 6.3138| 6.3859] 6.4596] 6.5350] 6.6122| 6.6912] 6.7720| 6.8548] 6.9395) 7.0264] 8 
82 | 7.1154) 7.2066, 7.3002] 7.3962| 7.4947| 7.5958] 7.6996. 7.8062) 7.9158 8.0285 7 
83 | 8.1443] 8.2636] 8.3863] 8.5126] 8.6427] 8.7769] 8.9152] 9.0579] 9.2052| 9.3579] 6 
84 | 9.5144) 9.677 | 9.845 | 10.02 10.20] 10.3 0.5 0.78] 10.99} 11.20] 5 
85 11.43] 11.66] 11.91] 12.16] 12.43] 12.71] 13.00] 13.30] 13.62] 13.95] 4 
86 14.30] 14.67 15.06] 15.46] 15.89] 16.35) 16.83] 17.34] 17.89] 18.46] 3 
87 19.08! 19.74! 20.45] 21.20] 22.02, 22.90] 23.86] 24.90] 26.03] 27.27] 2 
88 28.64) 30.14] 31.82] 33.69| 35.801 38.19] 40.92) 44.07] 47.74] 52.08] 1 
89 57.29, 63.66] 71.62] 81.85] 94.49] 114.6 | 143.2 | 191.0 | 286.5 | 573.0 0° 

°1.0 | °0.9 | °0.8 | °0.7 | °0.6 | *0.5 | °0.4 | 70.3 | °0.2 | °0.1 | Deg 


* From “Standard Handbook for Electrical Engineers," 7th ed. 












































6 RADIO ENGINEERS’ HANDBOOK [Sec. 2 


4. Common Logarithms of Numbers* 





35 | 5441 5453 5465 5478 5490 5514 5527 5539 5551 
36. | 5563 5575 587 5599 5611 5623 5635 5647 5658 5670 
37 | 5682 5694 5705 5717 5729 5740 5752 5763 5775 5786 
38 | 5798 5809 5821 5832 5843 5 5866 5877 5888 5899 


* From “Standard Handbook for Electrical Engineers,” 7th ed. 


Par. 4] TABLES, MATHEMATICAL RELATIONS, AND UNITS 7 


4. Common Logarithms of Numbers.*—(Concluded) 





* From “Standard Handbook for Electrical Engineers,” 7th ed. 


8 RADIO ENGINEERS HANDBOOK [Sec. 1 


5. Natural, Napierian, or Hyperbolic Logarithms* 








N 0 1 2 3 4 5 6 7 8 9 
0] —o 0.0000 | 0.6931 | 1.0986 | 1.3863 | 1.6094 | 1.7918 | 1.9459 | 2.0794 | 2.1972 
10| 2.3026 | 2.3979 | 2.4849 | 2.5649 | 2.6391 | 2.7081 | 2.7726 | 2.8332 | 2.8904 | 2.9444 
20| 2.9957 | 3.0445 | 3.0910 | 3.1355 | 3.1781 | 3.2189 | 3.2581 | 3.2958 | 3.3322 | 3.3673 
80| 3.4012 | 3.4340 | 3.4657 | 3.4965 | 3.5264 | 3.5553 | 3.5835 | 3.6109 | 3.6376 | 3.6636 
40| 3.6889 | 3.7136 | 3.7377 | 3.7612 | 3.7842 | 3.8067 | 3.8286 | 3.8501 | 3.8712 | 3.8918 
50| 3.9120 | 3.9318 | 3.9512 | 3.9703 | 3.9890 | 4.0073 | 4.0254 | 4.0431 | 4.0604 | 4.0775 
60| 4.0943 | 4.1109 | 4.1271 | 4.1431 | 4.1589 | 4.1744 | 4.1897 | 4.2047 | 4.2195 | 4.2341 
70] 4.2485 | 4.2627 | 4.2767 | 4.2905 | 4.3041 | 4.3175 | 4.3307 | 4.3438 | 4.3567 | 4.3694 
80| 4.3820 | 4.3944 | 4.4067 | 4.4188 | 4.4308 | 4.4427 | 4.4543 | 4.4659 | 4.4773 | 4.4886 
90| 4.4998 | 4.5109 | 4.5218 | 4.5326 | 4.5433 | 4.5539 | 4.5643 | 4.5747 | 4.5850 | 4.5951 
100| 4.6052 | 4.6151 | 4.6250 | 4.6347 | 4.6444 | 4.6540 | 4.6634 | 4.6728 | 4.6821 | 4.6913 
110| 4.7005 | 4.7095 | 4.7185 | 4.7274 | 4.7362 | 4.7449 | 4.7536 | 4.7622 | 4.7707 | 4.7791 
120| 4.7875 | 4.7958 | 4.8040 | 4.8122 | 4.8203 | 4.8283 | 4.8363 | 4.8442 | 4.8520 | 4.8598 
130| 4.8675 | 4.8752 | 4.8828 | 4.8903 | 4.8978 | 4.9053 | 4.9127 | 4.9200 | 4.9273 | 4.9345 
140| 4.9416 | 4.9488 | 4.9558 | 4.9628 | 4.9698 | 4.9767 | 4.9836 | 4.9904 | 4.9972 | 5.0039 
150] 5.0106 | 5.0173 | 5.0239 | 5.0304 | 5.0370 | 5.0434 | 5.0499 | 5.0562 | 5.0626 | 5.0689 
160| 5.0752 | 5.0814 | 5.0876 | 5.0938 | 5.0999 | 5.1059 | 5.1120 | 5.1180 | 5.1240 | 5.1299 
170| 5.1358 | 5.1417 | 5.1475 | 5.1533 | 5.1591 | 5.1648 | 5.1705 | 5.1761 | 5.1818 | 5.1874 
180| 5.1930 | 5.1985 | 5.2040 | 5.2095 | 5.2149 | 5.2204 | 5.2257 | 5.2311 | 5.2364 | 5.2417 
190| 5.2470 | 5.2523 | 5.2575 | 5.2627 | 5.2679 | 5.2730 | 5.2781 | 5.2832 | 5.2883 | 5.2933 
200| 5.2983 | 5.3033 | 5.3083 | 5.3132 | 5.3181 | 5.3230 | 5.3279 | 5.3327 | 5.3375 | 5.3423 
210| 5.3471 | 5.3519 | 5.3566 | 5.3613 | 5.3660 | 5.3706 | 5.3753 | 5.3799 | 5.3845 | 5.3891 
220| 5.3936 | 5.3982 | 5.4027 | 5.4072 | 5.4116 | 5.4161 | 5.4205 | 5.4250 | 5.4293 | 5.4337 
230| 5.4381 | 5.4424 | 5.4467 | 5.4510 | 5.4553 | 5.4596 | 5.4638 | 5.4681 | 5.4723 | 5.4765 
240| 5.4806 | 5.4848 | 5.4889 | 5.4931 | 5.4972 | 5.5013 | 5.5053 | 5.5094 | 5.5134 | 5.5175 
250| 5.5215 | 5.5255 | 5.5294 | 5.5334 | 5.5373 | 5.5413 | 5.5452 | 5.5491 | 5.5530 | 5.5568 
260| 5.5607 | 5.5645 | 5.5683 | 5.5722 | 5.5759 | 5.5797 | 5.5835 | 5.5872 | 5.5910 | 5.5947 
270| 5.5984 | 5.6021 | 5.6058 | 5.6095 | 5.6131 | 5.6168 | 5.6204 | 5.6240 | 5.6276 | 5.6312 
280| 5.6348 | 5.6384 | 5.6419 | 5.6454 | 5.6490 | 5.6525 | 5.6560 | 5.6595 | 5.6630 | 5.6664 
290| 5.6699 | 5.6733 | 5.6768 | 5.6802 | 5.6836 | 5.6870 | 5.6904 | 5.6937 | 5.6971 | 5.7004 
300| 5.7038 | 5.7071 | 5.7104 | 5.7137 | 5.7170 | 5.7208 | 5.7236 | 5.7268 | 5.7301 | 5.7333 
310] 5.7366 | 5.7398 | 5.7430 | 5.7462 .7494 | 5.7526 | 5.7557 | 5.7589 | 5.7621 | 5.7652 
320| 5.7683 | 5.7714 | 5.7746 | 5.7777 | 5.7807 | 5.7838 | 5.7869 | 5.7900 | 5.7930 | 5.7961 
330| 5.7991 | 5.8021 | 5.8051 | 5.8081 | 5.8111 | 5.8141 | 5.8171 | 5.8201 | 5.8230 | 5.8260 
340| 5.8289 | 5.8319 | 5.8348 | 5.8377 | 5.8406 | 5.8435 | 5.8464 | 5.8493 | 5.8522 | 5.8551 
350] 5.8579 | 5.8608 | 5.8636 | 5.8665 | 5.8693 | 5.8721 | 5.8749 | 5.8777 | 5.8805 | 5.8833 
360| 5.8861 | 5.8889 | 5.8916 | 5.8944 | 5.8972 | 5.8999 | 5.9026 | 5.9054 | 5.9081 | 5.9108 
370| 5.9135 | 5.9162 | 5.9189 | 5.9216 | 5.9243 | 5.9269 | 5.9296 | 5.9322 | 5.9349 | 5.9375 
380] 5.9402 | 5.9428 | 5.9454 | 5.9480 | 5.9506 | 5.9532 | 5.9558 | 5.9584 | 5.9610 | 5.9636 
390] 5.9661 | 5.9687 | 5.9713 | 5.9738 | 5.9764 | 5.9789 | 5.9814 | 5.9839 | 5.9865 | 5.9890 
400| 5.9915 | 5.9940 | 5.9965 | 5.9989 | 6.0014 | 6.0039 | 6.0064 | 6.0088 | 6.0113 | 6.0137 
410| 6.0162 | 6.0186 | 6.0210 | 6.0234 | 6.0259 | 6.0283 | 6.0307 | 6.0331 | 6.0355 | 6.0379 
420| 6.0403 | 6.0426 | 6.0450 | 6.0474 | 6.0497 | 6.0521 | 6.0544 | 6.0568 | 6.0591 | 6.0615 
430| 6.0638 | 6.0661 | 6.0684 | 6.0707 | 6.0730 | 6.0753 | 6.0776 | 6.0799 | 6.0822 | 6.0845 
440| 6.0868 | 6.0890 | 6.0913 | 6.0936 | 6.0958 | 0.0981 | 6.1003 | 6.1026 | 6.1048 | 6.1070 
450| 6.1092 | 6.1115 | 6.1137 | 6.1159 | 6.1181 | 6.1203 | 6.1225 | 6.1247 | 6.1269 | 6.1291 
460| 6.1312 | 6.1334 | 6.1356 | 6.1377 | 6.1399 | 6.1420 | 6.1442 | 6.1463 | 6.1485 | 6.1506 
є 
470] 6.1527 | 6.1549 | 6.1570 | 6.1591 | 6.1612 | 6.1633 | 6.1654 | 6.1675 | 6.1696 | 6.1717 
480| 6.1738 | 6.1759 | 6.1779 | 6.1800 | 6.1821 | 6.1841 | 6.1862 | 6.1883 | 6.1903 | 6.1924 
490| 6.1944 | 6.1964 | 6.1985 | 6.2005 | 6.2025 | 6.2046 | 6.2066 | 6.2086 | 6.2106 | 6.2126 
‚ # From “Standard Handbook for Electrical Engineers," 7th ed. 
"n | n X 2.3026 
Norte 1: Moving the decimal point n places to the right | 1 2.3026 = 0.6974-3 
(or left) in the number is equivalent to adding (or subtract-| 2 4.6052 = 0.3948-5 
ing) n times 2.3026. 3 6.9078 = 0.0922-7 
Notes 2: 4 9.2103 = 0.7897—10 
loge т = 2.3026 logis 2 5 11.5129 = 0.4871-12 
logie = = 0.4343 loge = 6 13.8155 =.0.1845—14 
loge 10 = 2.3026 7 16.1181 = 0. 8819-17 
10510 e = 0.4343 8 18.4207 = 0, 5793—19 
9 20.7233 = 0.2767—21 
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5. Natural, Napierian, or Hyperbolic Logarithms.*—(Concluded) 








N 0 1 2 3 4 5 6 7 8 9 

500| 6.2146 | 6.2166 | 6.2186 | 6.2206 | 6.2226 | 6.2246 | 6.2265 | 6.2285 | 6.2305 | 6.2324 
510| 6.2344 | 6.2364 | 6.2383 | 6.2403 | 6.2422 | 6.2442 | 6.2461 | 6.2480 | 6.2500 | 6.2519 
520| 6.2538 | 6.2558 | 6.2577 | 6.2596 | 6.2615 | 6.2634 | 6.2653 | 6.2672 | 6.2691 | 6.2710 
530| 6.2729 | 6.2748 | 6.2766 | 6.2785 | 6.2804 | 6.2823 | 6.2841 | 6.2860 | 6.2879 | 6.2897 
540| 6.2916 | 6.2934 | 6.2953 | 6.2971 | 6.2989 | 6.3008 | 6.3026 | 6.3044 | 6.3063 | 6.3081 
550| 6.3099 | 6.3117 | 6.3135 | 6.3154 | 6.3172 | 6.3190 | 6.3208 | 6.3226 | 6.3244 | 6.3261 
560| 6.3279 | 6.3297 | 6.3315 | 6.3333 | 6.3351 | 6.3368 | 6.3386 | 6.3404 | 6.3421 | 6.3439 
570| 6.3456 | 6.3474 | 6.3491 | 6.3509 | 6.3256 | 6.3544 | 6.3561 | 6.3578 | 6.3596 | 6.3613 
580| 6.3630 | 6.3648 | 6.3665 | 6.3682 | 6.3699 | 6.3716 | 6.3733 | 6.3750 | 6.3767 | 6.3784 
590| 6.3801 | 6.3818 | 6.3835 | 6.3852 | 6.3869 | 6.3886 | 6.3902 | 6.3919 | 6.3936 | 6.3953 
600| 6.3969 | 6.3986 | 6.4003 | 6.4019 | 6.4036 | 6.4052 | 6.4069 | 6.4085 | 6.4102 | 6.4118 
610| 6.4135 | 6.4151 | 6.4167 | 6.4184 | 6.4200 | 6.4216 | 6.4232 | 6.4249 | 6.4265 | 6.4281 
620| 6.4297 | 6.4313 | 6.4329 | 6.4345 | 6.4362 | 6.4378 | 6.4394 | 6.4409 | 6.4425 | 6.4441 
630| 6.4457 | 6.4473 | 6.4489 | 6.4505 | 6.4520 | 6.4536 | 6.4552 | 6.4568 | 6.4583 | 6.4599 
640| 6.4615 | 6.4630 | 6.4646 | 6.4661 | 6.4677 | 6.4693 | 6.4708 | 6.4723 | 6.4739 | 6.4754 
650| 6.4770 | 6.4785 | 6.4800 | 6.4816 | 6.4831 | 6.4846 | 6.4862 | 6.4877 | 6.4892 | 6.4907 
660| 6.4922 | 6.4938 | 6.4953 | 6.4968 | 6.4983 | 6.4998 | 6.5013 | 6.5028 | 6.5043 | 6.5058 
670| 6.5073 | 6.5088 | 6.5103 | 6.5117 | 6.5132 | 6.5147 | 6.5162 | 6.5177 | 6.5191 | 6.5206 
680| 6.5221 | 6.5236 | 6.5250 | 6.5265 | 6.5280 | 6.5294 | 6.5309 | 6.5323 | 6.5338 | 6.5352 
690| 6.5367 | 6.5381 | 6.5396 | 6.5410 | 6.5425 | 6.5439 | 6.5453 | 6.5468 | 6.5482 | 6.5497 
700| 6.5511 | 6.5525 | 6.5539 | 6.5554 | 6.5568 | 6.5582 | 6.5596 | 6.5610 | 6.5624 | 6.5639 
710| 6.5653 | 6.5667 | 6.5681 | 6.5695 | 6.5709 | 6.5723 | 6.5737 | 6.5751 | 6.5765 | 6.5779 
720| 6.5793 | 6.5806 | 6.5820 | 6.5834 | 6.5848 | 6.5862 | 6.5876 | 6.5889 | 6.5903 | 6.5917 
730| 6.5930 | 6.5944 | 6.5958 | 6.5971 | 6.5985 | 6.5999 | 6.6012 | 6.6026 | 6.6039 | 6.6053 
740| 6.6 6.6080 | 6.6093 | 6.6107 | 6.6120 2 бе 6.6147 | 6.6161 | 6.6174 | 6.6187 
750| 6.6201 | 6.6214 | 6.6227 | 6.6241 | 6.6254 6267 | 6.6280 | 6.6294 | 6.6307 | 6.6320 
760| 6.6333 | 6.6346 | 6.6359 | 6.6373 | 6.6386 6:6399 6.6412 | 6.6425 | 6.6438 | 6.6451 
770| 6.6464 | 6.6477 | 6.6490 | 6.6503 | 6.6516 | 6.6529 | 6.6542 | 6.6554 | 6.6567 | 6.6580 
780| 6.6593 | 6.6606 | 6.6619 | 6.6631 | 6.6644 | 6.6657 | 6.6670 | 6.6682 | 6.6695 | 6.6708 
790| 6.6720 | 6.6733 | 6.6746 | 6.6758 | 6.6771 | 6.6783 | 6.6796 | 6.6809 | 6.6821 | 6.6834 
800| 6.6846 | 6.6859 | 6.6871 | 6.6884 | 6.6896 | 6.6908 | 6.6921 | 6.6933 | 6.6946 | 6.6958 
810| 6.6970 | 6.6983 | 6.6995 | 6.7007 | 6.7020 | 6.7032 | 6.7044 | 6.7056 | 6.7069 | 6.7081 
820| 6.7093 | 6.7105 | 6.7117 | 6.7130 | 6.7142 | 6.7154 | 6.7166 | 6.7178 | 6.7190 | 6.7202 
830| 6.7214 | 6.7226 | 6.7238 | 6.7250 | 6.7262 | 6.7274 | 6.7286 | 6.7298 | 6.7310 | 6.7322 
840| 6.7334 | 6.7346 | 6.7358 | 6.7370 | 6.7382 | 6.7393 | 6.7405 | 6.7417 | 6.6429 | 6.7441 
850| 6.7452 | 6.7464 | 6.7476 | 6.7488 | 6.7499 | 6.7511 | 6.7523 | 6.7534 | 6.7546 | 6.7558 
860| 6.7569 | 6.7581 | 6.7593 | 6.7604 | 6.7616 | 6.7627 | 6.7639 | 6.7650 | 6.7662 | 6.7673 
870| 6.7685 | 6.7696 | 6.7708 | 6.7719 | 6.7731 | 6.7742 | 6.7754 | 6.7765 | 6.7776 | 6.7788 
880| 6.7799 | 6.7811 | 6.7822 | 6.7833 | 6.7845 | 6.7856 | 6.7867 | 5.7878 | 6.7890 | 6.7901 
890| 6.7912 | 6.7923 | 6.7935 | 6.7946 | 6.7957 | 6.7968 | 6.7979 | 6.7991 | 6.8002 | 6.8013 
900| 6.8024 | 6.8035 | 6.8046 | 6.8057 | 6.8068 | 6.8079 | 6.8090 | 6.8101 | 6.8112 | 6.8123 
910] 6.8134 | 6.8145 | 6.8156 | 6.8167 | 6.8178 | 6.8189 | 6.8200 | 6.8211 | 6.8222 | 6.8233 
920| 6.8244 | 6.8255 | 6.8265 | 6.8276 | 6.8287 | 6.8298 | 6.8309 | 6.8320 | 6.8330 | 6.8341 
930| 6.8352 | 6.8363 | 6.8373 | 6.8384 | 6.8395 | 6.8405 | 6.8416 | 6.8427 | 6.8437 | 6.8448 
940| 6.8459 | 5.8469 | 6.8480 | 6.8491 $ 8501 | 6.8512 | 6.8522 | 6.8533 | 6.8544 | 8.8554 
950| 6.8565 | 6.8575 | 6.8586 | 6.8596 8607 | 6.8617 | 6.8628 | 6.8638 | 6.8648 | 6.8659 
960| 6.8669 | 6.8680 | 6.8690 | 6.8701 6: 8711 | 6.8721 | 6.8732 | 6.8742 | 6.8752 | 6.8763 
970| 6.8773 | 6.8783 | 6.8794 | 6.8804 | 6.8814 | 6.8824 | 6.8835 | 6.8845 | 6.8855 | 6.8865 
980| 6.8876 | 6.8886 | 6.8896 | 6.8906 | 6.8916 | 6.8926 | 6.8937 | 6.8947 | 6.8957 | 6.8967 
990| 6.8977 | 6.8987 | 6.8997 | 6.9007 | 6.9017 | 6.9027 | 6.9037 | 6.9047 | 6.9057 | 6.9068 


* From “Standard Handbook for Electrical Engineers,” 7th ed. 
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6. Hyperbolic Sines* sinh х = (e* — e77)/2 





Av. 

z 0 1 2 3 4 5 6 7 8 9 diff. 
0.0000/0.0100/0.0200/0.0300/0.0400/0.0500/0.0600/0.0701/0.0801/0.0901| 100 
0.100210. 1102/0. 1203/0. 1804/0. 1405/0. 1506/0. 1607/0. 1708/0. 1810/0. 1911| 101 
0.2013/0.2115|0.2218/0.2320/0.2423/0.2526/0.2629/0.2733/0.2837:0.2941| 103 
0.3045)/0 .3150!0.3255/0. 3360/0 . 3466/0. 3572/0 . 3678/0 . 3785/0 . 3892/0 . 4000| 106 
0.4108/0.4216)0. 4325/0. 4434/0. 4543/0. 4653/0. 4764/0. 4875/0. 4986/0 . 5098| 110 
0.5211/0.5324|0.5438,0. 5552/0. 5666/0 . 5782/0. 5897/0 . 6014/0. 6131/0. 6248] 116 
0. 6367/0. 6485/0. 6605/0. 6725/0. 6846/0 . 6967/0. 7090/0 . 7213/0. 7336/0. 7461, 122 
0.7586/0. 7712/0. 783810. 7966/0 . 8094/0 . 8223/0. 8353/0. 8484/0. 8615/0. 8748} 130 
0.8881/|0.9015|0.9150/0.9286/0.9423|0. 9561/0. 9700/0. 9840/0. 9981/1 .012 | 138 
1.027 11.041 |1.055 |1.070 [1.085 [1.099 [1.114 [1.129 1.145 1.160 15 
1.175 |1.191 [1.206 [1.222 |1.238 [1.254 |1.270 1.286 1.303 [1.819 16 
1.336 [1.8352 1.369 1.386 1.408 [1.421 11.488 [1.456 [1.474 1.491 17 
1.509 [1.528 1.546 (1.564 1.583 [1.602 1.621 [1.640 [1.659 1.679 19 
1.698 1.718 [1.788 1.758 11.779 [1.799 (1.820 [1.841 1.862 [1.888 | 21 
1.904 1.926 1.948 11.970 1.992 |2.014 |2.037 |2.060 |2.083 |2.106 22 
2.129 |2.153 (2.177 |2.201 |2.225 |2.250 2.274 |2.299 2.324 2.350 25 
2.376 |2.401 |2.428 |2.454 |2.481 2.507 |2.535 |2.562 |2.590 |2.617 27 
2.646 |2.674 |2.703 |2.732 |2.761 |2.790 |2.820 |2.850 |2.881 2.911] 30 
2.942 |9.973 3.005 3.037 13.069 |3.101 [3.134 |3.167 3.200 |3.234 33 
3.268 3.303 3.337 3.372 3.408 |3.443 |3.479 3.516 |3.552 3.589 | 36 
3.627 |3.665 |3.708 3.741 3.780 3.820 (3.859 3.899 13.940 |3.981 | 39 
4.022 |4.064 4.106 4.148 4.191 |4.234 4.278 4.822 4.367 [4.412 | 44 
4.457 4.503 14.549 4.596 4.643 |4.691 |4.739 4.788 |4.837 |4.887 | 48 
4.937 4.988 5.039 [5.090 |5.142 |5.195 [5.248 5.302 |5.356 |5.411 53 
5.466 15.522 5.578 5.635 [5.693 |5.751 [5.810 |5.869 |5.929 55.989 | 58 
6.050 16.112 6.174 [6.237 |6.300 |6.365 |6.429 |6.495 16.561 6.627 | 64 
6.695 16.763 16.831 16.901 [6.971 17.042 7.118 7.185 7.258 7.382 | 71 
7.406 7.481 |7.557 7.634 |7.711 |7.789 7.868 |7.948 8.028 8.110 | 79 
8.192 8.275 8.359 8.443 (8.529 8.615 [8.702 |8.790 8.879 8.969 | 87 


9.060 |9.151 9.244 9.337 9.431 9.527 9.623 9.720 9.819 9.918 | 96 


10.02 |10.12 [10.22 10.82 |10.43 10.58 |10.64 10.75 |10.86 110.97 11 
11.08 [11.19 11.30 |11.42 |11.53 [11.65 |11.76 11.88 |12.00 [12.12 12 
12.25 12.37 12.49 12.62 12.75 112.88 118.01 13.14 13.27 |13.40 13 
13.54 13.67 |13.81 [18.95 14.09 [14.23 14.38 14.52 14.67 14.82 14 
14.97 15.12 |15.27 |15.42 |15.58 115.78 15.89 16.05 16.21 16.38 16 


16.54 16.71 16.88 |17.05 [17.22 17.39 17.57 17.74 |17.92 18.10] 17 
18.29 [18.47 18.66 |18.84 119.03 19.22 |19.42 19.61 |19.81 120.01 19 
20.21 |20.41 |20.62 |20.83 |21.04 |21.25 |21.46 21.68 21.90 22.12 | 21 
22.34 |22.56 122.79 |23.02 123.25 |23.49 |23.72 123.96 |24.20 24.45 | 24 
24.60 24.94 [25.19 |25.44 |25.70 |25.96 26.22 126.48 |26.75 |27.02 | 26 


27.29 (27.56 |27.84 |28.12 |28.40 |28.69 [28.98 129.27 29.56 29.86 | 29 
30.16 |30.47 (80.77 131.08 |31.39 |31.71 32.03 32.35 (82.68 |33.00 | 32 
33.34 |33.67 |34.01 34.35 |34.70 |35.05 |35.40 35.75 |36.11 936.48 | 35 
36.84 37.21 |37.59 (87.97 138.35 |38.73 |39.12 39.52 |39.91 140.31 39 
40.72 |41.13 |41.54 |41.96 142.38 42.81 |43.24 |43.67 |44.11 44.56 | 43 


45.00 |45.46 |45.91 46.37 |46.84 47.31 |47.79 48.27 |48.75 49.24 | 47 
49.74 |50.24 |50.74 51.25 |51.77 |52.29 |52.81 |53.34 53.88 |54.42 | 52 
54.97 |55.52 |56.08 [56.64 (57.21 |57.79 158.37 |58.96 59.55 (60.15 | 58 
60.75 161.36 |61.98 162.60 |63.23 |63.87 164.51 |65.16 65.81 67.47 | 64 
67.14 |67.82 |68.50 |69.19 (69.88 70.58 71.29 72.01 [72.78 93.46 | 71 


74.20 
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If z > 5, sinh z = ez/2 correct to four significant figures. 
* From Lionel S. Marks, “ Mechanical Engineers’ Handbook.” 
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Т. Hyperbolic Cosines* cosh т = (e? + e77)/2 















































45.01 45.47] 45.92) 46.38| 46.85: 47.32| 47.80| 48.28| 48.76] 49.25 
49.75) 50.25) 50.75) 51.26] 51.78| 52.30! 52.82] 57.35| 57.89] 54. 
54.98) 55.53) 56.09) 56.65] 57.22, 57.80] 58.38] 58.96) 59.56 60.1. 
60.76) 61.37) 61.99 62.61! 63.24) 63.87! 64.52] 65.16] 65.82] 66. 
67.15] 67.82] 68.50) 69.19] 69.89) 70.59) 71.30) 72.02) 72.74 73. 





т 0 1 2 3 4 5 6 7 8 

è 
0.0 | 1.000) 1.000) 1.000) 1.000] 1.001 1.001| 1.002, 1.002| 1.003! 1 
0.1 | 1.005) 1.006) 1.007, 1.008 1.010) 1.011, 1.013] 1.014 1.016] 1 
0.2 | 1.020) 1.022) 1.024) 1.027; 1.029 1.031 1.034] 1.037) 1.039] 1 
0.3 | 1.045] 1.048) 1.052) 1.055} 1.058) 1.062} 1.066] 1.069! 1.073] 1 
0.4] 1.081} 1.085] 1.090] 1.094) 1.098] 1.103) 1.108; 1.112] 1.117) 1 
0.5 | 1.128] 1.133) 1.138) 1.144) 1.149 1.155| 1.161| 1.167 1.173| 1 
0.6 | 1.185| 1.192} 1.198) 1.205| 1.212! 1.219| 1.226) 1.233| 1.240| 1 
0.7; 1.255| 1.263) 1.271| 1.278| 1.287, 1.295| 1.303| 1.311} 1.320| 1 
0.8 | 1.337] 1.346) 1.855 1.365| 1.374| 1.384 1.393| 1.403] 1.413| 1 
0.9 | 1.483| 1.443] 1.454| 1.465) 1.475| 1.486| 1.497| 1.509| 1.520] 1 
1.0] 1.543] 1.555| 1.567| 1.579] 1.591| 1.604| 1.616] 1.629| 1.642| 1 
1.1] 1.669| 1.682. 1.696] 1.709] 1.723) 1.737) 1.752, 1.766| 1.781] 1 
1.2 | 1.811) 1.826| 1.841 1.857, 1.872| 1.888] 1.905) 1.921| 1.937| 1 
1.3| 1.971) 1.988] 2.005) 2.023| 2.040] 2.058| 2.076| 2.095) 2.113] 2 
1.4| 2.151| 2.170] 2.189) 2.209| 2.229| 2.249) 2.269 2.290] 2.310] 2 
1.5 | 2.352. 2.374| 2.395| 2.417, 2.439| 2.462] 2.484) 2.507| 2.530| 2 
1.6 | 2.577| 2.601; 2.625| 2.650| 2.675] 2.700 2.725| 2.750] 2.776] 2 
1.7 | 2.828] 2.855} 2.882, 2.909| 2.936) 2.964| 2.992| 3.021| 3.049 3 
1.8 | 3.107, 3.137, 3.167| 3.197} 3.228| 3.259] 3.290| 3.321| 3.353| 3 
1.9] 3.418) 3.451| 3.484| 3.517 8.551] 3.585) 3.620| 3.655) 3.690| 3 
2.0 | 3.762| 3.799] 3.835 3.873. 3.910} 3.948) 3.987] 4.026] 4.065| 4 
2.1 | 4.144| 4.185| 4.226) 4.267| 4.309 4.351| 4.393| 4.436] 4.480] 4 
2.2 | 4.568| 4.613) 4.658) 4.704) 4.750] 4.797] 4.844| 4.891| 4.939| 4 
2.8 | 5.087| 5.087| 5.137| 5.188) 5.239 5.290| 5.343| 5.395) 5.449| 5 
2.4 | 5.557| 5.612) 5.667| 5.723) 5.780] 5.837| 5.895| 5.954 6.013] 6 
2.5 | 6.132| 6.193| 6.255| 6.317| 6.379] 6.443] 6.507 6.571 6.636] 6.702 
2.6 | 6.769) 6.836| 6.904 6.973. 7.042| 7.112) 7.183) 7.255) 7.327, 7.400 
2.7 | 7.473) 7.548| 7.623) 7.699 7.776| 7.853) 7.932! 8.011 8.091 8.171 
2.8 | 8.253) 8.335 8.418| 8.502 8.587| 8.673 8.759| 8.847 8.935| 9.024 
2.9 | 9.115| 9.206 9.298 9.391 9.484| 9.579] 9.675 9.772) 9.869. 9.968 
3.0 | 10.07| 10.17 10.27| 10.37, 10.48| 10.58) 10.69| 10.79) 10.90) 11.01 
3.1] 11.12) 11.23) 11.35] 11.46) 11.57| 11.69) 11.81] 11.92| 12.04 12.16 
3.2 
3.3 
3.4 
3.5 
3.6 
3.7 
3.8 
3.9 
4.0 
4.1 
4.2 
4.3 
4.4 
4.5 
4.6 
4.7 
4.8 
4.9 
5.0 














Tf z > 5, cosh x = е2/2 correct to four significant figures. 
* From Lionel S. Marks, “‘ Mechanical Engineers’ Handbook.” 
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8. Hyperbolic Tangents* 
tanh x = (e* — e 7)/(e* + e-*) = sinh z/cosh g 





| » 





.0400/0.0500/0.0599/0.069910.0798:0.0808| 100 
- 1391/0. 1489|0. 1587/0. 1684/0.1781/0.1878| 98 


.0100 0 
0 

.2855/0.2449/0.2543 О 0.2729|0.2821 94 
0 
0 


.1096 
.2070 
.3004 .3275|0.3364|0.3452|0.3540]0.3627\0.3714| 89 


.3885 .41370.421910.430110.438210.4462]0.4542] 82 


0 0 

0 0 

0 0 

0 0 

0 0 
.4700|0.4777/0. 4854/0. 4930]0. 5005/0. 5080/0. 5154/0.5227|0.5299] 75 
.5441/0. 5511/0. 5581/0. 5649/0. 571710. 578410. 5850/0 .5915|0.5980] 67 

0 0 

0 0 

0 0 

0 0 

0 

0 


.6107 .629110.6352/0.6411/0.6469/0.6527/0.6584| 60 
.6696 .6858/0.6911/0.6963 
.7211 .7352|0. 739810 . 7443 


.7616/0. 7658/0. 7699/0. 773910. 777910. 7818/0. 7857 
. 8005/0 . 8041/0. 8076/0. 811010 . 8144/0. 817810.8210 
.8837/0.8367 0.8397 
.8617/0.8643/0.8668 
-8854)0 . 8875/0 . 8896 


. 906910 . 9087 
. 9232/0 . 9246 
. 986710 . 9379 
. 94780 . 9488 
.95710.9579 


. 9647/0 . 9654 
.9710/0.9716 
.9762/0.9767 
.9805/0.9809 
.9840/0.9843 


.9869/0.9871 
.9892/0.9895 
.9912/0.9914 
.9928/0.9929 


.701410.70640.7114] 52 
.7487|0.75310.7574 45 


.7895|0.7932]0.7969] 39 
.8243/0.8275/0.8306| 33 
.8538/0.8565/0.8591] 28 
.87870.88100.8832| 24 
.8996/0.9015,0.9033|] 20 


0 
0 
0 
0 
.91700.9186]0.9202] 17 
0 
0 
0 
0 





e 

Qo 

e 

© 
ooooo cooco 








. 842610 . 8455/0 .8483]0. 8511 
. 869310 . 8717/0 . 8741/0 .8764 
. 891710 . 893710 . 895710 . 8977 


-912110 . 91380.9154 
. 9275/0 . 9289/0 . 9302 
. 940210 .9414]0 . 9425 
. 95080 . 951810 . 9527 
. 959510 . 9603/0 .9611 


- 9668/0 . 967410 . 9680 
. 97270 . 973210 . 9738 
-97760 . 9780/0 . 9785 
-9816/0.9820/0. 9823 
. 9849/0 . 98520 . 9855 





"9316/0 .932910.9342] 14 
94360 94470.9458] 11 
.9536/0.9545|0 . 9554 
-9619/0 . 96260 . 9633 


. 968710 . 969310 . 9699| 
. 974310 . 974810 . 97531 
. 978910 . 97930 .9797 
. 982710 . 983010 . 9834) 
. 9858/0 . 9861/0 . 9863 


987610 . 987910 . 98810 . 9884|0 . 98860 . 9888 
. 989910 . 990110 . 990310 . 9905/0 . 990610 . 9908 
. 9917/0 . 991910 . 9920/0. 9922/0. 992310 . 99251 
. 993210 . 9933/0 . 9935/0 . 9936/0 . 993710 . 9938 
. 994110 . 994210 . 994310 . 994410 . 994510 . 994610 . 9947/0 . 9949/0. 9950 


. 995910 . 996710 . 9973/0 . 9978/0. 9982/0 . 9985/0 . 998810 . 999010 . 9992 
. 999510 . 999610 . 9996/0 . 9997/0 . 9998/0. 9998/0. 9998/0. 999910 . 9999) 
0.9999 Tf z > 5, tanh z = 1.0000 to four decimal places. 














oo ооо особо ооо oooco 


о ооо 55555 ooooo ooo 
OO 
чч 
JIN 
I 
боо ocoooococooocoo 





о 
Ф 
oo 
e 
mi 
oo OOOOO сз $$ 





oR NEN ММ NNNND Hee ee He eee ооооо оооое 
COO ONDA мно CONAMT њо моно фро мчосл њо мон D 
о 
e 
e 
< 
EN 
rH кек М М VARANO COO 





* From Lionel 8. Marks, ‘‘ Mechanical Engineers’ Handbook.” 
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9. Degrees and Minutes Expressed in Radians* 
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Degrees Hundredths Minutes 

1? | 0.0175 61° | 1.0647 | 121? | 2.1118 | 0°.01 | 0.0002 | 0°.51 | 0.0089 l' | 0.0003 
2 0.0349 62 1.0821 | 122 2.1293 | 0 .02 | 0.0003 | 0 .52 | 0.0091 2' | 0.0006 
3 0.0524 63 1.0996 | 123 2.1468 | 0 .03 | 0.0005 | 0 .53 | 0.0093 3’ | 0.0009 
4 0.0698 64 1.1170 | 124 2.1642 | 0 .04 | 0.0007 | 0 .54 | 0.0094 4' | 0.0012 
5? | 0.0873 65° | 1.1345 | 125° | 2.1817 | 0.05] 0.0009 | 0.55 | 0.0096 5' | 0.0015 
6 0.1047 66 1.1519 | 126 2.1991 | 0 .06 | 0.0010 | 0 .56 | 0.0098 6' | 0.0017 
7 0.1222 67 1.1694 | 127 2.2166 | 0 .07 | 0.0012 | 0.57 | 0.0099 7' | 0.0020 
8 0.1396 68 1.1868 | 128 2.2340 | 0 .08} 0.0014 | 0.58 | 0.0101 8' | 0.0023 
9 0.1571 69 1.2043 | 129 2.2515 | 0 .09 | 0.0016 | 0.59 | 0.0103 9’ | 0.0026 
10° | 0.1745 70° | 1.2217 | 130? | 2.2689 | 0°.10 | 0.0017 | 0°.60 | 0.0105 | 10’ | 0.0029 
11 0.1920 71 1.2392 | 131 2.2864 | 0 .11 | 0.0019 | 0.61 | 0.0106 | 11’ | 0.0032 
12 0.2094 72 1.2566 | 132 2.3038 | 0 .12 | 0.0021 | 0 .62 | 0.0108 | 12’ | 0.0035 
13 0.2269 73 1.2741 | 133 2.3213 | 0 .13 | 0.0023 | 0 .63 | 0.0110 | 13^ | 0.0038 
14 0.2443 74 1.2915 | 134 2.3387 | 0 .14 | 0.0024 | 0 .64 | 0.0112 |.14' | 0.0041 
15° | 0.2618 75° | 1.3090 | 135° | 2.3562 | 0 .15 | 0.0026 | 0 .65 | 0.0113 | 15’ | 0.0044 
16 0.2793 76 1.3265 | 136 2.3736 | 0 .16 | 0.0028 | 0 .66 | 0.0115 | 16’ | 0.0047 
17 0.2967 77 1.3439 | 137 2.3911 | 0 .17 | 0.0030 | 0 .67 | 0.0117 | 17’ | 0.0049 
18 0.3142 78 1.3614 | 138 2.4086 | 0 .18 | 0.0031 | 0 .68 | 0.0119 | 18’ | 0.0052 
19 0.3316 79 1.3788 | 139 2.4260 | 0.19 | 0.0033 | 0 .69 | 0.0120 | 19’ | 0.0055 
20° | 0.3491 80° | 1.3963 | 140° | 2.4435 | 0°.20 | 0.0035 | 0°.70 | 0.0122 | 20’ | 0.0058 
21 0.3665 81 1.4137 | 141 2.4609 | 0 .21 | 0.0037 | 0 .71 | 0.0124 | 21’ | 0.0061 
22 0.3840 82 1.4312 | 142 2.4784 | 0 .22 | 0.0038 | 0 .72 | 0.0126 | 22’ | 0.0064 
23 0.4014 83 1.4486 | 143 2.4958 | 0 .23 | 0.0040 | 0 .73 | 0.0127 | 23' | 0.0067 
24 0.4189 84 1.4661 | 144 2.5133 | 0 .24 | 0.0042 | 0.74 | 0.0129 | 24’ | 0.0070 
25° | 0.4363 85° | 1.4835 | 145? | 2.5307 | 0.25 | 0.0044 | 0 .75 | 0.0131 | 25’ | 0.0073 
26 0.4538 86 1.5010 | 146 2.5482 | 0 .26 | 0.0045 | 0.76 | 0.0133 | 26’ | 0.0076 
27 0.4712 87 1.5184 | 147 2.5656 | 0.27 | 0.0047 | 0.77 | 0.0134 | 27’ | 0.0079 
28 0.4887 88 1.5359 | 148 2.5831 | 0.28 | 0.0049 | 0 .78 | 0.0136 | 28’ | 0.0081 
29 0.5061 89 1.5533 | 149 2.6005 | 0.29 | 0.0051 | 0.79 | 0.0138 | 29’ | 0.0084 
30° | 0.5236 90° | 1.5708 | 150° | 2.6180 | 0°.30 | 0.0052 | 0°.80 | 0.0140 | 30’ | 0.0087 
31 0.5411 91 1.5882 | 151 2.6354 | 0.311 0.0054 |0 .81 | 0.0141 | 31’ | 0.0090 
32 0.5585 92 1.6057 | 152 2.6529 | 0.32 | 0.0056 0.82 | 0.0143 | 32’ | 0.0093 
33 0.5760 93 1.6232 | 153 2.6704 | 0.33 | 0.0058 | 0.83 | 0.0145 | 33’ | 0.0096 
34 0.5934 94 1.6406 | 154 2.6878 | 0 .34 | 0.0059 | 0 .84| 0.0147 | 34’ | 0.0099 
35° | 0.6109 95° | 1.6581 | 155° | 2.7053 | 0 .35 | 0.0061 | 0.85 | 0.0148 | 35’ | 0.0102 
36 0.6283 96 1.6755 | 156 2.7227 | 0 .36 | 0.0063 | 0.86 | 0.0150 | 36^ | 0.0105 
37 0.6458 97 1.6930 | 157 2.7402 | 0.37 | 0.0065 | 0.87 | 0.0152 | 37’ | 0.0108 
38 0.6632 98 1.7104 | 158 2.7576 | 0 .38 | 0.0066 | 0 .88 | 0.0154 | 38’ | 0.0111 
39 0.6807 99 1.7279 | 159 2.7751 | 0.39 | 0.0068 | 0.89 | 0.0155 | 39’ | 0.0113 
40° | 0.6981 | 100? | 1.7453 | 160° | 2.7925 | 0°.40 | 0.0070 | 0°.90 | 0.0157 | 40’ | 0.0116 
41 0.7156 | 101 1.7628 | 161 2.8100 | 0 .41 | 0.0072 | 0.91] 0.0159. | 41' | 0.0119 
42 0.7330 | 102 1.7802 | 162 2.8274 | 0 .42 | 0.0073 | 0 .92 | 0.0161 | 42’ | 0.0122 
43 0.7505 | 103 1.7977 | 163 2.8449 | 0 .43 | 0.0075 | 0 .93 | 0.0162 | 43’ | 0.0125 
44 0.7679 | 104 1.8151 | 164 2.8623 | 0 .44 | 0.0077 | 0.94 | 0.0164 | 44” | 0.0128 
45° | 0.7854 | 105° | 1.8326 | 165° | 2.8798 | 0 .45 | 0.0079 | 0 .95 | 0.0166 | 45’ | 0.0131 
46 0.8029 | 106 1.8500 | 166 2.8972 | 0 .46 | 0.0080 | 0 .96 | 0.0168 | 46’ | 0.0134 
47 0.8203 | 107 1.8675 | 167 2.9147 | 0 .47 | 0.0082 | 0 .97 | 0.0169 | 47’ | 0.0137 
48 0.8378 | 108 1.8850 | 168 2.9322 | 0 .48 | 0.0084 | 0.98] 0.0171 | 48’ | 0.0140 
49 0.8552 | 109 1.9024 | 169 2.9496 | 0 .49 | 0.0086 | 0 .99 | 0.0173 | 49’ | 0.0143 
50° | 0.8727 | 110° | 1.9199 | 170° | 2.9671 | 0°.50 | 0.0087 | 1°.00 | 0.0175 | 50’ | 0.0145 
51 0.8901 | 111 1.9373 | 171 2.9845 | .... |...... saw. йж 51' | 0.0148 
52 0.9076 | 112 1.9548 | 172 3:0020. | уда. [LE elo ex mun 52' | 0.0151 
53 0.9250 | 113 1.9722 | 173 $:0194.4, nc Р cuire ИСОИ 53' | 0.0154 
54 0.9425 | 114 1.9897 | 174 38.0869 | 7... | merses а [ex 54' | 0.0157 
55° | 0.9599 | 115° | 2.0071 | 175° | 3.0543 | .... | ...... | nnn | ...... 55' | 0.0160 
56 0.9774 | 116 2.0246 | 176 3.0718 |... qe poem 56’ | 0.0163 
57 0.9948 | 117 2.0420 | 177 3.0892 ЖМ КОРОК || cma ad rmt 57^ | 0.0166 
58 1.0123 | 118 2.0595 | 178 3.1007 [^L | arta ex rena F жук» 58' | 0.0169 
59 1.0297 | 119 2.0769 | 179 3-19241. | сше | rimus cen [| rm mn 59' | 0.0172 
60° | 1.0472 | 120° | 2.0944 | 180° | 3.1416 | .... | ...... | n lj eee eee 60' | 0.0175 











Are 1? = 0.01745. Are 1’ = 0.0002909. Arc 1” = 0.000004848. 
l radian = 579.206 = 57? 17'.75 = 57° 17’ 44". 81. 
+ From Lionel 8. Marks, “ Mechanical Engineers’ Handbook." 
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10. Radians Expressed in Degrees* 























0.01 | 0°.57 | 0.64 | 36°.67 | 1.27 | 72°.77 | 1.90 | 108° ° Interpolation 
0:02 | 1°15] 0.65 | 37°24) 1:28 | 73734| 1.91 10943 2:81 145758 Гб 0002 | 0°01 
0:08 1572 | 0.66 | 37°82 | 1.29 | 78:91 1.92 | 110701 | 2:55 146°.10 | 0.0004 | 09:02 

Й :29 | 0.67 | 38°.39 | 1.30 | 74°.48 | 1.93 | 110°.58 | 2:56 | 146°.68 | 0.0006 | 09:03 
0.05 | 2°.86 | 0.68 | 38.96 | 1.31 | 757.06 | 1.94 | 111°.15 | 2.57 | 147° 
0:06 3-4 0.69 395.58 1.32 1568 1.95 111°.73 | 2:58 1275-25 0.0008 0-05 

| А ; . : n 1.96 | 1127.30 | 2.59 | 148°.40 | 0.00 o, 
0.08 | 4*58| 0.71 | 40768 | 1.34 | 76°78 | 1.97 | 112*8; | 2.60 | 148°. "ODE | ne ee 

° Я P : . ў 8°.97 | 0. 
0.09 | 5°.16 | 0.72 | 41°.25 | 1.35 | 777.35 | 1.98 | 113°.45 | 2.61 | 1497,54 0:0016 05:08 
0.10 | 5°.73 | 0.73 | 419.83 | 1.36 | 77°.92 | 1.99 | 114°.02 | 2.62 ° | 
9.11| 8530 | 0.74 | 42°40 | 1.37 | 187.50 | 2.00 114°°59 | 2.03 150°60 0.0020 | бето 
à E : : Е е .01 | 115°.16 | 2.64 | 151°.26 | 0.002 °, 
0:13 | 7°.45 | 0.76 | 43°.54 | 1.39 | 79°.64 | 2:02 | 115°.74 | 2.65 | 151° "uds | insu 
£ Е : p : ў Е 83 

0.14 | 8°.02| 0:77 | 44°.12 | 1.40 | 80*.21| 2.03 | 116°.31 | 2.66 | 152°.41 010028 0218 
0.15 | 8°.59 | 0.78 | 44*.69 | 1.41 | 80°.79 | 2.04 | 1167.88 ° | 
ЖИ ЧЕ | Mae] 8| ЧЕЧ BS | ae | Н ү E 
р 9, : 5°. s %93 | 2.06 | 118°.03 | 2.69 | 154°.13 | 0: o 
0:18 | 10°31] 0.81 | 462.41 | 1:44 | 825.51 | 2.07 | 118°.60 | 2:70 | 1547.70 ox [ois 
0.19 | 10°89 | 0.82 | 46°.98 | 1.45 | 83°.08 | 2.08 | 119*.18 | 2.71 | 155°.27 © Оз Gout 
0.20 | 11°.46 | 0.83 | 47°.56 | 1.46 | 83°.65| 2.09 | 119°.75 | 2.72 ° 
0.21 12503 0.84 48°.13 1. ri 845.22 2:10 | 120°.32 2:18 190242 ^ 0098 ene 

A | ; А : °.80 | 2.11 | 120°.89 | 2.74 | 1567.99 | 0. o 
0.23 | 135.18 | 0.86 | 49°.27 | 1.49 | 85237 | 2.12 | 121°.47 2.75 | 157°.56 va -05:24 
0.24 | 13575 | 0.87 | 49°.85 | 1.50 | 85594 | 2.13 | 122°.04 | 2.76 | 158° 14 00 фор 
0.25 | 14°.32 | 0.88 | 50°.42 | 1.51 | 86°.52 | 2.14 | 122° ° | 
0.26 | 14°.90 | 0:89 | 50°99 | 1.52 | 87°09 | 2.15 122219 2:78 150728 0:0048 | 29 
0.27 | 15747 | 0:90 | 51°.27 ° ° ' 9-86 | 0.0050 | 07.20 
0.28 | 16°.04 | 0.91 | 52°14 1:5 82.90 5-19 124-26 2:80 10043 0.0052 | 0030 
0.29 | 16:62 | 0.92 | 52°71 | 1.55 | 88*81| 2.18 | 124*90 | 2.81 | 1617.00 | 910054 | 02-31 
0. 7*1 4 © ° Я 
9:31 | 1778 | 0:92 | 89786 | 1.57 | 89795 | 2.20 | 12008 | 2:83 161-07 | 2:0058 | 0233 
0:32 | 18533 | 0.95 | 542.43] 1.58 | 90*:53 | 2:21 126-05 2: ER 162712 o d Er. 
0:33 | 18791| 0.96 | 552.00 | 1:59 | 917210 | 2.22 | 1272.20 2.85 | 1637.29 ni 07:36 
0.34 | 19°48] 0.97 | 55°.58 | 1.60 | .91°.67 | 2:23 | 127°.77 | 2:86 | 163°.87 0.0066 peng 
0.35 | 20°.05 | 0.98 | 56°.15 | 1.61 | 92°.25 | 2.24 | 128°.34 о 
0.36 | 20°.63 | 0.99 | 56972 | 1.62 | 92*82 | 2.25 128-09 2: 87 105-01 9:0068. 1. 05:30 
0.37 | 212720 | 1:00 | 57°30 ° ° : Sa | 9:2070 | 0740 
0:85 | 21-77 | 101 57-80 | 1:02 | 93-97 | 2.27 | 130706 | 2:90 165.58 | 0.0072 | 09.41 
0:39 | 22°°35 | 1:02 | 58*44 | 1:65 | 94*54| 2.28 | 130°.63 | 2.91 | 1667.73 | 010074 | 0042 
0.40 | 22.92 | 1.03 | 59°.01 | 1.66 | 95*.11| 2.29 | 131°.21 ° | 
0:41 | 23°.49 | 1.04 | 59°.59 | 1.67 | 95°.68 | 2.30 | 131.78 2:08 167 «88 ede 045 
0:42 | 24°.06 | 1.05 | 60°.16 | 1.68 | 96°.26 | 2.31 | 132°35| 2.04 | 168°.45 | 0.00 2°] 046 
0:43 | 24°.64 1.06 | 605,73 | 1.69 | 96°.83 | 2.32 | 132°.98 | 2:95 | 169°:02 | 9: 0082 DI 
0:44 | 25*21| 1:07 | 61°.31 | 1.70 | 97°40 | 2.33 | 133°.50 | 2:96 | 1697.60 | 0: 0036 0548 
0.45 | 25°.78 | 1.08 | 61°.88 | 1.71 | 97*98| 2.34 | 134°.07 | 2 ° | i 
0.46 | 26°.36 | 1.09 | 622.45 | 1.72 | 98°.55 | 2.35 | 1847.05 | 2: 98 170714 0:0088:) ОО 
0:47 | 26°.93 | 1.10 | 63°.03 | 1.73 | 99°12 | 2:36 | 135°.22 | 2:99 | 171°31 Oo nose. бра 
0.48 | 27°.50 | 1.11 | 632.60 | 1:74 | 99°.69 | 2.37 | 1357.79 3.00 | 1715.89 | Q: 9097 l De Rd 
0:49 | 28°:07 | 1.12 | 64*.17 | 1.75 | 100°.27 | 2.38 | 136736 | 3.01 | 172746 | 0:0098 | 035 
0.50 | 28°.65 | 1.13 | 64*.74 | 1.76 | 100°.84 | 2.39 | 136°.94 ° | : 
0:51 | 29°.22 | 1.14 | 65232 | 1.77 | 1017.41 | 2.40 | 1377.51 3:08 178-62 | 0.0098 | 0°.56 
0:52 | 29°.79 | 1.15 | 652.89 | 1.78 | 1015.99 | 2.41 | 138708 | 3:04 | 17418 

0.53 | 30.37 | 1.16 | 662.46 | 1.79 | 1025.56 | 2.42 | 138°.66 | 3.05 | 174*.75 | Multiples of « 
0.54 | 39094 | 1.17 | 77.04 | 1.80 | 108°.13 | 2:43 | 139723 | 3:06 | 175*33 

0.55 | 31°.51 | 1.18 | 67°.61 | 1.81 | 103°.71 | 2.44 | 1395.80 | 3 ° 1| 3.1416 1807 
0:56 | 32°.09 | 1.19 | 687.18 | 1.82 | 1042.28 | 2.45 | 1407.37 3:05 175-90 2 6.2832) 360° 
0.57 | 32°.66 | 1.20 | 68°.75 | 1.83 | 1042.85 | 2.46 | 1407.95 | 3.09 | 177°.04 | 31.9.4248 540° 
0.58 | 33°.23 | 1.21 | 6933 | 1.84 | 1052.42 | 2.47 | 141°.52 3.10 | 1777.62 | 412-5664) 720° 
0.59 | 33°.80 | 1.22 | 697.90 | 1.85 | 106°.00 | 2.48 | 142°.09 | 3.11 | 178*.19 Alia sane 900° 
0.60 | 34°.38 | 1.23 | 707.47 | 1.86 | 106°.57 | 2.49 | 142°.67 | 3.12 è :9913| 1980» 
0.61 | 34*95 | 1.24 | 712.05 | 1.87 | 1072.14 | 2.50 | 143°.24 3:18 178.19 Blas: 1327 1440° 
0.62 | 35752 1.25 71°.62 | 1.88 | 1072.72 | 2:51 | 143°.81 | 3.14 | 17991 | 9/28.2743 1620° 

А 10 | 1:26 | 72°.19 | 1.89 | 108°.29 | 2:52 | 144°.39 | 3.15 | 180°.48 |10131.4159| 1800° 























* From Lionel S. Marks, “ Mechanical Engineers’ Handbook.” 





Par. 11] TABLES, MATHEMATICAL RELATIONS, AND UNITS 15 
11. Exponentials* 
(е" and e7”) 
т e |Sin | e т е" пе | Ч | nn | e | n e7” 
A А A 

0.00} 1.000 100-90 1.649 16 1.0/2.7181/0.00/1.000 — 199-500. 607 1.00.368 
0.01 1.010 100.51 1.665 17 1.13.004 |0.010.990 —100-510.600 1.10.333 
0.02. 1.020 100.52 1.6821» 1.2/3.320 10.0210.980 — 19/0 92/0. 595 1.20.301 
0.03} 1.030 11/0 53/1 - 699/47 1.313.669 |0.03/0.970| —_ I0 9310. 589 1.310.273 
0.04 1.041 100.54 1.716 17 1.44.055 10.04/0.961 —100-540.583 1.40.2471 
0.05! 1.051 110.55 1.788 18 1.54.482 |0.050.951| — g0 -550.577 1.510.223 
0.06 1.062); 7/0 .56 1.751 17 1.614.958 10.06/0.942 —100-5610.571 1.60.202 
0.07 1.073 100.5711.768 18 1.7|5.474 |0.070.932|_ 90.570.566 1.710.183 
0.08 1.088 17/0.58 1.786 18 1.8/6.050 0.080.923. — o0 980. 560 1.8/0.165 
0.09) 1.094 110.59 1.804 18 1.96.686 |0.0910.914| — g0 590.554 1.90.150 
0.10) 1.105 11/0 -60/1 .822l1g 2.017.389 |0.1010.905] _ 90.600. 549 2.00.135 
0.11 1.116 110.61 1.84019 2.1|8.166 |0.110.896] — 90.610.543 2.10.122 
0.12) 1.127 120.621.859 19 2.2/9.025 |0.1210.887| _ 9/0. 620.538 2.20.111 
0.13. 1.139 110-631.878 18 2.3|9.974 |0.1310.878| — gi0 - 63.0. 533 2.310.100 
0.14. 1.150 12/0 -641.896130 2.4111.02 [0.140.869] _ 80.640.527 2.40.0907 
0.15) 1.162 12/965 1.916 19 2.512.18 |0.15/0.861| — 9/0. 650.522 2.50.0821 
0.16) 1.174 110.661.935 19 2.6/13.46 |0.160.852| — 80.660.517 2.60.0743 
0.17) 1.185 1210-6711. 954/59 2.714.88 |0.17/0.844) _ g|0 - 87/0. 512 2.70.0672 
0.18| 1.197 120.681.974 50 2.816.44 |0.18/0.835|. g/0- 68/0. 507 2.80.0608 
0.19} 1.209 1210: 69/1. 99430 2.918.17 (0.190.827 ^ g0 -69/0 . 502 2.90.0550 
0.20] 1.221 130. 70/2.014/59 3.0120.09 |0.20/0.819) _ 80.700.497 3.00.0498 
0.21 1.234 1210.712.08450 3.122.20 |0.210.811| _ 80.710.492 3.10.0450 
0.22) 1.246 130 72/2.054/5: 3.2|24.53 |0.220.803| — 80.720.487 3.20.0408 
0.23) 1.259 1210. 732.075121 3.3|27.11 |0.230.795] _ 80. 73/0. 482 3.30.0369 
0.24, 1.271 13/0 -742.096131 3.4|29.96 |0.24/0.787| _ 8|0- 740.477 3.40.0334 
0.25 1.28414/0.75/2. 117.91 3.5|33.12 |0.250.779] _ 80. 750.472 3.50.0302 
0.26 1.297 150.70/2.138 5» 3.6]36.60 |0.26/0.771| — 0.760.468 3.60.0273 
0.27 1.310 130.772.160 51 3.740.45 |0.270.763] _ 70.770.463 3.70.0247 
0.28| 1.323 130.782.18105 3.8[44.70 0.280.756] _ 80.780.458 3.80.0224 
0.29} 1.336 14/0. 79/2. 203/33 3.9|49.40 |0.29/0.748| _ 2/0. 790.454 8.90.0202 
0.80| 1.850 13|0-802.226 5» 4.0\54.60 [0.80|0.741|_ 80.80]0.449 4.00.0183 
0.31 1.3684 0.81 2.24859 4.160.34 |0.31/]0.733| _ 70.810.445 4.10.0166 
0.32. 1.377 149 822.270/55 4.266.69 |0.320.726] — 7]0. 820.440 4.20.0150 
0.33! 1.391 140-832. 293/55 4.3/73.70 |0.33/0.719 _ 7/0 -83/0 . 436 4.80.0186 
0.84| 1.405 4|0-84/2.316/54 4.481.45 |0.34/0.712) _ 0 -840.432 4.40.0123 
0.35! 1.419 140.852.340 03 4.5 90.02 |0.350.705] _ 70-850.427 4.50.0111 
0.36, 1.433 150.862.3635; .36/0.698| — 7/0 -86/0 . 423 

0.37 1. 448/1410 . 8712. 387134 5.0} 148.4/0.37]0.691| _ 70 -8710.419 5.0/0 .00674 
0.38, 1.462 159.882.411 24 6.0| 403.4]0.38]0.684| _ 70-880.415 6.00.00248 
0.391 1.477 150.8912.435 05 7.0| 1097.|0.390.677| _ 70-89]0.411 7.0/0.000912 
0.40) 1.492 150.9012.460 04 8.0} 2981./0.40/0.670} _ 60.900.407 8.0/0.000335 
0.41| 1.507 150-91 2.484055 9.0] 8103. 10.410. 664 _ 70.91 0.403| 9.010.000123 
0.42) 1.522 150-92 2.50956 10. 0/22026 . 10 . 42j0 . 657| _ 6'0 - 92/0. 399 10.010. 000045 
0.43) 1.537 16/0 -9812 . 5355 т/2| 4.8100 .43|0.651| _ 70 -980.395 

0.44] 1.553 15/0 942.560/50127/2 23.1400.44/0.644 — e 0.940.391 

0.45! 1.568 16/0. 952.586/55/87/2 111.3/0.45/0.638| _ z|0. 950.387 т/2|0.208 
0.46; 1.584 160.96]2.612 26] 4т/2 535.510.46]0.631! _ eO 96/0. 38327/200.0432 
0.47| 1.600 160-9712. 638 5657/2 257610 . 47/0. 625| _ g0 -9710 . 37913m /210 . 00898 
0.48 1.616 160 -98/2 . 664\57|60/2 1239210.48 0.619] _ 60.980.375|4т/2]0.00187 
0.49 1.632) 17/0.99]2. 69152) 77/2 59610/0.49/0.613| — g0 - 99/0. 372/57/20 . 000388 
0.50) 1.649| |1.00]2.718| 187/2|286751[|0.50/0.607 1.00/0.368/67/2|0.000081 

e = 2.71828. 1/е = 0.867879. logie = 0.4343. 1/(0.4343) = 2.3026. 





* From Lionel S. Marks, “ Mechanical Engineers’ Handbook.” 



































T Norse: Do not interpolate in this column. 
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12. Sine Integral Si(x)* 
Si(z) = Í, CER du 





0 









































































х | Six) | (=) 5) т Si(z) х Si(z) т 51(2) 
0.0 10.00000)5.0| 1.54998|10.0: 1.65835/15.0) 1.61819/20.0| 1.54824/25.0| 1.53148 
0.1/0.09994/5.1| 1.5312510.1| 1.65258|15.1| 1.62226/20.1) 1.55289150.0| 1.55162 
0.2/[0.19956/5.2| 1.51867110.2: 1.64600/15.2| 1.62575|20.2| 1.55767 
0.3/0.29850/5.3| 1.49732|10.3| 1.63883|15.3, 1.62865|20.8| 1.56253 
0.4 |0.39646/5.4) 1.48230]10.4| 1.63112}15.4) 1.63093/20.4) 1.56743 
0.5/0.49311/5.5| 1.46872110.5| 1.62294/15.5| 1.63258,20.5| 1.57232 
0.6 0.58813|5.6| 1.45667/10.6| 1.61439/15.6, 1.63359 20.6| 1.57714 
0.7 0.681225. 7| 1.44620]10.7| 1.60556]15.7| 1.63396/20.7| 1.58186 
0.8/0.77210,5.8| 1.48786[10.8| 1.59654/15.8| 1.63870]20.8| 1.58641 
0.9|0.86047/5.9| 1.4301810.9| 1.58743|15.9| 1.63280/20.9| 1.59077 
1.0/0.94608/6.0| 1.42469]11.0| 1.57831/16.0| 1.63130,21.0! 1.59489 
1.1|1.02869]6.1| 1.42087/11.1) 1.5692716.1| 1.62921121.1| 1.59873 
1.2/1.10805/6.2| 1.4187111.2 1.56042/16.2| 1.62657/21.2| 1.60225 
1.3/1.18396/6.3| 1.41817/11.3) 1.55182/16.3| 1.62339|21.3| 1.60543 
1.4|1.25623/6.4| 1.41922]11.4| 1.54356]16.4; 1.61973/21.4| 1.60823 
1.5/1.32468/6.5| 1.42179]11.5| 1.5357116.5| 1.61563/21.5| 1.61063 
1.6/1.38918/6.6| 1.42582/11.6] 1.52835/16.6) 1.61112/21.6| 1.61261 
1.7|1.44959]6.7, 1.43121|11.7| 1.52155|16.7| 1.60627|21.7 1.61415 
1.8/[1.50582/6.8| 1.43787]11.8| 1.51535]16.8) 1.60111|21.8| 1.61525 
1.9 1.55778/6.9| 1.44570]11.9, 1.50981(16.9) 1.59572/21.9) 1.61590 
2.0 1.60541/7.0| 1.45460/12.0| 1.50497|17.0) 1.5901422.0! 1.61608 
2.1/1.64870j7.1| 1.46443/12.1| 1.50088/17.1| 1.5844322.1| 1.61582 
2.2 1.68763|7.2| 1.47509/12.2| 1.49755/17.2| 1.57865/22.2| 1.61510 
2.311.722217.3| 1.48644|12.3| 1.49501/17.3, 1.57285/22.3| 1.61395 
2.4|1.75249/7.4| 1.4988412.4 1.49327]17.4| 1.56711/22.4| 1.61238 
2.5 1.778527.5 1.51068/12.5, 1.4923417.5, 1.56140/22.5| 1.61041 
2.6 1.80039]7.6] 1.52331|12.6| 1.49221]17.6| 1.55598 22.6| 1.60806 
2.7 1.81821|7.7| 1.53611|12.7| 1.49287]17.7, 1.55070/22.7| 1.60536) 
2.8|1.83210/ 7.8! 1.54894/12.8| 1.49430]17.8| 1.54568,22.8| 1.60234 
2.9 1.84219/7.9| 1.56167|12.9| 1.49647/17.9| 1.54097,22.9| 1.59902 
3.0 1.8486518.0! 1.57419]13.0| 1.49936/18.0| 1.53661|28.0] 1.59546 
3.1/1.85166,8.1| 1.58637|13.1| 1.50292/18.1) 1.53264/23.1) 1.59168 
3.211.8514018.2| 1.59810|13.2| 1.5071118.2! 1.52909/23.2| 1.58772 
3.3/|1.84808/]8.3| 1.60928 13.3| 1.51188/18.3) 1.52600/23.3) 1.58363 
3.4 1.84191/8.4| 1.6198113.4| 1.51716/18.4| 1.52339|23.4| 1.57945 
3.5/1.83313|8.5| 1.62960/13.5| 1.52291/18.5| 1.52128/|23.5| 1.57521 
3.6 1.821958.6] 1.63857/13.6| 1.52905/|18.6| 1.51969]23.6] 1.57097 
3.7 1.80862 8.7, 1.64665]13.7) 1.53352/18.7| 1.51863/23.7| 1.56676 
3.8 1.79333 8.8| 1.65379]13.8| 1.54225|18.8| 1.51810/23.8| 1.56262 
3.9|1.77650/8 .9| 1.65993|13.9| 1.54917118.9) 1.51810/23.9| 1.55860 
4.0|1.75820/9.0 1.66504/14.0 1.55621/19.0| 1.51863/24.0| 1.55474 
4.1 |1.73874|9.1 1.66908/|14.1| 1.56330/19.1| 1.51967|24.1| 1.55107 
4.2 |1.71837|9.2) 1.67205|14.2| 1.57036/19.2| 1.52122/24.2) 1.54762 
4.3 |1.69732|9.3| 1.6739314.3| 1.57733|19.3| 1.52324/24.3| 1.54444 
4.4 1.67583)9.4| 1.67478[14.4| 1.58414]19.4| 1.52572/24.4| 1.54154 
4.5|1.654149.5| 1.67446/14.5| 1.59072/19.5) 1.52863|24.5) 1.53897 
4.6/1.63246/9.6| 1.67316]14.6] 1.59702/19.6| 1.53192/24.6, 1.53672 
4.7 1.61101,9.7, 1.67084|14.7| 1.60296|19.7| 1.53357|24.7| 1.53484 
4.8|1.58998/0.8| 1.66757/14.8| 1.6085119.8| 1.5395424.8 1.53333 
4.9|1.56956/9.9 1.66338|14.9 1.6136019.9| 1.5437824.9 1.53221 




















* From P. О. Pedersen, “Radiation from a Vertical Antenna over Flat Perfectly Conducting Earth," 
G. E. C. Gad, Copenhagen. 
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13. Si(x) and Cosine Integral Ci(x)* А 
Si(z) = log. х + 0.5772 — Ci(z) = J 1— cosg ——— 2 dz 
Ciz) = — f y 2077 du = log, + 0.5772 — Si(z) 

т | S£) | x] Si) 2 S(x) т | Si) z S(x) z 81(2) 
0.0 10.00000|5.0! 2.37669]10.0, 2.92527/15.0| 3.23899/20.0! 3.52853/25.0) 3.80295 
0.1/0.00249/5.1] 2.38994110.1| 2.94327/15.1| 3.25090/20. 1| 3.53173|50.0| 4.49486 
0.2/0.00998/5.2| 2.40113/10.2| 2.96050/15.2| 3.26308/20.2| 3.53535 
0.3 0.0224115.3! 2.4104410.3| 2.97688/15.3| 3.27552/20.3| 3.53946 
0.4 |0.08973|5.4; 2.41801(10.4| 2.9923415.4| 3.2881420.4 3.54402 
0.5 |0.06185|5.5| 2.42402/10.5| 3.00688/15.5| 3.30087,20.5| 3.54905 
0.6 0.08866/5.6| 2.42866/10.6! 3.02045}15.6, 3.31363|20.6, 3.55456 
0.700. 12002]5.7| 2.43210110.7| 3.03300/15.7, 3.32641/20.7| 3.56049 
0.8 0.15579/5.8| 2.43452|10.8| 3.04457,15.8| 3.33911/20.8| 3.56687 
0.9 0.19578/5.9| 2.43610110.9! 3.05514/15.9| 3.35167/20.9) 3.57368 
1.0/0.23981/6.0| 2.43704]11.0| 3.06467/16.0| 3.36401/21.0) 3.58085 
1.1 0.28766|6.1 2.43749]11.1| 3.07323,16.1| 3.37612/21.1| 3.58840 
1.2/0.33908/6.2| 2.43764]11.2| 3.08083|16.2| 3.38790/21.2| 3.59629 
1.3/0.3938416.3| 2.43766|11.3| 3.08749]16.3| 3.39932121.3| 3.60446 
1.4/0.45168/6.4| 2.43770]11.4| 3.09322/16.4| 3.41032/21.4| 3.61288 
1.5/0.51233/6.5| 2.43792/11.5, 3.09814|16.5| 3.42088/21.5| 3.62155 
1.6 0.57549/6.6| 2.43847)11.6, 3.10225/16.6| 3.43096/21.6| 3.63037 
1.70.64088]6.7| 2.43947|11.7| 3.10561/16.7| 3.44050]21.7| 3.63935 
1.8/0.70820/6.8| 2.44106]11.8| 3.10828/16.8| 3.44947|21.8| 3.64842 
1.9 |0.77713/6.9| 2.44335,11.9| 3.11038/16.9| 3.45788/21.9| 3.65751 
2.0 |0. 8473917 .0| 2.44643/12.0| 3.11190|17.0| 3.46568/22.0| 3.66662) 
2.110.918657.1 2.45040]12.1| 3.11301|17.1| 3.4728822.1| 3.67568 
2.210.9906017.2| 2.45534112.2| 3.11370/17.2| 3.47945]22.2| 3.68465 
2.3/|1.0629577.3| 2.46130]12.3| 3.1141217.3| 3.48543]/22.3) 3.69348 
2.4|1.13540/7.4| 2.46834/12.4) 3.11429]17.4| 3.49077/22.4) 3.70216 
2.5 1.207647 .5| 2.47649112.5| 3.11436]17.5) 3.49553/22.5. 3.71059 
2.6 |1.27939]7 .6| 2.48577|12.6] 3.1143717.6| 3.49969]22.6| 3.71879 
2.7 1.35038|7.7, 2.49619]12.7| 3.1143817.7| 3.50330]22.7| 3.72670 
2.8 |1.42035|7.8| 2.50775|12.8| 3.11453/17.8| 3.50639]22.8| 3.73427 
2.9 1.48903/7.9| 2.52044/12.9| 3.11484]17.9| 3.50895|22.9| 3.74153 
3.0/1.55620/8.0| 2.53423/13.0| 3.11540]18.0] 3.51107123.0| 3.74838 
3.1/1.62163/8.1| 2.54906|13.1 3.11628/18.1| 3.51276]23.1| 3.75483 
8.2 |1.685118.2) 2.56491/13.2) 3.11754/18.2) 3.51404/23.2) 3.76089 
3.311.74646]8.3| 2.56171/13.3) 3.11924/18.3| 3.51500]23.3| 3.76651 
3.4 |1.80552|8.4 2.5993813.4| 3.12142/18.4| 3.51568123.4| 3.77170 
3.511.86211/8.5| 2.61786|13.5| 3.12414118.5| 3.51610/23.5| 3.77644 
8.611.91613/8.6| 2.63704/13.6| 3.12745/18.6| 3.51633|23.6| 3.78072 
3.71.967458.7| 2.65686/13.7, 3.13184/18.7| 3.51645|23.7| 3.78450 
3.812.0160018.8| 2.67721113.8| 3.13587|18.8| 3.51648/23.8] 3.78801 
3.9 2:0617018.9 2.69799/13.9| 3.14104118.9| 3.51648|23.9| 3.79101 
4.0/2.10449/]9.0| 2.71909/14.0| 3.14688|19.0| 3.51660/24.0| 3.79360 
4.1,2.14438/9.1| 2.7404214.1 3.15338/19.1| 3.51661,24.1| 3.79582 
4.2 2.18131/:9.2| 2.76186/14.2| 3.16054/19.2| 3.51685,24.2| 3.79767 
4.312.2153519.3| 2.7833214.3| 3.16835/19.3| 3.51727/24.3) 3.79917 
4.4|2.24648/9.4| 2.8046814.4| 3.17677/19.4| 3.51790]24.4| 3.80086 
4.5 2.27479]9.5| 2.82583|14.5| 3.1858319.5| 3.51879|24.5| 3.80129 
4.6 2.300339.6| 2.84669/114.6| 3.19545119.6| 3.52002/24.6| 3.80197 
4.7 |2.32317/9.7| 2.86713/|14.7| 3.20564/19.7| 3.52156]24.7| 3.80243 
4.8 |2.34344/9.8| 2.88712|14.8| 3.21680]19.8| 8.52348/24.8| 3.80271 
4.9 /2.36124:9.9| 2.90651]14.9| 3.22746|19.9| 3.5257831.9 3.80288 

Li 






































a * From P, O. Pedersen, “ Radiation from a Vertical Antenna over Flat Perfectly Conducting Earth.” 


‚ Е. C. Gad, Copenhagen. 
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MATHEMATICAL RELATIONS 


14. Trigonometric Relations 














dius 
B 
dS rm 
B 
А snz 
{ап 2 =} = 
С cose 8 
Eu 1 n 
R Č cosg 
cose pan 1 
osec v = т С 
бы 1 LL 0082 Fie. 1. 
А tanz smg 
sin (—2) = — sin 2 
cos (—x) = cos € 
tan (—2) = — tan 2 
in (= — = £ sin (2 +2) = со 
sin 5 2} = cos 9 -008 T 
т . T . 
cos ($ - 2) ев з cos (5 +2) = -sinz 
tan (5 — 2) = cot 2 tan (5 +2) = -oot z 
sin (п — x) = sin 7 sin (т + х) = — sin v 
: eos (т — х) = — cos z cos (т + x) = — eos t 
tan (т —z) = — tan 2 tan (x + x) = tan z 
sin (х + 2rn) = sin x З НА 
сов (х + 2тп) = соз х > (n a positive or negative integer) 
tan (т + 2тп) = tan x 
sin (z + y) = віп х cos y + cos z sin y 
sin (ш: — у) = sin z cos y — cos z sin y 
cos (2 + y) = cos д cos у — sin x sin y 
cos (т — y) = cos z cos y + sin z sin y 
_ tanz + tan y 
ten @ +9) = г tan z tan y 
_ ian z — tany , 
tan (v — 9) 7 1 Lian z tany 
sin 22 = 2 sin 2 cos x cos 2x = 2cos?z — 1 = 1 — 2 sin? х 
_ 2tanz _ (cot? z — 1) 
tan 22 = р залат cot 22 — зерт — 
sin 82 = 3 зіп т —4sin?z cos 3z = 4 cos? т — 8 cos я 


Бы К]. 1 и 1 р 1 . 
= р = | = = = 6 => — 
sin 52 [5 (1 — cos 2) | 5 (1 + sin z)* 5 (1 — sin 2)% 


cosge = [5 (1 + cos 2) |” 250 + sin 34-5 — sin аи i 





tan 12 = 700924 _ 1 0052 _ sin т 
2" GQ+eosz)% snr 1+cosz 
sin? — $ (1 — cos 22) cos? SLi + cos 22) 
4 2 


sin? z = 1 (8 sin т — sin 32) сов? ж = 1 (cos 82 + 3 cos 2) 


Par. 15] TABLES, MATHEMATICAL RELATIONS, AND UNITS 18 


sin z sin y = 5 сов (2 — y) — 1 оов (œ +y) 
сов т cos y = 5 cos ( — u) + сов (£ + y) 
sin z cos y = 5 sin (s —y) +2 sin (= + y) 
1 1 p А. 
sin z +sin у = 2sin 5 (z + y) cos 5 (r — y) 
Я А Tw 
sin z — sin y = 2 cos 1 (z + y) sin 5 (s — y) 
1 1 C 
cos = + cos y = 2 cos 5 (т + y) cos 5 (z — y) Fra. 2. 
cos 2 — cos y = — 2sin 5 (s +y) sin d (s — y) 
iens pane Е arim tangy a аа 
cos т COS y соз т сов у 
sin? ж — sin? у = віп (х + y) sin (2 — y) | 
cos? х — cos? у = — sin (z + y) sin (ш — у) 
cos? ж — sin? y = cos (т + y) cos (х — y) 
sin? х + cos? z = 1 sec? = —tan?z = 1 


In any triangle (Fig. 2): 
A B _ С 


—— : (law of sines) 
sina sinb sinc . 
A? = B? + C? — 2BC cosa (law of cosines) 


1 
A+B tan 5 (a +b) . sina +sin b 


A—B ^md amb (law of tangents) 
tan 5 (a — b) 

a +b +c = 180° А = В cosc + С cos b 

B = C cosa + А cose С = А cosb + B cosa 


15. Properties of Hyperbolic Functions 
e? — € 2 


2%, zb 
pozo are Se ae coget ed 
e +=? 
2 


[| 
| 


sinh z 


li 


cosh x 





2? zt 
o 
sinh x 
cosh z 
sinh (—z) = — sinh z 
cosh (—2) =  eoshz 
cosh? = = 1 + sinh? z 


d (sinh z) = cosh т 
dz 


tanh z — 


d (cosh z) igs 
dz 


fsinh z - dz = cosh z 
[eosh z - dx = sinh z 
sinh (т + jr) = — sinh z 
cosh (= + jr) = — cosh z 
sinh (т + j2r) = sinh = 
cosh (z + 72т) = cosh z 


` 90 RADIO ENGINEERS’ HANDBOOK [Зес. 1 


sinh (z + jr/2) = + j cosh т 
cosh (2 + јт/2) + 7 sinh x 
tanh (т + jan) = tanh x 


1 
tanh (т + jnw/2) = aha 


ud 











sinh jb = j sin b 

cosh jb = cos b 

tanh jb = j tan b 

sin jb = 7 sinh b 

cos jb = cosh b 

sinh (a + jb) = sinh a cos b + 7 cosh a sin b 
cosh (a + jb) = cosh a cos b + j sinh a sin b 


E (5) SA EX 0—1 


cosh a —1 
tanh (5) - “sinh 6 


62) = sinh 0; cosh 92 
02) = cosh 6; cosh 6; 


cosh 6; sinh 62 


sinh (61 M 
sinh 01 sinh 05 


t 
cosh (9: + 


HH 


16. Series 


: 2,5 gl 
sinz—£-—g tg y 


z? т^ 
cost = 1 -z + 


[z? < œ] 


x6 
тасак <=] 


2%, 2x5 , 17х' , 622% 
otis 31 "385 ^" [ 


8 5 7 
a LM 


z+ 
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17. Harmonic Composition of Some Common Periodic Waves 


Square wave (Fig. 3a): 


i 4 1 1 1 
y = 2 (cos z — 3 cos 3e + p cos 5e — у cos 72 + E -) 


Triangular wave (Fig. 3b): 


8 1 1 
y = ŠE (cos z + 0 соз 32 + zy cos 5z + D .) 
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y axis 





x axis 





(a) Squore wave 
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E x axis 





(b) Triangular wave 
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(c) Saw- tooth wave 





(e) Short triangular pulse 
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(f) Short pulse that is a section of 
а sine wave 
y oxis 


f L Noii 
La 


(g) Half-wave rectifier output 





y axis 








(h) Full-wave rectifier output 


Fre. 3.—Periodic pulses of various types. 
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Sawtooth wave (Fig. 3c): 


y = ŽE (sin z азів 22 + 5 sin 32 — 3 sin 42 + D -) 


Short square pulse (Fig. 3d): 
= BAR += (sin kr cos z + $ sin 2kr cos 22 


+ 2 sin Sk cos 32 ... +} sin nkr cos nz mm ji 


The relative values of the coefficients of cos nz are plotted in Fig. 4 as a function of 
nk for the case k < < 1, i.e., for a short pulse.. Under these conditions the coeffi- 
cients of cos nz are proportional to (sin nk) /nkr. 
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Ета. 4.— Relative amplitude of harmonics for waves of Fig. 3d and e fork < < 1. 


Short triangular pulse (Fig. Зе): 





yo EE + 2 fZ sin nek - 2, 2 q (nak sin nak — 2 sina BEE) cos ne | 
2 dn т?т 


The relative values of the coefficients of cos nz are plotted in Fig. 4 as а function 
of nk, for < < 1, i.e., for a short pulse. 
Short pulse that is a section of a sine wave (Fig. 3f): 


Ja Cees | (cae - £ cos 8) + ($ — sin $ cos £) cos z 
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sin (n+ 1) f айт uds 2 sin n вов 
Je 20. Ра эл | = И 
bz nfi т —1 п 





Half-wave rectifier output (Fig. 39): 


у (1 +5008 2 +3 2 соз 22 — 2 cos 42 + 55 сов бл 
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Full-wave rectifier output (Fig. 3h): 


2 2 2 2 
y -izQ + 3 cos 25 — ть cos 4x + gg cos бх 
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UNITS 


18. Units of Length 


1 kilometer (km) = 1,000 meters 
1 decimeter (dm) = 0.1 meter 
1 centimeter (cm) = 0.01 meter 
1 millimeter (mm) = 0.001 meter 
1 micron (р) = 0.000,001 meter = 0.001 millimeter 
1 millimicron (my) = 0.000,000,001 meter = 0.001 micron 
1 angstrom (A) = 0.000,000,1 millimeter 
= 0.0001 micron 
= 0.1 millimicron 
1 statute mile = 1,760 yards = 5,280 feet 
1 foot = 14 yard = 12 inches 
linch = 146 yard = Мо foot 
1 mil = 1/1,000 inch 
1 U.S. nautical mile 
1 sea mile = 1,853.248 meters = 6,080.20 feet 
1 geographical mile 
1 international nautical mile 


1 fathom = 6 feet 


— 1,852 meters 
= 6,076.10 feet 


19. Conversion Table for Units of Length 














Centimeters} Meters Kilometers Inches Feet Miles 
1 0.01 10-6 0.3937 0.03281 0.6214 X 10-5 
2.540 0.02540 2.54 X 1075 1 0.0833 0.1578 X 107* 
100 1 0.001 39.37 3.281 0.0006214 
100,000 1,000 1 39,370 3,281 0.6214 
30.48 0.3048 30.48 X 10-5 12 1 0.0001894 
160,935 1,609 1.609 63,360 5,280 1 











Norz: All numbers in the same horizontal column represent the same length. 


20. Systems of Electrical Units 


Electromagnetic Cgs Units.—The electromagnetic system of cgs units (often 
abbreviated emu) results if one uses centimeters, grams, and seconds, and then arbi- 
trarily assumes that the magnetic permeance и of a centimeter cube in a vacuum is 
unity. These units are sometimes designated by the prefix ab, such as abohm, abvolt, 
etc. 

Electrostatic Cgs Units.— The electrostatic system of cgs units (sometimes abbre- 
viated esu) results if one uses centimeters, grams, and seconds, and then arbitrarily 
assumes that the capacity across the faces of a centimeter cube is unity. These units 
are sometimes designated by the prefix stat, such as statohm, statvolt, etc. 

“Practical” Electrical Units——This term refers to the ordinary system of volts, 
amperes, ete., used in practice. These units have more convenient values than the 
electromagnetic and electrostatic systems. 
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Relationship between Systems of Units.—The fundamental relation between the 
egs electromagnetic units and the cgs electrostatic units, as determined experimentally, 
is 

1 abfarad = 8.9878 X 10?" statfarads 
£9 X 1020 statfarads 


The fundamental relation between the cgs electromagnetic system of units and the 
practical system is 


1 abcoulomb = 10 coulombs 
1 erg = 1077 watt-seconds (or joules) 


The erg is the unit of energy in the cgs electromagnetic system and the watt-second 
(or joule) that of the practical system. 

It is convenient to note that when an equation is expressed in electromagnetic 
units one can convert to practical units by substituting 30 ohms for the velocity of 
light (which will appear either directly or indirectly in the relation and if it does not 


appear directly can be inserted by multiplying by ion = 1). 
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SECTION 2 
CIRCUIT ELEMENTS 


RESISTANCE AND RESISTORS 


1. Specific Resistance and Temperature Coefficient of Resistance.—The resist- 
ance R of a conductor of length J and cross-sectional area А is 


R= a) 


where p is termed the specific resistance, or resistivity, and is a property of the con- 
ductor material and the temperature. 

The specific resistance p can- be expressed in terms of the resistance of a wire 
one mil in diameter and one foot long (ohms per. circular mil foot), in which case the 
length in Eq. (1) is in feet and the area A in circular mils.! The specific resistance 
is also often expressed in terms of the resistance existing between opposite faces of a 
cube one centimeter on a side (ohms per em cube), in which case it is termed 
the volume resistivity, and corresponds to the length J in Eq. (1), expressed in centi- 
meters, and the area A, in square centimeters. Values of specific resistance for a 
number of common materials are given in Table 1. 

The resistance of a conductor depends upon the temperature as well as the mate- 
rialandform. ‘To a first approximation, the change in resistance produced by a varia- 
tion in temperature is proportional to the temperature increment, provided this 
increment is not too large. Hence the relation between the resistances Rr, and Rr, 
of a conductor at two temperatures Tı and T^, respectively, is 


Rr, = Rall + «(Т» — T2) (2) 


where о is the fractional change in resistance per degree of temperature rise, and is 
termed the temperature coefficient of resistance. Values of temperature coefficient for 
a number of common materials are given in Table 1. 

2. Resistance Wire.—Although the usefulness of copper is due largely to its low 
specific resistance, other materials, particularly certain alloys, are important because 
of their high specific resistance. The most important of these resistance alloys for 
radio purposes are listed in Table 1, together with their principal properties. A wire 
table giving further properties of some of these resistance alloys also appears below. 

The nichrome group of resistance alloys listed in Table 1 is capable of operating at 
high temperatures, and is the wire generally employed for rheostats, heating elements, 
enamel-coated resistance tubes, etc. 

Advance and the related resistance alloys are characterized by zero temperature 
coefficient of resistance and a high thermoelectric voltage against copper. This type 
of wire is used for precision purposes and also for thermocouples. Its maximum 
working temperature is appreciably lower than that of nichrome, but considerably 
higher than manganin. 


1 A circular mil is the area a circle one mil (0.001 inch) in diameter. The area of a wire in circular 
mils is hence the square of the diameter when the diameter is expresesd in mils. 


26 











Par. 2] CIRCUIT ELEMENTS 27 
TABLE 1 
a es 

Resistivity 
: "Temperature 
Material Ohms | Microhms bod ie Remarks 
per cir per em ec at 20°C 
mil ft cube at 
at 20°C 20°C 

Aluminum........ 17 2.828 0.0049 
Brass............ 45 7.5 0.002-0.007 
Chromium........ 16 2.7 
Carbon (graphite).|400-1,100| 33-185 |—0.0006 to —0.0012 

оррег........... 10.37 1.724 0.00393 
Iron ies os ve ee 59 9.8 0.006 
Mercury......... 575 95.8 0.00089 
Molybdenum..... 34 5.7 0.0033 
Nickel........... 60 10 0.005 Max. working temp. 

= 500°C 

Phosphor bronze. . 70 11.5 0.004 
Silver............ 9.8 1.629 0.00381 
Tantalum........ 93 15.5 0.0031 
Tin. eer. 69 11.5 0.0042 
Tungsten......... 33 5.51 0.0045 

NG ii ner re res 36 5.9 0.0035 
Resistance alloys: 

Nichrome, М№і- 650 108 0.0002 Max. working temp. 
chrome I-V, =1100°C. Thermal © 
Chromel A-C, emf against copper 
etc. — 22 uv per ? 

Advance, Con- 295 49 0 Max. working temp. 
stantan, = 500°C. Thermal 
Copel, Ideal, emf against copper 
Та — La, ete. = 43 uv per ? 

Manganin...... 290 48 +0.00001 Thermal emf against 

соррег = 2 ду рег 

Ohmax......... 1,000 167 —0.00035 Max. working temp. 

= 500° 

Radiohm....... 800 133 0.0007 

Monel......... 255 43 0.0019 Max. working temp. 

= 425°C 

German silver.. 185 31 0.00027 

Midohm........ 180 30 0.00018 





SO од 


Nore: The foregoing are typical values. Actual values in the case of elements will depend on: 
purity, heat treatment, etc., and also upon exact composition in the case of alloys. 

Manganin is used primarily for precision resistors. It has negligible temperature 
coefficient of resistance at ordinary room temperatures, and also an extremely small 
thermoelectric coefficient against copper. The resistance of manganin is affected 
appreciably by mechanical strains such as are introduced by winding, but when these 
are relieved by baking the completed resistance units for 24 hours at a temperature 
of 120°C, the resistance is extremely stable in its characteristics, provided that the 
resistance is not subsequently overheated. 

Ohmax is an aluminum-bearing alloy having a high specific resistance, but is 
available only in the smaller sizes (10 mils and less). It is used where high resistance 
is required in a small space, as in radio rheostats. It has a negative temperature 
coefficient, of resistance and is sometimes employed in eombination with niehrome to 
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give zero over-all temperature coefficient in precision resistors requiring high resistance 
in such a small space that manganin is not suitable. 
Radiohm is similar to ohmax, but has a slightly lower specific resistance, is avail- 
able in a greater range of sizes, and has a positive temperature coefficient of resistivity. 
Midohm is a copper-nickel alloy having a lower temperature coefficient of resistivity 
than other alloys of similar specific resistance. 


3. Wire Tables. 


TABLE 2.—COPPER-WIRE TABLE, STANDARD ANNEALED COPPER 
American Wire Gage (B & S) 


e e ——————————————————— 














Cross section at 20°C Ohms per 
Gage | Diameter, 1,000 it at | Lb. per 
№. | mils at 20°C Circul 20°C 1,000 ft 
ub Sq in. (= 68°F) 
0000 460.0 211,600.0 10.1662 0.04901/640.5 
000 409.6 167,800.0 0.1318 0.06180/507.9 
00 364.8 133,100.0 0.1045 0.077931402.8 
0 324.9 105,500.0 0.08289 0.09827/319.5 
1 289.3 83,690.0 10.060573 0.1239 1253.3 
2 257.6 66,370.0 10.05213 0.1563 j200.9 
3 229.4 52,640.0 0.04134 0.1970 |159.3 
4 204.3 41,740.0 0.03278 0.2485 |126.4 
5 181.9 33,100.0 0.02600 0.3133 |100.2 
6 162.0 26,250.0 0.02062 0.3951 | 79.46 
7 144.3 20,820.0 [0.01035 0.4982 
8 128.5 16,510.0 0.01297 0.6282 | 49.98 
9 114.4 13,090.0 0.01028 0.7921 | 39.63 
10 101.9 10,380.0 0.008155 0.9989 | 31.43 
11 90.74 8,234.0 0.006467 1.260 4.92 
12 80.81 6,530.0 0.005129 1.588 | 19.77 
13 71.96 5,178.0 |0.004067 2.003 | 15.68 
14 64.08 4,107.0 |0.003225 2.525 | 12.43 
15 57.07 3,257.0 0.002558 3.184 9 
16 50.82 2,583.0 0.002028 4.016 7.818 
17 45.26 2,048.0 [0.001609 5.064 6.200 
18 40.30 1,624.0 |0.001276 6.385 4.917 
19 35.89 1,288.0 |0.001012 8.051 3.899 
20 31.96 1,022.0 |0.0008023 10.15 3.092 
21 28.46 810.1 10.0006363 12.80 2.452 
22 25.35 642.4 |0.0005046 16.14 1.945 
23 22.57 509.5 |0.0004002 20.36` 1.542 
24 20.10 404.0 |0.0003173 25.67. 1.223 
25 17.90 320.4 10.0002517 32.37 0.9699 
26 15.94 254.1 10.0001996 40.81 0.7692 
27 14.20 201.5 10.0001583 51.47 0.6100 
28 12.64 159.8 |0.0001255 64.90 0.4837 
29 11.26 126.7 |0.00009953 81.83 0.3836 
30 10.03 100.5 |0.00007894 103.2 0.3042 
31 8.928 79.70 |0.00006260 130.1 0.2413 
32 7.950 63.21 |0.00004964 164.1 0.1913 
33 7.080 50.13 |0.00003937 | 206.9 0.1517 
34 6.305 39.75 |0.00003122 | 260.9 0.1203 
35 5.615 31.52 |0.00002476 | 329.0 0.09542 
36 5.000 25.00 |0.00001964 | 414.8 0.07568 
37 4.453 19.83 |0.00001557 | 523.1 0.06001 
38 3.965 15.72 |0.00001235 | 659.6 0.04759 
39 3.531 12.47 (0.000009793| 831.8 0.03774 
40 3.145 9.888|0.000007766/ 1,049.0 0.02993 




















Ft рег ohm | Ohms per Jb 
Ft per Ib | at 20°C at 20°C Gage 
(= 68°F) | (= 68°F) ; 
1.561/20,400.0 0.00007652| 0000 
1.968:16,180.0 0.0001217 | 000 
2.482,12,830.0 0.0001935 00 
3.130/10,180.0 0.0003076 0 
3.947! 8,070.0 0.0004891 1 
4.977, 6,400.0 0.0007778 2 
6.276| 5,075.0 0.001237 3 
7.914| 4,025.0 0.001966 4 
9.980| 3,192.0 0.003127 5 
12.58 | 2,531.0 0.004972 6 
15.87 | 2,007.0 0.007905 7 
20.01 | 1,592.0 0.01257 8 
25.23 | 1,262.0 0.01999 9 
31.82 | 1,001.0 0.03178 10 
40.12 794.0 0.05053 11 
50.59 629.6 0.08085 12 
63.80 499.3 0.1278 18 
80.44 396.0 0.2032 14 
101.4 314.0 0.3230 15 
127.9 249.0 0.5136 16 
161.3 197.5 0.8167 17 
203.4 156.6 1.299 18 
256.5 124.2 2.065 19 
323.4 98.50 3.283 20 
407.8 78.11 5.221 21 
514.2 61.95 8.301 22 
648.4 49.13 13.20 23 
817.7 38.96 20.99 24 
1,031.0 30.90 33.37 25 
1,300.0 24.50. 53.06 26 
1,639.0 19.43 84.37 27 
2,067.0 15.41 134.2 28 
2,607.0 12.22 213.3 29 
3,287.0 9.691 339.2 30 
4,145.0 7.085 539.3 31 
5,227.0 6.095 857.6 32 
6,591.0 4.833 | 1,364.0 33 
8,310.0 3.833 | 2,168.0 34 
10,480.0 3.040 | 3,448.0 35 
13,210.0 2.411 | 5,482.0 36 
16,660.0 1.912 | 8,717.0 37 
21,010.0 1.516 |13,860.0 38 
26,500.0 1.202 |22,040.0 39 
33 ,410.0 0.9534,35,040.0 40 








 _————————————-———— 


4. Resistance at Radio Frequencies—Skin Effect.—In circuits carrying alternating 
currents, particularly high-frequency currents, the power loss is often greater than 
where a direct current of the same value is being carried. This is because of such 
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TABLE 3.—ReEsISTANCE WIRE TABLE 
Nichrome Advance Manganin 
B&S | Diam. Weight | Ohms Weight Weight В & 8 
No. in.” Ош Беа per ft per Oh ae oe No. 
Doser | 1,000 ft | at 68°F | 1,000 ft | PG oop [1,000 ft 
20°C) bare (20°C) bare (20°C) bare 
wire, lb wire, lb “| wire, lb 
10 0.102 0.06248 29.60 0.0282631.35 . ,.......5....... 10 
11 0.091 0.07849 23.65 0.0355025.06 |.......|....... 11 
12 0.081 0.09907|18.67 0.0448119.77 |.......|....... 12 
13 0.072 0.1255 14.75 0.0567215.62 = |.......]....... 13 
14 0.064 0.1588 11.65 0.0717812.35 . |.......]....... 14 
15 10.057 0.2000 | 9.240 0.09049| 9.788 0.089319.054 15 
16 0.051 0.2499 | 7.400 0.1130 | 7.836 0.1115/7.249 16 
17 0.045 0.3209 | 5.760 0.1452 | 6.100 0.14325.642 17 
18 0.040 0.4062 | 4.550 0.1837 | 4.822 0.1813/4. 460 18 
19 0.036 0.5015 | 3.690 0.2270 | 3.906 0.22383.613 19 
20 0.032 0.6347 | 2.915 0.2871 | 3.085 0.283212. 854 20 
21 00.0285 | 0.8002 | 2.294 0.3619 | 2.430 0.3570/2.248 21 
22 10.0253 1.017 | 1.807 0.4557 | 1.946 0.4531|1.771 22 
23 0.0226 | 1.272 | 1.453 0.5756 | 1.539 0.56781.424 23 
24 0.0201 1.609 | 1.139 0.7277 | 1.218 0.7178|1.116 24 
25 |0:0179 | 2.029 | 0.9110 0.9176 | 0.9655 | 0.90510 .8931 25 
26 0.0159 | 2.571 | 0.7190 1.163 | 0.7619 | 1.147 0.7047 | 26 
27 10.0142 | 3.228 | 0.5740 1.458 | 0.6076 | 1.438 0.5620 | 27 
28 0.0126 | 4.090 | 0.4540 1.852 | 0.4786 | 1.826 |0.4427 | 28 
29 0.0113 | 5.090 | 0.3570 2.302 | 0.3785 | 2.271 0.3501 29 
30  |0.0100 | 6.500 | 0.2845 2.940 | 0.3014 | 2.900 0.2788 | 30 
31  |0.0089 | 8.206 | 0.2253 3.722 | 0.2387 | 3.662 0.2208 | 31 
32 (0.0080 | 10.16 0.1821 4.594 | 0.1929 | 4.531 |0.1784 | 32 
33 10.0071 | 12.90 0.1434 5.833 | 0.1519 | 5.754 0.1405 | 33 
34 10.0063 | 16.37 0.1129 7.408 | 0.1196 | 7.305 0.1106 | 34 
35 10.0056 | 20.72 0.08922 | 9.375 | 0.09451 | 9.247 |0.08742| 35 
36 00.0050 | 26.00 0.07113 | 11.76 0.07534 11.60 10.06969] 36 
37 10.0045 | 32.09 0.05758 | 14.52 0.06100 14.32 1U.05642| 37 
38 0.0040.) 40.62 0.04552 | 18.37 0.04822 18.13. 0.04460, 38 
39 10.0035 | 53.06 0.03482 | 24.00 0.03689 123.67  10.03412| 39 
40 10.0031 | 67.63 0.02731 | 30.60 0.02893 130.18 |0.02676] 40 
0.00275} 85.98 0.02128 | 38.88 0.02254 |38.36 |0.02085 
0.00250]104.00 0.01775 | 47.04 0.01880 |46.40 |0.01739 
0.00225/128.5 0.01423 | 58.07 0.01507 57.31 0.01394 
0.00200/162.5 0.01138 | 73.50 0.01205 72.50 0.01115 
0.00175/212.4 0.008706 96.00 0.009222 : 
0.00150288.9 0.006396;130.70 0.006774 
0.0014 331.6 0.005577 
0.0013 384.6 0.004809 
0.0012 451.4 0.004097 
0.0011 [537.2 0.003443 
0.001 1650.0 0.002845 





* This table is reproduced by permission from Booklet R-36 of the Driver-Harris Company. 
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factors as dielectric hysteresis, eddy currents, skin effect, etc. As a result, it is 
customary, in dealing with alternating-current circuits, to consider that the effective 
or equivalent circuit resistance is that quantity which when multiplied by the square 
of the current equals the power dissipated in the circuit. 

Skin Effect—At high frequencies the current carried by a conductor is not uni- 
formly distributed over the conductor cross section, as is the case with direct currents, 
but rather tends to be concentrated near the surface. This action, termed skin effect, 
is a result of magnetic flux lines that circle part but not all of the conductor. Those 
parts of the cross section which are circled by the largest number of flux lines have 
higher inductance than other parts of the conductor, and hence a greater reactance. 
The result is a redistribution of current over the cross section in such a way as to 
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Fre. 1.—Resistance ratio in isolated round wires as a function of parameter x defined by 
Eq. (3). : 


cause those parts of the conductor having the highest reactance, 7.e., those parts nearer 
the center, to carry the least current. With a round wire this causes the current 
density to be maximum at the surface and least at the center. With a square bar the 
greatest concentration of current is at the corners, with the flat sides coming next and 
the center carrying the least current. With a flat strip the current density is greatest 
at the edges, considerable at the flat surfaces, and again least in the center. In every 
case it will be noticed that the current is so distributed as to cause those parts of the 
cross section that are inclosed by the greatest number of flux lines to carry the least 
current. 

The redistribution of current over a conductor cross section that is associated with 
skin effect causes the ratio E. / Ваз of effective alternating-current resistance to direct- 
current resistance to be greater than unity, because in the presence of skin effect, 
portions of the conductor are not fully effective in carrying current. Along with this 
increase in resistance, there is also a decrease in the inductance of the conductor 
because of the fact that the redistribution of current is always of such a character 
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as to make the flux linkages, and hence the inductance, less than with a uniform current 
distribution. The magnitude of these effects on inductance and a-c resistance 
increases with frequency, conductivity, magnetic permeability, and size of _the 
the conductor. This is because a high frequency increases the difference in reactance 
resulting from the different inductance of various current paths, whereas greater 
conductivity makes the same difference in reactance more effective in modifying 
current distribution, and a greater magnetic permeability increases the flux. 

In dealing with skin-effect problems, it is often convenient to make use of the 
principle of similitude, which states that in the case of nonmagnetic materials, if a 
conductor ог combination of conductors has a given ratio Rac/Rae at a certain value of 
f/Rac, then, if the relative shapes are not altered, changes in the frequency, conductor, 
resistivity, and size that do not alter // Ва, will not alter the resistance ratio Rac/ Rac.t 

Resistance Ratio of Isolated Conductors.—The ratio Rac/Rac of alternating-current 
to direct-current resistance for straight cylindrical wires is given in Fig. 1 and 


TABLE 4.—Ratio OF ALTERNATING-CURRENT RESISTANCE TO DIRECT-CURRENT 
RESISTANCE FOR А бор Rounp WIRE 









































0 1.0000 5.2 2.114 14.0 5.209 
0.5 1.0003 5.4 2.184 4.5 5.386 
0.6 1.0007 5.6 2.254 15.0 5.562 
0.7 1.0012 5.8 2.324 16.0 5.015 
0.8 1.0021 6.0 2.394 17.0 6.268 
0.9 1.0034 6.2 2.463 18.0 6.621 
1.0 1.005 6.4 2.533 19.0 6.974 
1.1 1.008 6.6 2.603 20.0 7.328 
1.2 1.011 6.8 2.673 21.0 7.681 
1.3 1.015 7.0 2.743 22.0 8.034 
1.4 1.020 7.2 2.813 23.0 8.387 
1.5 1.026 7.4 2.884 24.0 8.741 
1.6 1.033 7.6 2.954 25.0 9.094 
1.7 1.042 7.8 3.024 26.0 9.447 
1.8 1.052 8.0 3.094 28.0 10.15 
1.9 1.064 8.2 3.165 30.0 10.86 
2.0 1.078 8.4 3.235 32.0 11.57 
2.2 1.111 8.6 3.306 34.0 12.27 
2.4 1.152 8.8 3.376 36.0 12.98 
2.6 1.201 9.0 3.446 38.0 13.69 
2.8 1.256 9.2 3.517 40.0 14.40 
3.0 1.318 9.4 3.587 42.0 15.10 
3.2 1.385 9.6 3.658 44.0 15.81 
3.4 1.456 9.8 3.728 46.0 16.52 
3.6 1.529 10.0 3.799 48.0 17.22 
3.8 1.603 10.5 3.975 50.0 17.93 
4.0 1.678 11.0 4.151 60.0 21.47 
4.2 1.752 11.5 4.327 70.0 25.00 
4.4 1.826 12.0 4.504 80.0 28.54 
4.6 1.899 12.5 4.680 90.0 32.07 
4.8 1.971 13.0 4.856 100.0 35.61 
5.0 2.043 13.5 5.033 © © 
ee ee, 


1See H. B. Dwight, Skin Effect on Tubular and Flat Conductors, Trans. A.I.E.E., Ya 37. v. 1379, 
1918. У 
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Table 4! in terms of a parameter z defined by the equation 





2 Qf ГВА 
2 = "а № то = Va хто. 


(3) 
= л SO. Ше 
= Ng xg = 01585 V” 


where А = wire area, sq cm. 





d = wire diameter, cm. 
p = permeability of conductor (и = 1 for air). 
р = specific resistivity in ohms per еш cube. 
f and fmo = frequency in cycles and megacycles, respectively. 
Е = resistance to direct current for 1 cm of conductor, ohms. 


In the case of copper wire, и = 1, and p = 1.724 X 10-8, so that Eq. (3) becomes 
х (for copper) = 0.271d, ^/ fa. (4) 


where dm is the diameter in mils. The largest diameter that is permissible at various 
frequencies for a resistance ratio not exceeding 1.01 is tabulated in Table 5 for several 
common materials. 


. TABLE 5.—LanaEsT PERMISSIBLE WIRE DIAMETER IN MILS ror SxiN-EFFECT RATIO 
or 1.01 ов Less 











Frequency, ke Nichrome ee 
100 104.5 70.2 14.0 
200 74.0 49.6 9.9 
500 46.8 31.4 63 
1,000 33.0 22.2 4.4 
2,000 23.4 15.7 31 
5,000 14.7 9.9 2.0 
10,000 10.4 7.0 14 
20,000 1.4 5.0 10 


For a resistance ratio of 1.1, multiply the preceding diameters by 1.78. For a 
resistance ratio of 1.001, multiply the preceding diameters by 0.55. 

In the case of isolated tubular conductors, the resistance ratio is always closer to 
unity than for a solid conductor of the same outside diameter. This is because the 
center of a solid wire does not do its full share in the carrying of current; so if the center 
is removed to form a tube the resistance ratio will be improved. However, removing 
the center to form a tube increases the d-c resistance sufficiently so that the a-c resist- 
ance of the tube is greater than for the corresponding solid wire, even though the 
resistance ratio is less. Values of resistance ratio for isolated nonmagnetic tubular 
conductors are given in Fig. 2.? 

A conductor consisting of a flat rectangular strip (ribbon) will have a lower 
resistance ratio than a solid round wire of the same cross section when the frequency is 

1 From Bur. Standards Cire. 74. 

For the derivation of the resistance ratio of a round wire, see A. E. Kennelly, F. A. Laws, and P. H. 
Pierce, Experimental Researches on Skin Effect in Conductors, Trans. A.I.E.E., Vol. 84, p. 1953, 1915; 
or see L. F. Woodruff, ‘‘ Electric Power Transmission and Distribution," 2d ed., p. 54, Wiley, New York, 
Е analysis of the tubular conductor case is given by Woodruff, ор. сй., and also by H. В. Dwight, 


A Precise Method of Calculating Skin Effect in Isolated Tubes, A.I.E.E. Jour., Vol. 42, p. 827, August, 
1923. 
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high enough to make the resistance ratio appreciable, but has a higher resistance ratio 
than would be obtained by forming the ribbon into a tube of the same cross-sectional 
area and the same wall thickness. This is because the current in a ribbon tends to 
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Fig, 2.—Resistance ratio of isolated nonmagnetic tubular conductors in terms of 
parameter ^/ 1/Вас, where f is the frequency in cycles, and Ва the direct-current resistance 
per thousand feet. 





concentrate more at the edges than at the sides, since the edges are circled by the 
fewest flux lines. Information on the resistance ratio of rectangular conductors 
of various shapes is given in Fig. 3.! It is seen that for shape ratios exceeding about 


1 Most of the results in Fig. 3 are based on experimental data given by S. J. Haefner, Alternating 
Current Resistance of Rectangular Conductors, Proc. I.R.E., Vol. 25, p. 434, April, 1937. 
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2:1, the ribbon has lower a-c resistance than a solid round wire of the same cross- 
section except when the resistance ratio approaches unity. 

Skin Depth and Resistance at Very High Frequencies —At frequencies so great that 
the resistance ratio is large, substantially all of the current carried by the conductor is 
concentrated very close to the surface. Under these conditions, the a-c resistance 
offered by the conductor is approximately the same as the d-e resistance of a hollow 
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Fig. 3.—Resistance ratio of rectangular conductors in terms of parameter p, involving 
the frequency f in cycles, and Ra the resistance in ohms per centimeter of length. These 
curves are a combination of experimental and calculated results, with the dotted portions 
representing low-frequency results extrapolated to join on with the theoretical results for 
high frequencies. 


conductor having the same external shape as the actual conductor but having a 
thickness equal to 


+ до. Дад јә х 10° _ n 
Skin depth, cm = є = 2s \ uo 5,033 of (5) 


where p is in ohms per em cube and f is in cycles. This thickness, termed the skin 
depth, is a rough measure of the current penetration since the current density drops 
off to a very small value at a distance corresponding to several skin depths. For 
copper at 20°C, the skin depth is 6.62/+/f cm, or 2.61/+/f inches, where f is in cycles. 
The skin depth of copper is given graphically in Fig. 4. 

It will be noted that where the skin depth controls the a-c resistance, a-c resistance 
is directly proportional to the square root of frequency and inversely proportional to 
the conductor size (or perimeter). 

The skin-depth concept can be used to calculate the radio-frequency resistance of 
conductors of any shape provided the conductor thickness is everywhere considerably 





~ greater than the skin depth and provided the radius of curvature of the conductor surface 
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is likewise everywhere appreciably greater than the skin depth and does not vary too 
rapidly around the periphery. Under these conditions, the high-frequency resistance 
of a copper conductor is 


High-frequency resistance, ohms per centimeter = НУ КО (6) 


where Р is the perimeter in centimeters and f is in cycles. This equation is also 
plotted in Fig. 4. Equation (6) can be expected to hold reasonably well for resistance 
ratios exceeding 2, and quite closely when the ratio is of the order of 5 or more. If the 
radius of curvature varies too rapidly around the periphery, the a-c resistance is 
greater than given by Eq. (6) by a factor that depends on the shape. It will be noted 
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Fia. 4.—Skin depth and high-frequency resistance of copper at frequencies so high that 
substantially the entire current is concentrated near the conductor surface. 


that when Eq. (6) holds, the alternating-current resistance is directly proportional 
to the square root of the frequency, and inversely proportional to the conduetor size 
(or perimeter). 

In the special case where the conductor is a round wire or tube, one has P = «d, 
where d is the outside diameter in centimeters, and Eq. (6) becomes 


High-frequency resistance of wire or tube 83.2 v/f - 


at high frequencies, ohms per em 
In the case of a rectangular conductor, the radius of curvature varies so rapidly at 
the corners that Eq. (6) must be modified as follows: 
261 Vf 


20 Fo) 10° e 


High-frequency resistance of ribbon, ohms per centimeter = К 


where a and c are the width and thickness, respectively, in centimeters, f is in cycles, 
and К is a constant determined by the ratio a/c, and given by Fig. 5.1 Equation (8) 


1 This figure is calculated from formulas derived by J. D. Cockroft, Skin Effect in Rectangular Con- 
ductors at High Frequency, Proc. Roy. Soc. (London), Vol. 122, No. A790, p. 533, Feb. 4, 1929. 
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will give reasonably accurate results when the шше is appreciably greater than 


twice the skin depth. 
22 










Ета. 5.—Factor К for Eq. (8). 


Proximity Effect.—When two or more adjacent conductors are carrying current, 
the current distribution in one conductor is affected by the magnetic flux produced 


Proximify factor C 








10 15 2 
5 -Ratio Interaxial Separation to Conductor Dia. 


3 4 5 6 T 15 


Fra. 6.—Proximity factor in parallel cylinders 
or tubes for very high frequencies. 


by the adjacent conductors, as well as 
the magnetic flux produced by the cur- 
rent in the conductor itself. This effect 
is termed proximity effect, and ordinarily 
causes the resistance ratio to be greater 
than in the case of simple skin effect. 
Proximity effect is very important in 
radio-frequency inductance coils, and is 
sometimes a factor in other cases. 
Formulas for accurately calculating 
the proximity effect have been worked 
out for only very simple cases. For a 
two-wire line employing round or tubu- 
lar wires and operating at frequencies 
so high that the skin depth is small, 
the factor C by which proximity effect 
increases the resistance of the conductor 
is given in Fig. 6.1 When the frequency 
is low enough so that the skin depth is 
not negligible compared with other 
dimensions involved, the proximity 


effect will be less than that given by Fig. 6 and can be calculated according to for- 


mulas available in the literature.” 


1 The curve for currents in the opposite direction is calculated by formulas given by Sallie Pero 
Mead, Wave Propagation over Parallel Tubular Conductors: The Alternating Current Resistance, 
Bell System Tech, Jour., Vol. 4, p. 327, April, 1925. The curve applying to currents flowing in the same 
direction is from S. Butterworth, On the Alternating Current Resistance of Solenoidal Coils, Proc. Roy. 


Soc. (London), Vol. 107A, p. 693, 1925. 
2 бее Mead, op. cit.; 
Vol. 42, p. 850, 1923. 


also, Н. B. Dwight, Proximity Effect in Wires and Thin Tubes, Trans, A.I.E.E., 
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The case of two flat wound ribbons with parallel flat sides adjacent to each other 
and very close together has not been worked out, but experiments indicate that the 
proximity effect in this case, assuming the ribbons carry equal currents flowing in the 
same direction, is very small and sometimes even negative (i.e., may actually reduce 
the total resistance to alternating currents). 

Lite Wire.—The resistance ratio of a conductor can be made to approach unity 
very closely, at least at the lower radio frequencies, by use of a conductor consisting 
of a large number of strands of fine wire that are insulated from each other except at the 
ends where the various wires are connected in parallel. Such a conductor is termed a 
liiz or Litzendraht conductor. 

In order that a litz conductor may be effective, the strands must be woven 
or transposed in such a way that each strand occupies all possible positions in the 
cable to approximately the same extent. In this way the total flux linkages surround- 
ing the various individual strands of the cable, when totaled over an appreciable length, 
will be substantially the same for all strands even though at any one spot the strands 
near the center are circled by more flux than the strands that are near the surface at 
that particular point. Theresult of this equalizing the flux linkages, and hence 
reactances, of the individual strands is to cause the current to divide uniformly 
between strands. ‘The resistance ratio then tends to approximate unity. 

The ratio of a-c to d-c resistance of an isolated litz wire ist 





| i i 
Resistance to alternating currents =H+k (=) g (8a) 
0 


Resistance to direct currents 


where H = resistance ratio of individual strand when isolated, as obtained from 

Table 18 (or Table 4), with x evaluated for the diameter of the individual 
strand, 

@ = constant taking into account the proximity of neighboring wires, and given 
by Table 18. 

n = number of strands in cable. 

d, = diameter of individual strand. 

4 = diameter of cable. 





k = constant depending on n, given in the following table. 
n= 3 9 27 Infinity 
k= 1.55 1.84 1.92 2.0 





Practical litz conductors are very effective at frequencies below 500 ke, but as the 
frequency becomes higher the benefits obtained are less. This is because irregularities 
in stranding and capacity between the individual strands result in failure to realize 
the ideal conditions. As a consequence, litz wire becomes progressively less effective 
as the frequency is increased and seldom is useful at frequencies greater than about 
2 me. 

5. Types of Resistors Most Frequently Used in Communication.—Resistors used in 
communication work are commonly divided into wire-wound and composition types 
according to whether the resistance element is metallic, or is a conducting compound, 
respectively. 

Fixed Wire-wound Resistors —Fixed wire-wound resistors consist of resistance 
wire, normally nichrome or an equivalent type, wound on an insulating form. Where 


15, Butterworth, Effective Resistance of Inductance Coils at Radio Frequency, Exp. Wireless and 
Wireless Eng., Vol. 3, p. 483. August, 1926. 
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appreciable power is to be dissipated, the form is either a ceramic tube, or a metal 
sheet covered with asbestos. In the former ease the resistance wire is protected 
against mechanical injury and corrosion by a cement or vitreous enamel coating. 
Power resistors of these types are available in a large variety of sizes and mounting 
arrangements, and are also available with intermediate taps. The power ratings 
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We. T.— Various characteristics of typical carbon resistors. The behavior will vary 
greatly with ohmage, wattage rating, manufacturer, etc. 


depend upon the size, method of construction, and freedom with which air is allowed 
to circulate around the resistor. 

Resistors that are ealled upon to dissipate only a few watts commonly employ 
insulated wire wound on a bakelite strip, or on a molded or ceramic spool. The 
spool-type resistor is widely used for meter multipliers and similar applications, 
while the strip type is employed for the center-tapped resistance across filaments, ete. 

Composition Resistors.—The commonest type of composition resistor is the “сат- 
bon” resistor, widely used in radio work. This obtains its resistance by combining 
powdered carbon or graphite with a synthetic resin bond and an inert material such as 
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talc, in the proper proportions. Another type of composition resistor makes use of a 
conducting filament that is painted or deposited on a glass rod or other insulator. 
The “metalized” resistors are of this type. 

Composition resistors are made in ratings from 14 watt to several watts dissipa- 
tion, and can be obtained with a variety of terminal arrangements. The conducting 
filament (or metalized) type and also many of the carbon types are inclosed in an 
insulatmg tube. With carbon resistors, the resistance material is, however, often 
simply formed in the shape of a stick, provided with terminals, and then painted. 

Composition resistors differ from wire-wound resistors in that the resistance is 
less stable with time, drops somewhat when large voltages are applied, and has a large 
negative temperature coefficient of resistance. 

Typical performance curves of composition resistors are shown in Fig. 7. 
Standard procedures for making these and other tests on composition resistors have 
been worked out by the Radio Manufacturers Association. 

Color Code.—Composition resistors normally have their resistance value indicated 
by a color code established by the Radio Manufacturers Association. In this code, the 
color of the body of the resistor designates the first digit. The color at the end of 
the resistor designates the second digit, and the color of the dot (or band) in the 
center of the resistor indicates the number of ciphers after the first two digits. 
The colors used to designate different numbers are as follows: 









0 Black 5 

1 Brown 6 Blue 
2 Red 7 Violet 
3 Orange 8 Gray 
4 Yellow 9 






Thus a resistor with a black body, red end, and brown band would be 20 ohms, 
whereas one with a green body, black end, and yellow band would be 500,000 ohms. 

When direct current is passed through a composition resistor, there are minute 
irregularities in the voltages appearing across the resistor. ‘These are the result of 
random variations in the resistance due to intermittent contacts between conducting 
granules, and cause small audio-frequency (and also radio-frequency) voltages to 
appear across the resistor terminals.1 As a result of this “noise,” it is not permissi- 
ble to use most types of composition resistors as the coupling resistance in the first 
stages of high jgain amplifiers. 

Variable Resistors Used in Communication Work-Volume Controls.—When a 
resistor is to be used as a rheostat, potentiometer, or volume control, an adjustable 
connection to the resistance element is required. The construction depends upon the 
power that must be dissipated. An arrangement very widely used in laboratory 
work to handle powers in excess of 25 watts makes use of resistance wire wound on 
a ceramic metal tube provided with a sliding contact. The wire is ordinarily bare and 
is oxidized to provide insulation between turns. In many cases all the wire except 
that over which the slider operates is coated with vitreous enamel to provide mechani- 
cal protection and additional insulation. Another arrangement employs a rotating 
contact arm, with the resistance wire wound on a circular ceramic core or on an 
asbestos-covered metal strip. . 

Where the power to be dissipated is only a few watts, the resistance element is 
generally wound on a fiber strip that is bent into a circular are and mounted so that 
a slider operates over an exposed edge. The wire is usually enameled, with the 


1C. J. Christensen and G. І. Pearson, Spontaneous Resistance Fluctuations in Carbon Micro- 
phones and Other Granular Resistances, Bell System Tech. Jour., Vol. 15, p. 181, April, 1936. 
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enamel being cleaned off where the slider touches. Wire-wound variable resistors of 
these types are available up to about 100,000 ohms, and are capable of dissipating up 
to about 15 watts, according to size. 

When a variable resistance of very low ohmage is required, it is customary to use a 
slide wire. In its simplest form this consists of a disk that has a single resistance wire 
mounted on its periphery and is rotated in contact with a slider. 

Resistors used for volume control and similar applications need dissipate only 
negligible power, but often must have very high resistance. They must also generally 
be tapered, i.e., the variation of resistance with rotation must be nonlinear. Such 
resistors may be either of the wire-wound or composition types. The wire-wound 
type is suitable for total resistances up to about 50,000 ohms, and, although more 
expensive than the composition type, has greater durability, is able to dissipate more 
power, and is less likely to become noisy. Wire-wound resistors can be tapered by 
varying the shape of the form upon which the wire is wound to give a turn length that 
varies for different parts of the resistor, by changing the winding pitch, and by 
using a different size of wire in different parts of the resistor. 

Composition-type volume controls in a typical case utilize a resistance element 
consisting of either an absorbent paper upon which a conducting solution is painted or а 
bakelite form upon which the conducting compound is deposited. The desired taper 
is obtained by the shape of the pattern formed by the conducting paint, the number of 
coats of paint, and the thickness and composition of this paint. Contact with 
the rotating element can be made without introducing excessive wear by means of a 
roller, a floating disk, or very fine sliding wires. Composition-type volume controls 
are inexpensive, provide high resistances, and make possible almost any conceivable 
taper. Their chief disadvantage is lack of durability and low dissipation. 

6. Inductance and Capacity Effects Associated with Resistors and Resistor 
Behavior at High Frequencies.—Every resistor has a certain amount of inductance 
and capacity associated with it. The inductance arises because whenever current 

flows through a conductor, magnetic fields are 

R L Бору 

produced, Capacity is inevitably present because 
of the capacity between terminals, between various 
parts of the resistor and terminals, and between 
parts of the resistor. As a result, a resistor 
ean be represented by the equivalent circuit shown 
C in Fig. 8, in which L is an equivalent inductance 

Fig. 8.—Equivalent circuit of that takes into account the magnetic fields pro- 
resistor, showing inductive and duced by the current flowing through the resistor 
capacitive effects associated with and C is the equivalent lumped capacity which 
рваних, when connected in shunt with the resistance ter- 
minals will act in the same way as the actual distributed capacities associated with 
the resistor. This is a low Q parallel resonant circuit, the properties of which are 
discussed in Sec. 3, Par. 2. 

When effects from the inductance are to be minimized, it is necessary that 
wL < < Rand that 1/wC >> В. Under these conditions, the resistor can be thought 
. of as consisting of a resistance Reg in series with an equivalent inductance Leg, for which 


Equivalent resistance = Req = R[1 + «?С(2Г — R?C)] (9) 
Equivalent inductance = L4 = L — R*C (10) 


These equations show that if 2L = RC, then the equivalent resistance Reg equals 
the actual resistance, and no error arises in the equivalent series resistance as a result 
of the associated inductance and capacity (provided R > > wL and R < < 1/00) 
The resistance will, however, under these conditions, act as though it has an equivalent 


Par. 6] CIRCUIT ELEMENTS 41 


series inductance of —L, i.e., will have a capacitive phase angle. When, on the other 
hand, Г = RC, then the equivalent reactance associated with the resistance 
becomes zero, but the resistance between terminals drops as the frequency increases 
according to the equation Re = R[1 + WLC]. When L > R2C, as tends to be the 
case with low resistances, an inductive impedance is obtained, whereas if L < RC, 
capacitive effects predominate. 

The amount by which the power-factor angle of a resistor departs from unity is 
termed the phase angle. When the phase angle is small, its value is to a good 
approximation given by the equation 


o(L =O (11) 


Phase angle, radians = 
The merit of a resistance unit from the point of view of freedom from reactance 
effects is also sometimes expressed in terms of the time constant (= Leeq/ Req), which 
may be as low as 10-8 when care is taken to minimize capacitive and inductive effects. 
Phase-angle Characteristics of Commercial Wire-wound Resistors.—The ordinary 
wire-wound resistors, rheostats, and potentiometers used in commercial equipment 
normally have reasonably low phase angles at audio frequencies, even though designed 
on the basis of current-carrying capacity. Some typical values are given in Table 6. 
Although the phase angle varies widely according to the method of construction, it is 
so small at audio frequencies that the reactances associated with the resistance have 
negligible effect upon the impedance. These commercial resistance devices are 
satisfactory for such applications as voltmeter multipliers, attenuators, and voltage 
dividers intended for audio-frequency service. It will be noted that when the resist- 
ance is low, the impedance tends to be inductive, whereas high-resistance units have a 
capacitive phase angle. 
Characteristics of Composition Resistors at High Frequencies.—Composition resistors, 
because of their small physical size and short current paths in proportion to resistance, 
have negligible series inductance. The principal reactive effect is accordingly 


TABLE 6.—PHASE ANGLES оғ TYPICAL COMMERCIAL WIRE-WOUND RESISTORS 








ar Resistance, | Phase angle at 
Description ohms 1,000 cycles 

Wire-wound potentiometer............. 200 6’ lag 
Wire-wound potentiometer............. 360 8’ lag 
Wire-wound potentiometer............. 27 9’ lag 
Wire-wound potentiometer............. 50,000 24' lead 
50-watt vitreous enamel tube........... 100 14’ lag - 
50-watt vitreous enamel tube........... 10 26’ lag 
200-watt vitreous enamel tube.......... 100,000 2°54’ lead 
l-watt wire уопцпф.................... 18,000 6’ lead 
l-watt wire wound.................... 3,500 T lag 
Service test Бох....................... 50,000 1°40’ lead 





produced by the electrostatic field existing between the terminal electrodes and 
between electrodes and the resistance element itself. Approximate analysis indicates 
that the effects produced by these electrostatic fields associated with the resistor are 
equivalent to a lumped shunting capacity that increases with the length and diameter 
of the resistance unit.! 


1G. W. O. Howe, The Behavior of High Resistances at High Frequencies, Wireless Eng., Vol. 12, 
p 291, June, 1935. М 
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The effective resistance of a composition resistor, considered independently of the 
equivalent shunting capacity, is influenced by two factors. Skin effect tends to make 
the resistance increase with frequency, whereas the capacity between conducting 
granules separated by the inert material in the mix tends to cause the resistance to 
drop with increasing frequency.! With carbon resistors, the second effect is far 
greater than the first, and the effective resistance falls off very greatly at high fre- 
quencies. The extent of this falling off depends upon the composition of the resistor, 
and in general tends to be greatest with units having high resistance. ‘The behavior of 
a particular carbon resistor at high frequencies is shown in Fig. 9. 

Composition resistors of the filament or metalized type normally have a resistance 
that is much less affected by frequency than carbon resistors. This is because, first, 
the conductor is in the form of a thin tubular film so that skin effect is small, and, 








Actual Resistance, Megohns 





Frequency in K.C. 


Fic. 9.— Effect of frequency on the resistance of typical metalized and carbon resistors, 
showing the superior performance of the former type and the very pronounced falling off 
in resistance with increase in frequency in the case of the carbon resistor. 


second, the small conductor cross section permits the use of higher conductivity mix 
containing proportionately less inert material than carbon resistors. In a typical 
metalized resistor, the two opposing influences on the resistance are of the same order 
of magnitude, with one or the other predominating according to the frequency or con- 
TABLE 7.—PERCENTAGE CHANGE IN EFFECTIVE RESISTANCE FROM DIRECT-CURRENT 


VALUES 
I.R.C. Ceramic-type Resistors (1-watt Size) 








Nominal 
value, 30 me 50 me 100 me 200 me 250 me 
ohms 
10,000 0 0 — 4 — 2 0 
20,000 0 КЕК — 9 —10 —1 
50,000 — 7 —11 —16 —10 —6 
100 ,000 — 9 —12 —18 —11 —8 
200,000 —17 —17 —28 —17 —4 














10. S. Puckle, The Behavior of High Resistances at High Frequencies, Wireless Eng., Vol. 12, p. 
303, June, 1935. 
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struction. Some experimental data on the high-frequency behavior of metalized 
resistors are shown in Table 7.! The excellent behavior at extremely high frequencies 
is apparent, 

Nonreactive Wire-wound Resistors.—Reactance effects associated with wire-wound 
resistors can be minimized by special winding arrangements. 

The inductance of a resistor is determined primarily by the number of turns of 
wire and the area inclosed by the individual turns. To keep the inductance low, each 
turn should inclose the minimum possible area, and the wire should have as many 
ohms per foot of length as possible so that the length required to obtain the desired 
resistance will be small. In addition, it is desirable that adjacent turns carry current 
in opposite directions so that the residual inductance of an individual turn is neutral- 
ized by the effect of adjacent turns. A low capacitive reactance associated with а 


y alf hifehes 





(a) Mica card (b)Ayrton-Perry (c)Reversed loop 


(e) Fish line (f)Woven tape 





О? 
(9) Bifilor (h) Bifilar series (5) Slotted form 
Ета. 10.—Types of resistor windings that minimize reactive effects. 


resistor is obtained by arranging the winding in such a way that adjacent turns of 
wire have a low potential difference between them and are as far apart as possible. 
Methods that can be used to minimize the reactive effects associated with a 
resistor are shown in Fig. 10. The mica-card type of resistor uses a single-layer 
winding on a thin mica form provided with copper end strips that serve as terminals 
and reinforcing. A low inductance can be obtained by making the card very thin and 
using small wire to give a high resistance per turn. Тһе Ayrton-Perry type of 
resistor is constructed by winding a spaced layer of insulated wire on a thin strip, 
after which a second wire is wound in the opposite direction between turns of the first 
winding. The two windings are connected in parallel and thereby produce practically 
zero resultant magnetic effect. The distributed capacity is low, because adjacent 
turns have very little potential difference between them. The reversed-loop winding 
obtains low inductive effects by making a half hitch at the end of each turn and thus. 
reversing the direction of current in adjacent turns. The winding of Fig. 10d accom- 


1 Data by J. M. Miller and B. Salzberg, Measurement of Admittances at Ultra-high Frequencies, 
RCA Rev., Vol. 3, p. 486, April, 1939. 
? The inductance of windings on cards can be calculated by Eq. (41) of tbis section. 
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‘plishes substantially the same result in a different way. It should be noted that in 
this winding the wire is passed through the slot only on the alternate times it comes to 
the slot. The fish-line type of resistor consists of a fine resistance wire wound over a 
silk cord that serves as a core, and the resulting “fish line” is then space-wound on a 
cylindrical form. The tape resistor is made by weaving the resistance wire into a 
fabric in which the wire serves as the weft and silk thread functions as the warp. 
The bifilar winding has negligible inductance, but the capacity is relatively large, 
y A because the beginning and end of the resistance 
Resistance / Mil mica are close together. This capacity effect can be 
WILE ^ minimized to some extent by subdividing the total 
resistance into several bifilar sections, as shown in 
Fig. 10h. The slotted-form winding will have 
moderately low capacity because of the subdivision 
of the winding, and the inductance can be kept 
moderately low by reversing the direction of the 
winding in adjacent slots and by using small wire 
to keep down the required size and the number of 





! 
lasulating — turns. 

pg pod The mica-card, reversed-loop, and figure-eight 

types of resistors can be made to have very low 

phase angles and are the types used in radio-fre- 
quency attenuators. The mica-card, fish-line, and 
woven-tape types of construction are commonly 
used in decade resistance boxes designed to have a low phase angle at radio trequen- 
cies, particularly for the high-resistance units. The Ayrton-Perry winding is also 
suitable for use at radio frequencies, particularly for resistances up to several thou- 
sand ohms. The simple bifilar winding is suitable at radio frequencies only for 
resistances so low that capacity effects are of no importance. The slotted type of con- 
struction is used in very high resistance units where only raoderately low phase angle 
is essential, as in the case of voltmeter multipliers. 

A radically different arrangement that is suitable for providing a fixed resistance 
having low reactance effects at very ? : 
high frequencies is illustrated in Fig. | 9$. per unit 10 9. per unit 
11. Here the resistance element is a 
very short, straight length of fine wire 
in which the inductance is minimized 
by mounting this wire against a metal 
plate with only a thin mica sheet for Еи 
insulation. The shielding effect of the 
metal at high frequencies is such as to 
prevent the penetration of magnetic 
flux into the metal, with a consequent 
virtual elimination of the magnetic field around the wire. Capacity is still present, 
but can be minimized by using a wire of such small diameter and high resistivity that 
only a short length is required. This type of construction is particularly suitable for 
resistances of the order of five to two hundred ohms, and has good resistance and 
reactance characteristics to frequencies exceeding 10 mc. The power-dissipating 
ability is reasonably large in spite of the small dimensions because of the proximity of 
the metal plates.” 


1 For a discussion of various types of weaves that may be used, see L. Behr and R. E. Tarpley; 
Design of Resistors for Precise High-frequency Measurements, Proc. I.R.E. Vol. 20, p. 1101, July, 1932. 

2 Further information on this type of resistance is given by D. B. Sinclair, Type 663 Resistor— A 
Standard for Use at High Frequencies, Gen. Rad. Ezp., Vol. 18, p. 6, January, 1939. 


Ета. 11.—Fixed resistor hav- 
ing low reactive eects at very 
high frequencies. 


-— 


Fie. 12.—Circuit arrangement of decade 
resistance box. 
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Decade Resistance Boxes.—A decade resistance box consists of a number of individ- 
ual resistance units associated with switches so that the total resistance is adjustable in 
decade increments. Such boxes are used primarily in laboratory work and in test 
instruments. The usual circuit arrangement of a decade resistance box is shown in 
Fig. 12, where ten resistance units are connected in series to form a decade controlled 
by an eleven-point switch. The use of ten instead of nine resistance units provides an 
overlap between decades and is extremely desirable. 

The phase angle of », resistance box depends upon the characteristics of the individ- 
ual resistance units and upon the wiring, the shielding, and the capacities introduced by 
the switches. When it is desired to keep the 


phase angle small, the resistance units must 5 ы , Resistance units 
employ one of the nonreactive types of windings MIS aaa / mounted on 
illustrated in Fig. 10, the switch and resistance O40 P rotating drum 
units should be as compact as possible, and the EU EE 

wiring must be carefully arranged. In partic- oe о 

ular, the outgoing and return wires should be 500 

placed reasonably close together, as illustrated 400 

in Fig. 12 in order to minimize inductance 300 

effects. Even with the utmost precautions it ттт 200 

is always found, however, that the inductance “үу 

introduced by the connecting wires, and the eT 

extra shunting capacity produced by the leads A eae IER 


B Fia. 13.—Schematic diagram 
and the switch, eause the phase angle of the showing decade resistance box which 


resistance box to be much larger than that of is adjusted by rotating a drum to 
the individual resistance units. The charac- connect the appropriate resistance 
teristics of the individual decade resistance Yit. 
assemblies of a particular type available commercially are given in Table 8.1 

The effect of the leads and switeh can be minimized by rotating the resistance 
elements instead of the switch in the manner indicated schematically in Fig. 13. In 
this way, it is possible to keep the leads as short as possible, and also to reduce the 
capacity effects, because the unused resistance units are disconnected. Furthermore, 
by proper design, the inductance and capacity effects can be made independent of the 
value of resistance, which is of advantage in some cases. 


TABLE 8.— CHARACTERISTICS OF COMMERCIAL DECADE UNITS FoR MAXIMUM SETTING 
oF DECADE 














Percentage error Percentage error 
in resistance in impedance 
Accuracy 
Decade Н 
d of adjust- NET 
оп ate ment, Type of winding Frequency, ke Frequency, ke 
pe ep per cent 
100 1,000 5,000 100 1,000 5,000 
0.1 1.0 Bifilar 0.1% 5 9 .... 0.7% 
1.0 0.25 Ayrton-Perry 0 1 pet 0.2 
10 0.1 Ayrton-Perry 0 0.5 11% 0 2 97 
100 0.1 Ayrton-Perry 0 0.3 4 0 0.3 5% 
1,000 0.1 Unifilar on mica |— 0.1 |—11 ьа [2021 —6 
10,000 0.1 Unifilar on mica |—12 |........ E —10 











The best resistance boxes have inclosed switches to protect the contacts from dust 
and are mounted in electrostatically shielding containers. In this way the resistance 
1 Further and more detailed information оп the behavior of decade resistance boxes is given by D. B. 


Sinclair, Radio-frequency Characteristics of Decade Resistors, Gen. Rad. Exp., Vol. 15, p. 1, December, 
1940, 
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and switch assembly are protected from electrostatic couplings with neighboring 
objects. The shield may be connected to either terminal of the resistance box or may 

. beleft floating. The phase angle will vary depending upon the way in which the shield 
is handled.! 

Inductance-compensated Resistors.—In certain types of measurements, particularly 
in the determination of small inductances at audio frequencies, it is necessary that the 
equivalent series inductance of a resistance unit be independent of the resistance 
setting, although at the same time the inductance need not be zero. This result can be 
obtained by compensating for the inductance of the resistances switched in and out by 
switching an equivalent inductance in and out of the circuit. An arrangement of this 
type is illustrated in Fig. 14a, where the opposite ends of the switch control, respec- 
tively, resistance and inductance windings. The arrangement is so designed that as 
the switch is rotated the total inductance stays absolutely constant, and the resistance 
is increased or decreased by the desired increments. 





(a) Inductively compensated decade (6) Inductively compensated slide wire ta 


A-A 
Fig. 14.—Inductively compensated adjustable resistors. 


Inductance compensation can also be used with slide wires, a typical arrangement 
being shown in Fig. 14b. Here the moving slider causes a length of manganin wire to 
be replaced by a length of copper in an equivalent position, so that the resulting 
inductance is constant at all times. 

Load Resistors for Absorbing Radio-frequency Power.—Resistors used as radio- 
frequency loads, i.e., as dummy antennas, present a particularly difficult problem, since 
here one desires a nonreactive unit capable of dissipating appreciable wattage. When 
the power is of the order of fifty watts or less, several satisfactory arrangements are 
available. One consists of a bifilar resistance element supported on mica and mounted 
in a glass bulb filled with inert gas, preferably hydrogen. Another arrangement con- 
sists of a mica-card type of unit mounted between two large aluminum castings that 
are for the purpose of conducting away the heat. Both these arrangements give 
excellent phase-angle characteristics. 

Where larger amounts of power are to be handled, various expedients are used. In 
most of these the reactance is eliminated by tuning, and the dissipated power is 
evaluated by a calorimetric or photometric method, or by measuring the equivalent 
circuit resistance at the frequency involved. Another possibility is to use a metalized 

1 For a detailed discussion of the problem of shielding resistance units, see J. С. Ferguson, Shielding 
in High Frequency Measurements, Trans. A.I.E.E., Vol. 48, р. 1286, October, 1929. 

? The use of hydrogen as a cooling medium is very effective because of the high heat conductivity of 
this gas. Thin wires in hydrogen will dissipate as much as 1,000 times as much heat at a given tem- 
perature as in a vacuum, Furthermore, with small wires, the heat dissipated at a given temperature 
does not change greatly with wire diameter, thus permitting a wide change in resistance without 
changing dissipative ability and wire length. Detailed information on the theory and design of resistors 


of this type is given by E. G. Linder, The Use of Gas-filled Lamps as High Dissipation, High-frequency 
Resistors Especially for Power Measurements, RCA Rev., Vol. 4, р. 83, July, 1939. 
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type of resistor immersed in cooling water.! In this way the rating can be increased 
to 50 to 80 times that for air, and is of the order of 100 watts per square inch of surface. 
The power being dissipated can be determined from the rate of flow and temperature 
rise of the cooling water. By making the resistor the central conductor of a concentric 
line shorted at the receiving end, the reactance at the input terminals can by suitable 
design proportions be made zero. 


INDUCTANCE AND MUTUAL INDUCTANCE 


7. Self-inductance.—Self-inductance is that property of electrical circuits which 
causes them to oppose a change in the current flowing through them. The opposition 
to the change in current manifests itself in the form of a back emf that is developed 
when the current is changed. A circuit is said to have an inductance of one henry if it 
develops a back emf of one volt when the current through it changes at the rate of one 
ampere per second. 

By virtue of the way in which the back emf in a circuit is related to the time rate of 
change of the magnetic field, inductance is related to the number of flux linkages per 
unit current in the circuit. A flux linkage represents one flux line encircling the 
circuit current once. Flux linkages may be fractional as well as integral. The rela- 
tion between inductance, total flux linkages, and current is given by 


flux linkages 
current producing 
the flux, amperes 


Inductance L, henrys = x 1078 (12) 


Inductance is also related to the energy stored in the magnetic field by the relation 
L=2 LA henrys (13) 


in which W is the energy stored in the field in watt-seconds. 

Units and Dimensions.—The practical unit of inductance is the henry. This is 
such a large unit of inductance that it is often more convenient to express inductance in 
terms of millihenrys (107? henrys) or microhenrys (10-6 henrys). 

Inductance has the dimensions of length. It will be found that in all inductance 
formulas the inductance is proportional to a linear dimension and to the square of the 
number of turns when the shape of the inductance is kept constant. 

Inductance Formulas.—For various geometrical configurations it is possible to 
calculate the number of flux lines set up or the energy stored in the magnetic field 
for an assumed current. The inductance formulas that follow have been calculated 
from Eqs. (12) or (13) in this manner. The collection of inductance formulas given 
here will be found complete enough to satisfy the ordinary needs of engineers and 
physicists. In general the formulas are accurate to better than 0.5 per cent. For 
more extensive collections, the reader is referred to treatises on the subject.? 

Because of the way in which the current distribution within a wire changes with 
frequency, the inductance of a circuit changes somewhat with frequency. Of most 
interest are the values that the inductance assumes at very low frequencies when the. 
current distribution through the wire cross section is uniform, and the limiting value 
that the inductance assumes as the frequency approaches infinity. This latter 
inductance is always less than the low-frequency inductance, since the redistribution 

1 See G. Н. Brown and J. №. Conklin, Water-cooled Resistors for Ultrahigh Frequencies, Electronics, 
Vol. 14, p. 24, April, 1941. 

? E. B. Rosa and F. W. Grover, Formulas and Tables for the Calculation of Mutual and Self Induc- 

tance, Bur. Standards Bull., Vol. 8, No. 1, pp. 1-237, Jan. 1, 1912. 


Radio Instruments and Measurements, Bur. Standards Circ. 74, pp. 242-298. 
J. Hak, ''Eisenlose Drosselspulen [Air-core Inductances]," Verlag К. Е. Koehler, Leipzig, 1938. 
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of current at high frequencies is always of such a character as to reduce the flux link- 
ages. The difference between the low-frequency and high-frequency inductance is 
usually not great, however. 

8. Self-inductance of Straight Conductors.—The self-inductance of an unclosed 
circuit is here taken as the inductance of the unclosed circuit considered as a part of 
a closed circuit. The total self-inductance of the closed circuit is equal to the sum of 
the self-inductances of all of its parts plus the sum of the mutual inductances of each 
one of the component parts on every other part. 
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Ете. 15.—Self-inductance of a straight round wire at high frequencies. 


Straight Round Wires.—The self-inductance of a round straight wire of length |, 
diameter d, and permeability и is 


Ly = 0.005081 (2.303 logie S wid 5) miorohenrys (14) 


where L, is the low-frequency inductance and the dimensions are in inches. For 
wires of nonmagnetic materials such as copper, this becomes 


d 


For such very short lengths of wire that 2 < 100d, a term d/2l should be inserted within 
the parentheses above. 


Ly = 0.005081 (2.308 lege 0.75) таїсгоһепгув (15) 
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As frequency increases, the inductance of a straight round wire assumes a limiting 
value of 


L = 0.005081 (2.303 log, S — 1) microhenrys (16) 


Limiting values of inductance for various wire lengths and diameters are shown in 
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Fra. 16.—Skin-effect correction factor 6 as a function of wire diameter and frequency. 
Fig. 15. For intermediate frequencies, the inductance is 
L = 0.005081 (2.303 log Sj —1-4 из) microhenrys (17) 


where 4 is a skin-effect factor that depends upon the same quantity x defined in Eq. 
(3) 
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2 = (a NE) X constant (18) 


where f is the frequency, p is the volume resistivity, and р the magnetic permeability. 
Values of à for copper wire, as determined by d and f, may be obtained from the nomo- 
gram of Fig. 16. To obtain from this chart the value of 5 for materials other than 
copper, an equivalent value of frequency, f’ = fpc/p should be used instead of the 
actual value of frequency f, where p. is the resistivity of copper. The factor ё 
approaches the value of 0.25 for low frequencies. For high frequencies, à is inversely 
proportional to the square root of frequency, and approaches the value zero as the 
frequency becomes very large. 

The changes of inductance with frequency are comparatively small. Skin effect 
at very high frequencies decreases inductance from about 6 per cent for short wires to 
about 2 per cent for long wires. 

Return Circuit of Two Parallel Round Wires.—The self-inductance of a pair of 
parallel round wires carrying current in opposite directions, each having a length 1, a 
diameter d, and spaced a distance D from one another (dimensions in inches), is 


L = 0.010161 (2.308 logis 2D — ? + nò) microhenrys (19) 


This neglects the inductance of the connecting link between the ends of the wires. As 
before, 6 is a skin-effect factor that may be determined from Fig. 16. 

Grounded Horizontal Round Wire.—The self-inductance of a wire of diameter d, 
length J, height above ground h, placed horizontally, with the earth used as a return 
circuit, is 

L = 00011701 [о Vee ve) + logio | 
l+ VE + А а 


. (20) 

+ 0.00508 [ve + 4h? — VL + 12/4 + wld — 2h + Я microhenrys 
The dimensions are in inches, and 6 has the same meaning as above. In most applica- 
tions the diameter is very small compared with the length of the wire, and the preced- 
ing expression may be simplified to the following forms: 


For 21/1 € 1: 

Г = 0.00508 (2.308 log 27 -P+ „) microhenrys (21) 
For 1/2h 5 1: 

L = 0.005087 (2.308 logio F -Q+ м) microhenrys (22) 


Here P and Q are functions of 20/1 and 1/2h respectively, which may be determined 
with sufficient accuracy from the values in Table 9. 

Further simplification is possible when the length is much greater than the height. 
The inductance per foot for this case is 


L = 0.1404 logio + + 0.061 48 microhenrys per foot (22a) 


Grounded Round Wires in Parallel.—The formulas given here are for n parallel 
wires evenly spaced in a plane. The resultant expression depends upon the self- 
inductance of each wire and the mutual inductances between the wires. Exact 
expressions for this case are quite complicated. The following are approximate 
expressions accurate to about 1 per cent. 
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рем, 


ü — 0.002545 ] microhenrys (23) 


where Г із the length in inches, k is a function of the number of wires n, as tabulated in 
Table 10, Lı is the inductance per inch of a single grounded wire, as determined from 
the Eqs. (21) and (22) in the previous section, and М; is the mutual inductance per 
unit length between two adjacent wires, as determined from the following: 

For 2h/1 x 1: 


Mi 
For 1/2h x 1: 
Mi 


M 
1 


= 0.00508 (2-303 logio A -P+ 7) (24) 


M 
1 


in which P and Q may be found from the values in Table 9. 
Taste 9.—Varuzs or P AND © тм Eqs. (21), (22), (24), AND (25) 


= 0.00508 (2.308 logio 21 -Q + 1) (25) 






NO 
= 
= 
ex 


P 





0.0 0.0000 0.0 1.0000 
0.1 0.0975 0.1 1.0499 
0.2 0.1900 0.2 1.0997 
0.3 0.2778 0.3 1.1489 
0.4 0.3608 0.4 1.1975 
0.5 0.4393 0.5 1.2452 
0.6 0.5136 0.6 1.2918 
0.7 0.5840 0.7 1.3373 
0.8 0.6507 0.8 1.3819 
0.9 0.7139 0.9 1.4251 
1.0 0.7740 1.0 1.4672 





Straight Rectangular Bar.—The inductance at low frequencies of a straight rectan- 
gular bar of length l, width b, and thickness c inches is 





Ly = 0.005081 (2305 logio Fi -- 0.5 4- 0.2235? + °) (26) 


The last term may be neglected for 1 > 50(b + c). 
Taste 10.—УльоЕз or k iN Eq. (23) 
k 


n 

2 0 

3 0.308 
4 0.621 
5 0.906 
6 1.18 

7 1.43 

8 1.66 

9 1.86 

10 2.05 

11 2.22 

12 2.37 

13 2.51 

14 2.63 

15 2.74 

16 2.85 

17 2.95 

18 3.04 

19 3.14 

20 3.24 
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Inductance of Concentric Cable.—The low-frequency inductance is 
La = 0.140 logio 2 + 0.015 microhenrys per foot (27) 
1 


where т is the radius of the outside of the inner conductor and rz is the radius of the 
inner side of the outer conductor. 

Return Circuit of Two Parallel Rectangular Bars.—The low-frequency inductance of 
two parallel rectangular bars of length J, width b, breadth c, and center spacing D 
inches is 


D 
b Tc 


= р + 0.2235 =) microhenrys (28) 


T 1.5 





То = 0.010167 (2.308 1080 


The accuracy can be increased slightly 
by taking D as the geometrical mean dis- 
tance between the wires.! 

9. Self-inductance of  Single-turn 
Loops. Circular Ring of Circular Section. 
The inductance of a circular loop of diam- 
eter D of wire of diameter d inches is 





19 L = 0.01595D (2.303 log SP 


Зо 
5 02 -2 + в) microhenrys (29) 
7 0 : at 

005 In Fig. 17 is given a nomogram from 


which the limiting value of inductance 

002 at high frequencies may be obtained for 

any loop and wire diameter. The nomo- 

001 gram may be extended by making use of 

Ета. 17.—High-frequency inductance of а the fact that inductance is proportional to 
citeülar loop. linear aimension. 

Circular Ring of Tubular Section.—The low-frequency inductance of a tube of 

inner diameter dı and outer diameter dz, bent into a circle of mean diameter D inches, is 





8D di? 
Ly = 0.01595D [ 2.303 logis SP — 135 — aga ay 
di! dz . 
+ 2.303 (dg — dày logio zl microhenrys 
For infinite frequencies this assumes the value 
ТГ,» = 0.01595D (2.303 logu SP — 2) microhenrys (31) 
2 


Square of Round Wire.—The inductance of a square of side s of wire of diameter d 
inches is 
L = 0.020328 (2.308 logis 27 + = — 0.774 + м) microhentys (32) 


1 For a discussion of geometrical mean distance, see E. B. Rosa and F. W. Grover, Bur. Standards 
Bull., Vol. 8, p. 166, 1912. For parallel rectangular bars, the geometrical mean distance is slightly 
greater than the center distance. The difference is inappreciable when the cross-sectional dimensions 
are small compared to the center spacing. 


B 
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Rectangle of Round Wire.—The inductance of a rectargle of sides s; and sz and 
diagonal g of wire of diameter d inches is 








L = 0.02339 | inn logio (51 + 9) 
Los bertst 0) | + 0.01016 С вә (33) 


+2 (v + 5) — 2(s + 51 microhenrys 


Rectangle of Rectangular Wire.—The low-frequency inductance of a rectangle of 
sides s; and sz and diagonal g of rectangular wire of thickness b and width с, as shown 
in Fig. 18, with dimensions in inches, is 


— si logio ($1 +g) — 82 logio (8: + 0) | 
$1 ats $2 


2 
Ly = 0.02339 [o Avid lorie PIL 


(34) 
+ 0.01016 [2 - 


+ 0.447(6 + о | microhenrys 


Simplified Loop Formula for Regular I MM of the foregoing loop- 
inductance equations shows them to be of the ЕЕ 
same general form regardless of the shape. If ! 
is the total perimeter of the figure, then the induc- ИЯ 
tance at high frequencies can = written as 


Г. = 0.00508 (2.303 logio 7 = — в) microhenrys 
(35) 

The dimensions аге in inches. The quantity 6 is gre a] 
a constant that depends upon the shape of the 
loop. Values of @ for the commonest regular [с 
figures are given in Table 11. 5; 

The above formula is fairly accurate when T'S- 18.—Rectangular loop of rec- 

А С tangular cross section, 

the perimeter of the figure is large compared to 
the wire diameter. For ordinary loop shapes it is correct to within 0.5 per cent. 


TABLE ll.—VALUES OF 0 FOR UsE IN Ea. (35) 


Сотка tede a eu УСТ ele sas 9 = 2.451 
Regular octagon. oss rier ке nne 6 = 2.561 
Regular hexagons „анна RU RE AT КК oes 9 = 2.636 
Regular pentagon......... eese 0 — 2.712 
бачае: goss orion ts ob ae Bis кык RS RM RUN SA aro e SEE А 0 — 2.853 
Equilateral тап е; inire iriran зиз ейи в КАБЕРЕ ЧУК ЖЗ ө 3.197 
Isosceles right-angled п1їапф1е........................... 9 = 3.332 


10. Inductance. of Single-layer Coils. Single-layer Solenoid of Round Wire.—The 
low-frequency inductance of a single-layer solenoid is given by? 


Го = Fn!d microhenrys (36) 


1 For the development of the preceding expression, see V. I. Bashenoff, Inductance of Oddly Shaped 
Loops, Proc. I.R.E., Vol. 15, p. 1013, December, 1927. For an extension of Bashenoff's work, see P. L. 
Kalantaroff and V. I. Worobieff, Self Inductance of Polygonal Circuits, Proc. I.R.E., Vol. 24, р. 1585, 
December, 1936, which tabulates constants for 51 polygonal shapes, including many with reentrant 
angles. 

2 This is a rearrangement of the well-known Nagaoka formula, which is frequently written in the 


d 2 
2.54 X 0.03948 G) n? 


form Lo = i K, where K is à constant depending upon the ratio of diameter d to 


d 
length. Factor F in Eq. (36) is (2.54 X 0.08948 X д K), which is a function only of d/l. See E. B. 


Rosa and F. W. Grover, Bur. Standards Bull., Vol. 8, p. 119, 1912. 
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Taste 12.—VALuEs or F ror Usm IN Eq. (36) 







Diameter F 
Length 


Diameter 





Difference F Difference 


























02238 15 05743 +0.00102 
02282 16 05845 +0,0095 
02325 17 05940 +0.0090 
02367 18 06030 +0.0086 
02408 19 .06116 +0.0081 
02448 20 06197 +0.00151 
02487 06348 +0.00138 
02525 24 06486 +0.00127 
02562 26 06613 +0.00119 
02599 28 06732 +0.00112 
02635 30 0684 +0.0024 
02704 35 0708 +0.0022 


SSS SSSSS мясом CASAS полой бололо mao 





bo 
№ hu" CU C a 
S990 ooooo ooooo ooooo ooooo 


0.00 0.0000000 +0.0004972 3. 0.03228 +0.00049 
0,02 0.0004972 +0.0004888 3.10 0.03277 +0.00048 
0.04 0.000986 +0.000481 3.20 0.03325 +0. 00047 
0.06 0.001467 +0.000472 3.30 0.03372 +0.00045 
0.08 0.001939 +0.000465 3.40 0.03417 +0.00044 
0.10 0.002404 +0.000457 3.50 0.03461 +0.00042 
0.12 0.002861 +0.000449 3.60 0.03503 +0.00042 
0.14 0.003310 +0.000442 3.70 0.03545 +0.00041 
0.16 0.003752 +0.000434 3.80 0.03586 +0.00040 
0.18 0.004186 +0.000428 3.90 0.03626 +0.00039 
0.20 0.004614 +0.000420 4.00 0.03665 +0.00038 
0.22 0.005034 +0.000413 4.10 0.03703 +0.00037 
0.24 0.005447 +0 .000407 4.20 0.03740 +0.00036 
0.26 0.005854 +0.000400 4.30 0.03776 +0.00035 
0.28 0.006254 +0.000393 4.40 0.03811 +0.00035 
0.30 0.006647 +0.000387 4.50 0.03846 +0.00034 
0.32 0.007034 +0.000381 4.60 0.03880 +0.00033 
0.34 0.007415 +0.000375 4.70 0.03913 +0.00033 
0.36 0.007790 +0.000369 4.80 0.03946 +0.00032 
0.38 0.008159 +0 .000363 4.90 0.03978 +0.00031 
0.40 0.008522 +0.000358 5. 0.04009 +0.00061 
0.42 0.008883 +0.000352 5. 0.04070 +0.00058 
0.44 0.009232 5. 0.04128 +0.00057 
0.46 0.009578 5. 0.04185 +0.00055 
0.48 0.009919 5. 0.04240 +0.00053 
0.50 0.01026 ‘ 6. 0.04293 +0.00051 
0.55 0.01107 . 6. 0.04344 0.00050 
0.60 0.01186 А 6. 0.04394 0.00049 
0.65 0.01262 +0. 6. 0.04443 +0.00046 
0.70 0.01335 +0. 6. 0.04489 +0.00045 
0.75 0.01406 +0. 7. 0.04534 +0.00044 
0. 0.01474 +0. 7. 0.04578 +0.00043 
0. 0.01540 +0. 7. 0.04621 +0.00043 
0. 0.01604 +0. 7. 0.04664 +0.00041 
0. 0.01666 +0. 7. 0.04705 +0.00040 
1. 0.01726 +0. 8. 0.04745 +0.00095 
1. 0.01784 +0. 8. 0.04840 +0.00091 
1. 0.01840 +0. 9. 0.04931 +0.00085 
15, 0.01895 +0. 9. 0.05016 +0.00081 
1. 0.01948 +0.00052 А 0.05097 

1. 0.02000 +0.00050 0.05097 +0.00151 
1. 0.02050 +0 11 0.05248 +0.00138 
1. 0.02099 +0 12 0.05386 +0.00128 
1. 0.02147 +0 13 0.05514 +0.00119 
1. 0.02193 +0 14 0.05633 +0.00110 
1. 0. 0. 

1. 0. 0. 

1. 0. 0. 

1. 0. 0. 

1. 0. 0 

1. 0. 0. 

1. 0. 0. 

1. 0. 0. 

1 0. 0. 

1; 0. 0. 

2. 0. 0. 

2. 0. 0. 

2. 0. 0. 

2. 0. 0. 

2. 0. 0. 

2 0 0 

2 0 0 

2. 0. 0 

2 0 0. 

2 0 0 


m 
e 
o 
© 
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where n is the number of turns, F a quantity that depends upon the ratio of the diam- 
eter to the length of the coil, and d is the diameter of the coil in inches. The quantity 
F is tabulated for a wide range of values of the ratio of (diameter/length) in Table 12 
and plotted in Fig. 19. 

Where great accuracy is required, a correction factor may be applied to Eq. (36) 
to take account of the fact that the coil is wound of spaced round wires rather than 
with a uniform current sheet.! This correction rarely exceeds 0.5 per cent, is greatest 
for widely spaced turns, and increases with the number of turns. 


























00! 005 01 05 10 
„а . Diameter 
і Length 


Fie. 19.—Factor F for single-layer solenoid in Eq. (36). 


A simple approximate formula for the low-frequency inductance of a single-layer 
solenoid is? 


rn? 


Lo = or + 101 microhenrys (37) 


where г is the radius of the coi] and J its length in inches. This formula is accurate 
to within one рег cent for / > 0.87, i.e., if the coil is not too short. 


Single-layer Solenoid of Wire of Rectangular Cross Section.—The low-frequency 
inductance is most conveniently given by 


2, 
Ly = Ет — ашалы (0.693 + В.) (38) 
where n = number of turns of the winding. 
d= 


diameter of the coil to center of winding, in. 
l = length of the coil, in. 
c = radial thickness of the wire strip, in. 
F = function of diameter given in Table 12 and Fig. 19. 
length 
length 
radial thickness c of wire 


1 Radio Instruments and Measurements, Bur. Standards Cire. 74, p. 253. 


* Н. A. Wheeler, Simple Inductance Formulas for Radio Coils, Proc. I.R.E., Vol. 16, p. 1398, 
October, 1928. 


B, — function of 





given in Table 13. 


56 RADIO ENGINEERS’ HANDBOOK [Sec. а 


It will be recognized that the first term gives the inductance of the equivalent solenoid 
of round wire and that the second is a correction for the fact that the wires are not 
round. 

TABLE 13.—VaLuES or B, For Use iN Ea. (38) 








l/c B, l/c B, l/c B, 
1 0.0000 11 0.2844 21 0.3116 
2 0.1202 12 0.2888 22 0.3131 
3 0.1753 13 0.2927 23 0.3145 
4 0.2076 14 0.2961 24 0.3157 
5 0.2292 15 0.2991 25 0.3169 
6 0.2446 16 0.3017 26 0.3180 
7 0.2563 17 0.3041 27 0.3190 
8 0.2656 18 0.3062 28 0.3200 
9 0.2730 19 0.3082 29 0.3209 
10 0.2792 20 0.3099 30 0.3218 


























Single-layer Polygonal Coil.—The inductance of a single-layer polygonal coil can 
be calculated from the formula for a single-layer 
solenoid, Eq. (36), by assuming that the polygonal 
coil is equivalent to a single-layer solenoid whose di- 





Д ameter is equal to the mean of the radii of the cir- . 
| cumscribed and inscribed circles of the polygon. 
S, Thus if a solenoid of N sides has a circumscribed 
| diameter d, then the equivalent solenoid diameter is 

bg sae 

dy = d cos? aN (39) 


Fra. 20.—Single-layer rectan- 


gular сой The use of this equivalent diameter generally gives 


results accurate to within one per cent. The results 
become more accurate as the number of sides of the polygon increases. 
Single-layer Rectangular Coil.—The low-frequency inductance is 


Ly = pn*(G + Н) microhenrys (40) 


where р = perimeter, 2(81 + 5»). 

81 = length of short side, in. 

82 = length of long side, in. 

b = axial length of the coil, in. 

n = number of turns. 

G = factor determined by 1/32 and 5/s; given in Fig. 21. 
diameter of wire 
spacing between 

i adjacent turns | 


ll 





H = factor determined by n and and given in Fig. 21. 


The foregoing expression is accurate only when the distance between turns is small 
compared to the short side of the coil. 

Single-layer Square Coil—This is conveniently obtained by setting sı = sz in the 
formula, Eq. (40), of the previous section. | 

Winding Very Long Compared with Smallest Cross-sectional Dimension.—The low- 
frequency inductance of such a winding, irrespective of the shape of the cross section, is 
An? 


Ly = 0.0319 1 


microhenrys (41) 
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where A is the area of the cross section in square inches, Г is the length of the coil in 
inches, and т 18 the number of turns. 

Toroidal Coil of Circular Cross Section.—The low-frequency inductance of a 
toroidal coil of n turns with a winding of circular cross section of diameter d and a 















































































































































Fra. 21.—Factors G and H for single-layer rectangular coil, used in Eq. (40). 
radius of revolution D/2 inches, as shown in Fig. 22, is 
Lo = 0.01595n2{D — (D? — d?)*] microhenrys (42) 


For toroidal coils in which the turn diameter is much less than the toroid diameter 
(i.e. d < 0.1D), the inductance is approximately 
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dn? . 
Ly = 0.007975 "D microhenrys (43) 


Toroidal Coil of Rectangular Cross Section.— When the axial depth of the winding 
is h and the inner and outer diameters dı and d; inches, respectively, as shown in 
Fig. 23, the low-frequency inductance is 


Lo = 0.01170n?h logi, © microhenrys (44) 


Flat Spiral.—The low-frequency inductance of a 





je ORAN d, DRE: 
TEL da-----——------ 
Fie. 22.—Toroidal coil of Fic. 23.—Toroidal coil of 
circular cross section showing rectangular cross section illus- 
notation of Eq. (42). trating notation of Eq. (44). 


flat spiral of round wire of mean radius a and radial depth of winding c inches, as 
shown in Fig. 24, is conveniently expressed by 


Lo = an?K microhenrys (45) 


in which n is the number of turns and К is a quantity depending upon а/с as given 


in Fig. 24. 
К / | |j 





Ото 





008 





006 





004 


002 





5.0 10 
Fra. 24.—Factor К for flat spiral coil used in Eq. (45). 


An approximate formula for this type of inductance is! 


an? $ 
L = Ba Ег microhenrys (46) 


This formula is accurate to within 5 per cent for ¢ > 0.2a. 
1 Вее Wheeler, loc, cit. 
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The inductance of a flat spiral of flat ribbon is most readily found by using Eq. (51) 
for a short solenoidal multilayer coil. This gives results that are, in general, small 
by less than one per cent. 


TABLE 14.—VaLUxES ОЕ Correction TERM А IN Eq. (48) 











d/D A Difference Difference 
1.00 0.557 —0.051 : —1.053 —0.051 
0.95 0.506 —0.054 0. —1.104 —0.054 - 
0.90 9.452 —0.057 0. —1.158 —0.057 
0.85 0.394 — 0.061 0. —1.215 —0.061 
0.80 0.334 — 0.065 0. —1.276 —0.064 
0.75 0.269 —0.069 0. —1.340 —0.069 
0.70 0.200 —0.074 0. —1.409 —0.074 
0.65 0.126 —0.080 0. —1.488 —0.080 
0.60 0.046 —0.087 0. —1.563 —0.087 
0.55 —0.041 — 0.095 0. —1.650 —0.096 
0.50 —0.136 —0.041 0. —1.746 —0.105 
0.48 —0.177 —0.043 0. —1.851 —0.118 
0.46 —0.220 —0.044 0. —1.969 —0.133 
0.44 —0.264 —0.047 0. —2.102 —0.154 
0.42 —0.311 —0.048 0. —2.256 —0.173 
0.40 —0.359 —0.052 0. —2.439 —0.223 
0.38 —0.411 —0.054 0. —2.062 —0.288 
0.36 —0.465 —0.057 0. —2.950 —0.405 
0.34 —0.522 —0.061 0. —3.355 —0.693 
0.32 —0.583 —0.064 0. —4.048 

0.30 —0.647 —0.069 

0.28 —0.716 —0.074 

0.26 —0.790 —0.080 

0.24 —0.870 —0.087 

0.22 —0.957 —0.096 








Flat Rectangular Coil.—Ihe low-frequency inductance of a flat rectangular coil 
whose average dimensions are s; and s; with an average diagonal g = Msi? - 822 
wound of n complete turns of wire of diameter d with a pitch of winding D, as shown 
in Fig. 25, is 





Ly = 0.02339n* [© + э) logus 20382 — s, logio (в ++ g) — 2 logio (82 + 0) | 
ч (47) 
-- 0.010162 (20 = nin ЕЯ омтр) 


— 0.010162 (ғ: + $2) (A + B) microhenrys 


The dimensions аге in inches. In the preceding, А and В are constants depending 
upon the wire spacing and number of turns, respectively. Values of A corresponding 
to various values of d/D are given in Table 14. Values of B corresponding to various 
values of n are given in Table 15. 

Flat Square Сой. —И s = sı = sz are set in the previous section, the expression 
for inductance reduces to 


Lo = 0.02032ns [2.308 logio zb + 0.2235 "р + 0.726 | 
— 0.02032ns(A + B) microhenrys 


(48) 
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TABLE 15.—VALuEs OF CORRECTION TeRM В IN Ea. (48) 





Number of B Number of B Number of B 
turns, n turns, » turns, % 
1 0.000 15 0.286 80 0.326 
2 0.114 20 0.297 90 0.327 
3 0.166 25 0.304 100 0.328 
4 0.197 30 0.308 150 0.331 
5 0.218 35 0.312 200 0.333 
6 0.233 40 0.315 300 0.334 
7 0.244 45 0.317 400 0.335 
8 0.253 50 0.319 500 0.336 
9 0.260 60 0.322 700 0.336 
10 0.266 70 0.324 1,000 0.336 





























where s is the average length of side, n is the number of turns, d is the diameter of the 
wire, D is the distance between turns, and A and B are constants that may be deter- 
mined from Tables 14 and 18. 





ХХ) CXOCX 


Fig. 25.— Flat rectangular coil. Ето. 26.—Long multiple-layer coil 
of solenoidal form. 
11. Inductance of Multiple-layer Coils. Long Solenoidal Form.—The low-fre- 
quency inductance of a long multiple-layer coil of solenoidal form, 
as shown in Fig. 26, where b and c are the axial length and radial 
thickness of the winding, both measured to the outside of the 
wires, and a is the mean radius, is given by 


0.03193n?ac 
b 


The dimensions are in inches. It will be recognized that the first 
term of this expression is the equation for the inductance of à 
single-layer solenoid given in Eq. (36), F being the factor given in 
Table 12. The second term is a correction for the thickness of 
the winding with the quantity B, the same quantity given in 
Table 13, except that b/c is substituted for l/c in the table. 
The foregoing expression is generally accurate to within 0.5 per 
cent. 

If the insulation thickness is an appreciable fraction of the 
wire thickness, the following correction should be added: 


Lo = Fn?d — (0.693 + B,) microhenrys (49) 





Fro. 27.--Short 
multiple-layer coil AL = 0.03193an (2.303 logio T + 0155) mierohenrys (50) 


of soienoidal form. 


where D is the distance between wire centers and d is the diameter of the bare wire 
in inches. This incremental correction increases as the insulation thickness increases. 
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Short Solenoidal Form.—The inductance of the multiple layer coil of the form 
shown in Fig. 27, in which b and c are the axial length and radial thickness of the 
winding measured to the outside of the winding, d the diagonal of the winding cross 
section, and a the mean radius, may be expressed in several ways. If nis the number 
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c Radial depth of winding 


‘я Mean radius of coil 
Fre. 28.—Factor I for use in Eq. (51) applying to multiple-layer coil of solenoidal form. 


of turns, Г the total length of the wire, and D the distance between centers of adjacent 


wires, then the low-frequency inductance may be expressed by (dimensions in 
inches) 


Ly PS Г mieroh 51) 
о = px! microhenrys ( 
or 

1% = an*J microhenrys (52) 


where 7 and J are the factors given in Figs. 28 and 29, respectively, in terms of c/a 
and b/c. It will be observed that the maximum inductance is obtained from a given 
length of wire when the cross section of the winding is square and the side of the cross 
section is 0.662 times the mean coil radius. 

Where greater accuracy is desired than may be obtained from the curves of Figs. 28 
and 29, the following formulas may be used: 

For b > c: 


b? d? 8a у 0° 
Ly = 0.08193an* [ 2.303 (1 + 323i + ват) logio d "6s (53) 





where у: and ys are constants depending upon b/c and given in Table 16 below. 
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For b < с: 


b? с? 8a с? : 
Lo = 0.03193an? | 2.303 [ 1 + 3922 + а) logio qd + 16g" microhenrys (54) 





where yı and уз are constants depending upon b/c, as given in Table 16 below. The 
foregoing expressions are accurate to within 0.1 per cent. When the insulation 
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с _ Radial depth of winding 
а Mean radius of coil 


Ета. 29.—Factor J for use in Eq. (52) applying to multiple-layer coil of solenoidal form. 


thickness of the wire is an appreciable fraction of the wire diameter, the following 
correction should be added: 


AL = +0.03193an (2.308 log 2 + 0.155) microhenrys (55) 


where D is the distance between adjacent wire centers and d is the diameter of the bare 
wire in inches, 
A simple approximate formula for a short multiple-layer inductance of solenoidal 
form! is 
0.8a2n2 


Lo = ба $ 95 + 10е 


microhenrys (56) 


1 See Wheeler, Loc. cit. 
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where the symbols have the significance indicated in Fig. 27 and the dimensions are in 
inches. This formula is accurate to within one per cent when the terms of the denomi- 
nator are of about the same size, t.e., for a coil of about the shape shown in Fig. 27. 

Circular Coil of Circular Cross Section.—The low-frequency inductance of such a 
coil is 


Lo = 0.01595Dn? (2.303 log 8р — 1.75) microhenrys (57) 


TABLE 16.—VALUES OF 01, ys AND ys FOR зк IN Eqs. (53) AND (54) 
























b/c or Differ- Differ- 
c/b ence c/b b/c Уз ence 
0 0.5000 | 0.0253 | 0 0.125 | 0.002] 0 0.597 | 0.002 

0.025 | 0.5253 | 0.0237 

0.05 | 0.5490 | 0.0434 0.05 0.127 0.005 0.05 0.599 0.003 
0.10 | 0.5924 | 0.0386 0.10 0.132 0 010 0.10 0.602 0.006 
0.15 | 0.6310 | 0.0342 | 0.15 0.142 | 0.013 | 0.15 0.608 | 0.007 
0.20 | 0.6652 | 0.0301 0.20 0.155 0.016 0.20 0.615 0.009 
0.25 | 0.6953 | 0.0266 | 0.25 0.171 | 0.020 | 0.25 0.624 | 0.008 
0.30 | 0.7217 | 0.0230 | 0.30 0.192 | 0.023 | 0.30 0.633 | 0.010 
0.35 | 0.7447 | 0.0198 | 0.35 0.215 | 0.027 | 0.35 0.643 | 0.011 
0.40 | 0.7645 | 0.0171 | 0.40 0.242 | 0.031 | 0.40 0.654 | 0.011 
0.45 | 0.7816 | 0.0144 | 0.45 0.273 | 0.034 | 0.45 0.665 | 0.012 
0.50 | 0.7960 | 0.0121 | 0.50 0.307 | 0.037 | 0.50 0.667 | 0.013 
0.55 | 0.8081 | 0.0101 | 0.55 0.344 | 0.040 | 0.55 0.690 | 0.012 
0.60 | 0.8182 | 0.0083 | 0.60 0.384 | 0.043 | 0.60 0.702 | 0.013 
0.65 | 0.8265 | 0.0066 | 0.65 0.427 | 0.047 | 0.65 0.715 | 0.014 
0.79 | 0.8331 | 0.0052 | 0.70 0.474 | 0.049 | 0.70 0.729 | 0.013 
0.75 | 0.8383 | 0.0039 | 0.75 0.523 | 0.053 | 0.75 0.742 | 0.014 
0.80 | 0.8422 | 0.0029 | 0.80 0.576 | 0.056 | 0.80 0.756 | 0.015 
0.85 | 0.8451 | 0.0019 | 0.85 0.632 | 0.059 | 0.85 0.771 | 0.015 
0.90 | 0.8470 | 0.0010 | 0.90 0.690 | 0.062 | 0.90 0.786 | 0.015 
0.95 | 0.8480 | 0.0008 | 0.95 0.752 | 0.064 | 0.95 0.801 | 0.015 
1.00 | 0.8483 | ...... 1.00 0.816 | ..... 1.00 0.816 














where D is the mean diameter of the turns and d is the diameter of the cireular winding 
cross section іп inches. This will be recognized as being simply n? times the expression 
for a single turn of wire of diameter 4. The expression neglects the space occupied by 
ihe insulation between wires. 
Rectangular Coil of Rectangular Cross Section.—The low frequency inductance may 
be represented by 
Lo = рп?@ microhenrys (58) 


where p is to be defined as being the perimeter of the rectangle in inches, n is the 
number of turns, and G is a quantity depending upon the ratio 31/52 of the length of 
the short side to the length of the long side, as given in Fig. 21. "The quantity b/s; 
appearing in this figure is taken to be the circumference of the winding cross section 
divided by twice the length of the longer side (i.e., for b use b = cireumference/28,). 

Where greater accuracy is desired than may be obtained from the preceding 
formula, the following equation should be used. As before, let s; and ss» be the short 
and long sides of the rectangle, respectively. Let {апа w be the thickness and width 
of the cross section of the winding and g. the diagonal of the coil in inches. Let n 
represent the number of turns. Then 


64 RADIO ENGINEERS’ HANDBOOK [Sec. 2 


25:8» _ 
ої + wD $1 = 
_1 и + w) | Я 

SE =) -2 + 0.447 я Faj microhenrys 
Tf the insulation thickness is an appreciable fraction of the wire diameter, the correc- 
tion of Eq. (55) should be added. 

Square Coil of Rectangular Cross Section.—The inductance of a square coil may be 
obtained by settings; = s» = sin Eqs. (58) and (59). With this substitution, Eq. (59) 
simplifies to 











Lo = 0.02839(s1 + 82)n? [вы logis (sı + g) — nis logio (32 +9) | 


(59) 





+ 0.01016(вх + s;)n? [2 ( 





Т» = 0.04678sn2 [toe crar 2414s] 


2s? 
t+w "M (60) 
+ 0.02032sn? [0.914 + 0.2235 224 microhenrys 
12. Mutual Inductance and Coefficient of Coupling — When the relative position of 
two inductances is such that lines of flux from one inductance link with turns of the 
other, the two inductances are said to be inductively coupled, and mutual inductance 
exists between them. Mutual inductance may be defined in terms of the number of 
flux linkages in the second coil per unit current in the first coil, or vice versa. In 
practical units, the relation is 


| flux linkages in second coil | 
produced by current in first coil 10-8 


i= current in first coil (61а) 
| flux linkages in first coil | 
produced by current in second coil 10-8 (615) 


current in second coil 


where M is the mutual inductance in henrys. 

Mutual inductance may also be defined as the voltage induced in the second 
circuit when the current in the first circuit is changing at a unit rate. If the current 
flowing in the first circuit is sinusoidal, then the voltage induced in the second circuit is 


Е, = — МТ. (62) 


The negative of the ratio of the voltage induced in the second circuit to the current 
in the first circuit is called the mutual impedance. That is 
—E, 
ud 
where Zm is the mutual impedance and the quantity — j indicates that the induced 
voltage lags the current by 90°. The concept of mutual impedance can be generalized 
to give the mutual impedance between any two circuits coupled in any fashion no 
matter how complex. The generalized mutual impedance is the vector ratio — Es/I,, 
where E;is the voltage appearing across the opened terminals of the second circuit and 
Iiis the current flowing in the first. 

Coefficient of Coupling.—The maximum value of mutual inductance that can exist 
between two coils of inductance Г. and Lz is /LiL;, which occurs when all the flux of 
one coil links with all the turns of the other. The ratio of the mutual inductance 
actually present to the maximum possible value that can occur is called the coefficient 
of coupling and is written as 


Zn = joM = (63) 





M 
Vv Ink, 


The coefficient of coupling & is a dimensionless quantity having a maximum value of 1. 


Pez 





(64) 


Par. 13] CIRCUIT ELEMENTS 65 


Closely coupled coils usually have a value of k of 0.5 or greater. Coils with a coefficient 
of 0.01 or less are said to be loosely coupled. 

Circuits may be coupled capacitively or resistively as well as inductively. In the 
general case the coefficient of coupling is the ratio of the mutual impedance, as defined 


R, R be ES C, C; 
| EE 
Rm Lm I Cm 
(a) (B (©) 


Ета. 30.— Directly coupled circuits. 


above, to the square root of the product of the total self-impedances in the coupled 
circuits of the same nature as the coupling element. Thus, in general 


Z 


гу = 


where the primes indicate that all impedances are of the same kind. For circuits 
coupled resistively, as in Fig. 30a, the coefficient of coupling is 
k= — En (66) 
V (Ri + В») (Ro + Rm) | 
Similarly, for circuits directly coupled by a common inductance, as shown in Fig. 30b, 
the coefficient of coupling is 
Ln 


ПЕ EI 


For circuits that are directly coupled by a common capacity, as shown in Fig. 30c, the 


coefficient of coupling is 
pÈ м С.С 
V (Cr + Cm) (С + Em) 


Combinations of Inductances Involving Mutual Inductances.—The total self-induct- 
ance of combinations of inductances depends upon the self- and mutual inductances 
involved. The total inductance resulting from two inductances in series is 


І = Lı +L: 4 2M (69) 


where L, and Г» are the self-inductances of the two coils and M is the mutual induct- 
ance between them. In general the total self-inductance of a number of inductances in 
series is the sum of the self-inductances of all the components plus the algebraic sum of 
the mutual inductances of each one of the component parts to all the other parts. 

The total inductance resulting when two inductances are in parallel is 

L= LiL — M? 
Lı + Lı F 2M 

13. Mutual Inductance between Straight Conductors. Two Parallel Wires Side by 
Side.—The mutual inductance between two straight parallel wires of the same length, 
as shown in Fig. 31, is given by 


k (67) 








(68) 


(70) 


M = 0.005081 (2.303 logio 2 xdi: т) microhenrys (71) 
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where / is the length of the wire in inches and D is the distance between the wires. 
The formula assumes that the length of the wires is much greater than their spacing 
and that the effect of the cross section is unappreciable. 


И. 


Fig. 31.— Two parallel 
wires side by side. 





Fra. 32.— Two wire segments in same line, 
end-to-end. 


Two Wire Segments in the Same Line End to End.—1t the wire lengths аге lı and [5 
in inches, as shown in Fig. 32, the mutual inductance is 








M = 0.005850 (һ logio h i h + l logio h + ") microhenrys (72) 
2 

- Two Wire Segments in the Same Line, 

D KH КЕИ b= Ends Separated.—If the wire lengths are 





lı and lz in inches and the ends are sepa- 
Fra. 33.—-Two wire segments in same line, rated a distance D, as in Fig. 33, mutual 
ends separated. inductance is 


М = 0.005850[(1, + 1, + D) logio (li + l: + D) + D logis D (73) 
— (lh + D) logio ( + D) — (lz + D) logio (lz + D)] microhenrys 


Two Parallel Segments.—The mutual inductance for this case is 


M = 0.00294 E logio (2°) + l logio (z) + elogio Riss x Re) | уд 








Rise Ragas 
— 0.00254(r14 — ris + r23 — r24) microhenrys 


where 


Tkn + Tkm 
Ras = ——™ 
Tkn — Tkm 


та = Ма + & +h + e)? 


rie = lj — l + e, etc. 


where 


and the other symbols are the lengths and distances indicated in Fig. 34 in inches. 
/ 2 5 6 / 2 3 









р k p o. Е 
----------- t Te» Q | і 
_ї Бе d 


Ета. 34.—Two parallel wire segments. Fie. 35.—Two overlapping parallel 


wire segments. 


The formula of Eq. (74) holds for e = 0, but not when one wire overlaps the other. 
When the wires overlap, as in Fig. 35 


М = Maca + Moe + Moa microhenrys (75) 


where Maca is calculated by. Eq. (74), using e = 0, using the length 1-2 for l, and 
using the length 4-6 for li, Similarly, for Mis, use e = 0, length 2-3 for i; 
length 5-6 for lz, Ms is calculated from Eq. (71). 
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Two Parallel Symmetrically Placed Wires.—For the configuration of Fig. 36, the 
mutual inductance is 





(® +l + VG + ED 


Lhth+VG +h)? + р? 
lh —l + м0 - hl)? +D? 


+V = h) F Dt- Vh F a) + p: microhenrys 


M = 0.00508 [ 4.606 l logio 


+ 2.303 (ls + l) logio (76) 








where the dimensions are in inches.! 
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Fia. 36.—Two parallel 


symmetricall 1 d Р 
= ц y Ses (2.54N) 
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Fie. 38.—T wo concentric Ета. 37.—Factor 2.54N for use in Eq. (77) 
circles. applying to two parallel coaxial circles. 


14. Mutual Inductance between Single-turn Coils. Two Parallel Coaxial Circles. 
The mutual inductance between two parallel coaxial circles having the configuration 
shown in Fig. 36 is given by 


М = 2.54 N 4/ Aa microhenrys (77) 


where A is the radius of the large circle in inches, a is the radius of the small circle, 
and М depends upon г/г, as given in Fig. 37 and Table 17. Тһе quantities rı and rz 
are, respectively, the longest and the shortest distances between points on the cireum- 

1 For formulas for wire segments in positions other than given here, see Hak, op. cit., p. 81, 1938; 


У. I. Bashenoff, Mutual Inductance of Circuits of Arhitrary Form, Elektrotech. и. Machinenbau, p. 
1027, 1929. 
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ferences of the two circles. "Their ratio in terms of the circle radii and spacing is 


ау? р? 

T2 _ (1 = $) + A? 

7i a\? , р? 

(1 + 1i) zt A 

Two Concentric Circles.—The mutual inductance of any two concentric circles of 


diameters D; and D; turned so that the angle between their planes is 0 as in Fig. 38 
may be expressed by 





(78) 


М = 0.00254D2¢ microhenrys (79) 


where D; is the diameter of the larger circle in inches and ¢ depends upon the ratio 
. of diameters D2/D,, and the angle 0, as given by the curves of Fig. 39. For a ratio 
















































































Cos Ө 
Ета. 39.—Factor $ for use in Eq. (79) applying to two concentric circles. 


of diameters of 0.55, the mutual inductance is almost exactly proportional to the angle 
between the planes of the circles.! 

Formulas are also available for the mutual inductance between two circles of any 
size in any arbitrary relative position.? These formulas tend to be quite complex, 
being usually given as a series expansion of spherical harmonics. 

Two Equal Parallel Coaxial Rectangles.—Two equal parallel coaxial rectangles 
having the configuration shown in Fig. 40, with sides of length lı and l in inches and 
spaced a distance D, have a mutual inductance given by 


һ + М FD v Vl? + Di 

hL + Vb? +12 D? D 

$e (toni +E о сыыр i 
b + Vh + l2 + D? D 

+ 0.02032 (V2 F l2 + D? — Vi? + D? — vle + D2? + D) microhenrys 


1 Hak, op. cit., p. 78, 1938. М 
2 Hak, op. cit., р. 77; Chester Snow, Mutual Inductance of Any Two Circles, Bur. Standards J our, 
Research, Vol. 1, p. 531. October. 1928. 





M = 0.02339 [ ГА ( logio 
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Taste 17.—VaLUES or № ror Use IN Eq. (77) 
Ta/rı N ro/T1 N Difference 
dee | || да 0.30 0.008844 |—0.000341 
0.000 © 0.81 0.008503 |— 0.000328 
0.010 0.05016 0.32 0.008175 |—0.000314 
0.011 0.04897 0.33 0.007861 |— 0.000302 
0.012 0.04787 0.34 0.007559 |—0.000290 
0.013 0.04687 0.35 0.007269 |— 0.000280 
0.014 0.04594 0.36 0.006989 |— 0.000270 
0.015 0.04507 0.37 0.006720 |— 0.000260 
0.016 0.04426 0.38 0.006460 |—0.000249 
0.018 0.04278 0.39 0.006211 |—0.000241 
0.020 0.04146 0.40 0.005970 |— 0.000232 
0.022 0.04027 0.41 0.005738 |—0.000225 
0.024 0.03918 0.42 0.005514 |—0.000217 
0.026 0.03818 0.43 0.005297 |—0.000210 
0.028 0.03725 0.44 0.005087 |—0.000202 
0.030 0.03639 0.45 0.004885 |—0.000195 
0.032 0.03558 0.46 0.004690 |—0.000189 
0.034 0.03482 0.47 0.004501 |—0.000183 
0.036 0.03411 0.48 0.004318 |—0.000178 
0.038 0.03343 0.49 -0.004140 |—0.000171 
0.040 0.03279 0.50 0.003969 |—0.000166 
0.042 0.03218 0.51 0.003803 |—0.000160 
0.044 0.03160 0.52 0.003643 .|—0.000156 
0.046 0.03105 0.53 0.003487 |—0.000150 
0.048 0.03052 0.54 0.003337 |—0.000146 
0.050 0.03001 0.55 0.003191 |—0.000141 
0.060 0.02775 0.56 0.003050 |—0.000137 
0.070 0.02584 0.57 0.002913 ]|— 0.000133 
0.080 0.02420 0.58 0.002780 |—0.000128 
0.090 0.02276 0.59 0.002652 |—0.000125 
0.100 0.02148 0.60 0.002527 |—0.000120 
0.11 0.02032 0.61 0.002407 |—0.000117 
0.12 0.01928 0.62 0.002290 |—0.000113 
0.13 0.01832 0.63 0.002177 |—0.000109 
0.14 0.01743 0.64 0.002068 |—0.000106 
0.15 0.01661 0.65 0.001962 |—0.000103 
0.16 0.01586 0.66 0.001859 |—0.000099 
0.17 0.01515 0.67 0.001760 |—0.000096 
0.18 0.01449 0.68 0.001664 |—0.000093 
0.19 0.01387 0.69 0.001571 |—0.000090 
0.20 0.01328 0.70 0.001481 |—0.000087 
0.21 0.01273 0.71 0.001394 |—0.000084 
0.22 0.01221 0.72 0.001310 |—0.000081 
0.23 0.01171 0.73 0.001228 |—0.000078 
0.24 0.01124 0.74 0.001150 |—0.000076 
0.25 0.010792 0.75 0.0010741 |—0.0000731 
0.26 0.010366 0.76 0.0010010 |—0.0000704 
0.27 0.009958 0.77 0.0000931 |—0.0000680 
0.28 0.009570 0.78 0.0000863 |—0.0000643 
0.29 0.009199 0.79 0.0000797 |—0.0000628 
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TABLE 17—Vaturs or М ror Use iN Eq. (77).—(Continued) 


Difference 


Difference 





ra/ri N 
0.80 0.0007345 
0.81 0.0006741 
0.82 0.0006162 
0.83 0.0005607 
0.84 0.0005076 
0.85 0.0004569 
0.86 0.0004085 
0.87 0.0003625 
0.88 0.0003188 
0.89 0.0002775 
0.90 0.0002386 
0.91 0.0002021 
0.92 0.0001680 
0.93 0.0001364 
0.94 0.0001047 
0.95 0.00008107 
0.96 0.00005756 
0.97 0.00003710 
0.98 0.00002004 
0.99 0.00000703 


1.00 0.00000 


—0.0000604 
—0.0000579 
—0.0000555 
—0.0000531 
—0.0000507 


—0.0000460 
—0.0000437 
—0.0000413 
—0.0000389 


—0.0000365 
—0.0000341 
—0.0000316 
—0.0000290 
—0.0000263 





—0.00002351| 
—0.00002046 
—0.00001706 
—0.00001301 
—0.00000703] 


—0.0000484 | 





ooo Фоооо coocoococooooocoooo 


.00008107 |—0.00000404 
.00007613 | —0.00000482 
.00007131 |—0.00000470 
.00006661 |—0.00000458 
.00006202 |—0.00000446 


.00005756 |—0.00000436 
.00005320 |—0.00000421 
.00004899 |—0.00000409 
.00004490 |—0.00000397 
.00004093 |—0.00000383 


.00003710 |—0.00000370 
.00003340 |—0.00000356 
.00002984 |—0.00000341 
.00002643 |—0.00000327 
.00002316 |—0.00000312 


.00002004 |—0.00000296 
.00001708 |—0.00000278 
.00001430 |—0.00000262 
.00001168 |—0.00000242 
.00000926 | —0.00000223 


.00000703 |—0.00000201 
.00000502 |—0.00000177 
.00000326 |— 0.00000148 


0.00000177 |—0.00000115 
0.00000062 |—0.00000062 





Two Equal Parallel Squares.—If l is the side of each of two squares spaced a dis- 
tance D inches, then Eq. (80) becomes 








M = 0.04678 ( logo EVE + Di e 
1+ М2 + р? 


+ 0.02032 (4/2a? + D? — 2 V'a? F Di + D) microhenrys 


Vi zm p) 








[--р--- 


Fie. 40.—Two equal parallel 
coaxial rectangles. 


(81) 





Ета. 41.—Coplanar rectangles 
with parallel sides. 


Coplanar Rectangles with Parallel Sides.—If the two rectangles have their sides 
numbered as in Fig. 41, then 


M = Mis + Mos + Mi: + Mas — Miz — Mos — Mss — Ма microhenrys (82) 


If the rectangles are concentric 


Mi = Мал. 


Mas = Ма, 


My = Mis, 


Мз = Mas, 
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so that 


M = 2(Mis + Mx) — 2(M s; + М») microhenrys (83) 


If the figures are concentric squares 


M = 4(Mis — Ми) (84) 


The separate terms are calculated by Eq. (76) if the sides are symmetrically placed. 
If they are not symmetrically placed, the terms are calculated by Eqs. (76) and (74). 





Coaxial Concentric Solenciols-Outer Coil the Longer 


Coaxial Solenoids not Concentric ------ 2X------; > 
4 r RA E 
Yh ay LP mm 
А | EN та Sirr d =VX +х2 
Е E 3 ЕАИС е а: 
Бае OX eR d [i1 7711 
K------------ Xo---------- > р р 
Fra. 42.—Coaxial solenoids not con- Fig. 43.—Coaxial concentric solenoids, outer 
centric. coil the longer. 


15. Mutual Inductance between Single-layer Solenoids. Coaxial Coils Not Con- 
centric.—When the configuration is as shown in Fig. 42, the mutual inductance is 
given by 


à 242 
М = 0.02505 227072 (Күр, + Kaks + K des) mierohenrys (85) 
where a = smaller radius, measured from the axis of the coil to the center of the 


wire, in. 
A = larger radius, measured in the same way, in. 
21 = length of coil of smaller radius = number of turns times pitch of winding, 
in. 
2x = length of coil of larger radius, measured in the same way, in. 
^ and nz = total number of turns on the two coils. 
(ua m=z 


= 12 T2 Т1 

2 = р – a, т = Va? + А? 

т = D + 2, тә = V T2 + А? 
2 

xl 2-2), ky = ач (8 - $) 


715 735 a 


=: _ A? Xi _ 4212 _ 42 _ 4ш? 
ks (3 - Gr) – (8 a) | 
5 р p 
в = at (5 — 105 +45) 


D = axial distance between centers of coils, in. 
Coaxial Concentric Coils—Outer Coil the Longer.—For coils having the configuration 
shown in Fig. 43 and for symbols having the significance shown (measured in inches), 
the mutual inductance is given by 


2 252 2 
М = 0.0501 E [1 ЗА a (s — 2) | mierohenrys (86) 


A simple approximate expression for the coefficient of coupling for coils having 
the configuration of Fig. 43 is given by 

at 

A?r 





(87) 
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Coaxial Concentric Solenoids—Outer Coil the Shorter.—When the coils have the 
configuration shown in Fig. 44, mutual inductance is again given by Eq. (86), pro- 
vided g is defined as indicated in Fig. 44 and all dimensions are in inches. 

Discussion of Formulas.—In the preceding formulas for the mutual inductance 
between solenoids, the expressions involve differences between quantities of nearly 
the same size. To obtain a high degree of accuracy it is hence necessary to carry out 
the calculations with a considerable number of significant figures. Other formulas 
are also available for calculating the mutual inductance of solenoids in which the 
ealeulations are not so exacting but involve a greater number of terms.! Where great 
accuracy is not demanded and many calculations are to be made, time can be saved 
by using a combined graphical and computational method. Formulas are also 
available for other cases of mutual inductance between solenoids than those given 
here.? These are invariably quite complex, involving 
elliptic integrals or series expansions with spherical 
harmonics. 

16. Mutual Inductance between Multilayer Coils. 
Two Coaxial Circular Coils of Small Rectangular Cross 


Leaxial Concentric Solenoids- Outer Coil the Shorter 


t --L---2X --1 я т 
2-р---2Х -- li 
cpr 

Bit wo: А gx 

МУ. J—tr 

і i ! | 

кс рс 

i | 

Eloy os 

Fie. 44.—Coaxial concentric solenoids, Fie. 45.—Two coaxial 

outer coil the shorter. circular coils of small rec- 


tangular cross section. 





Section.—For coils having the approximate configuration shown in Fig. 45, the 
mutual inductance is given by 


М = пат М, microhenrys (88) 


where n, and n; are the number of turns of the two coils and Ms із the mutual induct- 
ance of the coaxial circles located at the centers of the cross sections of the two wind- 
ings. Thus if a is the mean radius in inches of the small coil and A is the mean radius 
of the large coil and D the distance between their planes, the value of Мо is that 
computed by Eq. (77) and Table 17 for the two coaxial circles thus defined. This 
formula is best suited for coils with square cross section and gives results in error by 
less than 0.5 per cent, even with relatively large cross-sectional dimensions, except 
when the coils are close together. 

Two Coaxial Circular Coils of Rectangular Cross Section.—For coils whose cross- 
sectional dimensions are relatively large, compared to the coil diameters, as shown in 
Fig. 46, the mutual inductance is given by 

nin 

M = 2 Lans + М» + Moe + Mis) 
(89) 
+ (Mint Mus + Mya + Mus) — 2м. | microhenrys 
1 H. B. Dwight and F. W. Grover, Some Series Formulas for Mutual Inductance of Solenoids, Elec. 
Eng., Vol. 56, p. 347, March, 1937; F. W. Grover, Tables for the Calculation of the Mutual Inductance 

of Any Two Coaxial Single-layer Coils, Proc. I.R.E., Vol. 21, p. 1039, July, 1933. 

2 F. W. Grover, Mutual Inductance of Coils not Coaxial, Communications, Vol. 18, p. 10, August, 


1938. See also Chester Snow, Mutual Inductance of Concentric Solenoids, Bur. Standards Jour. 
Research, Vol. 1, p. 531, 1928. 
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where the various terms represent the mutual inductance between the coaxial circles 
corresponding to the subscripts as indicated in Fig. 46. The separate terms are 
calculated by Eq. (77) and Table 17.1 





Fie. 46.— Two coaxial circular Fic. 47.—Two identical coaxial coils. 
coils of rectangular cross section. 


Two Identical Coaxial Coils —When the coils are identical and of rectangular cross 
section, as shown in Fig. 47, the mutual inductance is given by 


2 
M- T (Ма + Mos + Ма + Mos — Moi) microhenrys ' (90) 


where n is the number of turns per coil and the separate terms are the mutual induct- 
ances between the coaxial circles corresponding to the subscripts, as indicated in the 
figure. As before, the separate terms are calculated by Eq. (77) and Table 17. 

Two Coils of Equal Diameter.—When the coils are of equal diameter and radial 
depth but of different lengths, as shown in Fig. 48, the mutual inductance is given by 





M = My + М + Мь + Мы + Ма) microhenrys (91) 


where nı and ne are the number of turns of the two coils and the M terms are the 
mutual inductances between the coaxial circles 


corresponding to the subscripts as indicated in the 12 !2! 
figure as calculated by Eq. (77) and Table 17. A[ ^7 = § S[ - S m 4^ 
COILS WITH AIR CORES EX NE 

17. Types of Windings Used in Air-cored | р | | 

Coils.—Most air-cored coils are single or multilayer | [2 4 

arrangements wound on cylindrical forms. Other 

types occasionally used are toroids, flat spirals (or Fre. 48.— Two coaxial coils of 

disks), and single or multilayer windings on square, equal diameter. 


hexagonal, etc., forms. 
Single-layer coils are used to provide inductances for resonant circuits at broadcast 
and higher frequencies and for radio-frequency choke coils at very high frequencies. 
Multilayer coils are used when a large inductance is to be obtained in a small space. 
Such coils are employed in resonant circuits at broadcast and lower frequencies, as 
radio-frequency choke coils and as inductance standards for audio frequencies. 


1 Hak, ор. cit., р. 61, 1938. 
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18. Losses in Air-cored Coils at Radio Frequencies. Method of Expressing 
Losses.— Coil losses can be expressed in terms of the equivalent series resistance R, in 
terms of power factor of the coil, or in terms of the ratio oL/E = Q. The coil power 
factor and Q are related by the equation 


Power factor — 1 (92) 


мо Ет 
When Q > 5, the power factor can be taken as 1/0. 

Factors Contributing to Coil Losses —The equivalent series resistance of a coil is 
greater than the d-c resistance at all but the very lowest frequencies, as а result of:! 
(1) skin effect in the conductor that modifies the current distribution over the cross 
section of the individual conductor; (2) proximity effect with respect to adjacent con- 
ductors in the coil, which produces an additional modification in the current distribu- 
tion; (3) losses in dielectrics in the vicinity of the coil, particularly in the coil form; 
(4) eddy-current losses in neighboring metal objects. These effects tend to increase 
with frequency, with the result that the ratio eL/E = Q varies only slowly with 
variations in frequency. 

Q of Single-layer Coils —The Q of a single-layer coil depends upon the frequency, 
size, and shape of the coil, and such constructional details as the number of turns, 
size, and character of the wire, etc. With a given coil, the Q, as observed experi- 
mentally, varies somewhat with frequency and goes through a broad maximum at a 
frequency that is usually either in or near the working frequency range of the coil. 
With a given inductance and coil diameter, the Q is maximum when the ratio 
(length) /(diameter) is of the order of 14:1, although the relation is not at all critical. 
With everything fixed except the size of wire, it is usually found that maximum Q is 
obtained with wire somewhat smaller than the largest that could be used in the 
available space. When the size of a coil is increased while maintaining the inductance 
and shape constant, the Q will be roughly proportional to square root of the coil 
diameter, provided the wire diameter is always maintained at the optimum value. 

Edgewise-wound strip and ribbon conductors are sometimes used in large single- 
layer and pancake coils, respectively. Such conductors can be expected to give lower 
Q than solid wire of the same surface area, but if the dimensions are large and the 
strip or ribbon of ample cross section, the losses will still be low. 

Litz wire gives a higher Q than solid wire at the lower radio frequencies, while at 
very high frequencies solid wire is as good as or better than litz. The frequency at 
which litz loses its advantage depends upon circumstances, but is normally of the 
order of 1,000 to 2,000 ke. The proper size of litz wire to use depends upon the 
frequency and coil construction, and, in general, does not have the same cross section 
as does the corresponding solid wire of optimum proportions. The effect of broken 
or insulated strands in a coil wound with litz wire is far less than the loss in d-c 
conductivity. : 

The form, binder, etc., used with single-layer coils have relatively little effect 
upon the losses, except possibly at very high frequencies, provided the dielectrics 
involved do not absorb moisture. Thus bakelite, polystyrene, isolantite, etc., are 
quite satisfactory, whereas untreated paper or cardboard is not. Experiments 
indieate that there is no unusual advantage, even at very high frequencies, of using 
types of construction such as ‘‘basket-weave”’ coils, in which the amount of dielectric 
associated with the coil is reduced to the barest minimum. 

1 Considerable attention is sometimes paid ‘to coil proportions that have the lowest possible d-e 
resistance. Such considerations are, however, of little significance at radio frequencies because of 


skin and proximity effect. Their only usefulness is in connection with inductances for low frequencies, 
such as standard inductances for audio-frequeney bridge work. 
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Fia. 49.— Values of circuit Q for single-layer coils designed for different frequency ranges, 
as reported by various investigators. All of these data were measured on the assumption 
that the tuning condenser had zero losses (2.е., the condenser losses are charged against 
the coil). 
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Experimental data giving Q as a function of frequency for a variety of single- 
layer coils are given in Fig. 49. These data have been obtained from various sources, 
and are representative of what can be expected.1? 

Q of Multilayer Coils.—The losses in a multilayer coil depend upon the frequency, 
size, and shape of the coil, the arrangement of the winding, the size and kind of wire, 
etc., just as in the single-layer coil. With a given coil, the Q varies only slowly with 
frequency and goes through a broad maximum at a frequency that is usually in or 
near the working range of the coil. The Q increases with the size of the coil providing 
the optimum wire size and arrangement is maintained, but the effect of size is not as 


Actual Size of Coil Litz Wire Q 
3/40 SS 74 
3/40 $$ 79 
7/4 E 87 
TAI $$ 87 
7/4 $$ 91 


5/38 SS 48 


0/4 $$ 87 
7/40 $$ 74 
10/40 $$ 68 
5/40 $$ 90 
10/38 $$ 64. 


Ета. 50.— Characteristics of typical multilayer coils such as used at intermediate frequencies. 


great as might be expected, and is frequently overshadowed by other factors. The 
exact shape and arrangement of the winding space is not critical, and satisfactory 
multilayer coils can be built in such widely different arrangements as a thin winding 
having two or three layers of many turns, and a disk or pancake winding having 
many layers, each of only a few turns. Good efficiency will be obtained provided the 
proportions do not depart too greatly from the relation 36 + 26 = D, where $ is the 
radial thickness of the winding, 5 the axial length, and D the outer diameter. 


! Values given by the curves involve in nearly every case the assumption that the condenser used to 
tune the coil to resonance when the measurements were being made had zero losses. As a result, the 
true coil losses are probably somewhat less than those presented in the figures, particularly toward the 
high-frequency end of the useful range of the »oil. 

? D. Pollack, The Design of Inductances for Frequencies between 4 and 25 Megacycles, Elec. Eng., 
Vol. 56, p. 1169, September, 1937; D. Grimes and W. Barden, Coil Design for Short Wave Receivers, 
Electronics, Vol. 7, p. 174, June, 1934; Е. E. Terman, “ Radio Engineering," 2d ed., р. 38; A. J. Palermo 
and F. W. Grover, Study of the High-frequency Resistance of Single Layer Coils, Proc. I.R.E., Vol. 18, 
'p. 2041, December, 1930; E. L. Hall, Resistance of Conductors of Various Types and Sizes as Windings 
of Single-layer Coils at 150 to 6,000 Kilocycles, Bur. Standards Tech. Paper 330, October, 1926; August 
Hund and H. B. DeGroot, Radio-frequency Resistance and Inductance of Coil used in Radio Recep- 
tion, Bur. Standards Tech. Paper 298, October. 1925. 
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The optimum size of wire ordinarily has a wire diameter that gives a cross section 
of copper considerably less than the cross section of the winding space, corresponding 
to a not too closely packed winding. Litz gives a higher Q than solid conductors at 
broadcast and lower frequencies, which are the frequencies where multilayer coils 
find their principal use. The size and number of the strands in litz for best results 
depends upon the frequency, physical size of the coil, etc., and ranges from three 
strands of No. 40 or five strands of No. 41 wire for very compact coils intended for 
broadcast and intermediate frequencies, to proportionately larger and more numerous 
strands as the physical size of the coil is increased. 

Data on typical multilayer coils of the type used in radio receivers are shown in 
Fig. 50, and indicate the type of behavior that can be expected. 

Q of Toroidal Coils—The Q's obtained with toroidal coils are always appreciably 
lower than for ordinary single-layer or multilayer coils of corresponding physical 
dimensions. Jn fact, an ordinary radio-frequency coil that is well designed and 
enclosed in a shield will have at least as high a Q and no more external magnetic 
field than a toroid of corresponding dimensions, and will also have zero external 
electrostatic field. 

Maximum Q with given outer diameter is obtained in single-layer toroids of cir- 
cular cross section wound with the best size of wire when the diameter of the winding 
section is approximately 0.35 times the over-all diameter. With single-layer toroids 
of rectangular cross section wound with the optimum size of wire, the optimum 
radial depth of winding is approximately 0.3 times the outside diameter, and the 
optimum height is approximately 0.4 times the outside diameter.? 

The losses of toroidal coils can be reduced by using a single-layer winding and a 
relatively flat conductor so curved that the flat side follows exactly the surface of the 
toroid, as in Fig. 52.3 The maximum Q of such a toroid with circular cross section 
occurs at r/R = 0.71 for fixed outer diameter. For rectangular cross section, the opti- 
mum condition for given height h and outer diameter are ri/rs = 0.279. The Q of such 
coils is theoretically proportional to the size and to the square root of the frequency. 
With large dimensions and very high frequencies, Q’s of the order of 1,000 to 10,000 
are theoretically realizable. There are practical difficulties of construction, however. 

19. Calculation of Copper Loss in Coils.—The most important loss in coils is the 
copper loss as influenced by skin and proximity effects. The problem of deriving 
formulas for calculating coil losses when skin and proximity effects are involved has 
been attacked by several investigators. The most extensive work of this character 
is that of Butterworth‘, who considered a coil to be composed of a number of short 
cylindrical parallel sections of conductor, and then determined the losses in each of 
these cylinders as a result of the magnetic fields produced by the current in each 
cylinder and in the neighboring cylinders. The results of these calculations are 
summarized below. 

Copper Losses in Single-layer Solenoids.—For not too closely wound single-layer 
solenoids employing solid wire, one has 

A-c resistance do\? 
D-e resistance _ Hey (5 е. (98) 


1D. Grimes and W. S. Barden, A Study of Litz Wire Coils, Electronics, Vol. 6, p. 303, November; 
p. 342, December, 1933. | 

28. Butterworth, The High-frequency Resistance of Toroidal Coils, Exp. Wireless and Wireless 
Eng., Vol. 6, p. 18, January, 1929. 

3 F. E. Terman, Some Possibilities for Low Loss Coils, Proc. I.R.E., Vol. 23, p. 1069, September, 
1935. 

48. Butterworth, Effective Resistance of Inductance Coils at Radio Frequencies, Exp. Wireless and 
Wireless Eng., Vol. 3, p. 203, April, 1926; p. 302, May, 1926; p. 417, July, 1926; p. 483, August, 1926; 
On the Alternating Current Resistance of Solenoidal Coils, Proc. Roy. Soc. (London), Vol. 107, p. 693, 
1925. A summary of Butterworth’s work is given by B. B. Austin, Effective Resistance of Induct- 
ance Coils at Radio Frequency, Wireless Eng. and Exp. Wireless, Vol. 11, p. 12, January, 1934. 
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TABLE 18.—VaLuEs or THE Functions H AND б 
d = diameter of wire, cm; p = resistivity, cgs units; f = frequency, cycles per sec; 
= ad ~/2f/p. For copper of resistivity 1,700 срв units = 0.1078 d уў 






























































G G 
0.0 |1.000 2.5 1.175/0.2949| 5.0/2.043/0.755] 10.0; 3.799 | 1.641 
0.1 1.0001 , 2.6 1.2010.3184| 5.2/2.1140.790| 11.0| 4.151 | 1.818 
0.2 |1.000| 24/64 | 2:7 |1.228/0.3412! 5.42.184/0.826| 12.0, 4.504 | 1.995 
0.3 1.000 2.8 |1.256|0.3632] 5.62.2540.861 13.0| 4.856 | 2.171 
0.4 [1:000 2.9 |1.2860.3844| 5.82.3240.896| 14.0] 5.209 | 2.348 
0.5 1.0000.00097| 3.0 |1.3180.4049' 6.02.394/0.932| 15.0] 5.562 | 2.525 
0.6 |1.001/0.00202] 3.1 |1.351]0.4247| 6.22.463\0.967| 16.0) 5.915 | 2.702 
0.7 |1.001/0.00373| 3.2 |1.385(0.4439| 6.42.5331 .003| 17.0| 6.208 | 2.879 
0.8 |1.0020.00632] 3.3 /1.420/0.4626] 6.6|2.603|1.0381 18.0] 6.621 | 3.056 
0.9 |1.0030.01006] 3.4 |1.4560.4807| 6.82.0731.073| 19.0] 6.974 | 3.233 
1.0 |1.005/0.01519| 3.5 |1.492/0.4987| 7.02.743/1.109| 20.0| 7.328 | 3.409 
1.1 |1.0080.02196] 3.6 11.529/0.5160| 7.22.8131.144| 21.0| 7.681 3.586 
1.2 [1.011/0.03059| 3.7 |1.566/0.5333] 7.42.8841.180| 22.0] 8.034 | 3.763 
1.3 |1:015/0.04127| 3.8 [1.6030.5503| 7.62.954/11.216| 23.0| 8.388 | 3.940 
1.4 |1.020(0.0541 | 3.9 1.6400.5673| 7.83.0241.251| 24.0] 8.741 | 4.117 
1.5 |1.0260.0691 | 4.0 |1.678]0.5842| 8.03.0941.287| 25.0] 9.094 | 4.294 
1.6 |1.033'0.0863 | 4.1 1.7150.601 | 8.2)3.165/1.3221 30.0! 10.86 | 5.177 
1.7 |1.042]0.1055 | 4.2 |1.7520.618 | 8.4]3.235|1.357| 40.0| 14.40 | 6.946 
1.8 |1.0520.1265 | 4.3 1.7890.635 | 8.63.3061.393| 50.0) 17.93 | 8.713 
1.9 |1.0640.1489 | 4.4 1.8260.652 | 8.83.3761.428| 60.0] 21.46 | 10.48 
2.0 |1.0780.1724 | 4.5 |1.863/0.669 | 9.03.4461.464| 70.0| 25.00 | 12.25 
2.1 |1.094/0.1967 | 4.6 |1.8990.686 | 9.23.5171.499] 80.0 28.54 | 14.02 
2.2 |1.1110.2214 | 4.7 |1.9350.703 | 9.43.5871.584| 90.0, 32.07 | 15.78 
2.3 11.1310. 4.8 1.9710.720 | 9.6/3.657]1.570/100.0| 35.61 | 17.55 
2.4 |1.152 4.9 2.0070.738 | 9.83.7281.605 

2.5 1.175 5.0 |2.043/0.755 10.03.7991.641 Large| VZ + Lio — 1 


























TABLE 19.—VALUES OF и FOR SINGLE-LAYER SOLENOIDS OF Many Turns (SPACED) 
D = diameter of coil 
b = length of coil 
ui = contribution of radial component of field 
из = contribution of axial component of field 


Won 











b/D д U2 и = ш + из 
0.0 3.29 0.00 3.29 
0.2 3.13 0.50 3.63 
0.4 2.83 1.23 4.06 
0.6 2.51 1.99 4.50 
0.8 2.22 2.71 4.93 
1.0 1.94 3.35 5.29 
2 1.11 5.47 6.58 
4 0.51 7.28 7.74 
6 0.31 8.07 8.38 
8 0.21 8.52 8.73 

10 0.17 8.73 8.90 
со 0.00 9.87 9.87 
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where H = resistance ratio of wire when isolated, as given by Table 4 (or Table 18). 
G = proximity effect factor, given by Table 18. 
и = а constant given by Table 19 or 20. 
ducc | wire diameter | . 
spacing between centers of adjacent turns 


ll 





This equation holds for single-layer solenoids having many turns provided uis obtained 
from Table 19 and do/c < 0.6 (i.e., turns not too closely spaced’). It also applies to 
coils having a few spaced turns provided the length is small compared with the 
diameter and u is obtained from Table 20. 


TABLE 20.—VALUES OF и FOR SINGLE-LAYER SOLENOIDS oF Few Turns (SPACED) 





TABLE 21.—VaLuEs OF o, B, y IN Eq. (94)* 






























































т=1 2 = 2 = = 8 
dy/c 
a B Y а B Y а 8 Y 
1.0 1.01 1.02 0.96 1.09 1.34 0.67 1.31 2.29 0.49 
0.9 1.00 1.02 0.97 1.06 1.29 0.72 1.20 1.99 0.55 
0.8 EM 1.02 0.98 1.04 1.23 0.78 1.13 1.73 0.62 
0.7 1.02 0.98 1.02 1.18 0.83 1.08 1.52 0.68 
0.6 1.01 0.99 1.00 1.13 0.87 1.04 1.36 0.75 - 
0.5 1.01 0.99 1.09 0.91 1.02 1.24 0.82 
0.4 1.01 0.99 1.06 0.94 1.01 1.14 0.88 
0.3 1.00 1.00 1.04 0.97 1.00 1.06 0.93 
0.2 — Lew 1.01 0.99 "S 1.03 0.97 
0.1 1.00 1.00 1.01 0.99 
х=4 х=5 2 = © 
do/c - 
a B Y а B Y а B Y 

1.0 1.43 3.61 0.43 1.50 | 4.91 0.41 1.71 inf. 0.35 
0.9 1.30 2.75 0.49 1.37 | 3.39 0.46 1.55 | 12.45 0.39 
0.8 1.21 2.12 | 0.55 1.25 | 2.48 0.53 1.41 4.83 0.44 
0.7 1.12 1.71 0.62 1.15 1.94 0.60 1.27 2.87 0.52 
0.6 1.07 1.51 0.70 1.09 1.60 0.68 1.16 2.03 0.60 
0.5 1.03 1.32 | 0.78 1.04 1.37 0.76 1.08 1.59 0.69 
0.4 1.02 1.19 0.85 1.02 1.22 0.84 1.08 1.88 0.78 
0.8 1.00 1.10 0.91 1.00 1.11 0.90 1.01 1.17 0.87 
0.2 e 1.04 0.96 Sele 1.05 0.96 1.00 1.07 0.94 
0.1 1.01 0.99 1.01 0.99 stress 1.02 0.98 























* 2 has the same meaning as in Tables 4 and 18. 


1 At frequencies such that H does not differ greatly from unity, the formula holds even when the 
spacing is less. 
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With closely wound coils having very many turns of solid wire, the resistance ratio 
for any spacing between turns, even very close spacing, is 
A-c resistance 


d? 
D-cresistance ^ “Н + Bur + vu)G (©) (94) 


where o, В, and y depend on (do/c) and are given by Table 21, и, and us depend upon 
the ratio of length to diameter of the coil, as in Table 19, and the remaining notation is 
as in Eq. (93). 

At very high frequencies, Eqs. (93) and (94) reduce to the following: 

For Eq. (93), assuming copper wire: 


A-c resistance _ T 1 [fdwW? 
D-c resistance — 38 Vince [1 t 2 С) | (ao 


For Eq. (94), assuming copper wire: 


A-c resistance 
D-e resistance 


= Нф (94а) 


Here dy is the wire diameter in centimeters. The factor ¢ is given in Table 22, and 
depends upon the ratio of coil length to diameter and upon the closeness of the winding. 

When litz wire is used, the resistance ratio of single-layer coils of many turns not too 
closely spaced is 


A-c resistance _ do? d, 2, 
D-cresistance ~ Я + [+ +u (2) | (2) та (95) 


where do = diameter of cable. 
с = spacing between centers of adjacent turns. 
d, = diameter of individual strand of cable. 
п = number of strands in cable. 
k = constant depending on n, given in Table 23. 
G and H are the same as above, except that x in Table 18 is evaluated for 


the diameter of the individual strand. 


TABLE 22.—VALUES OF FACTOR ф IN Ба. (94а) 
—— — ша o REM Oe ш = ee 


b _ coil length 

















d D со diameter 

200; 

с 

0 0.2 10.4 | 0.6 | 0.8 | 1.0 2 4 6 8 10 oo 

1.0 СТО ete om cte ail data e [ho tee M m Пеи ...| 9.41 
0.9 18.2 17.5 16.1 [14.6 18.2 |11.9 | 8.02] 5.27] 4.39! 3.96] 3.78 3.11 
0.8 6.49) 6.32) 5.96] 5.57, 5.23. 4.89 3.91 3.20] 3.04 2.97| 2.92) 2.82 
0.7 3.59} 3.53] 3.43) 3.29) 3.17, 3.07, 2.74; 2.61] 2.51] 2.51 2.50 2.52 
0.6 2.36} 2.35) 2.32) 2.29) 2.26) 2.23] 2.16 2.15) 2.14] 2.16 2.16 2.22 
0.5 1.73] 1.74) 1.75) 1.75} 1.75 1.76] 1.77 1.85] 1.85) 1.86} 1.86] 1.93 
0.4 1.38] 1.39] 1.41] 1.42] 1.44 1.45) 1.49] 1.56, 1.57] 1.59 1.60 1.65 
0.3 1.16) 1.19) 1.21] 1.22] 1.22) 1.24) 1.28) 1.34] 1.34) 1.35) 1.36] 1.39 
0.2 1.07 1.08} 1.08) 1.09} 1.10} 1.10] 1.13] 1.16) 1.16 1.17] 1.17] 1.19 
0.1 1.02} 1.02) 1.03) 1.03; 1.03} 1.03) 1.04 1.04) 1.04) 1.04! 1.04 1.05 


























№8 
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Calculation of Copper Losses in Multilayer Coils Butterworth has also derived 
a formula for the a-c/d-c resistance ratio of multilayer coils having many turns not too 
compactly wound. For solid wire one has 


A-c resistance _ 1 (Kbm\? (do\? 
D-cresistance _ H+ i( D ) (2) G (96) 


О в 
(а) Multitayer coils of many layers and 
8[- many turns per layer, ranging from 
Solenoids of many layers, to disc coils 
Хх of many turns per layer - 






lb 
pes 
i 222 































Ета. 51.—Values of constant К in Eqs. (96) and (97) for multilayer coils. 
where K = a constant depending upon the type of winding, obtainable from Fig. 51. 
b = axial length of winding. 
D = over-all diameter. 
т = number of layers. 
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iles diameter of wire : 
S spacing between centers of adjacent turns in same layer 


H and G = constants given by Table 18. 
For litz, one has 


A-c resistance 1 (Kbm\? fd N?] d]? 
Dessen 72 | ("5") (2) ](z) ve On 
The notation in Eq. (97) is the same as in Eqs. (95) and (96). 

Equations (96) and (97) apply to all shapes of coils, ranging from solenoids in one 
extreme (¢/D — 0) to disk or pancake coils in the other extreme (D/b — ~). Theonly 
restriction is that there must be many turns and these must be reasonably well spaced 
(i.e., not too compactly wound). In the particular case of a single-layer solenoid, the 
value of K is such that Eqs. (96) and (97) reduce to Eqs. (93) and (95). 

Calculation of Copper Losses in Toroidal Coils.—'The resistance ratio of toroidal coils 
is given by Eq. (96) when solid round wire is used, and by Eq. (97) when litz wire is 
employed, provided that the following modified definitions are used.! 

D = over-all diameter of toroid. 

= aD = outer periphery of winding section. 
c = spacing between centers of adjacent turns of same layer at outer periphery. 


K =a constant given, depending upon the type of toroid and the proportions, as 
given in Table 24. 


TABLE 24.—VALuES OF К For SINGLE-LAYER Toros 














Circular eross section Rectangular cross section 
K 
Diam. of winding K Radial depth Axial length 
Over-all diam. Over-all diam. Over-all diam. 
0.125 0.250 0.375 0.500 
0.05 2.110 
0.10 2.243 
0.15 2.409 0.1 2.25 2.25 2.26 2.26 
0.20 2.602 0.2 2.65 2.67 2.69 2.70 
0.25 2.913 0.3 3.37 3.47 3.54 3.58 
0.30 3.327 0.4 5.25 5.68 5.96 6.14 
0.35 3.978 
0.40 5.180 
0.45 8.341 











In the case of single-layer toroids wound with conductor of the type illustrated in 
Fig. 52, the Q obtained with optimum proportions for Fig. 52a is? 








Q for optimum 2 84.3 Vi re (98) 
Р Ti T. 
(: + 0.556 ^ 


18. Butterworth, The High Frequency Resistance of Toroidal Coils, Exp. Wireless and Wireless 
Eng., Vol. 6, p. 18 January, 1929. 

2 Terman, loc. cit. See also G. Reber, Optimum Design of Toroidal Inductances, Proc. I.R.E., 
Vol. 23, p. 1056, September, 1935. 
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For a toroid of circular cross section (Fig. 52b), 
Q for optimum 2 = 52.1b Vf (99) 
1 


The dimensions in these equations are in centimeters, and the frequency f is in 
megacycles. 

Practical Usefulness of Formulas for Calculating Copper Losses.—Equations (93) to 
(99) take into account only the copper losses resulting from skin and proximity 
effects. At frequencies somewhat less than that giving maximum Q, these losses 
represent nearly the entire loss of energy in the coil. At higher frequencies, dielectric 
losses become important and lower the Q.! 

The chief value of the formulas for calculating losses is in indicating the relative 
effect that such factors as size, shape, wire size, and other proportions have upor 





Fie. 52.—Toroidal coils wound with strip conductor that is curved to follow the surface 
of revolution formed by the toroid. 


the coil Q. These formulas will satisfactorily compare the merit of different proposed 
designs, and indicate which are most promising, even under conditions where the 
absolute accuracy of the formulas is not particularly high. 

The formulas are especially useful in indicating the size of wire for winding a given 
form. In the case of a single-layer solenoid in which Eq. (98a) applies, the wire 
diameter giving maximum Q when the length, diameter, and number of turns is fixed is 


Optimum diameter = NE 
{SPacing between ates ш 
of adjacent turns 


(100) 





where д is given by Table 19. 

1 А comparison of calculated and observed coil losses is given by W. Jackson, Measurements of 
the High-frequeney Resistance of Single-layer Solenoids, Jour. I.E.E., Vol. 80, p. 844, 1037; see also 
Wireless Section, Z.E.E., Vol. 12, p. 133, June, 1937. 
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20. Distributed Capacity of Coils.—The voltage difference that exists between 
different parts of a coil produces an electrostatic field in the air and in the dielectric 
near the coil. The effect of the resulting storage of electrostatic energy upon the coil 
behavior is to а good approximation equivalent to the effect produced by a small 
capacity shunted across the terminals of the coil. Such a hypothetical shunting 
capacity is termed the distributed capacity of the coil. Under practical conditions, 
there are also capacities between the coil terminals, and between lead wires, which 
increase the total effective shunting capacity.? 

The distributed capacity of an isolated single-layer solenoid is approximately 
proportional to the diameter of the coil and decreases slowly with increasing length. 
The distributed capacity is largely independent of the number of turns if there are a 
considerable number of turns and these are not 
too closely spaced. Very close spacing increases 
the capacity somewhat, however, particularly if 
there are only a few turns. 

Multilayer coils tend to have higher distrib- 
uted capacity than do single-layer coils. In 
order to avoid excessive distributed capacity, the 
(a) Layer Winding (b) Bank Winding winding of a multilayer coil must be arranged so 
that the difference of potential between adjacent 
turns is only a small fraction of the total voltage 
applied to the coil. Thus a simple two-layer 
winding, as shown in Fig. 53a, will have very 
high distributed capacity, whereas with a wind- 
ing in which the turns are wound as indicated in 
Fig. 53b (bank winding), the distributed capacity 
will be only moderate. Other means of minimiz- 
ing distributed capacity consist of employing a 
Й 4 narrow winding of many layers with few turns 

(c) Deep Narrow (а) Spaced Layer per layer, as shown in Fig. 53с, ог the use of 
Winding Winding spaced layers, as in Fig. 53d. The common uni- 

Fra. 53.—Several types of multi- versal or honeycomb-type multilayer coil has a 
layer windings. The numbers in reasonably low distributed capacity, since it is 
the drawing indicate the order of . Я s 
the turns. equivalent to a coil of many layers with few turns 

per layer. 
. Dielectric in the field of a coil, such as the form upon which the coil is wound, the 
insulation of the wire, etc., increase the distributed capacity. Metal objects such as 
a shield, metal panel, etc., near a coil increase the distributed capacity, particularly if 
the distance from the coil is of the same order of magnitude as the coil dimensions or is 
less. 

Effects of Distributed Capacity.—The presence of distributed capacity introduces 
losses, because some of the electrostatic energy storage involves solid dielectrics, which 
are never perfect. Dielectric losses have an effect equivalent to adding a resistance 
in series with the inductance coil according to the equation | 
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Equivalent series 
resistance representing р = re*L?C (101) 
dielectrie losses 


where o = 2r X frequency. 
L = true coil inductance. 


1 The effective distributed capacity will also depend to some extent upon the current distribution 
in the coil, and will in general be larger when the coil is shunted with a large external tuning capacity 
than when the coil is resonated with its self-capacity. 
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C = distributed capacity. 

т = power factor of distributed capacity. 
The resistance given by Eq. (101) is а part of the coil resistance Rin Fig. 54a. Experi- 
ments indicate that the dielectric losses are not over 20 per cent of the total loss in the 
working range of the coil, unless the form or wire insulation has absorbed moisture.! 
When hygroscopic forms are used, and when the wire has cotton insulation, it is 
advisable to impregnate the coil with wax, shellac, or lacquer to prevent the absorp- 
tion of moisture. 

The presence of the distributed capacity causes a partial resonance that modifies 
the apparent resistance and reactance of the coil as viewed from the terminals. The 
apparent series resistance Le and Reg that appear to be present when the coil is 

Actual coil 
induc RACE Resistance of coil 
L/ R A including dreletric losses) 


Req Leg 
— mm nw 
7 (b) Equivalent series circui 
Distributed! 3 огеш 
capacity 
(a) Actual coil circuit 
Fre. 54.—Actual circuit of coil with distributed capacity, together with equivalent serie: 
circuit. 3 
viewed from its terminals (see Fig. 545) are related to the true resistance and induct- 
ance according to the equations 





Apparent inductance Leg of | BENE; (102) 
coil with distributed capacity 1 ~ у? 

Apparent resistance Req of | E R (103) 
coil with distributed capacity (1 — y2? 


where L and R are the true coil inductance and resistance, respectively, and y is the 
ratio of actual frequency to the frequency at which the coil inductance would be 
resonant with the distributed capacity. 

21. Temperature Coefficient of Inductance."— The inductance of a coil varies with 
temperature as a result of (1) changes in dimensions with temperature and (2) changes 
in current distribution in the wire as a result of the change of wire resistivity with 
temperature modifying the skin and proximity eífects. 

The relation between the dimensions of a coil and the temperature depend upon 
several factors. In the ideal case of a freely suspended coil expanding according to the 
coefficient of linear expansion of the metal, the temperature coefficient of inductance 
will be the same as the temperature coefficient of expansion of the metal. Actually, 
however, the mechanical strains existing in the conductor ordinarily cause added 
changes in dimensions, with the result that the temperature coefficient of such a coil is 

' W. Jackson, Dielectric Losses in Single-layer Coils at Radio Frequencies, Exp. Wireless and 
Wireless Eng., Vol. 5, p. 255, May, 1928. 

2H, A. Thomas, The Stability of Inductance Coils for Radio Frequencies, Jour. I.E.E., 
Vol. 77, p. 702, 1935; also Wireless Section, J'our. I.E.E., Vol. 11, p. 44, March, 1936; D. A. Bell, Tem- 
perature Coefficient of Inductance, Wireless Eng., Vol. 16, p. 240, May, 1939; H. A. Thomas, The 
Dependence on Frequency of the Temperature-coefficient of Inductance of Coils, Jour. I.E.E., Vol. 84, 
p. 101, 1939; also, Wireless Section, Jour. I.E.E., Vol. 14, p. 19, March, 1939; E. B. Moullin, The 
Temperature Coefficient of Inductances for Use in a Valve Generator, Proc. I.R.E., Vol. 26, p. 1385, 
November, 1938; Janusz Groszkowski, The Temperature Coefficient of Inductance, Proc. I.E.E., 


Vol. 25, p. 448, April, 1937; Janusz Groszkowski, Temperature Coefficient of Inductance, Wirelese 
Eng., Vol. 12, p. 650, December, 1935. 
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usually a number of times the coefficient of linear expansion. When the coil is 
wound on a form instead of being freely suspended, the changes of dimension tend to 
be controlled by the form, but even here it is found that the temperature coefficient of 
inductance will normally be considerably greater than the expansion coefficient of 
either the form or the wire. 

The change in wire resistivity with temperature modifies the skin and proximity 
effect and so causes the inductance to vary. Inasmuch as skin and proximity effects 
depend upon the frequency, this causes the temperature coefficient of inductance to 
depend likewise upon the frequency. The contribution to the temperature coefficient 
resulting from resistance changes is low at low frequencies when the skin and proximity 
effect are small, and is also low at very high frequencies, where these effects are very 
large. The change in inductance is maximum at a frequency between the extremes, 
where the skin and proximity effects are only moderate and the current distribution is 
particularly sensitive to resistance changes. 

It is frequently found that the variation of coil inductance with temperature is 
noncyclical; t.e., if the coil undergoes temperature cycles the inductance will not 
follow the temperature exactly, but, rather, will vary irregularly and will not return 
to its initial value when the temperature returns to normal. This is apparently the 
result of mechanical changes such as result from slippage of the wire over the form, 
and permanent changes in physical dimensions occasioned by the relieving of initial 
stress. 

Practical Inductance Coils Having Low Temperature Coefficients.—Several methods 
have been suggested for designing coils to have a low and stable temperature coeffi- 
cient. Probably the best arrangement is a single-layer solenoid with flat conductor 
wound directly on an insulating form having a low coefficient of expansion. The 
conductor can be a flat strip, but is preferably a conducting film deposited directly 
on the surface. If the radial depth of the flat conductor is very small and if the turns 
are well spaced axially, then the temperature coefficient of inductance will be of the 
same order of magnitude as that of the form, will be independent of frequency, and 
will be stable over repeated temperature cycles. Temperature coefficients of induc- 
tance of 5 to 15 parts per million per°C can be obtained in this way. 

Another possible method of construction is to anneal the turns to relieve initial 
stress, and then mount them so that the coefficient of expansion in an axial direction 
is controlled by material having a relatively large temperature coefficient, while the 
coefficient of expansion in a radial direction is fixed by material having a low expan- 
sion coefficient. By suitable choice of the relative coefficients, it is then possible to 
obtain either zero or any desired temperature coefficient. Such coils must, however, 
be very carefully constructed or their behavior will not repeat on successive temper- 
ature cycles.! 

Small inductances having low temperature coefficient can be constructed by 
employing a single-layer coil in which the conductor is a copper- or silver-plated invar 
(or nilvar) wire wound on a ceramic form having a low temperature coefficient of 
expansion. It is possible in this way to obtain an inductance coefficient of about one 
part in a million per°C.? 

22. Practical Air-cored Coils. Coils for Resonant Circuits in Radio Receivers.— 
Coils for resonant circuits of radio receivers must be compact, and at the same time 
have a moderate to high Q. At frequencies in excess of 1,500 ke, the coils are prac- 
tically always single-layer solenoids using spaced turns of solid wire wound on insu- 


1 For further information on such coils, see W. H. F. Griffiths, Recent Improvements in Air-cored 
Inductances, Wireless Eng., Vol. 19, p. 8, January, 1942. 

28. W. Seeley and E. I. Anderson, UHF Oscillator Frequency-stability Considerations, RCA 
Rev., Vol. 5, p. 77, July, 1940. 
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lating tubes. Coils for broadcast frequencies (550 to 1,500 ke) are usually also 
single-layer solenoids, although bank and universal windings are sometimes employed. 
At frequencies below 550 ke, the coils for resonant circuits are nearly always multi- 
layer, usually of the universal or similar type. Litz wire is generally preferred for 
these frequencies, although solid wire is often used because of lower cost. 

Disk, toroidal, and other types of coils are practically never used for resonant 
circuits in receivers. At broadcast and lower frequencies, coils with finely subdivided 
iron cores are sometimes used (see Par. 27). 

Coils for Resonant Circuits of Radio Transmitiers.—Coils for transmitters are sub- 
jected to high voltage stresses and must handle large amounts of reactive circulating 
energy. This requires relatively large spacings in order to obtain the required voltage 
insulation and heat-dissipating ability. The size of coils for transmitters tends to be 
directly proportional to the power and inversely proportional to frequency. 

In short-wave transmitters, it is customary to use coils wound with solid wire on 
ceramic forms when the power is low, and to use coils of copper tubing supported from 
the terminals for high power. In high-power broadcast transmitters, coils may be 
eo Ferminab-~, 
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Fia. 55.—Typical examples of radio-frequency choke coils. 


either large single-layer solenoids wound with copper tubing or edgewise wound strip. 
Single-layer disk or pancake coils using ribbon or solid conductors are also sometimes 
employed. When large powers are to be handled at still lower frequencies, it is 
customary to use a very large solenoid, either single or multilayer, with conductor 
consisting of large copper tubing, or litz, of large cross section. 

Radio-frequency Choke Coils—-A radio-frequency choke coil is an inductance 
designed to offer a high impedance to alternating currents over the frequency range 
for which coil is to be used. This result is obtained by making the inductance high, 
and the distributed capacity low. Radio-frequency choke coils are commonly used 
at frequencies in the neighborhood of the natural resonant frequency of the coil. 
Thus the coils will normally offer a capacitive impedance to an applied voltage over at 
least a part of their working range. 

The usual radio-frequency choke consists of two or more universal wound coils 
mounted some distance apart on an insulating rod, as shown in Fig. 55a. Another 
method of construction is to use a series of “pies”? wound in deep narrow slots (Fig. 
55b). A long single-layer solenoid, as in Fig. 56c, is sometimes used at very high 
frequencies. 

The important characteristic of a radio-frequency choke coil is the variation of 
impedance with frequency. This depends upon the inductance and capacity of the 

1 The design of such multilayer windings is discussed by A. A. Joyner and V. D. Landon, Theory 
and Design of Progressive Universal Coils, Communications, Vol. 18, p. 5, September, 1938; A. W. 


Simon, Winding the Universal Coil, Electronics, Vol. 9, р. 22, October, 1936; L. M. Hershey, The 
Design of the Universal Winding, Proc. Г.В.Е., Vol. 29, p. 442, August, 1941. 
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sections, the mutual inductance and mutual capacities between sections, the capacity 
to ground, and the lead arrangements. The behavior in a simple idealized case is 
illustrated in Fig. 56, in which the choke is considered as consisting of two inductances 
each with distributed capacities, but with mutual inductance and mutual capacities 
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(No mutual inductance and capacity) 























LA 7 
Typical” N РА 
irregularity v 


Li L2 
uU) 
5 С С Coil: 
$ | Minimum f о 
$ impedance ^ DU freguenc М 
Ж forsafisfacforyl X / Ме quency 
d performance j | \Coils resonant 
er H РА \ at different 
9 P / \ frequencies 
5 | --t-j4 4--- N 
me) 7 a 
o 
а. 
Е 
3 


Frequency 
Fig. 56.—Impedance characteristics of idealized radio-frequency choke coils. 


ignored. If the resonant frequencies of the two sections are the same, t.e., if 
LiCi = LC% in Fig. 56, then the choke acts as a single resonant circuit and has an 
impedance characteristic as shown by the solid line of Fig. 56. On the other hand, if 
the two sections have different resonant frequencies, the impedance will vary as a 
function of frequency in the manner shown by the dotted line. At a frequency some- 























“Rotor coils 
Ета. 57.—Brooks inductometer. 


where between the two resonant frequencies, the choke has negligible impedance as à 
result of one section offering an inductive reactance of the correct magnitude to be in 
series resonance with the capacitive reactance of the second section. The actual 
situation existing in a practical radio-frequency choke coil is more complicated than 
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that of Fig. 56, because of mutual inductance and capacity effects and capacity to 
ground. The behavior is, however, of the same character, though more complex. 
By careful balancing of inductances, capacities, and couplings, it is possible to obtain 
performance approximating that corresponding to a single resonant frequency.! 

Practical radio-frequency choke coils are designed either to have a single resonant 
frequency or to be proportioned so that the “holes” in the impedance characteristic 
oecur at frequencies other than those for which the coil is to be used. Where the 
choke coil is to be shunted across the resonant circuit of a receiver that is tuned over a 
frequency band, it is necessary that the choke be very carefully proportioned to avoid 
even minor irregularities in the impedance curve, as shown by the dashed line in Fig. 
56. 

Variable Inductances.—The most common type of variable inductance is the 
ordinary variometer or inductometer. This consists of two systems of coils that are 
connected in series and rotated with respect to each other in order to vary the mutual 
inductance. The total inductance is Lı + Lz + 2M, and if the 
coefficient of coupling is large, the ratio of maximum to minimum 
inductance obtainable will be of the order of 10:1. 

Two methods of constructing variable inductances are shown 
in Figs. 57 and 58. In the variometer, the rotating coil is wound 
on a spherical section, and mounted inside a corresponding 
fixed coil. In the Brooks inductometer, the same result is 
achieved in a slightly different way. The Brooks inductometer 
has the advantage that the calibration is not appreciably 
affected by axial displacements of the rotating coil-and, further, 
that by proportioning the coils as shown in Fig. 57, the induc- 
tance varies linearly with the angle of rotation.” 

The inductance of single-layer coils wound with relatively 
large wire can be varied by providing a wheel or trolley assembly Fra. 58.—Vari- 
that rides on the wire and provides a sliding contact that is ometer type of vari- 
adjusted by rotating the coil to vary the position of contact, ble inductance. 
With proper mechanical design, such an arrangement provides a satisfactory and very 
fine control of the mductance. 

Small variations in the inductance of coils used at radio frequencies can be obtained 
by rotating a copper disk or ring in the magnetic field of the coil. Such a copper 
object reduces the inductance in proportion to the magnetic flux lines that it inter- 
cepts, and so gives maximum inductance when the plane of the ring or disk is at right 
angles to the magnetic flux. The extra losses resulting from this method of controlling 
inductance are small, provided that the range of control is not excessive. 

Fixed Inductances for Audio Frequencies —Fixed inductances for such purposes 
as standards at audio frequencies are made of several types, as illustrated in Fig. 59. 
The conventional multilayer coil shown at Fig. 59a gives the largest inductance in 
proportion to the direct-current resistance, but it has the disadvantage of a large 
external беја. Inductances of this type will have minimum loss when proportioned 
so that b = c, and c/a = 0.66. The toroid has no external field but requires a very 








1 The design of radio-frequency choke coils for optimum performance is discussed by Harold A. 
Wheeler, The Design of Radio-frequency Choke Coils, Proc. I.R.E., Vol. 24, p. 850, June, 1936; Herman 
P. Miller, Jr., Multi-band R-f Choke Coil Design, Electronics, Vol. 8, p. 254, August, 1935. 

2 For detailed design information on the Brooks inductometer see Н. B. Brooks and F. C. Weaver, 
A Variable Self and Mutual Inductor, Bur. Standards, Sci. Paper 290. 

3 Paul Ware, A New System of Inductive Tuning, Proc. I.R.E., Vol. 26, p. 308, March, 1939; L. E. 
Herborn, A Precise High-frequency Inductometer, Bell Lab. Rec., Vol. 17, p. 351, July, 1939. 

* The design of standard inductances of this type is thoroughly diseussed by H. B. Brooks, Design 
of Standards of Inductance, and the Proposed Use of Model Reactors in the Design of Air-core and 
Tron-core Reactors, Bur. Standards Jour. Research, Vol. 7, p. 289, August, 1931. 
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large amount of wire in proportion to the inductance obtained, and so has high direct- 
current resistance. The double-D winding is intermediate in its characteristics 
between the toroid and the multilayer coil with respect to both external field and 
direct-current resistance. This type of coil has the advantage that the individual 
coils can be wound with a suitable number of turns, impregnated, taped, and mounted, 
all before final adjustment. The adjustment to give the exact value of inductance 
desired is then made by shifting the relative position of the two coils slightly with 
respect to each other before clamping them into final position. 

Fixed inductances for use at radio frequencies should have low losses, good mechan- 
ical stability, and a minimum of dielectric loss. Litz wire is desirable for frequencies 
up to and including broadcast frequencies. The construction must be substantial, 
the form should be of good dielectric material, and the coil should be protected from 
moisture by suitable “dope.” The distributed capacity should be low in order that 
the frequency at which the inductance is resonant with the distributed capacity will 
be as high as possible. In this way, the working range of frequencies over which the 
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Fic. 59.—Types of fixed inductances used in audio-frequency work. 


apparent and the true inductance are approximately the same will be as great as 
possible. 

The temperature coefficient of inductance standards should be low. However, 
it is impractical to achieve a particularly low coefficient in multilayer and toroidal 
coils, as there is no material for the coil form that has the requisite low temperature 
coefficient combined with other desirable characteristics, such as stability, machina- 
bility, etc. Wood impregnated with beeswax and certain grades of porcelain are 
to be preferred, while bakelite and hard rubber are not recommended because of their 
high coefficients of expansion. 


COILS WITH MAGNETIC CORES 


23. Fundamental Properties of Magnetic Substances.—The relationship between 
flux density and magnetizing force in the core of a coil when the core is of magnetic 
material that has been previously demagnetized is shown in Fig. 60a, and is termed the 
saturation or magnetization curve. When such a core is carried through a complete 
cycle of magnetization, as when the magnetizing force is supplied by an alternating 
current, the relationship between flux density and magnetizing force follows a loop, 
as illustrated in Fig. 60b. This is termed the hysteresis loop. The residual flux B. 
remaining after a positive magnetizing force has been removed is termed the retentivity 
of the material. The negative magnetizing force H. required to reduce the flux to 
zero is termed the coercive force. 
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Permeability and Incremental Permeability —The permeability of a magnetic 
material is defined as the ratio B/H, where B is the flux density in lines per square 
centimeter (gauss) and H the magnetizing force in oersteds (1 ampere turn per centi- 
meter = 1.256 oersteds). With these units the permeability of air is unity. The 


B- Gausses 





H- Oersteds 
(а) 





Fic. 60.—Typical magnetization curve, permeability curve, and hysteresis loop of a 
magnetic material. 


permeability » depends upon the flux density, and is in general small at low flux densi- 
ties, maximum at moderate values of B, and quite small when the core is saturated, 
as shown in Fig. 60a. 

The permeability at very low magnetizing forces is termed the initial permeability, 
and is of considerable importance in communication 
equipment. With ordinary magnetic materials, the 
initial permeability is very small. 

The permeability offered to an alternating mag- 
netizing force superimposed upon a d-c magnetizing 
force is termed incremental permeability, apparent per- 
meability, or a-c permeability. Under such condi- 
tions, the cycle of magnetization follows a small 
displaced hysteresis such as is illustrated in Fig. 61; 
and the permeability to the alternating magnetiza- 
tion is determined by the slope of the line joining the 
tips of this displaced hysteresis loop.! The incre- 
mental permeability increases with increasing alter- 
nating flux densities (up to the point at which the core Fra. 61.—Typical hystere- 
is saturated) and decreases with increasing d-e mag- о E шава 
netization. | The behavior in a typical case is illus- and 3, obtamed ilis Е Д small 
trated in Fig. 62. i alternating current is super- 

When both alternating and direct magnetizing imposed on a direct-current 
forces are acting simultaneously, the permeability magnetization. The effective 
offered to the d-c magnetization in the low or moder- permeability to the каре ше 

Ў AT posed alternating current is 
ate flux-density range is increased by a small amount proportional to the slope of the 
of superimposed a-c excitation, and decreased by a line joining the tips of the dis- 
large amount.? With large d-c magnetizations, the Placed hysteresis loop. 


permeability to d-e is reduced by a superimposed alternating magnetization. 





1 Thomas Spooner, Permeability, Trans. A.I.E.E., Vol. 43, p. 340, 1923. 
? R. Е. Edgar, Silicon Steel with A-C and D-C Excitation, Trans. A.I.E.E., Vol. 53, p. 318, Feb- 
ruary, 1934. 
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Core Loss.—When a core is subjected to an alternating magnetization, there is a 
dissipation of energy in the core as a result of hysteresis and eddy currents. The 
total power loss in core materials used in transformers is often expressed in curves, 
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Fie. 62.—Incremental permeability of a typical sample of silicon steel as a function of 
alternating-current magnetization, for several values of superimposed direct current. 
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Ета. 63.—Core-loss curves of typical silicon steel sample. 


such as those of Fig. 63, that give the watt loss per pound of material as a function of 
flux density for a given frequency. Such curves are of convenience in the design of 
power and audio transformers. 
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A coil having hysteresis and eddy-current losses can be represented by postulating 
series resistances R, and Re, respectively, in series with an inductance having no 
losses, together with a resistance №, representing copper losses, as shown in Fig. 64b. 
In many cases, it is found convenient to represent the eddy-current losses as a resist- 
ance Rsa shunted across the inductance as in Fig. 64c, instead of as a series resistance. 
When the eddy-current losses are small, this shunting resistance is independent of 
frequency, whereas the series resistance Re is proportional to the square of the 
frequency. 

The eddy-current loss in a core is the result of currents induced in the core by the 
varying magnetic flux. The magnitude of the power loss per unit volume is pro- 
portional to the square of the frequency and to the square of the flux density, inversely 
proportional to the resistivity of the core material, and directly proportional to the 
square of the thickness (or diameter) of the individual core laminations (or particles). 
The eddy-current loss is not affected by d-c saturation of the core. 


L 
Rc Rn Re L Rc Rh 
— mwmw 
Rah-w L)? 
(a) Actual coil with fosses (b) Equivalent circuit < Re Rsh 


(c) Equivalent circuit (second form) 


Ета. 64.—Equivalent circuits showing methods of representing hysteresis and eddy current 
losses in a coil having a magnetic core. 


The equivalent series resistance R, in Fig. 646 that can be considered as represent- 
ing the eddy-current loss in a laminated core is! 


2 
Re = 0.00658 = nf Xi (104) 
1 
where ¢ = thickness of the laminations, cm. 
pi = resistivity of core material, microhm-cm. 
Mm = permeability of core corresponding to the maximum flux density produced 


by the magnetization (um = 1 for air). 
Xj = inductive reactance of the coil with its magnetic core. 
The value of the equivalent series resistance Re for the case of a powdered core, on 
the assumption that the individual magnetic particles are of spherical shape is 


2 
Re = 0.001976 и" Хол (105) 
pik% 


where um, f, р, and X; have the same meaning as before, while # is now defined as the 
mean square diameter of the spherical magnetic particles in cm and k is the fraction 
of the core volume that is occupied by the magnetic material. Equations (104) and 
(105) assume that the core is sufficiently subdivided so that magnetic skin effect is 
negligible. 

Hysteresis is a form of magnetic friction, and for a given maximum flux density 
gives rise to a power loss per unit volume that is proportional to the frequency and 
to the area under the hysteresis loop. At flux densities sufficiently low that the 
permeability at the maximum flux density is not over 10 to 20 per cent greater than 
the initial permeability of the material, the hysteresis power loss per unit volume of 
most core materials is proportional to the fractional increase of the permeability over 
the initial value, and is approximately? 

1 V. E. Legg, Magnetic Measurements at Low Flux Densities using the Alternating Current Bridge, 


Bell System Tech. Jour., Vol. 15, p. 39, January, 1936. 
2 This is a consequence of the Rayleigh hysteresis loop. See Legg, loc. cit. 
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Ry = 0.425 (: = =) x (106) 


where шо and um are the initial permeability and the permeability corresponding to 
the maximum flux density, respectively, and Xz is the reactance of the coil with its 


iron core. With low magnetizing forces, the value of (: -— A) is proportional to the 


magnetizing force, and hence to the peak flux density Bm. Under these conditions 
the equivalent resistance E; representing hysteresis loss is proportional to Bm, and 
the power loss due to hysteresis! is proportional to Bm3. When the flux density is 
moderately high, the hysteresis loss increases less rapidly with flux density. Thus, 
for silicon steel at flux densities such as used in ordinary transformers, the hysteresis 
power loss per volume is approximately proportional to Bm1, corresponding to an 
equivalent resistance E that decreases slowly with increase in Bn. 

Hysteresis loss is affected by d-c saturation and also by the presence of currents 
of other frequencies. The relations are relatively complicated but can, in general, 
be summarized as follows: With alternating flux densities below a critieal value (13,000 
to 14,000 gausses for silicon steel), the hysteresis loss rises with increasing 4-с magneti- 
zation, when constant alternating flux density is assumed. With alternating flux 
densities greater than this critical value the hysteresis loss with constant alternating 
flux density decreases with superimposed 4-с excitation. When high- and low- 
frequency magnetizations are superimposed, the hysteresis loss to the high frequency 
is greater than it would be in the absence of the low-frequency magnetization, and 
the hysteresis loss of the latter is reduced. This action, termed flutter effect,? is of 
practical importance in loaded telephone lines carrying superimposed telegraph cur- 
rents. The magnitude of the flutter effect is proportional to the area of the normal 
hysteresis loop and to the frequency of the high-frequency current. 

Harmonics and Cross-modulation Caused by Magnetic Cores.*—The nonlinear rela- 
tion existing between flux and magnetizing force in magnetic cores results in the 
production of harmonics when a sine-wave magnetizing force is applied to the coil, 
and also to cross modulation when two or more frequencies are applied. 

With sine-wave excitation, the distortion components are in the form of odd 
harmonics, of which the third is the most important. With high maximum flux 
densities, the principal cause of such harmonic generation is the variation of perme- 
ability with flux density. With very low flux densities, hysteresis is the principal 
factor accounting for harmonic generation. 

When the magnetizing force consists of a sine wave upon which a d-c current is 
superimposed, there results a second-harmonic distortion component having an ampli- 
tude depending upon the core material and upon the direct and alternating magnetiz- 
ing forces involved. 

When two alternating magnetizations are superimposed upon a core, the result 
is to produce combination frequencies (cross-modulation), the magnitude of which is 
dependent upon the amplitude of the magnetizing forces involved and upon the 
magnetic material. It has been determined experimentally that the third harmonic 
produced with a sinusoidal magnetizing force is an index of the tendency toward 
cross-modulation, which, accordingly, depends primarily upon hysteresis effects at 
low flux densities and upon the variation of permeability at high flux densities. 


1 There is also a component of hysteresis loss at low flux densities that is proportional to Bn?. This 
is termed a “residual loss” and is of importance only at very low frequencies. For further discussion, 
see Legg, loc. cit. 

2 See Edgar, loc. cit. 

* W. Fondiller and W. H. Martin, Hysteresis Effects with Varying Superimposed Magnetizing 
Forces, Trans. A.I.E.E., Vol. 40, p. 553, 1921. 

1 Eugene Peterson, Harmonie Production in Ferromagnetic Materials at Low Frequencies and Low 
Flux Densities, Bell System Tech. Jour., Vol. 7, p. 762, October, 1928. 
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Permalloy is many times better than silicon steel in freedom from harmonic 
generation and cross-modulation, while perminvar is many times better than permalloy. 
24. Magnetic Materials Used in Communication.! Silicon Steel.2—The most 
widely used magnetic material in communication work is silicon steel. Silicon steel 
is available in various grades and types, according to the particular properties to be 


B Gausses 
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Ес. 65.—Typical magnetization curves of various nickel-iron alloys. 


emphasized. It is used for power transformers, filter chokes, and as a core material 
for most audio-frequency, interstage, and output transformers. 

Magnetic Alloys of Iron, Nickel, and Cobalt (Permalloys, Perminvar, and Per- 
mendur)."—Alloys of iron, nickel, and cobalt have some remarkable properties that 
are very useful in specialized applications. The characteristics of these alloys depend 
upon their composition and heat treat- 
ment, and a wide variety of properties 
are obtainable. 

An important class of alloys of this 
type are those consisting of nickel and 
iron in the range 45 to 80 per cent 
nickel, with small amounts of chromium 
and molybdenum added in some cases. 
Such alloys go by such names as Per- 
malloy, Hiperntk, Electric metal, Mu- 
metal, etc. according to the exact 
composition and the manufacturer. 

When properly heat-treated, they are 

Fro. 66.—Hysteresis loop of perminvar at 41) characterized by high maximum per- 
moderate flux density, showing the negligible us А SS Ns 
coercive force and residual magnetization. meability and high initial permeability. 

The flux density at which saturation 
occurs is, however, the same as or even slightly less than for silicon steel. "Typical 
magnetization curves are shown in Fig. 65. The addition of molybdenum to per- 
malloy increases the resistivity, and hence reduces the eddy-current losses, without 
serious sacrifice in the low hysteresis loss which permalloy has. Molybdenum per- 





1 V. E. Legg, Survey of Magnetic Materials and Applications in the Telephone Systems, Bell System 
Tech. Jour., Vol. 18, p. 438, July, 1939. 

? C. Н. Crawford and Е. J. Thomas, Silicon Steel in Communication Equipment, Elec. Eng., Vol. 54, 
p. 1348, December, 1935. 

2 G. W. Elmen, Magnetic Alloys of Iron, Nickel, and Cobalt, Elec. Eng., Vol. 54, p. 1292 December, 
1935. 
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malloy accordingly gives low losses at relatively high frequencies provided the flux 
densities are not too great. 

Alloys of nickel, iron, and cobalt are termed perminvars, and when suitably heat- 
treated are characterized by substantially constant permeability and extremely low 
hysteresis loss at low flux densities. At medium flux densities, the hysteresis loop is 
severely constricted in the middle, as shown in Fig. 66, so that although the area 
of the hysteresis loop is not zero, the coercive force and retentivity are very small. 
At high flux densities, this constriction disappears, and the hysteresis loop has normal 
shape. Typical characteristics of perminvar are shown in Fig. 67. 

Iron and cobalt in equal parts yield a useful magnetic alloy termed permendur. 
Its outstanding property is high permeability at high flux densities, corresponding to 
a saturation flux density higher than that of most materials. Permendur also has 
higher incremental permeability than most magnetic materials at relatively high d-c 
magnetizing forces. A magnetization curve of permendur is shown in Fig. 67. 
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Fig. 67.—Тур са] magnetization curves of permendur and perminvar, showing the 
high flux density at saturation of the former and the constant permeability of low flux 
densities of the latter. 


Permanent Magnets..—The merit of a magnetic substance for use as a permanent 
magnet can be expressed in terms of the coercive force Н, the retentivity B,, and the 
maximum value of the energy product BH of the demagnetization curve. The value 
of the energy product BH gives the relative energy available to sustain flux in the 
external magnetic circuit per unit volume of magnetic material. For most efficient 
utilization of the magnetic material, it is accordingly necessary to make the cross 
section of the magnet such that the desired flux will be obtained in the external circuit 
with a flux density in the permanent magnet corresponding to the flux giving maximum 
energy product. The demagnetizing force corresponding to the flux density existing 
in the magnet represents the magnetizing force per unit length of magnet available to 
force this flux through the reluctance of the magnetic circuit external to the permanent 
magnet. Аза result of these factors, the total cross section of the permanent magnet 
is determined by the total flux required in the external circuit, and the length of the 
magnet is determined by the reluctance of the circuit. 7 

The most desirable materials for permanent magnets are listed in Table 25, and 
have characteristics such as shown in Fig. 68 in the demagnetization portion of their 


1 C. S. Williams, Permanent Magnet Materials, Elec. Eng., Vol. 55, p. 19, January, 1936; K. L. Scott, 
Magnet Steels and Permanent Magnets—Relationship among Their Magnetic Properties, Bell Sysiem 
Tech. Jour., Vol. 11, p. 383, July 1932. 
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hysteresis curves.! Alnico and the related Alnic and Alnico-cu, are the best com- 
promises between high coercive force and high retentivity. These alloys are inex- 
pensive, but have the disadvantage that they must be cast to shape and finished by 
grinding, since they are so brittle that drilling and machining are impossible. The 
oxide material has the highest coercive force. It is also the least expensive and has an 


Demagnetization Я Energy- Product 
curves 10.0 \ curves 
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Fic. 68.—Demagnetization curves for permanent magnet materials. 


unusually low specific gravity, but is even weaker mechanically than Alnico, since it 
consists of a sintered mass of oxides. Cobalt steel has a very high retentivity but low 
coercive force, is machinable, but is relatively expensive. 











TABLE 25 
Coercive el 
Name Component force, Retentivity, 
elements oérsteda gausses 

ANIC 3 аа uus e e mA Al-Ni-Fe 100—600 8 000-4, 000 
АО ада але rni Al-Ni-Co-Fe 450-650 7 ,000-6 ,000 
Айшсо-сп...................... Al-Ni-Co-Cu-Fe 550 7,000 

Cobalt вфееї.................... Co-Fe 150-250 10,000 
Cobalt-tungsten................ Co-W-Fe 30-150 13 , 500-11 ,000 
Chrome........ lessen. Cr-Fe 60 10,000 

an MENU T CoO, Ее,Оз, Fe;04 | 300-1,100 6,000-1,500 














* Ni = nickel; Al = aluminum; Fe = iron; Co = cobalt; W = tungsten 


25. Calculation of Properties of Iron-cored Coils. Inductance.—The inductance 
of an iron-cored coil subjected to an alternating magnetization corresponding to a 
maximum a-c flux density Bmax in the iron is as follows: 

1 Another permanent magnet material called Vicalloy has recently been announced, and promises 


to be of commercial importance. It is composed of vanadium, iron, and cobalt, and is described in 
Bell Lab. Rec., Vol. 19, p. 36, September, 1940. 
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Dimensions in centimeters: 





Inductance in henrys = L = „е. X 10-8 (107a) 
ae) 
Dimensions in inches: 
Inductance in henrys = L = ль >, 107% (1075) 


where N = number of turns. 
15 = length of magnetic circuit in iron. 
la = length of magnetic circuit in air. 
р = permeability of magnetic material evaluated at the appropriate maximum 
alternating flux density Bmax. 
d; = cross section of iron (not including the area of insulation between lamina- 
tions). 
а, = effective cross section of air gap. 
The effective cross section аз of the air gap will in general be somewhat greater than 
the eross section a; of the iron because of fringing flux, and because the insulation 
between laminations makes the effective cross section of iron less than the cross section 
calculated from the external dimensions of the core. 
The relationship between the maximum alternating flux density in the core and the 
rms value of a sinusoidal voltage is 


Voltage (rms) = 4.44fNABmax X 10-8 (108) 


where f — frequency in cycles per sec. 
N = number of turns. 
A = net area of core. 

Bmax = maximum flux density in core in lines per unit area. 

Incremental Inductance.—The incremental inductance, sometimes called also the 
apparent, or a-c, inductance, is also given by Eq. (107) for any given alternating flux 
density Bmax provided the permeability и appearing in the equation is interpreted to 
mean the incremental permeability evaluated at the appropriate a-c and 4-с flux densi- 
ties from data such as are presented in Fig. 62. 

The value of d-c flux density B, existing in an iron core having a winding of N turns 
carrying a d-c current Го can be determined from the fact that it is necessary to satisfy 
the relation, 


1.256NI = На; + Bo (2) la (109) 


The notation is the same as above, with the addition that H; represents the magnetiz- 
ing force in oersteds per centimeter required to support a d-c flux density of Bo lines per 
square centimeter in ће iron. The value of d-c flux density Во that satisfies Eq. (109) 
can be obtained by the cut-and-try process of calculating the value of the right-hand 
side of Eq. (109) for different assumed flux densities Bo until a value is obtained that 
satisfies the equation. An alternative method is to employ the graphical solution 
shown in Fig. 69. Here B, is found as the intersection of the BH magnetization curve 
of the magnetic material, with a straight line crossing the horizontal axis at 


Н = 1.256NI /l; 


and the vertical axis at В = 1.256NT1/[I«(a;/a.)]. 
Leakage Inductance.—'The leakage inductance existing between two coils wound 
on the same core depends upon the geometry of the windings. The leakage induc- 
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tance is independent of the character of the core material or of the d-c magnetization, 
since the paths of the leakage flux are largely in air, and the core contributes negligible 
reluetance to them. 







=--B-H curve of 
magnetic material 


= 1256 NI 


H Oersteds 


Fio. 69.— Graphical method of determining the flux density Bo existing in a magnetic core 
having a series air gap and subjected to a known magnetizing force. 





(c) (а) 


Fig. 70.—Typical coil arrangements in audio transformers. 


When the secondary is wound on the outside of the primary, as shown in Fig. 70a, 
the total leakage inductance of the windings, referred to the primary side, is! 


2. T ( 


о =“ 


) X 107? henry (110) 





L, = 


h + 


where C is the length of the mean turn in = №, the number of primary turns, and 


1 The total leakage inductance referred to the secondary side is obtained by replacing Np in Eq. 
(110) with the number of secondary turns №. The total leakage inductance Ly’ referred to the primary 
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the remaining symbols have the meaning indicated in Fig. 70a (all measured in inches). 
This equation applies to coils wound on both circular and rectangular forms. 

If the primary and secondary windings are arranged side by side as in Fig. 70b, 
the leakage inductance referred to the primary side is 


2CN,? 
и, = 226 > ( 





TE i =) X 1075 henry (111) 


where the notation is as in Fig. 706, or is as above. 

The leakage inductance can be reduced by dividing the primary and secondary 
coils into sections and interspersing these. Simple arrangements of this type are 
shown in Figs. 70c and 70d, and have leakage inductances referred to the primary 
that are 

For Fig. 70c: 


,  0.42CN, 
DES RN 
For Fig. 70d: 


(s. thet AM) X 10-5 henry (112) 


p _ 9807, 


В: + Bs + B. = 
. 3 л (h th + 22272 = *) x 10 


8 henry (113) 


Sectionalization of windings, although greatly reducing the leakage inductance, 
simultaneously increases the winding capacities. The reduction achieved in leakage 
inductance is accordingly not all net gain. 

In push-pull output transformers, the primary is frequently sectionalized to main- 
tain symmetry. When this is done, the leakage reactance between each half of the 
primary and the secondary can be kept at a minimum by dividing the secondary into 
two identical parts, as in Fig. 71a, and connecting these in parallel. 





(b) 


Fie. 71.— Transformers with divided windings. 





Distributed and Other Capacities оў Iron-cored Coils.—The distributed capacity of 
multilayer windings such as commonly wound on iron cores is made up primarily of 
the layer-to-layer capacities.! The turn-to-turn capacities can be neglected unless 
there are only a few layers. When the coil is wound in the normal manner so that 
the voltage between one end of the adjacent layers is twice the voltage per layer and 
the voltage between layers at the other end of the same layers is zero, the equivalent 
distributed capacity С, that can be considered аз shunted across the terminals of the 





side is Lp” + L,’'/n2, where n is the step-up ratio of the transformer and Ly” and L;" are the leakage 
inductances of the individual primary and secondary windings, respectively. 

In the textbooks where the leakage inductance for Fig. 70a is calculated for an idealized case, the 
numerical constant in the equation is found to be 3.2 instead of 2.9. This latter value is obtained by 
introducing an empirieal modifying factor of 0.9 to give more accurate agreement with observed results, 
as recommended by J. G. Story, Design of Audio-frequency Input and Intervalve Transformers, 
Wireless Eng., Vol. 15, p. 69, February, 1938. 

1 Glenn Koehler, The Design of Transformers for Audio-frequency Amplifiers with Preassigned Char- 
acteristics, Proc. I.R.E., Vol. 16, p. 1742, December, 1928. 
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winding is 
.90P. 
c, = LEPE у (114) 


where P = mean circumference of coil turns, in. 

} = axial length of coil, in. 

d = distance between copper of adjacent layers, in. 

T = number of layers. 

K = average dielectric constant of insulation between layers, in. For paper- 

insulated wax-impregnated wire, K is approximately 3. 

It is to be noted that Eq. (114) gives the distributed capacity of the coil referred to 
its own terminals. "The equivalent value of the same distributed capacity referred to 


Ш 


16 


12 psu Alternating current 
100 milliamperes| 


10 Length of magnetic 
circuit = &4 inches 


Inductance in Henries 
о 





Length of Air Gap in Mils 


Fie. 72.—Example of incremental inductance as a function of air-gap length with various 
d-c magnetizing currents. 


another winding on the core is obtained by converting in accordance with the inverse 
of the square of the turn ratio. 

The coil capacity may be reduced by splitting the coil into two or more sections 
as in Fig. 71, each coil having the same number of layers as the single coil, but fewer 
turns per layer. In such an arrangement the capacity of each section can be deter- 
mined by Eq. (114), and the capacities of the various sections then considered as 

acting in series. "Thus subdivision into two equal sections quarters the distributed 
capacity. Subdivision will, however, inerease the capacity of the winding to ground, 
and so may not improve the performance of the coil. 

26. Design of Coils and Transformers with Magnetic Cores.—The design of coils 
with magnetic cores is normally carried out by a cut-and-try process. A typical 
procedure is to start by assuming a core cross section on the basis of previous experi- 
ence. The space available for winding is then allotted to the various coils to be 
wound on the core, and a tentative selection is made of wire size and winding details 
in accordance with the insulation required, current to be carried, flux densities desired, 
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the space available, etc. The performance of the resulting reactor or transformer is 
then calculated, and the tentative design modified as required. 

Winding Data.—The coils of chokes, transformers, etc., using magnetic cores are 
normally layer-wound by machine. The insulation employed depends upon the size 
of wire and the voltage between turns and between layers. In the case of small coils 
using relatively large wire, cotton-covered insulation is often sufficient. With very 
small wire, such as is used in audio-frequency transformers, the bulk of cotton or silk 
insulation is proportionately excessive, and the coils usually use enameled wire with 
paper insulation between layers in many cases. 


TABLE 26a.— TonNs POSSIBLE PER SQUARE Incu oF WINDING ӨрАсЕ, Usine ONE. 
Layer or PAPER oF PROPER THICKNESS AS SHOWN 
Table Based on Average Commercial Practice 

































B&S| Plain Layer 
eg be SER S.C.E. | D.C.C.| 8.C.C. | S&.E. | &S.C. | D.S.C. 
10 70| .010 in. Kraft 56 56 64 
11 86] .010 in. Kraft 72 64 72 
12 105| :010 in. Kraft 90 90 90 
13 126| .010 in. Kraft ii| 11| 120 
14 162] .010 in. Kraft 148 | 125] 143 
15 191| .010 in. Kraft 180 | 143| 168| Sain. of winding 
16 238) .010 in. Kraft 208 | 180| 208 space = B X F 
17 310| .007 in. Kraft 255 | 238| 270 
18 396 .007 in. Kraft 304 | 288 | 340 
19 473| .007 in. Kraft 378 | 340| 396 
20 621| .005 in. Kraft 460 | 418| 504 
21 750| 005 in. Kraft 572 | 504| 621 
22 952| .005 in. Kraft 696 | 621] 750 
23 | 1,140] .005 in. Kraft 882 | 725 | 980 
24 | 1596 0022 in.Glassine | 1,120 | 928 | 1,258 
25 | 1,974 .0022 in. Glassine | 1,330 | 1,054 | 1,517 | 1,596] 1,800) 1,517 


26 | 2392| {0022 in. Glassine | 1,596 | 1,258 | 1,800 | 1,074] 2,200 1,800 
27 | 37009] 20022 in. Glassine | 1,886 | 1,440 | 2,156 | 2,392 2,040 2,150 A—margins* 

28 | 37804) 0015 in. Glassine | 2,397 | 1,720 | 2,646 | 2,964| 3,355 2,538 B—winding length 
29 4,745, .0015 in. Glassine | 2,750 | 1,978 | 3,074 | 3,591 4,020] 3,074 C—overal length 
30 | 5,904 .0015 in. Glasine | 3,300 | 2,254 | 3,648 | 4,340] 4,884) 3,048 P outside diameter 
31 | 7,189 .0015 in. Glassine | 3,712 | 2,548 | 4,216 | 5,025 5,757) 4,216 P build-up 

32 8,888] .0013 in. Glassine | 4,414 | 2,860 | 4,891 | 6,068 6,864 4,801 G—tube 

33 11,172| .0013 in. Glassine | 5,100 | 3,132 | 5,688 5,088 

34 14,336] .001 in. Glassine 6,150 | 3,658 | 6,715 | 8,910 10, 085) 6,794 


35 | 17,924 .001 in. Galssine | 6,880 | 3,965 | 7,728 | 10,272] 12,051] 7,728 * Margins are determined by 
36 | 21,330 .001 in. Glassine | 7,840 | 4,352 | 8,722 | 12,168, 13,860] 8,722 wire sizes. The following are 





37 | 25,404| .001 in. Glassine 14,112] 15,182 10,379 the minimum allowances for 
38 31,878) .001 in. Glassine 16,184| 18,270| 11,845 commercial windings: 

39 42,020] .0007 in. Glassine 19,140) 22,594! 14, ,022 

40 51,168| .0007 in. Glassine 21,855) 25,092, 15,600 Wire gage: 

41 62,746. .0007 in. Glassine : 18-29 6 in. each end 

42 75,392) .0005 in. Glassine 30-37 342 in. each end 

43 91,800| .0005 in. Glassine 38-44 Ив in. each end 

















44 |105,534| .0005 in. Glassine 





Data useful in the winding of coils are given in Tables 26a to 26d.! 

Some Factors Involved in the Design of Inductances Carrying Direct Current.— There 
is a particular air gap for which the incremental or a-e inductance is maximum when 
the core material and dimensions, the number of turns, and the d-c magnetizing current 
are fixed. Аз the d-c magnetizing current is increased, the optimum air gap becomes 
longer and the corresponding incremental (a-c) inductance less. The behavior in a 
typical case is shown in Fig. 72.? 

This best length of air gap can be obtained by plotting curves of LI?/V as a function 
of NI/I for various percentage air-gap lengths, as shown in Fig. 73, where L is the 


1Data from Inca Bull. 3, Phelps Dodge Copper Products Corporation, Inca Mfg. Division. 
2 Н. М. Turner, Inductance as Effected by the Initial Magnetic State, Air-gap, and Superimposed 
Currents, Proc. I. R.E., Vol. 17, р. 1822, October, 1929. 
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TABLE 265.—Влмром Wouwp Сопз зосн as Dynamic SPEAKER FrELps Usina 
ENAMELED WIRE 
Table Based on Average Commercial Practice 


























Turns 
possible une Ohms 
В & S [рег linear | Possible possible 
enue in of |Persqin.| рег cu in. 
windir of cross | of winding 
spac KS section Space 
10 9 85 0.00716 
11 10 106 0.0112 
12 11 131 0.01733 
13 12 160 0.02673 
14 14 209 0.0440 
15 15 251 0.0666 
16 17 »90 % 319 0.1068 
17 19 99 0.168 
18 22 519 0.275 
19 24 631 0.424 
20 27 794 0.672 
21 30 987 1.053 
22 34 1,255 1.689 
23 31 1,525 2.59 
24 35 1,933 4.14 
26 | 44 3.080 | 1048 
› . Linear ın. indi 
27 | 49 3,891 17.6 иа ding 
28 56 5,001 27.3 
29 62 6,200 42.4 
30 69 7,797 67.1 
31 77 075% 9,800 106.2 
32 86 12,210 166.9 Sq in. of winding 
33 98 15,740 271.5 space = В X F 
34 109 19,520 425 
35 [121 24,680 677 
36  |136 31,280 | 1,082 
37 1150 38,500 | 1,681 
38  |170 49,350 | 2,720 Cu in. of winding space — 
39 [192 63,400 | 4,370 [(D? X 0.7854) — (E + 2G)? x 0.7854]B 
40 PES or 500 5, 210 
41 |274 5,800 | 9,870 
42 |3049859 | 104,900 [14,410 
48 |340 130,900 [23,300 
44 |369 153,850 138,300 





No insulation used between layers on random wound coils. 

* Percentages give normal space factor. 
ineremental (a-c) inductance, Г the direct current in the winding, V the volume of 
the соге, № the number of turns, and / the length of the magnetic circuit.! The 
envelope of these curves, shown dotted in Fig. 73, gives the maximum incremental 
inductance per unit volume obtainable for a particular current J, with any given d-c 
magnetizing force per unit length N7/l, and corresponds to a percentage air gap given 


1C. R. Hanna, Design of Reactances and Transformers which Carry Direct Current, Trans. 
A.I.E.E., Vol. 46, р. 155, 1927. An alternative method of design is given by John Minton and Ioury 
G. Maloff, Design Methods for Soft Magnetic Materials in Radio, Proc. I. E.E., Vol. 17, p. 1021, June, 
1929. 
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by the particular curve tangent to the envelope at the point in question. Information 
such as shown in Fig. 73 is particularly useful where a large number of cores are to be 
designed employing the same material, since then it is worth while to calculate cr 
measure the special curves required for the particular material involved. Where only 
a single core is to be designed, it is simpler to determine the optimum air gap by assum- 
ing various values and calculating the behavior of each case. 


TABLE 26c.—Oums POSSIBLE PER CUBIC INcH IN LAYER INSULATED CoILs* 
Table Based on Average Commercial Practice 






































B&S Plain 

zage | enam] | SCE. | рсс. | &CC. | S&E. | 88.0. | D.S.C. 
10 0.00584| 0.00466 0.00466| 0.00534 
11 0.00904 0.00756] 0.00672 0.00756 
12 0.0139 0.0119 0.0119 | 0.0119 
18 0.0210 0.01852! 0.01852) 0.02003 
14 0.0341 0.0301 0.0263 0.0301 
15 0.05075} 0.04775) 0.03895 0.0446 
16 0.0797 0 0696 0.06025, 0.0696 
17 0.1305 0.1074 0.1002 0.1136 
18 0.21 0.1614 0.153 0.1805 
19 0.318 0.254 0.2285 0.266 
20 0.526 0.3895 0.354 0.426 
21 0.800 0.610 0.5375 | 0.6625 
22 1.275 0.936 0.835 1.09 
23 1.935 1.412 1.28 1.613 
24 3.41 2.395 1.983 2.685 
25 5.325 3.59 2.84 4.09 4.31 4.86 4.09 
26 8.140 5.43 4.28 6.125 6.725 7.48 6.125 
27 12.79 8.10 6.18 9.25 10.82 11.35 9.25 
28 21.05 12.95 9.30 14.33 16.05 18.15 13.71 
29 32.81 18.80 13.50 21.00 24.50 27.43} 20.99 
30 50.90 28.40 19.40 31.42 37.35 42.05 31.40 
31 77.95 40.25 27.65 45.70 54.50 62.50 45.70 
32 121.4 60.40 39.10 66.80 82.95 93.75 66.80 
33 192.5 87.95 54.15 98.05 125.60 142.20 98.05 
34 312.3 133.75 79.50 146.25 194.25 219.00] 147.75 
35 475 188.65 108.85 212.00 280.65 330.15| 212.00 
36 729 271.50 150.50 301.50 421.00 479.00; 301.50 
37 lily ЕОНИ о 616 662 452 
38 750; Aiii y epe cee [ежен tueri 882 1,002 649 
39 2:020. ооа me gmdate 1,330 1,568 974 
AO” 4,680 Панк, 1,913 [2,269  |1,365 
41 6,860 
42 110,390 
43 116,380 
44 |22,850 
* This table based on using one layer of paper insulation of proper thickness. 
In the design of filter reactors, the allowable d-c voltage drop in the winding is 





frequently the limiting factor rather than the heating of the winding. Under these 
conditions, a larger core and winding will be required to obtain a desired inductance 
than would otherwise be the case. 

Factors Involved in the Design of Small Transformers.—In the design of transformers, 
the first step is to determine the volt-ampere ratings of the windings. In the case of 
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TABLE 26d.—TurNs POSSIBLE PER LINEAR INcH оғ WINDING SPACE IN LAYER 
InsuLatTep Corms* | . й 
Table Based on Average Commercial Practice 














B&S Plain 

gage | enameip | SCE-t | D.C.C.£ | 8.0.0.1 | S&E.f | 8.8.044 | 2.3.64 
10 9 8 8 8 

11 10 9 8 9 

12 11 10 10 10 

13 12 11 11 12 

14 14 13 12 13 

15 15 14 13 14 

16 17 16 15 16 

17 19 17 17 18 

18 99 590% | 19 90% | 18 790% | 29 290 % 

19 24 21 20 22 
20 27 23 22 24 

21 30 26 24 27 

22 34 29 27 30 

23 38 32 29 35 

24 |49 35 32 37 

25 47 38 34 41 42 45 41 

26 52 42 37 45 47 50 45 

27 59 46 40 49 52 55 49 

28 66 89; | 5158995 | 4358995 | 54089 % | 57)89% | 61)89% | 543899 
29 73 55 46 58 63 67 58 

30 82 60 49 64 70 74 64 

31 91 64 52 68 75 81 68 
ЖҮРЕ О 

% 58 9 1 

34 [128( | 82)88% | 62.88% | 85)88% | 998896 106? 8895 | 8688 96 
35 142 86 65 92 107 117 92 

36 [158 92 68 98 117 125 98 

x 174 p87 % 126 134 107 

8  |198 136 145 115 

30 220) 4 user pers infers 
40 249) d 155 171 130 





* 'These figures are for paper layer insulated coils. 
T The percentages represent the space factor under normal conditions. 


small transformers used for heating filaments, etc., this is done on the assumption of 
80 to 90 per cent efficiency and 90 per cent power factor in the primary and unity 
power factor on the secondaries. In transformers used with rectifiers, it is commonly 
necessary to increase the volt-ampere ratings, particularly of the secondary, because 
the utilization factor is appreciably less than unity. The next step in the design is 
to select a suitable core area. Experience with small transformers shows that, with 
ordinary silicon steel, the net area of iron in the core, in square inches, should be at 
least! 0.16 4/primary volt-amperes. Where a conservative design is to be used, à 
somewhat larger core area than this minimum is recommended. 





1 The actual cross section of the core will be somewhat larger because of the insulation between 
laminations, The ratio of the area of iron to the gross area of the core, i.e., the stacking factor, is 
commonly of the order of 0.9. 
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The third step in the design is to select a suitable maximum flux density, and then 
to calculate the turns per volt from the equation 
108 


Turns per volt = TAB uA 


(115) 
The notation is the same as in Eq. (108). The maximum flux density Bmaz should 
normally not exceed 75,000 lines per square inch for 60-cycle operation and 90,000 lines 
per square inch for 25-cycle operation. Lower flux densities will reduce the core losses 
and also the exciting current, but require more copper and iron. 

The next step is the determination of the wire size and winding arrangements. It 
is customary to allow from 500 to 1,000 circular mils per ampere for transformers 
under 50 watts, and up to 1,500 to 1,750 circular mils per ampere for larger trans- 
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Length of magnetic circuit 





Ета. 73.—Graphical method of determining best air-gap length. 


formers. The insulation between turns and layers, and between the winding and 
core are arranged in accordance with the voltages involved. 

A core is now selected that will have sufficient window space to accommodate the 
winding to be used. The core is customarily composed of laminations of standard 
E-I punchings. This gives a shell-type core that is assembled in interleaved fashion 
to eliminate butt joints and minimize the air gap. Standard laminations of this type 
are available in a wide variety of shapes and in sizes large enough for power trans- 
formers of moderate power transmitters. With 60-cycle operation, the laminations 
are normally 29 gage (0.014 inches) silicon steel. 

This completes the formal design of the transformer. The copper losses of the 
various windings can now be calculated from the currents and resistances of the 
windings, and the core loss can be evaluated from the volume of the core, the fre- 
quency, and the flux density, with the use of curves such as those of Fig. 63. The 
efficiency and the power that must be dissipated in the transformer can then be 
readily calculated. Voltage regulation can be determined from the resistances of 
the windings, and the leakage inductance as calculated by Eqs. (110) to (113). After 
the design has been completed and the important features of the performance cal- 
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culated, it is always desirable to examine the design as a whole. This may indicate 
that modifications will give an improved performance or a satisfactory performance at 
a lower cost. 

27. Magnetic Cores in Audio- and Radio-frequency Coils.— The permeability of 
iron (and other magnetic materials) drops off slowly with increasing frequency, but the 
reduction is not great at broadcast and even short-wave frequencies. Thus tests with 
iron and nickel have indicated that the permeability does not drop to unity until the 
frequency is in the range 10? to 101! cycles.! Magnetic cores ean accordingly be 
employed in high-frequency coils. It is merely necessary that the core be subdivided 
sufficiently that the ratio R./Xz in Eqs. (104) and (105) are not too great. 

If the core is not sufficiently subdivided (7.e., if РУ in Eqs. (104) and (105) is large), 
not only will the eddy-current losses be excessive, but also the magnetic flux produced 
by the eddy currents will be sufficient to modify the flux distribution over the cross 
section of the magnetic material. The net result is then to reduce flux density at the 
center of the laminations or particles, producing a form of magnetic skin effect or 
shielding that reduces the effective cross section of the core and lowers the inductance.” 

Hysteresis does not introduce any special problems at high frequencies, since the 
ratio of hysteresis loss to inductive reactance is independent of frequency, i.e., the 
power loss is proportional to the number of cycles per second. 

Use of Laminated Cores at Audio and Radio Frequencies.—The silicon steel lamina- 
tions of No. 29 gage (0.014 inches thick) used in 60-cycle transformers, also have 
reasonably low losses at the lower audio frequencies. Such laminations are also used 
in filter reactors for smoothing rectified 60-cycle currents, for the cores of audio- 
frequency input, interstage, and output transformers, and in some cases in wave 
filters having pass bands below 1,000 to 1,500 cycles. At higher frequencies it is 
necessary to use laminations thinner than 0.014 inches if excessive eddy current losses 
are to be avoided. Thicknesses as small as 2 mils have been used, and in this way 
magnetic cores can be obtained that have fairly low loss even at moderately high radio 
frequencies. Thin laminations of this character were at one time used to a consider- 
able extent in communication work, but have now been largely displaced by cores of 
compressed powdered magnetic material. 

Coils Using Cores of Compressed Powdered Magnetic Material.*—The most effec- 
tive way to employ magnetic material at the higher audio frequencies and at radio 
frequencies is to mix the magnetic material in the form of a very fine powder or dust 


1 For a discussion of the effect of frequency on permeability see С. W. О. Howe, Permeability at 
Very High Frequencies, Wireless Eng., Vol. 16, p. 541, November, 1939. 

? Analyses are available for calculating the extent of the magnetic shielding in the case of lamina- 
tions of rectangular cross section. See К. L. Scott, Variation of Inductance of Coils Due to the Magnetic 
Shielding Effect of Eddy Currents in the Cores, Proc. I.R.E., Vol. 18, p. 1750, October, 1930. 

In practice there is a thin surface layer, normally about 1 mil thick, having lower permeability 
than the main body of the laminations. This surface film is apparently the result of the rolling opera- 
tion used in producing the lamination, and is not affected by annealing. Its effect is important at high 
frequencies where the penetration of the flux is small, and at these frequencies the simple theory will 
accordingly fail to give correct results. Where the layer is important, it can be removed by etching. 

For further discussion of magnetic skin effect, with particular reference to the oxide film layer, see 
E. Peterson and L. R. Wrathall, Eddy Currents in Composite Laminations, Proc. I.R.E., Vol. 24, p. 
275, February, 1936; M. Reed, An Experimental Investigation of the Theory of Eddy Currents in 
Laminated Cores of Rectangular Section, Jour. I.E.E., Vol. 80, p. 567, 1937; also Wireless Section, 
I.E.E., Vol. 12, p. 167, June, 1937; M. Reed, Losses in Ferromagnetic Laminae at Radio Frequencies, 
Wireless Eng., Vol. 15, p. 263, May, 1938. 

3 Information on losses of thin silicon steel laminations at radio frequencies is given by Thomas 
Spooner, High Frequency Iron Losses, A.I.E.E. Jour., Vol. 39, р. 809, September, 1920; Leon T. Wil- 
son, The Behavior of Iron in Alternating Fields of between 100,000 and 1,500,000 cycles, Proc. I.R.E., 
Vol. 9, p. 56, February, 1921. 

& УГ. J. Polydoroff, Ferro-inductors and Permeability Tuning, Proc. I.R.E., Vol. 21, p. 690, May, 
1933; V. E. Legg and F. J. Given, Compressed Powdered Molyhdenum Permalloy for High-quality 
Inductance Coils, Trans. A.I.E.E., Vol. 59, p. 1940; W. J. Shackelton and I. G. Barber, Compressed 
Powdered Permalloy, Trans. A.I.E.E., Vol. 47, p. 429, April, 1928; Buckner Speed and G. W. Elmen, 
Magnetic Properties of Compressed Powdered Iron, Trans. A.I.E.E., Vol. 40, p. 596, 1921. 
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with an insulating binder, and then compress the combination into cores of the appro- 
priate form. In such cores the insulating binder surrounds the magnetic particles, 
thereby giving a very complete subdivision of the core, and low eddy-current losses. 

The size of the magnetic particles and the amount of magnetic material in propor- 
tion to insulating binder control the effective permeability of the resulting core and also 
the frequency at which the coil Q is highest. The smaller the particles the less the 
effective permeability, and also the higher the optimum frequency. The effective 
permeabilities used in practice range from 75to 150 for coils designed to be optimum at 


Moly bdenum Core dimensions in inches ` 
permalloy Group Outside Inside Axial 


— — 81 permalloy ајот. diam. height 
Electrolytic iron 1 3.06 194 0.84 

Inductance of all coils=20mh. T 240 150 060 

Current =! milliampere 184 L5 060 
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Ета. 74.—Variation of coil Q with frequency for several coils using toroidal dust cores. 


audio frequencies, to values of 4 to 6 for coils intended for operation at frequencies of 
500 to 1,500 ke. 

The materials most frequently used in powdered cores are iron, permalloy, and 
molybdenum permalloy. Molybdenum permalloy has the lowest losses and hence 
gives the highest Q, while iron has the highest losses. "The total core loss in any case 
will be quite small, however, provided that the core is used in its proper frequency 
range. 

Coils employing powdered iron cores are often used in the intermediate-frequency 
and radio-frequency tuned circuits of radio receivers, up to and beyond the broadcast 
range.! For such radio-frequency application, the cores are commonly in the form of 


1 An excellent discussion of the properties of such cores and of the measurement of these prop- 
erties is given by D. E. Foster and A. E. Newlon, Measurement of Iron Cores at Radio Frequencies, 
Proc. I.R.E., Vol. 29, p. 266, May, 1941. 
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cylindrical slugs upon which the coil is wound. At intermediate (175 to 460 ke) and 
lower frequencies, the use of iron-dust cores makes it possible to realize a decidedly 
higher Q in a very small coil than is obtainable by the use of an air-cored coil of com- 
parable size. In the case of intermediate-frequency transformers, magnetic cores also 
have the advantage that the resonant frequency can be controlled by adjusting the 
position of the core, thereby eliminating the trimmer condenser otherwise needed. 

Toroidal coils using cores of compressed powdered molybdenum permalloy, 
permalloy, and iron-dust rings are widely used in telephone work for loading coils, in 
wave filters, ete. The losses of such coils are quite small, as shown by Fig. 74, 
with molybdenum permalloy the most desirable core material and permalloy next. 
Not only are the losses lower than with iron but also the inductance is less affected 
by the intensity of the magnetizing force, and the harmonics and cross-modulation are 
also lower than with iron. Another advantage is that a large d-c magnetization has 
less permanent effect upon the inductance. 


CAPACITY AND CAPACITORS 


28. Definitions of Capacity.—Any pair of electrical conductors that will store 
electrical charge when a difference in potential is applied to them constitutes a con- 
denser. The defining relation for capacity may be written 


_Q 
C= E (116) 


where C is the capacity in farads, Q is the charge in coulombs, and E is the potential in 
volts. Capacity may also be defined in terms of the energy stored in the electrostatic 
field about the condenser plates; thus 


W = CE? (117) 


where W is the energy stored in watt-seconds (joules), C is the capacity in farads, and 
Е is the potential in volts. Since current is the time rate of change of charge, the cur- 
rent flowing into any condenser is proportional to the time rate of change of the poten- 
tial across it. This relation is given by 


_ „dE 
1 = С (118) 


where 7 is the current іп amperes, £ is the time in seconds, and the other symbols have 
their previous significance. 

Capacity has the dimensions of length when expressed in electrostatic units. Asa 
result the capacities of similar condensers are proportional to the first power of their 
linear dimensions. Doubling all dimensions of a condenser doubles its capacity. 

29. Condenser Losses and Their Representation.—A perfect condenser when dis- 
charged gives up all the electrical energy that was supplied to it in charging. Actual 
condensers never realize this ideal perfectly but, rather, dissipate some of the energy 
delivered to them. Most of the loss in ordinary condensers occurs in the dielectric. 
Other ways by which energy can be lost in a condenser are from the resistance of the 
leads and metal plates, from leakage resistance between plates, and as a result of 
corona. 

The merit of a condenser from the point of view of freedom from losses is usually 
expressed in terms of the power factor or phase angle. The power factor represents 
the fraction of the input volt-amperes that is dissipated in the condenser, while the 
phase angle is the angle by which the current flowing into the condenser fails to be 90° 

1The merit of a condenser is occasionally expressed in terms of the condenser Q, which represents 


the ratio of the capacitive reactance of the condenser to the equivalent series resistance. For all prac- 
tical purposes the condenser Q is the reciprocal for the power factor. 
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out of phase with the applied voltage. When the losses are low, as 15 practically 
always the case, the phase angle expressed in radians is equal to the power factor. 
The power factor (or phase angle) is a ratio representing the fraction of the input 
volt-amperes that is dissipated in the condenser, and for a given type of condenser 
tends to be independent of the applied voltage, of the condenser size, etc., and with 


ordinary dielectrics is substantially 
Ri constant over wide frequency ranges. 
The effect of the condenser losses 
c c c 2 on the circuit in which the condenser is 
connected can be obtained by replac- 
ing the actual condenser by the com- 
(a) 


(b) (c) bination of & perfect condenser of the 
Fig. 75.—Representation of imperfect con- Same capacity with. a resistance in 
denser by a perfect condenser of same capacity series, as shown in Fig. 75b (or with a 
with series resistance, and by a perfect con- resistance in parallel, as in Fig. 75c). 
denser with shunt resistance. The value of the series (or shunt) 
resistance is so selected that the power factor of the combination of perfect condenser 
with its associated resistance is the same as the power factor of the actual condenser. 
The value of the resistances are 


R, = Power factor 
7 отус 
1 
(2xfC) (power factor) 


30. Dielectrics.—The insulating medium that separates the plates of a condenser is 
known as the dielectric, and plays an important role in determining the characteristics 
of the condenser. The presence of a dielectric other than a vacuum raises the capacity 
of the condenser in comparison to its capacity in the absence of the dielectric by a factor 
known as the dielectric constant (also sometimes called specific inductive capacity). 
The dielectric constants of the commonest insulating materials are given in Table 27, 
which also gives other properties of dielectrics. 

Two very important classes of dielectrics listed in Table 27 are plastic and ceramic 
types. Some of the plastic dielectrics as, for example, bakelite, cellulose acetate, 
vinylite, etc., have very poor power factors. Others, notably polystyrene, have an 
unusually low power factor, which in some cases approaches that of quartz. 

The more important ceramic dielectrics include steatite, cordierite, and titanium 
dioxide ceramics, and mycalex.! The term steatite refers to ceramic products that 
contain hydrous magnesium silicate (talc) as a predominant constituent of the fired 
body. Steatite materials combine low dielectric losses, high dielectric strength, and 
high insulation resistance. They are particularly suitable for general insulation 
purposes at high frequencies and high temperatures. It is possible to employ dry 
pressing in forming the product, so that parts can be manufactured in automatic 
presses to good accuracy and with economy. Cordierite is a complex magnesium 
aluminum silicate. Ceramics based upon it can be made that have an unusually. low 
coefficient of thermal expansion, so that this material is particularly suitable for coil 
forms. The titanium dioxide ceramics are characterized by a high dielectric constant 
and low dielectric losses. This material finds its chief use as the dielectric of con- 
densers and gives high mechanical stability and a high capacity in a relatively small 
volume. The temperature coefficient of capacity of such condensers depends upon the 


Series resistance = (119) 


Shunt resistance = В. = (120) 


1 For further information on ceramic dielectrics, see Hans Thurnauer, Ceramic Insulating Mate- 
rials, Elec. Eng., Vol. 59, p. 451, November, 1940; M. D. Rigterink, Improved Ceramic Dielectric 
Materials, Rev. Sci. Instruments, Vol. 12, p. 527, November, 1941; W. G. Robinson, Ceramic Insula- 
tions for High-frequeney Work, Jour. I.E.E., Vol. 87, p. 570, 1940. 


111 


CIRCUIT ELEMENTS 


Par. 80] 









































"6861 eunt 10] 'dzg "реф “шәр oq шолу ere 9148$ є 











mq) ur езер em jo 350] a 









































DIET CO ТИ т т g ELE ип—6швә1 [AUI 
Suumquou—aqwrA] 970 | Pow AIA | 9000 0| 02. | 796.0 anseres abs ШИК Pelton sa ated 
чой “epee vo -wo әрАцәрүешшоу—чәшү 
КЕР |p Bese Er M ‹ - Е ` «nlasesr sal xs *'* + +вәртхотр ани 
v-0LX 9'0 = deo o: gooo dura, 0 L9 009°Т | 08-07 1% 9°€ 1070-90701 0-T'O 09—07 ШЧ. A UD ТОШЕП]. 
ыр salora EO РЕ ‘ " : a d бе ry meras te әуеперу umi 
1-01 X @0:Е = "зо jo guoa 0 070`0107-9 O0P'I | 98-0/ 51-8 ге (170-200; 10 8т-ет зови әрбїр ваше, 
Оэ%ї01хе9 | |. LL... epp ‹ . . eet X * oprxorp ште} 
mu ges prune! 10 5 9000°0 Bh eee 34 P3 : r 60 it 96:0 SPP. EN [ur in "opis 
Apdersumg| 77 m . 9000°0| 9 210 | 96 по vet] onn 60-5 ff 9 £-£ mydqng 
£x — joue [dure . . H H H "wit 
eU nir. ер OA 10°0 poor) | 90000] OL | #080 | S2 06 я 6-9 | 20'T | soo |200 |C00 62-7 (pazireurdjod) 9092/95} 
О29й 7-0 Ж ан 
а atro “Чате |, | аи . . . Я ай 
Зоя отера шоянд gyo | оң [leg | og рет ож ө ро | тте nme. 
Amos sumg| @0°0 ES 7000`0108-04 60 LF вт 60-80 J Ty] @@ pL pog Mn 
0,008 1? syonpuoo #019 0 1006 А39 А 7500`0 `0 870 oe ee “0 £0 0 ©0 : TRA о paite nn 
br oN SEO 9g | FZ] 90 L| ‘3 199 |" 180004 я 
А © Р Е dd о 
элт Жн ri | boo Eo ed [i| ee | {| $| 3 [aug usted puga 
Bujumquon ApSoN £0 дең $80 £L S£ T T'E 9 8199 рәрүош 3819—1009: 
шип ЕН 
-uou A[reeu—ejmeeq корот 20 1004 ш 96 61 10 VI 98| £8 |" A^o[[4—]ouoqq 
[MOS . әл 
£i ESumq—oeQeyeq “UNLO GTO  |poo3 Ал | 70000 86 £T I [4 g omd— [oueqq 
484 AA | meg | GI00 O|CT-8 175 Ra 
eyeroq pes] рие gW | 92070 1004 тоо jS 109-80 S Н an 
8 $ — 
Surumq Ao[s—ssv[2ixo|d ‘HMT £0 poo Азәд |96000`0] 0/ сет сї erT K4 
ИБС Е ГЛЕ Е 
0 oN 200'0) 6 3 vultis 
Sse[8 mopu M 0 oN 96000 6'8 1910) OOT'T | 08-0ї 8 87.5 
od 0$ | pood AIA | 11000 9 | | 96 оет $ or єт $ 
50140} [109 10} pasn +С) 194 , () BUE VON ES ЕТТЕ 
хе аә Jo 32104500 Чад, poo pee $000] бтр” 00P'I | 09-0? £-6 те | 20-470 50118190 ә%1291р100) 
Á]pidez залпа | " 
Шихо uiid PRIPO 8-5 |poo3 £304 | ©0000! OPT 38 8 |77 9-8 вт $ эуезуи asopo 
i ius "TE. 2928. D Н А ОК: В [eset 208 ISOM 
A194 sumq—wyy Ájojes ‘Opu # pood A104 OST eg OL € £T e [7] | 8&9 | 9393 ius IT 
23 3 08 т |2 ate ET ЕИ aea popou messo 
mised paytayed eznjeN 0 poo3 £194, [44 081 095 ЕТ [4 
Pe (201 
od OT A So[0 40 
щн 589 Fe nA Ач Ajd ban) ку QUEE эт 09 | 1035 
urjueo ded | Аза Aun “пов yeg Oo 1 | Oo 18 ilies. Е ш bs -AĮ -uoo 
еше *uomdios | әшцовуү ub -uedxo 26 914833 |1905 авон! ah ol 20 БН 
в 193 твәш jo q} i Тат 
"qe PEM yeH a к rsu], 4090 194 '1039€] AOT 
-ш90, 
















xSORLILOWTIWHI(] яо saqlLagddoug—' 26 318v. 

















112 RADIO ENGINEERS’ HANDBOOK [Sec. 2 


mixture, and values can be obtained that range from substantially zero to relatively 
large negative values. This gives the possibility of providing a condenser that will 
correct for the positive temperature coefficient of the remaining coils and condensers in. 
a circuit. 

Mycalex is composed of grcund mica and lead borate glass mixed and fired. Metal 
inserts can be molded into mycalex pieces because of the relatively low firing tempera- 
ture and the fact that there is no shrinkage. Mycalex can be machined, although 
with difficulty. It is used in radio transmitters for coil supports, control shafts, 
antenna insulators, and in other places where an msulator must be employed that is 
capable of withstanding high voltage. 

Dielectric Losses—Loss Factor —The merit of a dielectric from the point of view of 
losses can be expressed by the equivalent power factor or phase angle. When these 
terms are applied to a dielectric (as contrasted with a condenser), they are defined as 
the power factor (or phase angle) that would be obtained with a condenser having no 
losses other than those in the dielectric. Power factors of common dielectrics are 
given in Table 27. 

The power factor (or phase angle) is independent of the size and shape of the dielec- 
tric or the applied voltage. It also tends to be independent of frequency, since the 
fraction of the energy lost during each cycle of charge and discharge is substantially 
independent of the number of cycles per second, over wide frequency ranges. The 
power factor of a dielectric depends not only upon the kind of dielectric involved but 
also upon the conditions of temperature and moisture under which it is used. In 
general, moisture and high temperature increase the power factor. 

The power loss (and hence heating) per unit volume of dielectric is! 


Power loss in 
watts рег cu- г = 2xfG?KT X 0.2244 X 10-1? (121) 
bic inch 


where f = frequency in cycles. 

G = voltage gradient in dielectric, rms volts per in. 

K = dielectric constant. 

7 = power factor of dielectric. 
The rate at which heat is generated in a dielectric is proportional to Kr, which is 
termed the loss factor of the dielectric. The loss factor is the best single criterion of the 
ability of a solid insulating material to withstand high radio-frequency voltages. 

31. Calculation of Condenser Capacity. Parallel Plate Condenser.—The capacity 

of a parallel plate condenser is 


C= 0.2244K 4 uut (122) 


where K = dielectric constant of the dielectric between the plates. 
A = area of one plate, sq in. 
d = spacing of plates, in. 

If the dimensions are in centimeters 


С = 0.08842K a mi EE (122a) 


These expressions neglect the fringing flux lines at the edges of the plates and so give a 
result slightly less than the actual capacity. 


1 E. T. Hoch, Power Losses in Insulating Materials, Bell System Tech. Jour., Vol. 1, n. 110, October, 
1922. 
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Long Parallel Strips in Air—The capacity between two parallel strips of great 
length compared with the width or spacing is given by the following approximate 
formulas :+ 
For R = width of strips 
separation of strips 


C= 0.8088 рый per inch (128) 
logio (=) 


This expression becomes more accurate as the value of R becomes smaller. For R less 
than 0.5, the formula gives results less than 2 per cent high, and for В = 1, the results 
are about 10 per cent high. 

For R > 12 


С = 0.22446 (1 + E (1 + 2.303 logio 2rR)) ppf per inch (124) 


This expression gives values that are lower than the exact value, and whose accuracy 
increases as the value of R increases. The error is 4 per cent for R = 2 and less than 
10 per cent for R = 1. 

When the plates of the condenser are immersed in a dielectric of constant K (as if 
the dielectric were a liquid), the results obtained from Eqs. (123) and (124) must be 
multiplied by K. With solid dielectric between the plates but not projecting beyond 
the edges, these equations still hold, but with less accuracy. When the solid dielectric 
projects considerably beyond the edges of the plates, fair results can be obtained by 
multiplying values from Eqs. (123) and (124) by the dielectric constant. 

Concentric Spheres. 

4:42 
а= d, 
where d, — outer diameter of inside sphere, in. 

d; — inner diameter of outside sphere, in. 
K - dielectric constant of material between spheres. 

Isolated Sphere. 


С = 1.412K uf (125) 


С = 1.4124 uif (126) 


where 4 is the diameter of the sphere in inches and the sphere is assumed to be in free 
space (vacuum). This will be seen to correspond to the capacity of a set of concentric 
spheres with d, = infinity. 
Isolated Disk. 
C = 0.89924 puf (127) 


where d is the diameter of the disk in inches. "The disk is presumed to be of negligibie 
thiekness, and is assumed located in free space (vacuum). 
Single Wire Parallel to Ground.—When the wire can be considered as infinitely long, 
then 
7.354 


C= АА 
wen {а (1+ Vi- в 


where h = height of wire center above earth. 
d = diameter of wire. 





pef per foot (128) 


1 The exact expression for this case involves elliptic integrals and can be solved only by trial and 
error. See Н. B. Palmer, Capacitance of a Parallel Plate Capacitor by the Schwartz-Christoffel 
Transformation, Trans. A.I.E.E., Vol. 56, No. 3, p. 363, March, 1937. 

ЗА. Е. Н. Love, Some Electrostatic Distributions in Two Dimensions, Proc. London Math. Soc, 
Vol. 22, p. 337, Mar. 8, 1923. i 
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In the usual case, k is considerably greater than d, and Eq. (128) can be written as 


C= 7.354 





1 шш} per foot (129) 


logio > d 


Curves of capacity per inch as calculated by Eq. (129) for various wire sizes and 
heights above ground are given in Fig. 76. These curves are useful for determining 
wiring capacity in radio receivers. 








Ди per Inch 








оо 005 01 Ш 1.0 5.0 10 
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Fra. 76.—Capacity per inch of single-wire conductor of various diameters as a function of 
height above ground. 


When the wire cannot be considered infinitely long, but still has a small diameter 
compared with the height, then! 


7.3541 


mum log (2) — s 3) - s“ 


where (is the length in feet, h and d are the height and wire diameter, respectively, in 
the same units, and S is a constant given in Table 28. 


(130) 


TABLE 28.—VALUES OF THE CONSTANT S* 








2h/l S 1/2h S 1/2h S 

0 0 1.00 0.336 0.50 0.541 
0.1 0.042 0.95 0.350 0.45 0.576 
0.2 0.082 0.90 0.364 0.40 0.617 
0.3 0.121 0.85 0.379 0.35 0.664 
0.4 0.157 0.80 0.396 0.30 0.721 
0.5 0.191 0.75 0.414 0.25 0.790 
0.6 0.223 0.70 0.435 0.20 0.874 
0.7 0.254 0.65 0.457 0.15 0.990 
0.8 0.283 0.60 0.482 0.10 1.155 
0.9 0.310 0.55 0.510 0.05 1.445 
1.0 0.336 0.50 0.541 























* The argument to be used is either 2A/l or 1/2}, according to which is less than unity. 


1 Frederick W. Grover, Methods, Formulas, and Tables for the Calculation of Antenna Capacity, 
Bur. Standards Sci. Paper 568. 
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Capacity to Ground of Parallel Wires of the Same Height Joined Together.'—On the 
assumption that the wire diameter is small compared with the spacing between wires, 
then : 

C= 1301 uit (131) 


P+(n-10_ ¢ 
п 


where Ё = 


Р = ово 57 — 8. 


Q = log 2 — 8. 


l = length of wire, ft (assumed same for all wires). 
= wire diameter, ft. 
= number of wires. 
= spacing between adjacent wires, ft (assumed same for all adjacent pairs). 
height above the surface of the earth, ft. 
constant given by Table 28. 
S4 = constant given by Table 29. 
This equation assumes that (n — 1)D = 1/4. 


[| 


о = ©з е, 


ll 


TABLE 29.—VALUES OF THE CONSTANT $5 








n 5. n Sa n Sn n Sa 
2 0 8 0.347 14 0.550 20 0.688 
3 0.067 9 0.388 15 0.576 30 0.847 
4 0.135 10 0.425 16 0.601 40 0.970 
5 0.197 11 0.460 17 0.625 50 1.063 
6 0.252 12 0.492 18 0.647 100 1.357 
7 0.302 13 0.522 19 0.668 























For the case of two wires, Eq. (131) reduces to 


C= 14.781 (132) 
logio $ + ewe — 25 
Og1o d + logio D 





‘Capacity to Ground of a Horizontal Cage..— When the wires are closely spaced 
around the cireumference of the cage, the capacity to ground can be obtained very 
approximately by using Eq. (130), if the cage is considered to be a wire having a 
diameter equal to the diameter of the cage. The capacity obtained in this way is 
large. Accurate results are given by 

C= — 7.36ln uÊ (133) 
logio 2n + (в 2h + 0.434 DA = nS 
d D. ` l 


r-l 





where / = length of wires in cage, ft. 
п = number of wires in cage. 
d — diameter of wires in cage, ft. 
h = height of cage center above ground, ft. 
S = constant from Table 28. 


1 Grover, loc. cit. 
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i . = А . т 
D, = distance between any given wire and another wire, ft. = ô sin dd where 


8 is the diameter of the cage, ft. 
Capacity to Ground of Vertical Wire and Cage Antennas.'—For a single vertical wire 
Quos dm Ly (134) 
logio 2m —k 
d 
where m = length of vertical wire, ft. 
№’ = height of lower end of wire above ground, ft. 
d = diameter of wire, ft. 
= constant given by Table 30 and depending on h’/m. 
For accurate results, A'/m must be small. 
The capacity to ground of a vertical cage of п wires of diameter d, length m, 
arranged as elements of & cylinder of diameter à whose axis is vertieal and whose 
lower end is at a height k’ above ground is (dimensions in feet): 


C= 7.36nm unb (135) 


logi, 25 T my > IC + 0.434 т) — nk 





where k is obtained from Table 30 and 





D. = ésin r= (136) 
TABLE 30.—VALUES ОЕ THE CONSTANT k* 

h'/m k h'm k m/h k 

EE CS 0.3 0.280 1.0 0.207 
0.02 0.403 0.4 0.261 0.9 0.202 
0.04 0.384 0.5 0.247 0.8 0.196 
0.06 0.369 0.6 0.236 0.7 0.190 
0.08 0.356 0.7 0.227 0.6 0.184 
0.10 0.345 0.8 0.219 0.5 0.177 
0.15 0.323 0.9 0.2125 0.4 0.170 
0.20 0.305 1.0 0.207 0.3 0.162 
0.25 0.291 Maks Г’ © wen 0.2 0.153: 
0.30 0.280 | | ... |  ...... 0.1 0.144 
suus dL Lo Шиш cH. “Ды 9 & ues 0 0.133 























* The argument is h’/m or m/h' according to which is less than unity. 


Capacity to Ground of Single-wire Т and Inverted L Antennas.!—The capacity in 
these cases can be determined approximately by adding the capacities calculated 
separately for the vertical and horizontal components. This gives a result somewhat 
high, however, because of mutual effects between the vertical and horizontal portions. 
More accurate results are obtainable by the formulas given below. 

For a single-wire T having a horizontal length / at a height h above ground and а 
vertical wire of length m attached to the center of J, then, if the dimensions are in 
feet 
7.36(1 + т) 


C= T 


(137) 


1 Grover, loe. cù. 
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where 


= l 4h m 2m — i+ 2m 
U = 11 (082 - 8) + TES (ово 2" в) +042" x аз) 








The constants S and k are given by Tables 28 and 30; while X is given by Fig. 77. In 
using these tables, it is to be noted that the height h’ of the lower end of the vertical 
above ground is (h — m). 

















4 06 


Solid lines) 








0. 


0 0.2 08 10 


+ (Dotted lines) 
Ета. 77.—Value of constant X for use in Eq. (138). 


The capacity to ground for the case of a single-wire inverted L antenna (7.e., where 
the down-lead is attached to the end instead of being center of the horizontal portion) 
js also given by Eq. (138), provided U is defined as 


10 4h m 2m | 
U = 11, (108.27 = s) t Ua (ов 2" = i) TE d (139) 


Capacity to Ground of Inclined Wire, Vertical Fan, etc.—The capacity to ground of a 
considerable variety of arrangements such as vertical cone, vertical fan, inclined wires 
horizontal V, etc., are given in convenient form by F. W. Grover in the reference cited 
above. 

Capacity between Two Horizontal Parallel Wires Remote from the Ground. — When the 
wires are infinitely long, the capacity per unit length is half that given by Eqs. (128) 
and (129), calculated by replacing A in these equations by D/2, where D is the spacing 
between wire centers. This gives 
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3.6 
c= ee РНЕ 9 (140) 
lo i2 (1 + \ — cs 
51 ул (Бау 
For the common case of d/D small, this becomes 
СЕЙ iuf pertoot (141) 
lo 20 
510 d 
qa ООН i permis (142) 
(ёр 
logio г) 


The curves of Fig. 78 give the capacities for various wire sizes and spacings. 


























ии per inch 
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Ета. 78.— Capacity per inch of two-wire line with various wire diameters as a function of 
spacing. 





The case for finite length, corresponding to Eq. (130), is 
С = . 9.080 — uut (143) 
4h 
logio a — 8 


where the notation has the same meaning аз in Eq. (130). 
Capacity between Two Parallel Wires in Presence of Ground.—In the usual case 
where d/l and d/D are very small, one has 


8.677 1 шиї per foot (144) 


D 2 
v (5) 
The presence of the ground increases the capacity for this case by the same 
amount that would result if the spacing were assumed to have an effective value 
of D/ VI + (D/2h). 
Capacity between Two Horizontal Parallel Wires One above the Other.—The capacity 
for this case may be determined approximately from Eq. (144) by taking for the value 


hid hs 
2 


C= 





logi, 27 
£10 d 





of h the average of the heights of the wires 


Capacity of Concentric Cable.—Let 

D = inside diameter of the outside cylinder. 

d — outside diameter of the inner conductor. 

K = dielectric constant of material between conductors. 
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Then 


C= AME. ppt per foot (145) 
logio (2) 


The capacities of concentric cables with various inner and outer diameters are given in 
Fig. 79. 














C in ди f per Foot 





“Ol 02 04 07 0 20 40 10 10 
D Inches 


Fia. 79.— Capacity per foot of concentric lines with air dielectric. 


32. Condensers with Air Dielectric.—4An air-dielectric condenser consists of two 
assemblies of spaced plates held in fixed relationship to each other by insulating 
members so that the plates mesh but do not touch. Such condensers are normally 


L в Rg = Gu)? 


L R 
MW 
Reg=R+Rs 
c SG T c 


(a) Actual equivalent network (b) Series form of equivalent network 


Ета. 80.—Equivalent electrical networks of a variable air condenser. 


made so that one set of plates can be rotated to adjust the capacity. Variable air- 
dielectric condensers are characterized by very low losses, and by having reproducible 


capacity settings. They are used for. adjusting the resonant frequency of tuned cir- 
cuits in both transmitters and receivers. 
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Resistance and Inductance of Atr-dielectric Condensers.—Even though air is a per- 
fect dielectric with zero power factor, air condensers have losses because of the resist- 
ance of the plates, rods, washers, etc., and because of the losses in the dielectric used to 
mount the two sets of plates with respect to each other. Air condensers also have 
a small inductance as a consequence of the magnetic flux produced by the currents 
flowing through the condenser and its connections. 

The actual condenser can be represented by the electrical network of Fig. 80a (or 
by the series equivalent of this, as given in Fig. 805), where C is the capacity of the 
condenser. 

The condenser inductance L in Fig. 80 takes into account the magnetic effect of the 
currents in the condenser, and is to a first approximation independent of the capacity 
setting or the frequency. It depends upon the physical size of the condenser and the 
method of making connections to the two sets of condenser plates. This inductance 
can be reduced by making the condenser of small physical size and by bringing the 
connections to the centers of the plate assemblies, rather than to the ends as is usually 
done. The effect of the inductance is to cause the apparent capacity of the condenser, 
as observed at the terminals, to be greater than the actual capacity according to the 
equation 

С 


Apparent capacity = To aL 


(146) 


where C and L are the capacity and inductance in farads and henrys, respectively, and 
cis 2r times the frequency in cycles. The difference between the apparent and actual 
capacities is negligible except at high frequencies, but then increases very rapidly. 
The order of magnitude that can be expected for L is indicated by a value of 0.06 ph 
for a physically large standard variable condenser having a maximum capacity of 
1,000 „uf and 0.0055 for a physically small (145 шиї maximum) variable condenser 
having center-fed plates, and otherwise designed for low inductance. 

The conductance G in Fig. 80a represents the losses in the solid dielectrics used for 
support, and is independent of the capacity setting but is directly proportional to the 
frequency. The conductance is determined by the type and amount of dielectric and 
the method of using it. The merit of a condenser with respect to freedom from dielec- 
tric losses can be expressed in terms of the quantity R,wC?, where В, is the series 
resistance corresponding to G (see Fig. 80). For any given condenser this figure of 
merit is independent of frequency and capacity. 

The resistance E represents the series resistance of the leads, washers, connecting 
rods, etc. It is substantially independent of the capacity setting, but increases 
with frequency as the result of skin effect, being proportional to the square root of the 
frequency at higher frequencies. 

The ratio R.</(1/wC) in Fig. 80 is termed the condenser power factor (the reciprocal 
of the condenser power factor is the condenser Q). The value of the power factor is 
determined primarily by the dielectric losses G at low frequencies and by the series 
resistance E at high frequencies. For a given variable condenser, the power factor 
is maximum at low capacity settings for low frequencies, whereas at high frequencies 
the power factor commonly goes through a minimum at something less than the 
maximum capacity. The behavior in some typical cases is shown in Fig. 81.2 It 
will be noted that condenser power factors, although small, are by no means zero, 
particularly at small capacity settings and also at very high frequencies. 


1 R. Е. Field and D. B. Sinclair, A Method for Determining the Residual Inductance and Resistance 
of a Variable Air Condenser at Radio Frequencies, Proc. I.R.E., Vol. 24, p. 255, February, 1936. 

2 See Field and Sinclair, loc. cit.; also, W. Jackson, The Analysis of Air Condenser Loss Resistance, 
Proc, I.R.E., Vol. 22, p. 957, August, 1934. 
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Law of Capacity Variation.—The plates of a variable air condenser can be shaped 
to give any desired law of capacity variation as a function of angle of rotation.' The 
types of condensers of greatest interest are condensers in which the capacity is a 
linear function of angle of rotation (termed straight-line capacity and abbreviated 
SLO); condensers in which the plates are shaped so that, when used to tune a coil to 
resonance, the wave length at resonance is a linear function of the angle of rotation 
(straight-line wave length, abbreviated SLW); condensers that, when used to tune an 
inductance, give a resonant frequency that is a linear function of the angle of rotation 
(straight-line frequency, abbreviated SLF); and, finally, condensers in which either the 
logarithm of capacity or the logarithm of frequency of resonance with a coil is a 
straight-line function of the angle of rotation. Practical condensers frequently use 
intermediate characteristics or combinations of these basic types. Thus the tuning 
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Ета. 81.—Power factor at various frequencies of a laboratory-type variable condenser as а 
function of capacity setting. . 


condensers used in a broadcast receiver usually approximate a straight-line wave- 
length law at low capacity settings and a straight-line frequency law at large capacity 
settings. Still other shapes are used to meet special requirements, as, for example, 
in beat-frequency oscillators.? 

Straight-line capacity characteristics can be obtained by using semicircular rotating 
and stationary plates, as illustrated in Fig. 82. The straight-line wave-length char- 
acteristic is obtained by modifying the shape of the rotating plates according to the 
following equation: 








r= 229 1 Nin) + ri? inches (147) 


1 Condensers have also been designed with wedge-shaped plates so arranged that the thickness of 
the air gap varies with the position of the rotating plates, thereby introducing an additional factor 
modifying the law of capacity variation. Such condensers are used only to a limited extent, however, 
because the plates cannot be made of standard sheet material. 

2 Thus see E. В. Meissner, Logarithmic Scale for Beat-frequency Oscillator, Proc. I.R.E., Vol. 17, 
р. 879, May, 1929; У. Н. Е. Griffiths, Notes on the Laws of Variable Air Condensers, Ezp. Wireless 
and Wireless Eng., Vol. 3, p. 14, January, and p. 743, December, 1926. 
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where d = separation between plates, in. 

K = Amax = Amin 

T 

N = number of air spaces in condenser. 

rı = radius of cutout on stationary plates, in. 

L = tuned inductance, microhenrys. 
angle of rotation, radians 

Х = wave length, meters. 
Similarly, a straight-line frequency characteristic is obtained with rotating plates cut 
so that the radius of the plates as a function of the angular position is given by! 


r= Y Е tp! 5 + rı? cm (148) 
nkK (E = в) | 


where D = 1/27 4/L, a constant (L, henrys). 


K- fuss — fas ; cycles per radian on dial. 


Ф 
Il 








п = number of air spaces in condenser. 
Е = 10711/36zd, a condenser constant. 
Со = total minimum capacity when 0 = 0, farads. 
6 = angle of rotation of rotor plates in radians. 
rı = radius of cutout on stationary plates, cm. 
d = air gap between plates, cm. 
The approximate plate shape and the way in which the capacity varies with the angle 
of rotation in a typical case are shown in Fig. 82. 

Temperature Coefficient of Capacity.—The principal factors that may cause the 
capacity of an air-dielectric condenser to change with temperature are (1) differential 
expansion of different portions of the condenser, particularly effects causing bending of 
the plates, (2) linear expansion that causes changes in surface areas, etc., (3) changes 
in dimensions and dielectric constant of the insulation used for mounting, (4) changes 
in residual stress with temperature that give rise to deformations. 

The temperature coefficient of capacity of ordinary air-dielectric condensers may 
vary over a wide range. Thus values from 4-150 to — 65 parts per million per °C have 
been observed for different designs. The behavior of ordinary condensers with 
respect to changes in temperature is also frequently noncyclic, t.e., the capacity does 
not return to its original value when the temperature comes back to normal.’ 

Air condensers with small and adjustable temperature coefficients, having cyclic 
behavior can be realized by proper design.? Such a result is facilitated by making the 
fixed and rotating plate assemblies of the same material throughout and annealing to 
relieve residual stress. The air gap should be large so that the capacity will not be 
critical with small deformations of the plates. The insulating supports should have 
low temperature coefficients of expansion and of dielectric constant, and possess cyclic 
behavior. Certain of the ceramics and plastics are the best. The exact temperature 
coefficient of such a condenser can be adjusted as desired by controlling the axial 
position of the rotating plates with respect to the fixed plates by means of metal rods 
of a second material having a different coefficient of expansion. In this way it is possi- 


LH. C. Forbes, The Straight-line Frequency Variable Condenser, Proc. I .R.E., Vol. 13, p. 507, 
August, 1925. See also O. C. Roos, Simplified SLF and SLW Design, Proc. I.R.E., Vol. 14, p. 773, 
December, 1926; Griffiths, Loc. cit. 

2H. A. Thomas, The Development of a Small Variable Air Condenser Compensated for Rapid 
Changes of Temperature, Jour. I.E.E., Vo.. 84, p. 495, 1939; also, Wireless Section, I.E.E., Vol. 14, 
p. 157, June, 1939; The Electrical Stability of Condensers, Jour. I.E.E., Vol. 79, p. 297, 1936; also. 
Wireless Section, I.E.E., Vol. 11, p. 202, September, 1936. 
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ble to obtain zero temperature coefficient of capacity by starting with a proper initial 
displacement of the rotating plates away from the mid-position between fixed plates, 
or one can obtain either a positive or negative temperature coefficient as desired by 
using a greater or less displacem at than that giving zero coefficient.! 

Transmitting Condensers with Air Dielectric.—In transmitting condensers, the air 
gap between the plates must be in proportion to thc voltage for which the condenser is 
rated, and care must be used in the design so that there will be no point at which 
electrostatic flux will concentrate unduly and cause even the slightest corona at rated 
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Fig. 82.—Characteristics of straight-line capacity, straight-line wavelength, and 
straight-line frequency condensers, showing capacity as a function of angle of rotation in 
typical cases, together with approximate shape of plates. 


voltage. Furthermore, the solid insulation must have a low loss factor and be 
arranged so that the voltage gradient in it is low. 

The dielectric strength of air is somewhat less at radio frequencies than at 60 
cycles. Furthermore, a slight trace of corona such as would be of negligible conse- 
quence at 60 cycles, will cause intense ionization, accompanied by high power loss and 
possible breakdown when the frequency is high.” 

The effective utilization of air as a dielectric in high-voltage condensers requires 
large spacings between plates and careful rounding of all sharp edges to avoid flux 

1 Another method of obtaining zero coefficient in a variable condenser involves a condenser in which 
all parts determining length are aluminum, and as are also all the stator plates, while half of the 
rotor plates are invar and half aluminum. See T. Slonezewski, High Accuracy Heterodyne Oscillators, 
Bell System Tech. Jour., Vol. 19, p. 407, July, 1940. 

? P. A. Ekstrand, Radio Frequency Spark-over in Air, Proc. I.R.E., Vol. 28, p. 262; A. Alford and 
S. Pickles, Radio-frequency High Voltage Phenomena, Trans. A.I.E.E., Vol. 59, p. 129, March, 1940; 


Е. W. Seward, The Electric Strength of Air at High Frequencies, Jour. I.E.E., Vol. 84, p. 288, 1939: 
aleo, Wireless Section, Г.Е.Е., Vol. 14, p. 31, March, 1939. 
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concentrations. In particular, the plates should be polished, have rounded edges, and 
have a thickness from one-third to one-fourth of the air gap. 

Pressure and Vacuum Condensers.—The voltage rating of an air-dielectric con- 
denser can be increased by increasing the air pressure, since the relationship between 
breakdown voltage and pressure at radio frequencies has the character shown in Fig. 
83. Variable and fixed condensers based on this principle are commercially available! 
and are used in high-power radio transmitters at broadcast and higher frequencies for 
tuning tank circuits, as neutralizing condensers, and in antenna coupling networks. 
Practical compressed-gas condensers employ dry nitrogen from a tank to maintain the 
pressure, and operate at approximately 20 atm. This gives a voltage rating of four to 
five times that obtainable at atmospheric pressure. 

Another means of increasing the voltage rating of an air-dielectric condenser is to 
place it in a vacuum comparable with that used in vacuum tubes. Under these condi- 
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Fie. 83.—Breakdown voltage as a function of pressure at a frequency of one megacycle. 


tions, there is so little gas present that ionization is not possible in appreciable amounts, 
and the dielectric strength is very high. Condensers of this type can be either fixed 
or variable. In the case of variable condensers, the adjustment is made from outside 
the vacuum by means of a copper bellows or flexible diaphragm. 

33. Condensers with Solid Dielectric. Types of Dielectrics Used.—Solid dielec- 
tric is used in most fixed and in some adjustable condensers. The dielectrics most 
commonly employed are mica, paper, ceramics, and electrolytic films. 

Mica is characterized by an unusually low power factor and high voltage strength. 
Mica condensers are commonly constructed by piling alternate sheets of mica and 
copper foil to form a stack that is held under pressure and impregnated. Such con- 
densers are used for by-pass and blocking purposes and also whenever a fixed capacity 
of very low losses and appreciable capacity is required.? 

Paper condensers normally consist of two strips of tin or aluminum foil insulated 
by paper and rolled into a bundle. This is vacuum-impregnated with oil or wax, and 
sealed against moisture. Paper condensers are characterized by relatively low cost, 
high capacity in proportion to voltage rating and size, and a power factor that is 

1 Pressure Capacitors, Electronics, Vol. 12, p. 16, April, 1939. 

? The capacity of small mica condensers is frequently indicated by a series of three colored dots. 


wnich indicate the capacity in paf by the same color code used with resistors, described on page 39. 
The sequence in which the dots should be read is indicated by an arrow. 
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reasonably high (commonly of the order of 0.5 per cent). Such condensers are used 
primarily for by-pass and blocking purposes and for filter condensers in power-supply 
systems. The inexpensive type of paper condensers sealed in waxed cardboard con- 
tainers deteriorate with time as a result of gradual penetration of moisture, and so 
have a limited life. This life is also dependent upon the d-c voltage applied to the 
condenser. 

Ceramic dielectrics are used to obtain controlled temperature coefficients. The 
ceramics used frequently contain titanium oxide (see Table 27), to give a very high 
dielectric constant. The power factor of such condensers can be quite low, and 
is frequently less than 0.001. 

Electrolytic condensers are considered in Par. 34. 

Power Factor, Resistance, and Reactance of Condensers.—Condensers with solid 
dielectric can be represented by the same equivalent electrical circuit shown in Fig. 80 
for air condensers. ‘The capacity C in this equivalent circuit is determined by the area, 
thickness, and dielectric constant of the dielectric. The inductance arises from flux 
linkages associated mainly with the leads. The loss in the condenser at low and 
moderate frequencies arises primarily from the conductance G, so the condenser power 
factor at such frequencies is equal to the power factor of the dielectric, and is inde- 
pendent of frequeney.? However, as the frequency is increased the series resistance № 
begins to be of importance, and the power factor decreases. This series resistance 
tends to be proportional to the square root of frequency, making the power factor 
proportional to }# when the frequency f is so high that the series resistance is the 
principal source of loss. 

Temperature Coefficient of Capacity.— Change in temperature can cause the capac- 
ity of condensers having solid dielectric to vary as a result of the effect of temperature 
on the dimensions, dielectric constant, and mechanical stress (and hence pressure) in 
the condenser. In ordinary mica and impregnated paper condensers, the effect of the 
temperature upon the pressures in the condenser assembly is the most important 
factor causing the capacity to change, and results in temperature coefficients of 
capacity that are large and noncyclic. 

A low and very stable coefficient of temperature can be obtained by depositing 
the condenser electrodes either directly upon the opposite sides of a mica sheet or upon 
the inside and outside of a suitable ceramic tube. The metalized mica type of con- 
denser gives a temperature coefficient of capacity of approximately +20 parts ша 
million per°C. The coefficient of the ceramic type of condenser can be controlled by 
the ceramic material employed, with values ranging all the way from about +200 to . 
— 800 parts in a million per°C. being available in commercial condensers. 

Voltage Rating.—The voltage rating of a condenser at low frequencies is the voltage 
at which the dielectric will spark through. As the frequency is increased the voltage 
rating becomes less as a result of energy dissipated in the condenser. When the power 
factor of the dielectric accounts for most of the loss, as is the case at moderate radio 
frequencies, the voltage rating will be inversely proportional to the square root of the 
frequency. At higher frequencies, where the series resistance is also a factor, the per- 
missible voltage decreases still more rapidly with frequency. 

The voltage rating of a typical mica condenser at various frequencies is given in 
Table 31. These ratings assume that the voltage is applied continuously for a con- 


1]t has been stated that the life of an ordinary paper condenser such as is used in radio receivers 
is proportional to the fifth power of the applied voltage. This fact is sometimes used for accelerated life 
tests by operating the condenser at excess voltage and then using this rule to determine the significance 
of the results. Such tests neglect the time factor involved in moisture penetration, however, and so are 
only approximate. 

2 At quite low frequencies, there is usually a slight rise in the power factor as a result of leakage and 
absorption. 
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siderable length of time. When the voltage acts for a brief period in such a way that 
the condenser does not have time to exceed its allowable operating temperature, 
correspondingly higher voltages may be applied at the higher frequencies. 


TABLE 31.—VorraAcE RATING or A PARTICULAR 0.001 af Mica CONDENSER* 





[VI 
Frequency, kc Ae о T Rated energy, kva 
Direct current 10,000 
1 10,000 0.063 0.63 
100 3,000 1.9 5.7 
300 3,000 5.7 17.0 
1,000 1,780 11.2 20.0 
3,000 605 11.4 8.9 
10,000 178 11.2 2.0 











m. I. G. Maloff, Mica Condensers in High Frequency Circuits, Proc. J.R.E., Vol. 20, р. 647, April, 

34. Electrolytic Condensers.1—An electrolytic condenser consists of positive and 
negative electrodes, usually of aluminum, placed in a suitable conducting liquid. The 
dielectric of such a condenser is provided by a thin insulating film formed directly on 
the positive electrode by suitable treatment. 

Electrolytic condensers are characterized by a low cost per microfarad, a very large 
capacity in proportion to volume, a high power factor, and appreciable leakage. The 
characteristics such as capacity, leakage resistance, and power factor depend greatly 
upon the applied voltage, temperature, previous history of the condenser, etc. The 
ordinary electrolytic condensers used in radio work are polarized, so that the voltage 
on the anode plate must never be allowed to become negative even instantaneously. 
This limits the use of electrolytic condensers to circumstances where the alternating 
voltage present is less than the superimposed d-c voltage. 

Electrolytic condensers are used as by-pass and filter condensers in radio receivers 
in parts of the circuit where a d-c potential is present and where a moderate leakage 
current can be tolerated. 

Electrolytic Condensers.—Electrolytic condensers used in radio work are nearly 
always of the “агу” type. In such condensers, the positive and negative electrodes 
consist of aluminum foil separated by paper or gauze that is saturated with an 
electrolyte that is either a highly viscous liquid or a fudgelike solid. The entire 
assembly is wound in a rol] and mounted in a waxed cardboard tube or box.? The 
anode is usually chemically etched to increase its effective area. The insulating film 
on the anode is formed chemically before assembly by passing the foil through suitable 
solutions and applying a proper sequence of voltages between the foil and the solution. 
After the condenser has been assembled any damage that may have occurred to the 


!For further information, particularly on constructional details, see P. М. Deeley, “ Electrolytic 
Capacitors,” Cornell Dubilier Electric Corp., 1938; P. R. Coursey, “ Electrolytic Condensers,” 24 ed., 
Chapman and Hall, 1939. 

2 In the “wet” type of condenser, the anode consists of folded aluminum foil; the cathode electrode 
is usually an aluminum container lined inside with a perforated insulating material to prevent con- 
tact between cathode and anode. The electrolyte is a liquid, frequently moderately viscous. 

Compared with the dry electrolytic condenser, the wet type has the disadvantages of higher power 
factor, narrower temperature range over which satisfactory operation can be obtained, and greater 
deterioration while lying idle. Furthermore, wet condensers must be provided with a vent to prevent 
excessive internal pressures from building up and must be mounted in a particular position to avoid 
leakage. The wet type is capable of giving voltage limiting action, since it can be designed to draw an 
excessively large leakage current when the voltage on the circuit becomes larger than normal. In such 
service, the wet type has both greater reliability and life and also possesses a more rapid rise of leakage 
current with voltage than the dry type. 
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anode film through handling, ete., is repaired by a reforming process that consists of 
applying voltage to the condenser under suitably controlled conditions. 

Characteristics of Electrolytic Condensers.)— The capacity of an electrolytic con- 
denser is influenced by the applied voltage, length and continuity of service, voltage 
at which the insulating film was formed on the anode, the temperature, and the fre- 
quency. In general the capacity decreases with age, increased forming voltage, 
increased temperature, and increased 
frequency. In condensers that must 
carry appreciable alternating cur- 
rents, as, for example, the first con- 
denser in a condenser-input rectifier 
filter system, there is a tendency for 
an insulating film to form on the 
cathode during use, with consequent 
excessive loss of capacity. 

The leakage resistance of an 
electrolytic condenser depends upon 
the ratio of voltage applied to the 
voltage used in forming the anode 
film, and is affected by temperature, 


amount and conditions of use, etc. Ета. 84.—Leakage current in typical electrolytic 
condensers. 
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The leakage current varies with ap- 
plied voltage in the manner shown in Fig. 84. It is quite small with applied voltages 
appreciably less than the forming voltage, but increasing rapidly in the region of the 
forming voltage, the rise being particularly great in the wet type. When voltage is 
applied to a condenser after a period of idleness, the leakage current is initially exces- 
sively large, but quickly drops to a normal value, as shown in Fig. 85. The leakage 
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manner in which leakage current varies series resistance of a typical electrolytic con- 
with time when voltage is first applied to denser having a normal capacity of 8 uf. 
an electrolytic condenser that has been 

idle for some time. 


current for any particular operating voltage increases as the temperature becomes 
greater. 
The power factor of electrolytic condensers is high, and increases with frequency 
and increasing applied voltage. The power factor may increase or decrease with 
1A good summary of properties of wet and dry electrolytic condensers is given by P. R. Coursey 


and S. N. Ray, Electrolytic Condensers, Jour. I.E.E., Vol. 85, p. 107, 1939; also, Wireless Section, 
I.E.E., Vol. 14, p. 203, September, 1939. . 


128 RADIO ENGINEERS’ HANDBOOK [Sec. 2 


temperature, depending upon the construction. At high frequencies the power factor 
becomes so high that the condenser acts essentially as a series resistance rather than 
as a capacity (see Fig. 86). 

The maximum voltage that can be safely applied to an electrolytic condenser 
depends upon the voltage at which the insulating film was formed, with the rated 
voltage being a little less than the forming voltage. Rated voltages ranging all the 
way from approximately 25 to 550 volts peak are obtainable. When the applied 
voltage exceeds the rated value, the leakage current becomes excessive, as shown in 
Fig. 84, and finally scintillations are produced as a result of breaking down of the 
dielectric film. 

The heating produced by the d-c leakage current and the alternating currents 
passing through an electrolytic condenser must not produce excessive temperature 
rise. This means in general that the compact types of condensers, such as those using 
etched foil, and particularly the dry type, are at a disadvantage as compared with 
bulkier constructions for certain types of service, as, for example, when a large alter- 
nating current is present. 

The life of an electrolytic condenser depends upon the purity of the materials used 
in the condenser and upon the conditions of use, particularly the applied voltage and 
the temperature. Leakage is an indication of life, since leakage causes the electrolyte 
to be used up, particularly in the wet type, with a corresponding increase in condenser 
power factor. The life is accordingly increased by anything that reduces the leakage 
current, such as operating at appreciably below the forming voltage, and by avoiding 
high temperatures. 


SHIELDING OF MAGNETIC AND ELECTROSTATIC FIELDS 


35. Conducting Shields for Magnetic Fields.—Magnetic and electrostatic fields 
can be confined to restricted spaces, or can be prevented from entering a particular 
space, by the use of suitable shields. The most effective means of controlling magnetic 
fields at radio frequencies is by the use of shields consisting of a good conductor, such 
as copper or aluminum. Magnetic flux penetrates such a shield only with great 
difficulty, because as the flux cuts into the conducting material it produces eddy cur- 
rents that oppose the penetration. To be most effective, such shields must completely 
inclose the space to be protected, and all joints should be well lapped to minimize 
the resistance offered to the eddy currents. Where the shielding must be extremely 
effective, as in signal generators, joints should be soldered wherever possible, and in 
other cases should be sufficiently good mechanically to be literally watertight. The 
thickness should be a number of times the skin depth of current penetration as calcu- 
lated by Eq. (5), and so has a minimum value determined by the conductivity and 
frequency. 

Shielded Coils.—One of the most important examples of a conducting shield is 
the copper or aluminum can frequently placed around air-cored coils. Such shields 
serve to confine practically all of the magnetic field to the space within the can. They 
also reduce the effective inductance of the coil by restricting the cross-sectional area 
through which the flux can pass, and increase the losses as a result of the energy 
dissipated in the shield by the eddy currents. However, if the clearance between the 
coil and its shield is everywhere at least equal to the radius of the coil, the reduction 
in inductance and the decrease in coil Q produced by a copper or aluminum shield 
will not be serious. 

The loss of inductance resulting from a cylindrical shield that is long compared 
with the length of the coil and the shield diameter is given approximately by the curves 


1 An excellent theoretical discussion of the effect of shielding on coil resistance and inductance is 
given by A. G. Bogle, The Effective Resistance and Inductance of Screened Coils, Jour. I.E.E., Vol. 87, 
р. 299, 1940; also, Wireless Section, I.E.E., Vol. 15, p. 221, September, 1940. 
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of Fig. 87.1 The results also apply with satisfactory accuracy for finite lengths if 
the clearance between the ends of the shield and the coil is at least the coil radius, 
and the shield length exceeds the shield diameter. As these limiting conditions are 
approached, the actual inductance is slightly less than that calculated from Fig. 87. 
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Fig. 87.— Curves giving effect of shield on the inductance on an air-cored coil. 


Where Fig. 87 can be expected to be in error, the effect of the shield, including the end 
effects, can be more accurately taken into account by the equation? 


Actual inductance S a (E 2 ixl (1 49) 
Inductance in absence of shield — rs) ig К 


а le - length of coil | 
l length of shield 
re _ radius of coil 
7, radius of shield 
K = constant given by Fig. 88. 
The resistance В, that must be considered as added in series with the shielded coil 


in order to take into account the shield losses is given approximately by the equation 
9.37 X 10-4N?r-4 Ур 


r* 


Ш 


Е, 





(150) 


where № = number of turns in coil. 





т. = radius of coil. 

т = 4/ (shield diameter)?(shield length) /8. 

f = frequency in cycles. 

р = resistivity of shield in ohms per сш cube (= 1.724 X 10-6 for copper). 


1 Graphic Determination of the Decrease in Inductance Produced by а Coil Shield, R.C.A. Appli- 
cation Note 48, June 12, 1935. 

These curves can also be applied to the case of a square shielding can that is long compared with the 
coil length by assuming that the square can is equivalent to a cylindrical shield having a radius that is 
0.6 times the length of one side of the can. 

2 Equations (149)—(151) are rearrangements of results given by G. W. О. Howe, The Effect of Screen- 
ing Cans on the Effective Inductance and Resistance of Coils, Wireless Eng., Vol. 11, p. 155, March, 
1934. These equations are derived by replacing the actual shield by a sphere of diameter 2r that is 
the geometric mean of the three coordinate dimensions of the actual shield can. If these three dimen- 
sions do not differ too greatly, and if the shield clears the coil by a reasonable amount, then the results 
calculated for the hypothetical spherical shield approximate very closely those obtained with the 
actual shield. 
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This equation assumes that the thickness of the shield is appreciably greater than the 
skin depth as obtained from Eq. (5) or Fig. 4. When the thickness Е in ст is not 
small compared with the skin depth, then 


2 4 
В, = EN р (=) (150a) 





'The effectiveness with which the shield surrounding a coil reduces the external 
field depends primarily upon the thickness ¢ of the shield in relation to the skin depth e. 
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Fra. 88.—Values of constant К for use in Eq. (149). 


Where #/е > 2, and where at the same time the shield is thin compared with its length 
or diameter, one has 


= 


Magnetic field in absence of shielding _ га 
"Actual magnetic feld 7024. (151) 


where r is as defined in Eq. (150), e is the skin depth as calculated by Eq. (5), or 
obtained from Fig. 4, ¢ is the thickness of the shield, and e = 2.718. 

Planar Shield——An important case of shielding 
exists where a flat sheet of conducting material is 
used to reduce the voltage induced in a second coil 
by current passing through a first coil. For the case 
illustrated in Fig. 89, where the two coils are coaxial 
and similar and the shield is a sheet placed at right 
angles to this axis, one has approximately! 





Induced voltage in absence of shield 


TAN ; Induced voltage with shicld ~ %01274tv/ 
Coll carries Сой in which (152) 
current voltage i. 
odi cael where у = conductivity of shield on basis that con- 
Shiele--? ductivity of standard annealed copper is 
100. 
Fie. 89.—Diagram illus- = : В 
trating nomenclature in Eq. 4 = mean radius of coil, cm. 
(152). i = thickness of shield, cm. 


f — frequency in cycles. 
Strietly speaking, Eq. (152) applies only where the shielding is appreciable and the 
shield is infinite in extent, but practically the results will not be greatly influenced by 


1Samuel Levy, Electromagnetic Shielding Effect of an Infinite Plane Conducting Sheet Placed 
between Circular Coaxial Coils, Proc. I.R.E., Vol. 24, p. 923, June, 1936. 
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finite dimensions, provided the length and width of the shield are considerably greater 
than 2A or-D + D; in Fig. 89, whichever is larger. 

Shields Immersed in Uniform Magnetic Field.—Shields are sometimes used to pro- 
tect à small space from the effects of an external field. The effectiveness of spheres 
and of long cylinders of conducting material in providing an interior field-free space 
when the shield is placed in a uniform external field is given by! 


түе» 


Field intensity in absence of shield _ 
Field in interior of shield n 





0.7078 = е (153) 


where S = a constant that is one-third for spheres and one-half for cylinders. 

skin depth as given by Eq. (5) or Fig. 4. 

thickness of shield. 

radius of sphere or cylinder. | 

= 2.718, the base of the Napierian logarithms. 

In Eq. (153) it is assumed that t/e > 2. In the case of cylinders, external field is 
assumed to be parallel to the axis, and the cylinder is considered to be of infinite 
length. However, if the length is a number of times the diameter, the field at the 
midpoint of the cylinder will be substantially as calculated, even when the ends are 
open. The results calculated for the sphere can be used to give an approximate 
indication of the shielding of cubes and similar shapes by using an equivalent sphere 
inclosing the same volume as the actual shield. 

36. Magnetic Shields.—Shields for unidirectional and low-frequency magnetic 
fields are made of magnetic material, preferably having a high initial permeability. 
Such shields act as low reluctance paths for the flux, thereby diverting the flux away 
from the space to be shielded. 

The most important practical use of magnetic shields in communication is to 
minimize voltages induced in audio transformers by magnetic fields of power fre- 
quencies. This is accomplished by placing the transformer in a magnetic shield 
normally consisting of a rectangular box or a short cylinder with closed ends. The 
degree of protection obtained in this way depends upon the size and thickness of the 
shield, and upon whether the shield consists of a single layer of magnetic material or 
several concentric layers separated by air spaces. In the case of a single-layer shield, 
the effectiveness is approximately? 


Magnetic field in absence of shielding _ 0.22 [: Е ( Ё ‘| 
Magnetic field with shielding MT To 


where и = initial permeability of shield. 

ry — radius of sphere enclosing the same volume as the outer surface of the 

shield. 
4 = thickness of shield. 

Equation (154) shows that the maximum possible shielding factor obtainable is 0.22» 
and that approximately 50 per cent of this possibility is realized when the thickness of 
the shield is one-fifth of the radius of the equivalent sphere. Relatively thick single- 
layer shields are accordingly uneconomic. 

When the degree of shielding required is greater than that obtainable from a 
single shield, two or three concentric magnetic shielding shells are employed, as shown 
in Fig. 90. When the total thickness of such a shield is greater than one-third the 
radius of the equivalent sphere, this subdivision of the magnetic material into con- 
centric layers separated by air spaces gives more effective shielding than if the air. 
spaces were filled solidly with magnetie material (see Fig. 90). 


1 Walter Lyons, Experiments on Electromagnetic Shielding at Frequencies between One and Thirty 
Kiloeycles, Proc. I.R.E., Vol. 21, p. 574, April, 1933. 
2 W. B. Ellwood, Magnetic Shields, Bell Lab. Rec., Vol. 17, р. 93, November, 1938. 
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The effectiveness of concentric magnetic shields to alternating currents can be 
greatly increased by placing copper shields in the air spaces between the magnetic 
shields. The behavior in a typical case with and without copper shields is shown in 
Fig. 91 as a function of frequency over the audio range. With unidirectional (d-c) 
fields, the copper has no effect upon shielding. 

The effectiveness of magnetic shields depends primarily upon the initial perme- 
ability and is roughly proportional to u^ where n is the number of concentric layers. 
Permalloy and similar magnetic materials having high initial permeability are, 
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Fra. 90.—Performance of spherical magnetic shields in a typical case. 


accordingly, vastly superior to ordinary cast iron or silicon steel, particularly in the 
ease of multilayer shields. 

A magnetic shield inclosing an air-cored coil causes the inductance to increase as 
a result of lowered reluctance offered to the flux paths by the high permeability 
material. The effective resistance of the shielded coil is also increased because of 
eddy-current and hysteresis losses in the iron. 

37. Electrostatic Shields.—Any conductor can be used as an electrostatic shield. 
There are no particular requirements as to thickness or conductivity; it is necessary 


1W. G. Gustafson, Magnetic Shielding of Transformers at Audio Frequencies, Bell System Tech. 
J иг. Vol. 17, р. 416, July, 1938. 
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Fra. 91.—Curves showing effectiveness of various typical shielding arrangements for low- 
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Fra. 92.—Electrostatic shield that does not affect magnetic flux. 
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Fic. 93.—Transformer having a balanced secondary winding and an electrostatic shield 
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merely that the electrostatic fields terminate on the shield instead of passing through 
to the space being protected. To be most effective, electrostatic shields should be 
continuous closed surface, but even a screen will give fair shielding. The conducting 
and magnetic shields for magnetic flux discussed above therefore simultaneously pro- 
vide electrostatic shielding along with the magnetic shielding. 
Electrostatic Shielding without Magnetic Shielding.—Electrostatic shielding can be 
obtained without affecting magnetic flux by surrounding the space to be protected 
_with a conducting nonmagnetic shield arranged to provide termination for electro- 
static flux lines without providing closed loops of low resistance around which eddy 
currents can circulate. Such a shield is illustrated in Fig. 92. 





Fic. 94.—Schematic diagram of a double electrostatic shield. 


Electrostatic shielding is frequently used in transformers to prevent electrostatic 
coupling between the various windings. Such a shield consists of a metal foil wrapped 
around the windings so as to inclose them completely but with an insulated lapped 
joint, as shown in Fig. 93, so that the foil does not act as a short-circuited turn. Such 
ashield replaces direct capacity coupling between coils by capacity from the individual 
coil to the shield (i.e., to the ground). 

Double electrostatic shields are sometimes required in transformers used in special 
applications. Thus in Fig. 94, if the secondary is at an a-c potential E above ground 
and it is absolutely necessary that this potential produce no voltage difference between 
the secondary terminals of the transformer, it is then necessary to employ a double 
shield around the secondary as shown. The outer shield S; is grounded, while the 
inner shield is insulated from Sı and connected to one terminal of the secondary. 
In this way the capacity current flowing to ground as a result of the voltage E will 
not go through any part of either the secondary or primary winding, and so will not 
. produce any voltage difference between secondary terminals. 


SECTION 3 
CIRCUIT THEORY 


SIMPLE RESONANT CIRCUITS 


1. Series Resonance.—A circuit consisting of a resistance, inductance, and 
capacity connected in series with a voltage applied as shown in Fig. 1 is termed a 
series resonant circuit. When the circuit resistance is low, as is normally the case, the 
current depends upon the frequency of 
the applied voltage in accordance with 
the manner shown in Fig. 2a. The cur- 
rent is & maximum and in phase with 
the applied voltage at the frequency, 
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termed the resonant frequency, at Dotted curves 
which the inductive reactance and „ for low Q 
capacitive reactances are equal. А+ t Solid cur ves 
lower frequencies the current falls off М for high Q 
and leads, while at higher frequencies it 3 


drops and lags. 

The shape of the series resonance 
curve of current is determined by the 
ratio of the inductive reactance eL to 
the circuit resistance R, t.e., upon eL/R. 
This ratio is customarily represented 
by the symbol Q, and is called the cir- (a) Typical series resonance curves 
cuit Q. Its numerical value commonly 
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Fig. 1.—Series resonant cir- Fig, 2.—Current and impedance of a series 
cuit. resonant circuit as a function of frequency. 


the resonance curve of changing the circuit resistance, and hence the circuit Q, is shown 
in Fig. 2a. Increasing the circuit resistance reduces the response in the vicinity of 
resonance, although producing virtually no effect at frequencies differing appreciably 
from the resonant frequency. 

135 
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The resistance and reactance components of the impedance of the series circuit 
vary with frequency as shown in Fig. 2b. In the small frequency range represented 
by the region around resonance, the circuit resistance is substantially constant. The 
reactance, on the other hand, varies substantially linearly from a relatively high 
capacitive value below resonance to a relatively high inductive value above resonance, 
and passes through zero at the resonant frequency. 

General Equations of Series Resonance.—The equations given below use the fol- 
lowing symbols: 

E = voltage applied to circuit. 

I — current flowing in circuit. 

— frequency in cycles. 
= 2nf. 
coL/R. 
— effective series resistance of tuned circuit. 
= inductance, henrys. 
capacity, farads. 
impedance of series circuit. 
phase angle of impedance. 
actual frequency 
— resonant frequency 
Subscript о denotes values at resonant frequency. 
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: 1 
R nt frequency = ———— 1 
esona. q y on IO a) 
Circuit impedance = Z = R + j c = zc) (2a) 
2 -LY 2b 
и = н + (at 2) (2) 
1 
ol — —4 б 
оС 1 
tan o С o(1- i) (2с) 
s 7 J А т 1 (8) 
В+) (ac = xc) 
^ Voltage across L = jeLI (4a) 
I 
Voltage across C — jot (4b) 
Current at resonance = Го = s (5) 
Voltage across L or C at resonance = EQ (6) 


Universal Resonance Curves.—Equation (3), when rearranged to express the cur- 
rent actually flowing in the circuit at resonance in terms of the circuit Q and the 
fractional detuning, gives the universal resonance curves shown in Fig. 3,! from which 
the exact resonance curve of any series circuit may be obtained without calculation 
when © is known. These curves are extremely useful, because they are independent 
of the resonant frequency of the circuit and of the ratio of inductance to capacity. 

The use of the universal resonance curves in practical calculations can be illus- 
trated by two examples. 

Example 1.—It is desired to know how many cycles one must be off resonance to reduce the current 
to one-half the value at resonance when the circuit has а Q of 125 and is resonant at 1,000 Кс. Refer- 


1 For the derivation of these curves, вее Е. E. Terman, * Radio Engineering," 24 ed., p. 54, McGraw- 
Hill, New York, 1937. 
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ence to Fig. 3 shows that the response is reduced to 0.5 when a = 0.86. Hence 


Cycles off resonance = ыы = 6.88 ke 
125 
The phase angle of the current as obtained from the curve is 60°. 
Example 2.—With the same circuit as in the preceding example, it is desired to know what the 
response will be at a frequency 10,000 cycles below resonance. To solve this problem it is first neces- 
sary to determine a. 


- (2) 125 = 1.25 
а = \1000/ X DE 


Reference to Fig. 3 shows that for a — 1.25, the response is reduced by a factor 0.365 and that the 
phase of the current is 68? leading. 
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Ета. 3.— Universal resonance curve for series resonant circuit. This curve can also be 
applied to the parallel resonant circuit by considering the vertical scale to represent the 
ratio of actual parallel impedance to the parallel impedance at resonance. When applied 
to parallel circuits the angles shown in the figure as leading are lagging, and vice versa. 


The only assumption involved in the universal resonance curves is that Q is the 
same at the frequency being considered as at the resonant frequency. When this is 
true, the universal resonance curves involve no approximations whatsoever. Over the 
limited range of frequencies near resonance represented in Fig. 3, the variations in Q 
are so small as to introduce negligible (4.e., less than 1 per cent) errors from the use 
of the curves, provided the value of Q existing at resonance is used in determining the 
fractional detuning. 

The universal resonance curve also gives the resonance curve of voltage developed 
across the inductance or capacity with an accuracy sufficient for all ordinary purposes. 
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This is because under ordinary conditions the frequency range covered by the curves 
extends only a few per cent on either side of resonance. For this limited range of 
frequencies, the inductive (and capacitive) reactances are so nearly constant that the 
product of current and reactance gives a curve having essentially the same shape 
as the current curve. 

Working Rules for Dealing with Series Resonant Circuits ——In making calculations 
of series resonant circuits or in estimating their behavior, the following rules and 
principles will frequently be found of value: 

The resonance curve can for all practical purposes be considered as symmetrical 
about the resonant frequency. This is apparent from an examination of the universal 
resonance curves. 

The current at resonance is always E/R, while the voltage developed across the 
capacitive (or inductive) reactance at resonance is Q times the applied voltage and is 
90° out of phase with this voltage. 

When the frequency of the applied voltage deviates from the resonant frequency 
by an amount that is 1/2Q of the resonant frequency, the current that flows is reduced 
to 70.7 per cent of the resonant current, and the current is 45° out of phase with the 
applied voltage. Correspondingly, when the fractional detuning is 1/Q, the current 
is approximately 45 per cent of the current at resonance, and is 68.5? out of phase 
with the voltage.! 

At frequencies that differ from the resonant frequency by amounts that exceed 
8/Q of the resonant frequency, one can neglect the circuit resistance in determining 
the magnitude of the circuit impedance. The magnitude of the current is then 


Actual current when far off resonance _ 1 
Current at resonance Е 1 
Qy (1 – yi 


(7) 


actual frequency . 
resonant frequency 


The phase angle of the current can be calculated without error by the use of Eq. (2c). 


tan ө = Q (1-4) 


1 Other convenient cases are as follows: 


where y = 








TABLE 1 
Fractional detuning Ph: 
_ cycles off resonance __ Actual current — rd 
(- resonant bann) Current at resonance eurrent,? 
1 1 1 
PLE E — д 1 
50 ^з x 50 0.95 834 
1 1 1 
1725 0.90 2634 
1 1 
20 ^ 1x 20 0.707 45 
Ey 0.447 6314 
Q' "^29 | ^ 
2 = 4 Х 1. 0.242 16 
о 20 f 
: -8X E 0.124 83 
Q 2Q | 








Par. 1] CIRCUIT THEORY 139 


The voltage across the inductance and also the voltage across the condenser vary 
with frequency in the immediate vicinity of resonance in a way that is for all 
practical purposes the same as the current resonance curve. At frequencies differing 
somewhat from the resonant frequency, there is a slight but ordinarily unimportant 
difference in shape between the voltage and current curves. At frequencies that 
deviate from resonance by at least 3/Q times the resonant frequency, it is permissible 
to neglect the resistance in making calculations. This leads to the following formulas: 

For voltage across the inductance: 


Actual voltage when far off resonance _ 








1 
Voltage at resonance = 1 (8a) 
(1-5) 
For voltage across the condenser: 
Actual voltage when far off resonance _ 1 Sb 
Voltage at resonance ~ Oy? — 1) (85) 


Practical Calculation of Series Resonance Curves.—Series resonance curves can of 
course be calculated with the aid of Eqs. (1) to (3). Practically, however, this is not 
a very satisfactory way to obtain them, since in order to obtain reasonable accuracy 
in the region near resonance, it is necessary to use logarithms in forming the differ- 
ence eL — 1/wC in cases where the © is at all appreciable. 

A preferable procedure is first to calculate the resonant frequency and the response 
at resonance. The former can be conveniently done with the aid of the reactance 
charts given on the inside back cover of this volume. The working rules given 
above can then be applied to obtain the response at frequencies 1/2Q, 1/Q, ete., on 
either side of resonance. This gives a picture of the resonance curve that is suffi- 
cient for most practical purposes. Additional points in the vicinity of resonance can 
be calculated when needed with the aid of the universal resonance curve of Fig. 3. - 
Calculations for frequencies too far from resonance to be included on the universal 
resonance curve can be made by the use of Eq. (8a) (or 8b) and Eq. (2c). 

Logarithmic Decrement.—The sharpness of the series resonance curve is normally 
expressed in terms of the Q of the circuit. In the early days of radio, when the oscil- 
lating spark discharge represented the chief source of radio-frequency energy, the 
sharpness of resonance was expressed in terms of the logarithmic decrement, defined by 
the equation 


Logarithmic decrement = zz (9) 


where R and L represent circuit resistance and inductance, respectively. and fo, the 
resonant frequency. Tt will be noted that the logarithmic decrement is equal to v/Q. 

Series Resonance by Varying Circuit Reactance.—The preceding discussion of series 
resonance has been for the case where the circuit resistance, inductance, and capacity 
were constant and the frequency was varied. Under many circumstances, how- 
ever, the frequency is kept constant and the circuit is adjusted to series resonance by 
varying either the capacity or the inductance. When the circuit reactance is varied 
in this way, the curve of current in the circuit as a function of the capacitive reactance 
(or inductive reactance) has essentially the same shape as the series resonance curves 
already considered. In particular, maximum current and unity power factor still 
occur when the capacitive and inductive reactances are equal, provided the circuit 
resistance does not change with the change in reactance. The curve of voltage 
developed across the inductance (or capacity) will, however, not be quite the same 
when the reactance is varied as in the case of frequency variation, since the maximum 
will occur at a slightly different frequency. 
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Ето. 4.— Universal curves giving the impedance as a function of frequency for a series 
resonant circuit having constant resistance. 
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Series Resonant Circuits with Constant Resistance.—Series resonant circuits having 
a substantially constant resistance independent of frequency, particularly circuits 
with a relatively low Q, are often used in equalizers and in other applications. The 
general expression for the impedance of a series resonant circuit as given in Eq. (2a) 
can for the case of constant circuit resistance be conveniently rewritten as follows: 


2 =1 +0 (= um *) (10) 





where Qo = circuit Q at resonance. 
_ actual frequency 
Y = resonant frequency 
Z = series impedance. 
Е = circuit resistance (assumed independent of frequency). 
Results given by Eq. (10) are expressed graphically in Fig. 4, which not only is 
useful in showing at a glance the manner in which the 


magnitude and phase angle of the impedance will vary I+ Ic 

under different conditions but also can be used in 

the design of series resonant circuits to have desired Tt He 

characteristics. Z L Z=c 
2. Parallel Resonant Circuits.—A parallel resonant E b R 

circuit is obtained when the generator voltage is applied Re с 


to an inductance and a capacity connected in parallel, 
ав іп Fig. 5. It will be noted that the only difference 
between the series and parallel circuit is іп the manner of Fre. 5.—Parallel resonant. 
connection. In the analyses given below of the parallel- circuits 
resonant circuit of Fig. 5, the following notation will be used: 
E = voltage applied to circuit. 
2. = Re — j/oC = impedance of capacitive branch. 
Zr = Rr + jwL = impedance of inductive branch. 
2, = Z. + Zr = series impedance of circuit. 
Z = parallel impedance of circuit. 
Е = Е. + Rz = total series resistance of circuit. 
w = 2т times frequency. 
w = 2r times frequency at which eL = 1/0. 
Q = oL/R, = circuit Q. 
Qo = value of Q at wo/2m cycles. 
The quantities Г, C, Er, and В. refer to the inductance, capacity, and resistance 
components of the circuit, as indicated in Fig. 5. 
The impedance offered to the generator by a parallel resonant circuit is the product 
of the two branch impedances divided by their sum; i.e. 


2.0, ZZ, 
+27. 7, 
1 pg 
_ (+) +) 


Parallel impedance = Z = (11) 





(Re + Rz) +] (oL T 1) (11a) 


The magnitude and phase of the impedance of a parallel circuit can be conveniently 
obtained from the universal curves of Fig. 6, which give the parallel impedance in 
terms of the impedance of one branch and the vector ratio of the branch impedances.! 


1 Somewhat similar curves are given by D. С. Fink, Parallel Impedance Chart, Electronics, Vol. 11, 
p. 31, May, 1938. 
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Fia. 6.—Universal curves giving the impedance of a parallel circuit in terms of the magni- 
tudes and phases of the branch impedances. 
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The current that the generator delivers to the parallel circuit can be termed the 
line current, and is the applied voltage E divided by the impedance or 


Line current = Е (12) 


2 


The currents in the branches аге equal to the applied voltage divided by the respec- 
tive branch impedances, and so are given by the equations 


Current in capacitive branch = I, = Е (13a) 
Current in inductive branch = Ir = ЕА (135) 
L 


Equations (11), (12), and (13) are the fundamental equations of the parallel circuit, 
and apply for all conditions, irrespective of circuit Q, frequency, or division of resist- 
ance between branches. 


Loy 






Impedance 





Current 


factor 








Resononant _ 





Frequency Frequency 
(a) Impedance (b) Current Relations 


Fig. 7.— Variation of impedance and current with frequency in a parallel resonant circuit. 


When the Q of a parallel circuit is not too low, the impedance that is offered to an 
applied voltage varies with frequency in the manner illustrated in Fig. 7a. At low 
frequencies, the inductive branch draws a large lagging current while the leading 
current of the capacitive branch is small, resulting in a large lagging line current and a 
low lagging circuit impedance. At high frequencies, the capacitive branch has a 
low reactance compared with the inductive branch, resulting in a large leading line 
current and a corresponding low circuit impedance that is leading. Between these 
extremes, there is a frequency, commonly termed the resonant frequency, at which the 
lagging current taken by the inductive branch and the leading current in the capacitive 
branch are equal, and since these currents are nearly 180° out of phase, they neutralize 
to leave only a small resultant in-phase line current. The impedance of the parallel 
circuit will then be a high resistance, as is apparent in Fig. 7a. 

As a result of the fact that the parallel circuit has a high impedance at resonance 
and relatively low impedance at other frequencies, the line current varies with fre- 
quency as shown in Fig. 76 and becomes very small at resonance. The currents in the 
individual branches vary much more slowly with frequency, and are almost but not 
quite constant in the vicinity of resonance. 

The resonant frequency of a parallel circuit can be defined in several ways as fol- 
lows: (1) the frequency at which oL = 1/0С, t.e., the resonant frequency of the same 
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cireuit when operating in series resonance; (2) the frequency at which the parallel 
impedance of thecircuit is maximum; (3) the frequency at which the parallel impedance 
of the circuit has unity power factor. These three definitions lead to frequencies that 
differ by an amount depending upon the circuit Q and the division of the resistance 
between the branches. A discussion of the practical importance of these various cases 
is given below. 

Analysis of Parallel Resonant Circuits Having High Q.—The most important prac- 
tical case of parallel resonance exists when the circuit Q is at least moderately high 
(i.e. Q > 10). Under these conditions, the exact way in which the resistance is 
divided between the two branches is of little consequence, and it is permissible to 
assume that the absolute magnitude of the impedance of the individual branches is not 
affected by the resistance in these branches. 

To the accuracy allowed by these approximations, the three possible resonant 
frequencies are virtually identical, so that for all practical purposes the resonant frequency 
of a high Q parallel resonant circuit can be taken as the resonant frequency of the same 
circuit when connected in series, 

The shape of the impedance curve of a high Q parallel resonant circuit is also 
the same as the current curve of the same circuit acting as a series resonant circuit. 
The only difference between series and parallel resonance under these conditions is 
that the phase angles are reversed, 7.e., the phase angle of parallel impedance has the 
opposite sign from the phase angle of the current in the series circuit. 

In terms of the notation given above, the equations giving the behavior of parallel 
resonant circuits with moderate or high Q’s are 

1 


Resonant frequency = f; = ——— 14 
quency = fo on АС (14) 
(zc) _ (с) 
Parallel impedance = 0) = MEL - MA (15) 
At resonance 
Parallel impedance } _ (wL)? _ = =. 
at resonance | cB Quan = RQ? = 5c (16) 


At frequencies differing from resonance by at least 3/Q times the resonant 
frequency, it is permissible to neglect the effect of the circuit resistance R in deter- 
mining the magnitude of the parallel impedance. This gives 





Impedance at frequencies far from resonance 1 
= (17a) 
Impedance at resonance 1 
Qv (1 — p 


where y is the ratio of the actual to the resonant frequency. The phase angle at all 
frequencies is very nearly the negative of the angle of the current for series operation, 
and from Eq. (2c) is found to be 


{алб =Q (5 = 1) ать) 


The recommended procedure for calculating parallel resonance in the сазе of 
moderate or high Q circuits is as follows: First, obtain the resonant frequency and the 
impedance at resonance, using Eqs. (14) and (16). Second, calculate the frequencies 
at which the impedance is 70.7 per cent and 44.7 per cent of the value at resonance 
with the aid of the same working rules as for series resonance, and then where other 
points are needed in the vicinity of resonance use either the universal resonance 
curve or Table 1. Finally, for frequencies too far off resonance to be within the range 
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of the universal resonance curve, the magnitude and phase of the impedance are 
obtained by Eqs. (17a) and (175). This procedure gives an accuracy far better than 
cbtainable by slide-rule calculations using Eq. (11), and also involves considerably 
less work. 

The impedance offered by a parallel resonant circuit can be expressed in form 
Req +jXeq. А universal curve giving the variation of Re4/Zo and Xeq/Zo as а function 
of frequency, where Z, is the impedance at resonance, is shown in Fig. 8 for the case 
of a high Q circuit. It will be noted that the curve of resistance ig much like a 
resonance curve, but differs in that it has steeper sides. In particular, the resistance 
drops to 50 per cent of the resonant impedance when the fractional detuning is 1/2Q 
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Fa. 8.-— Universal curve giving the resistance and reactance components of the impedance 
of a high-Q parallel resonant circuit as a function of frequency. 


instead of 70.7 per cent, as in the case of a resonance curve. The reactance curves of 
Fig. 8 are characterized by maximum inductive and capacitive reactances at frequen- 
cies that are likewise 1/2Q below and above resonance, respectively. These reactance 
maxima have an amplitude exactly 50 per cent of the impedance at resonance. 
General Case of Parallel Resonance with Particular Reference to Low Q Cércuits.—In 
the general case where the circuit Q is low, the curve of circuit impedance still tends 
to have the shape of a resonance curve unless the circuit Q approaches (or is less than) 
unity, but the peak of the curve does not necessarily occur at the frequency of series 
resonance, and the condition for unity power factor does not necessarily occur either 
at this frequency or when the impedance is a maximum. Furthermore, the details of 
the behavior of a low Q parallel circuit also depend upon the division of resistance 
between the inductive and capacitive branches, upon the way in which the resistance 
varies with frequency, and upon whether the adjustment to resonance is made by 
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varying the frequency, inductance, or capacity. Some of the effects that can be 
obtained under different conditions are illustrated in Fig. 9. 

The behavior of the impedance for any desired condition can be calculated with 
the aid of Eq. (11). Special relations can also be derived for particular cases, but 
there are so many of these special cases, and each is of such limited application that 
the equations are not particularly useful.! The results in a number of limiting cases 
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Fra. 9.— Typical characteristics of parallel resonant circuits having low ©. 


are as follows: First, when the R, L, and C of the circuit are constant, and all of the 
resistance is in one branch, the frequency of unity power factor is related to the fre- 
quency of series resonance by the following equations: 

For resistance in inductive branch: 


jj as 1-75 (18) 


For resistance in capacitive branch: 
1 
(19) 


m As. mE 
qoc 
Qo? 


The notation is the same as previously used, i.e., Qo is the circuit Q at the series 
resonant frequency, and о%/2т corresponds to the series resonant frequency. Second, 
when the frequency is varied, the impedance curve is not greatly affected by the 


ТА good discussion of some of these special cases is given in pp. 35-45 of В. S. Glasgow, '' Prir 
ciples of Radio Engineering," McGraw-Hill, New York, 1936. 
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division of resistance between the branches, and the maximum impedance occurs 
very near, but not necessarily exactly at, the frequency of series resonance. Third, 
when all the resistance is in the inductive branch and the circuit capacity is varied 
while keeping resistance, inductance, and frequency constant, the capacity giving 
maximum impedance also corresponds to unity power factor. Fourth, when allthe 
resistance is in the capacitive branch and the inductance is varied while keeping 
resistance, capacity, and frequency constant, the inductance giving maximum imped- 
ance also corresponds to unity power factor. Fifth, tuning by adjusting circuit by 
any other manner than the preceding cases, as, for example, by varying the inductance 
when the resistance is in the inductance branch, causes the condition for unity power 
factor to differ from the condition for maximum impedance. 

Special Cases of Very Low Q.—Inductance and capacity are sometimes associated 
with a constant resistance in such a way as to form a parallel resonant circuit in which 
the resistance is constant and in the inductive branch, and the Q is extremely low, 
even less than unity. Typical examples are a resistance unit designed for low 
reactance effects (see Fig. 8, Sec. 2), and the coupling impedance to give shunt peak- 
ing in a video amplifier (see Fig. 51a, Sec. 5). Universal curves giving the magnitude 
and phase angle of impedance for this particular case are given in Fig. 10. 


С, 
— 7 L 
Input L { 


Input C2 
(a) (b) 


Fra. 11.—Tapped parallel resonant circuits. 


Another important case of a very low Q parallel circuit is where the resistances 
in the two branches аге the same, and are each equal to 4/L/C ohms. Under this 
condition, the parallel impedance is a resistance at all frequencies, and has a value of 
V L/C ohms. 

Parallel Resonance with Tapped Circuits.—Parallel resonance circuits are frequently 
operated with the input connected across only a portion of the total circuit, as illus- 
trated in Fig. 11. At frequencies near resonance, the effect of this method of opera- 
tion is to make the impedance offered to the input terminals less in magnitude than 
the parallel impedance of the entire circuit without changing the character of the 
impedance curve as far as shape or equivalent Q is concerned. Tapping a parallel 
resonance circuit accordingly offers a means of adjusting the magnitude of impedance 
obtained without changing the circuit itself. 

With the circuit of Fig. 11a, one has near the resonant frequency 














Impedance offered to input Ci ) (20) 
Parallel impedance of cireuit— VC; + C; 
Similarly, for Fig. 11b 
Impedance offered to input (5 eg M? (21) 
Parallel impedance of circuit V 2 


where M is the total equivalent mutual inductance between L’ and the entire coil 
L, including both common and inductive coupling. 

3. Inductively Coupled Circuits.—When mutual inductance exists between coils 
that are in separate circuits, these circuits are said to be inductively coupled. The 
effect of the mutual inductance is to make possible the transfer of energy from one 
circuit to the other by transformer action; 7.е., the alternating current flowing in one 
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circuit as a result of a voltage applied to that circuit produces magnetic flux that 
induces a voltage in the coupled circuit, resulting in induced currents and a transfer 
of energy from the first or primary circuit to the coupled or secondary circuit. 

Analysis of Inductively Coupled Circuits.—The behavior of inductively coupled 
circuits can be determined by making use of the following principles: First, as far 
as the primary circuit is concerned, the effect of the presence of the coupled secondary 
circuit is exactly as though an impedance (oM)?/Z, had been added in series with the 
primary, where 


M = mutual inductance. 
о = Inf. 
2, = series impedance of secondary circuit when considered by itself. 


Second, the voltage induced in the secondary circuit by a primary current of Г, has а 








«Му 
lpa © 
t РЕ 
(a) Inductively coupled circuit (b) Equivalent primary circuit 
Ls 
Es= -jwMIp 25) 
(c) Equivalent secondary (d) Alternative form of equivalent 
circuit secondary circuit 


Fra. 12.—Inductively coupled circuit and also equivalent primary and secondary circuits. 


magnitude of wM Ip and lags the current that produces it by 90°. Third, the secondary 
current is exactly the same current that would flow if the induced voltage were applied 
in series with the secondary and if the primary were absent. 

The preceding analysis shows that the actions takmg place in the primary and 
secondary circuit are as though one had the equivalent circuits shown in Figs. 12b 
апа 12c. Неге the primary circuit consists of the actual primary impedance Z, in 
series with an additional impedance (wM)?/Z, that takes into account the effect the 
secondary produces on the primary current. This extra impedance (oM)?/Z, is 
termed the coupled impedance. The equivalent secondary circuit of Fig. 12c consists 
of the voltage —jeMI, induced in the secondary by the primary current, in series 
with the secondary impedance Z, as shown. 

An alternative form of equivalent secondary circuit is given in Fig. 12d. This is 
obtained by applying Thévenin’s theorem and noting that when the secondary is 
opened, the open circuit voltage that appears is —jeM Ip, while when the applied 
voltage is short-circuited, the equivalent impedance as viewed from the opened 
secondary terminals is 2, + (oM)?/Z,. This second form of the equivalent secondary 


1 These rules for handling coupled circuits are direct consequences of the mesh equations, which for 
this case can be written as 

Е = Id joMI, (22) 

Induced voltage = —jwMIp = I,Zi (23) 
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circuit leads to the same results as the first form, since the extra voltage that is con- 
sidered as acting in the second case is just compensated for by the voltage drop in the 
extra impedance considered as existing in the secondary circuit. 

The resistance and reactance components of the coupled impedance are 


: _ (oM)? 
Resistance component — Ret X2 Е, (24) 
. (oM)? 
Reactance component = —j Re + Xe Xs (25) 


where R, and X, are, respectively, the resistance and reactance components of the 
secondary impedance Z.. The effect that the secondary has on the primary circuit is 
exactly as though the resistance and reactance given by Eqs. (24) and (25) had been 
inserted in series with the primary circuit. The energy and reactive volt-amperes 
consumed by the primary current flowing through this hypothetical resistance and 
reactance represent the energy and reactive volt-amperes that are transferred to the 
secondary circuit. 

Conditions for Maximum Secondary Current..—In dealing with coupled circuits, 
it is desirable to keep in mind the adjustments giving maximum secondary current. 
The behavior in the more important cases is summarized below for the case of two 
circuits inductively coupled, with resistance and reactance in each circuit. 

Case 1. Maximum Secondary Current with Variation of Secondary Reactance.— 
When frequency, mutual inductance, primary impedance, and secondary resistance 
are constant, the secondary current is maximum when 


_ (oM)? 
* Ry + Xp? 


where X, and X, = reactance of primary and secondary circuits, respectively. 
Rp and В, = resistance of primary and secondary circuits, respectively. 
w = 2r times frequency. 
: M = mutual inductance. 
Case 2. Maximum Secondary Current with Variation of Primary Reactance.— 
If the primary rather than secondary reactance is varied, maximum secondary current 
is obtained when 


X, Xp (26) 


cM)? 

Case 3. Maximum Possible Secondary Current.— The secondary current has its 
maximum possible value when the adjustments are such that the resistance and 
reactance coupled into the primary circuit by the secondary are equal to the resistance 
of the primary circuit and the negative of the primary reactance, respectively; t.e., 
when 

(oM)? 

R? + X? 
(oM)? 

~ Re + Xe 


В, = Rp 
(28) 
X, = -Х, 


It will be noted that in order to obtain maximum possible secondary current, it is 
necessary that two independent variables be adjusted. One of these is commonly 
the mutual inductance; the other, the reactance of one or both circuits. Unless the 
mutual inductance satisfies the relation oM > ~/R,R,, it is impossible to satisfy the 
condition for maximum possible secondary current. 


1For a more detailed discussion, see G. W. Pierce, “Electric Oscillations and Electric Waves,” 
Chap. XI, McGraw-Hill, New York, 1920. 
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Inductive Coupling Considered as a Transformer-——Two coils inductively coupled 
represent the general case of a transformer, and can be reduced to the equivalent 
transformer circuit of Fig. 18. Here the primary and secondary inductances are 
divided into leakage and closely coupled components. The leakage inductances 
correspond to magnetic flux lines that produce no linkages to any secondary circuit, 
while the coupled inductances are taken as having unity coefficient of coupling. 

In a conventional transformer with iron core, the coefficient of coupling between 
primary and secondary is so large that the leakage inductances represent only a very 
small fraction of the total circuit inductances. Under these conditions it is convenient 
to analyze the behavior in terms of the turn-ratio, leakage inductance, etc., as is com- 
monly done with 60-cycle power transformers. However, in the more general case 
where the coefficient of coupling may be 


„М. 
small, most of the inductance is leakage, 4 
and turn ratio has relatively little signifi- 
cance. It is then preferable to use the L L 
а Р 5 
general method of analysis given above. 
4. Analysis of Some Simple Coupled 


Circuits. Untuned Secondary Consisting (a) Actual circuit 

of а Pure Heactance.— This case corre- 

sponds to a coil serving as the primary, 

with a metal mass of low resistivity serv- Leakage inductance 

ing asthe secondary. In this case, which «1-р к 


is illustrated in Fig. 14a, опе has 
2 
Coupled reactance = — cd = —k?wLp kLp kLs 
(29) , 


ou 

where К is the coefficient of coupling be- Coupled inductance 
tween the coil and the secondary. The М = kVUpls 
presence of the secondary reduces the Г 
inductance as viewed from the coil ter- ^ Vo/fage s/ep-up ratio = V 
minals to an equivalent value (1 — k?)Lp. P 

It will be noted that the amount of (b) Same circuit shown as transformer 
reduction in inductance is determined Fie. 13.—Edquivalent circuit of a trans- 
solely by the coefficient of coupling and former expressed in terms of primary and 
not by the number of primary turns, etc. е cid inductances and coefficient of 
It will be also observed that the effect of PE 

the secondary decreases rapidly as the coefficient of coupling becomes small. 

Untuned Secondary Having Both Resistance and Reactance.—This corresponds io 
the practical case of a coil in a shield, or near a metal panel or other mass, with the 
resistance of the metal secondary taken into account. For such a secondary, the 
coupled impedance as given by Eqs. (24) and (25) consists of a resistance and a 
negative reactance. The effect of the secondary upon the primary is hence to lower 
the equivalent inductance and increase the equivalent resistance of the primary coil 
as viewed from its terminals. 

Under practical conditions, a secondary consisting of a shield or other metal 

object is usually of copper or aluminum, so that the secondary reactance is consider- 

ably greater than the secondary resistance. Under these conditions, the equivalent 
primary circuit has the values and form given in Fig. 14b. 

Tuned Secondary, Untuned Primary—This circuit, illustrated in Fig. 15a, is of 
importance because it represents the equivalent circuit of the transformer-coupled 
tuned radio-frequency amplifier, with the primary resistance Rp representing the plate 
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resistance of the tube. When the secondary is a resonant circuit, the curve of coupled 
impedance (wM)?/Z, with variation in frequency has substantially the same shape 
and characteristics as the parallel impedance curve of the secondary, but the absolute 
magnitude is determined by the mutual inductance. 

The important characteristic of this circuit is the curve of voltage developed across 
the secondary condenser as a function of frequency under conditions where Ry > > «Г. 
Such a characteristic is shown in Fig. 15b, and has substantially the same shape as a 
resonance curve with the peak at the resonant frequency of the secondary and an 
effective Q somewhat lower than the actual Q of the secondary circuit. 


Actual circuit Equivalent primary 


circuit 
иМл 


T k?)Lp 
Е Es 


(a) Untuned reactive secondary with zero losses 


Lp 


000000 
= 
м 





Ке ueque 


Equivalent primary 


Actual circuit circuit (approximate) 
(M^ 
(\-k?)Lp 
Lp 2 w Lp 
Qs 





к у Lp Ls 9: Rs 
(b) Untuned secondary with small losses 


Fic. 14.—Inductively coupled circuits with untuned secondaries. 


On the assumption that Rp > > oL,, the response at resonance is 


pee across secondary | 
condenser at resonance oM 
Voltage applied to primary ^ ER, + (oM): X% (30) 





With given primary and secondary circuits, the response at resonance is maximum 
when the coupled resistance equals the primary resistance, 7.e., when 
oM = A/R,R, (31) 


With greater or less coupling, the response is less. 
The relationship between the effective Q of the response curve and the actual Q 
of the secondary circuit is, still assuming that Rp > > oL, 


Effective Q of amplification curve _ 1 
Actual Q of tuned circuit g (oM)? Rs 
DEI E 


Р 





(32) 


The effective Q of the response curve approaches the actual © of the secondary circuit 
when the coupling is very small, and is exactly one-half of the actual Q when the 
coupling corresponds to the value giving maximum response. 
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When о/р is not negligible compared with the primary resistance, the response 
curve still has the shape of a resonance curve, but the peak is shifted to a slightly 
higher frequency. This shift in location of the peak is due to the fact, expressed by 
Eq. (26), that maximum secondary current occurs when secondary is sufficiently 


R R 

P $ о 

o 

= 

o 

E Lp Ls Cs d 
2 е 

2 

5 

(а) Circuit d 


Frequency 
(b) Curve of Voltage Across Cs 


Ета. 15.—Inductively coupled circuit with tuned secondary and untuned primary. 


detuned that its coupled reactance neutralizes the reactance of the primary. When 
the primary reactance is not negligible, this detuning is appreciable. The coupling 
required for maximum secondary current is also greater as the ratio oL, / № is increased. 

Analysis of the output of coupled systems with untuned primary and tuned second- 
ary can be most conveniently carried out by using the equivalent secondary circuit of 
Fig. 12d. Such equivalent circuits are shown in Fig. 16. "These show how the asso- 





R R 
P (Ma $ 
Е 9 ёі; 15) Cs 
Actual circuit 
Leq" 
Coupled resistance (wM)?R -(wM *Lp 
4 =(wM)?/Rp Rea ae Lj z d jg 
^u Ls Tp ptwlp)” Rs 
| Rs | | Ке Leq Ls | 
n 3 еа 2; 
“BE E. o Effect of associa- Cs 
P E aL) ted primary 
circuit 
Equivalent secondary circuit 
When Rp ÐwLp When wLp not negligible 


Ета. 16.—Equivalent secondary circuit for case of inductive coupling with tuned secondary 
and untuned primary. 


ciation of the primary with the resonant secondary has the effect of increasing the 
effective secondary resistance and hence of lowering the effective Q, and also that an 
inductive primary neutralizes some of the secondary inductance and so raises the 
resonant frequency. 
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5. Two Resonant Circuits Tuned to the Same Frequency and Coupled Together.! 
When two circuits resonant at the same frequency are coupled together, the resulting 
behavior depends very largely upon the coupling, as shown in Fig. 17. When the 
coefficient of coupling is small, the curve of primary current as a function of frequency 
approximates closely the series resonance curve of the primary circuit considered alone. 
The secondary current at the same time is small and varies with frequency according 
to a curve having a shape approximating the product of the resonance curves of 
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Ета. 17.—Curves showing variation of primary and secondary current with frequency 
fcr different coefficients of coupling when the primary and secondary are separately tuned 
to the same frequency. 


primary and secondary circuits taken alone. As the coupling is increased, the curve 
of primary current becomes broader and the peak value of primary current is reduced. 
At the same time, the secondary current becomes larger and the sharpness of the 
secondary current curve is reduced. These trends continue until the coupling is 
such that the resistance that the secondary circuit couples into the primary at resonance 
is equal to the primary resistance. This coupling is called the critical coupling, and 
causes the secondary current to have the maximum possible value that it can attain. 


1A very complete discussion of this subject is given by C. B. Aiken, Two-mesh Tuned Coupled 
Circuit Filters, Proc. I.R.E., Vol. 25, p. 230, February; p. 672, June, 1937. See also E. S. Purington, 
Single and Coupled-cireuit Systems, Proc. I.R.E., Vol. 18, p. 983, June, 1930. ; 
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The curve of secondary current is then somewhat broader in the immediate vicinity 
of the resonant frequency than the resonance curve of the secondary circuit, and the 
primary curve shows double peaks. With still greater coupling, the double humps 
in the primary current curve become more prominent, and the peaks spread farther 
apart. At the same time the secondary current curve begins to show double humps, 
with the peaks becoming progressively more pronounced and farther apart as the 
coefficient of coupling is increased.! 

Basic Equations.—In practical work, the most important property of the coupled 
system under consideration is the ratio of voltage developed across the condenser in 
the secondary circuit to the voltage applied in series with the primary circuit. A use- 
ful expression for this important ratio is obtained by rearranging Eqs. (22) and (23) to 
give the relation? 








Voltage across secondary condenser _ E. 
Voltage applied in series with primary Ё 
ee ag bi oe ne И о (33) 
perg Oa) 56-995] 
+ QrQ: ү? +) YPS AQ» + Q: 


where w = 2r times frequency. 


wo = 2r times resonant frequency. 
_ ® _ actual frequency 
7 = resonant frequency 
E = voltage applied in series with primary. 
Qp = wLp/Rp for primary circuit. 
О, = wL;/R; for secondary circuit. 
k = M/A/L,L, = coefficient of coupling. 


L, = total inductance of primary circuit. 
L, = total inductance of secondary circuit. 
This equation involves no approximations, other than assuming that the circuits are 
resonant at the same frequency. 
In the special case where the circuit losses are zero, or where the frequency differs 
sufficiently from the resonance frequency to allow the losses to be neglected, Eq. (33) 
takes the form 





E, NS k | Д 
Fi for zero losses = z МГ, EE (34) 
Y 


Effect of Coupling on Response at Resonance—Critical Coupling.— The response at 
resonance is obtained by substituting y = 1 in Eq. (33), which gives 


5 at resonance = — VE 2+ (85) 
р k2 ] 
[^ +в; 


This expression is maximum when the coefficient of coupling has the value 
m 1 

VR: 

1 When the circuit Q’s are not equal, double humps do not appear in the curve of secondary current 
until the coupling is somewhat greater than the critical value. This is illustrated in the universal 


curves of Fig. 22. 
? For derivation, see Terman, op. cit., p. 81. 





ke (36) 
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This coupling ke is often termed the critical coupling. The corresponding mutual 


induetance is 
М = у RpRs (37) 


With the mutual inductance for critical coupling, the resistance coupled into the 
primary circuit at resonance by the presence of the secondary equals the primary 
resistance. This gives the maximum possible secondary current. The resulting 
maximum possible voltage across the secondary condenser is 


+ + E. e 1 Ls - V QrQ; Ls 
Maximum possible pop \ Тр 2 V I (88) 





where Ке is the critical coupling as given by Eq. (36). The voltage developed across 
the condenser at resonance with other couplings is less than value given by Eq. (38) 
by an amount depending upon the ratio of actual to critical coupling, as shown in 
Fig. 18. 

Conditions for Existence of Double Peak 
—RHeight, Location, and Width of Peaks.— 
The curve of response in the secondary 
circuit exhibits double peaks whenever the 
coefficient of coupling is sufficient to cause 
the right-hand side of Eq. (33) to show two 
maxima. This occurs when! 





o 








> 
co 











Actual coefficient of coupling у 
Critical coefficient of coupling 2 


HC 


It will be noted that when Q, = Q,, double 
0 10 20 30 40 so peaks occur whenever the coupling exceeds 
Actual coupling _ Vane the critical value, but if the Q's are differ- 
Criticalcoupling ps ent, double peaks do not occur until the 
Fic. 18.—Relative output voltage coupling exceeds the critical value by an 
obtained at resonance as a function of amount determined by the Q ratio. 
coefficient of coupling in the case of two When double humps occur, the location 
circuits tuned to the'same frequency and — ot the peaks in relation to the resonant 
coupled together. 
frequency depends upon the actual cou- 
pling, the critical coupling, and the Q ratio. Analysis based upon Eq. (33) shows 
that to an accuracy sufficient for all ordinary purposes the location of the peaks is 
given by? 

















Relative Output Voltage at Resonance 














Frequency at peak of secondary voltage] _ 
Resonant frequency of tuned circuits | 





p 
= 1 (40) 
I hj {Qp QA 1% 
\ s [1-28 (010) | 
where ke is the critical coefficient of coupling as given by Eq. (36) and the remaining 


notation is the same as above. The ratio represented by the spacing between 
coupling peaks to the resonant frequency, as a function of the coefficient of coupling, 











1 Equation (39) assumes that.the y? multiplying the denominator of Eq. (33) is constant. The 
approximation that results is so small as to be of negligible consequence, but results in enormous 
simplification of tae equations. 

2 Eq. (40) involves the same approximation as does Eq. (39), but again the error introduced is 
negligible and the simplification considerable. 
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is given in Fig. 19 for various conditions, in terms of a parameter g given by the lower 
part of Fig. 19. 
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Fig. 19.—Curves from which the separation between peaks can be determined for the case 
of two coupled circuits resonant at the same frequency. 


When the circuit Q's are not too unequal, and the coefficient of coupling greatly 
exceeds the critical value, Eq. (40) reduces to 





Frequency at peak of secondary voltage 1 (41a) 
Resonant frequency of tuned circuits ут + Е 
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Furthermore, in the very common case when the coefficient of coupling is small, Eq. 
(41a) becomes 


Frequency at peak of secondary voltage 
Resonant frequency of tuned circuits 


sic (41b) 


2 





In practical work, one is commonly 
interested in the frequency band over 
which the response in the secondary cir- 
cuit equals or exceeds the response at 
resonance. This band is illustrated 
schematically in Fig. 20, and can be 





fo 


Frequency Shown to be equal to 4/2 times the width 


Fre. 20.—Relationship between band of the frequency band between coupling 
width, and width between secondary peaks peaks,1 
existing when two circuits resonant at the 
same frequency are coupled together. 


The height of the peaks of response 
in the secondary circuit can be obtained 
by substituting the value of yp from Eq. (40) into Eq. (33). This gives 


Value of Е. at peaks 





ANE "БОС ^ 
Үр [VE + VE] [i - &(М@- ©) | 


It will be noted that the lower frequency peak is the highest peak. However, since 








Peak height (average) 
Response at resonance) 

















1 2 25 3 4 5 67890 
K _ Actual coupling 
Ке Critical coupling 
Fro. 21.— Universal curves giving the ratio of actual peak height to the response at 


resonance as a function of the coefficient of coupling for two coupled circuits resonant at 
the same frequency. 


Yp differs only slightly from unity in ordinary cases, it is customary to consider that 
the peaks are identical. 


1See Aiken, loc. cit, 
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When Q, = Q, the value of E./E approximates the maximum possible response 
that can be obtained, as given by Eq. (38). On the other hand, when Qp = Q, the 
peaks always have a height less than the maximum possible response in the secondary. 

The ratio of the mean of the responses at the two peaks to the response at resonance 
is plotted in Fig. 21 for a number of Q ratios. 
Universal Response Curves Equations (33) and (38) can be combined to give 


Actual voltage across 
secondary condenser 
Maximum possible volt- 
К d (42a) 
ge across secondary 
condenser with 
optimum coupling 





E 2n 
(1 + 5)“ [os 0 — ew + нь) (N& + N£)] 


Sere k _ actual coefficient of coupling 
ke critical coefficient of coupling 
cycles off resonance 











р = 7k А 
(+) Х resonant frequency 


T 


Universal curves based on Eq. (42a) are given in Figs. 22a and 22b for ke = 0, and 
К, = 0.05. These curves, especially when considered in conjunction with Figs. 18, 19, 
and 21, provide a complete and accurate picture of the response that can be expected 
when two resonance circuits are tuned to the same frequency and coupled together. 

Figure 22 shows that when both primary and secondary circuits have the same Q, 
the response curve separates into double peaks whenever the coefficient of coupling 
exceeds the critical value, and these peaks maintain a substantially constant height 
irrespective of their location. On the other hand, when the two circuits have different 
Q's, then if the coupling exceeds the critical value by only a small amount, the response 
curve still has a single peak, but with reduced response at resonance. Double humps 
do not occur until the coupling exceeds the critical value by an amount that depends 
upon the ratio Q,/Q;, and the peaks become slightly lower as the coupling increases. 

Practical Calculation of Coupled Systems Involving Two Resonant Circuits Tuned 
to the Same Frequency.—When it is desired to obtain the response curve of a given 
system, the relative shape of the curve of voltage developed across the secondary 
condenser can be determined with an accuracy sufficient for all ordinary purposes by 
the use of the universal curves of Fig. 22, interpolating between these in accordance 
with the Q ratio involved. The absolute magnitude of the curve can then be obtained 
by calculating the response at the resonant frequency with the aid of Eq. (35). 

An alternative procedure for the case where the curve shows two peaks is to calcu- 
late the response at resonance by Eq. (35), determine the location and height of the 
peaks by Figs. 19 and 21, or Eqs. (40) and (42), and then to note that the response 
beyond the peaks falls to the response at resonance when the frequency is 4/2 times 
as far from resonance as the coupling peaks. This information is sufficient to define 
the shape of the double peaked curve in the vicinity of resonance. If quantitative 
information is desired at frequencies differing from resonance by at least twice as 


160 


ae 


+ 





( 1 
со A o 


l 
5 


Actual Voltage Across Secondary Condenser 
Maximum Possible Voltage Across Secondary Condenser 
р 
S 


( 
N 
œ 


л 
< 


5 
о, 























RADIO ENGINEERS’ HANDBOOK [Sec. 8 
n= 10. zi 2 
ХА ES D 0 = ne 10, 
PINE А E v 
fl LN d. LLL. H Ви». 
Hn YEAY ра » 
| y п=052 
qeu 
«LI ы 


























_ actual coupling 








. critical coupling 





Кс= Critical coupling i 














Solid curves Кс =0 
Dotted curves Ke = 0.05 


























100 50 

















Qp_ | 
Q, !O 
2 Ш 95 a2 aor 02 05 


Cycles off resonance 
gus A лы 


ү 


20 10 5 


~+— Below resonance 





=: X resonant frequency 





10 20 











50 10 20 


Above resonance —+ 


50 100 



































4 
i 





















$ 
a 
RIS 
A 
КА 








© 
Oo 
т 
(Lead) 





Relative Phase of Voltage Across Secondary Condenser 


100 50 








--4--- ра 








- 


















































0 5 2 


20 
-—Below resonance 


10 05 02 0/01! 02 
p= Cycles off resonance 


Kex resonant frequenty 





05 10 20 


50 10 20 50 
Above resonance —= 


100 


Fie. 22a.—Universal curves giving the phase and relative magnitude of the voltage 
across the secondary condenser for the case of two coupled circuits resonant at the same 
frequency and having a Q ratio of unity. 


many cycles as do the peaks, this can be readily obtained by neglecting the circuit 
resistance and using Eq. (34). і 
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Fig. 22b.— Universal curves giving the phase and relative magnitude of the voltage 
across the secondary condenser for the case of two coupled circuits resonant at the same 
frequency and having a Q ratio of 5. $ 


Parallel Feed in the Primary Circuit —The analysis and discussion given above 
have all been for the case where the voltage was applied in series with the primary 
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circuit, as shown in Fig. 17. In many cases where coupled resonant circuits are 
employed, the excitation of the primary circuit is obtained by applying the voltage 
in parallel with the primary circuit through a resistance, as shown in Fig. 23а. This 
arrangement can be termed parallel excitation, and corresponds to the case when the 
coupled circuits are excited from a vacuum tube. 


Equivalent series 
resistance Cp 





Equivalent series ; 
voltage „7 


| 
| Е Gute РА 


WP Mod = w Cp (b) Equivalent series rud 
(a) Circuit with parallel excitation R (assuming В >> + ac) 


Ета. 23.—Actual and equivalent circuits for the case of parallel excitation of two coupled 
circuits. 


The parallel excited circuit of Fig. 23a can be reduced by Thévenin’s theorem to 
the equivalent arrangement shown in Fig. 235. This is accomplished by considering 
that the portion of the circuit to the left of the dotted line is the equivalent generator 
circuit supplying the remainder of the circuit. The principal effect of parallel excita- 
tion is to introduce an added resistance in series with the primary circuit that becomes 
greater the lower the series resistance № used in the parallel feed. The equivalent 
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(b) Equivalent circuit (assuming zero link losses) 





Fie. 24.—Actual and equivalent circuits for link coupling. 


series voltage also varies somewhat with frequency, but in a limited range, such as the 
region in which the resonance phenomena occur, can be considered as being sub- 
stantially constant. 

Link-coupled Circuits.—Two resonant circuits are often coupled together by a link 
circuit, as shown in Fig. 24a. When this arrangement is reduced to an inductively 
coupled circuit by the method of Par. 8, the result for negligible losses in the link is 
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as shown in Fig. 24b. It will be noted that the use of link coupling has the effect of 
reducing the equivalent primary and secondary inductance, and hence of raising the 
resonant frequencies. In other respects, the use of link coupling gives the same 
behavior as obtainable from ordinary inductive coupling. 

6. Coupled Circuits with Resonant Primary and Secondary Tuned to Slightly 
Different Frequencies.— When two circuits resonant at slightly different frequencies 
are coupled together, the behavior depends upon the coefficient of coupling and the 
relative and absolute circuit Q’s. When О, = Q., the response curve of secondary 
current (or voltage) has a shape of the same type as would be obtained if the two 
circuits were both resonant at the same frequency and coupled with an increased 
coefficient of coupling. In other words, the effect of detuning the circuits for the case 
of equal Q’s is equivalent, as far as shape is concerned, to increasing the effective 
coupling. The only difference is that detuning causes the absolute magnitude of the 
response curve to be less than when the same shape is obtained without detuning. 


(a) аР. (b) -Р=15 





“Moderate detuning 
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Relative Response 
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Ете. 25.— Curves illustrating the effect produced on the shape of the response curve 
by detuning primary and secondary circuits when the primary and secondary circuits do 
not have identical Q's. 


Analysis shows that when Qp = Q, the shape with detuning is as though the circuits 
were both tuned to the same frequency and coupled by an amount: 


Equivalent coupling 


corresponding to } = 4 k2 + (2) (43) 
0. 


detuned operation 


where k = actual coefficient of coupling. 
A = difference between resonant frequency of primary and secondary circuits. 
fo = frequency midway between primary and secondary resonant frequencies. 
In the more general case where the circuit Q’s are not the same, the secondary 
response curve is no longer symmetrical about the mean frequency, as shown in Fig. 
25. In cases where unsymmetrical peaks are obtained, the low-frequency peak will 
be depressed when the secondary is tuned to a higher frequency than the primary and 
the secondary Q is higher, or when the secondary is tuned to a lower frequency and 
the secondary Q is the lower. Otherwise the high frequency peak will be depressed. 
Detuning produces much more effect upon the shape of the primary current curve 
than upon the secondary response, and if the detuning is at all large the primary 


1See Harold A. Wheeler and J. Kelly Johnson, High Fidelity Receivers with Expanding Selectors, 
Proc. I.R.E., Vol. 23, p. 594, June, 1935; or C. B. Aiken, loc. cit. 
Equation (43) involves the assumption that A/fo is small compared with unity. 
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current curve will have only a single peak, even though the secondary response shows 
pronounced double peaks. 

7. Capacitive and Direct Inductive Coupling.—Examples of capacitive and direct 
inductive coupling are given in Fig. 26. The behavior of these circuits follows the 
same general character as that discussed for inductive coupling. Thus the secondary 
circuit can be considered as producing an equivalent coupled impedance in the primary 
circuit, and the primary circuit can be considered as inducing in the secondary a 
voltage that gives rise to the secondary current. The analysis for these cases can be 
worked out in a manner exactly analogous to the inductively coupled case. In fact, 
with direct inductive coupling, the same equations apply without change if the 
coupled inductance L, is substituted for the mutual inductance M appearing in the 
inductively coupled equations. 


———— 6 
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Fic. 26.—Circuits with simple capacitive and inductive coupling. 


In the case of capacitive coupling, the equations already given for inductive 
coupling still apply, provided that one substitutes 1/jwC,, for jwM in the equations 
for inductive coupling. This means that the mutual impedance varies inversely 
instead of directly with-frequency, being now 1/«C, instead of «М. However, in a 
limited frequency range, such as that represented by the region about resonance, the 
difference is inconsequential. As a result, capacitively coupled circuits with a given 
coefficient of coupling act substantially the same as the corresponding inductively 
coupled circuit with the same coefficient of coupling. Hence when primary and 
secondary are both tuned to the same frequency, the secondary current characteristic 
has two humps if the coupling is large, t.e., if the condenser Cm is small, whereas there 
is only опе peak of secondary current when the coupling is small, 4.e., when condenser 
С» is large. 

8. Systems in Which Coupling Varies with Frequency.— Systems of this type are 
often used in arrangements involving circuits tunable over a wide-frequency range. 
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Examples are the tuned radio-frequency circuits and antenna-coupling circuits of 
radio receivers, which are normally adjustable to be resonant over a three to one 
frequency range. In such arrangements, it is desirable to maintain substantially con- 
stant response over the entire tuning range. 

Two methods are commonly used for attacking this problem. The first combines 
either tuning the circuits by variable condensers and using capacitive coupling or 
tuning by variable inductances and using inductive or direct inductive coupling. 
In the first of these arrangements, the coefficient of coupling is proportional to 1/f*; 
in the latter, it is proportional to f?. C. L Lc 

The second method is to employ combined electro- POP $ 5 
static and magnetic coupling. A simple example of 
such coupling is illustrated in Fig. 27. Here the cou- 
pling is capacitive at low frequencies and inductive at 
high frequencies, because the coupling combination of 
Cm in series with Lm has capacitive and inductive 
reactance under these respective conditions. In be- Fie. 27.—Cireuit with 
tween, at the resonant frequency of Lm and Cm, there combined capacitive and 
» ^ combined inductive coupling. 
is zero coupling. 

An almost unlimited number of arrangements for combining electrostatic and 
magnetic coupling are possible. A number of representative cases, and the ones most 
likely to be encountered in radio work, are shown in Figs. 28 to 34.2 All these arrange- 
ments show a tuned secondary circuit LC with primary input terminals indicated by 
P. The part between the input terminals and the secondary can be thought of as 
representing the coupling system. 

Analysis of Circuits with Combined Coupling.—The simplest method of analyzing 
these various forms of coupled circuits is to take advantage of the fact that all of them 
can be reduced to the simple coupled circuit of Fig. 35, provided that suitable values 


=H 5) 8. L (S) #c 


TT 


P) C2 Ly Li Ci 


P) zz C2 





(a) (b) 

REC ВИ Mc 
(Сс +) АСЕ 
L,(I-K?) neglected L; (I-K?) neglected. 

М; C2 << LC, Му C; «LC 


Fig. 28.— Circuits with complex coupling having coupling condensers in series with the 
tuning condensers. 


are assigned to Zp, Zs, and M. The rules that determine the values of these quanti- 
ties in the simple equivalent circuit are as follows: 


1. The equivalent primary impedance 2 of the equivalent circuit is the impedance that is measured 
across the primary terminals of the actual circuit when the secondary circuit has been opened. 

2. The secondary impedance Zs of the equivalent circuit is the impedance that is measured by open- 
ing the secondary of the actual circuit and determining the impedance between these open points when 
the primary is open-circuited. 


1 An exhaustive treatment of this is given by Н. A. Wheeler and W. A. MacDonald, Theory and 
Operation of Tuned Radio-frequency Coupling Systems, Proc. I.R.E., Vol. 19, p. 738, May 1931. See 
also Edward Н Loftin and S. Young White, Combined Electromagnetic and Electrostatic Coupling 
and Some Uses of the Combination, Proc. I.R.E., Vol. 14, p. 605, October, 1926. 

2 These are from Wheeler and MacDonald, loc. cit. 
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3. The equivalent mutual inductance M is determined by assuming a current Го flowing into the pri- 
mary circuit. The voltage that then appears across an open circuit in the secondary is equal to — je MI». 

In making use of the equivalent circuit of Fig. 35, it is to be remembered that the 
values of Zp, Zs, and M may all vary with frequency, so that it is generally necessary 
to determine a new equivalent circuit for each frequency at which calculations are 
to be made. 

After the actual coupled circuit has been reduced by the preceding procedure to 
its equivalent form, shown in Fig. 35, one can then apply the formulas that have 
already been given for inductively coupled circuits, using the appropriate values M, 
Zs, Zp, ав determined for the equivalent circuit. This procedure has the advantage 
of using the same fundamental formulas to handle all types of coupling, and makes 
it possible to carry on the analysis in the same manner for all cases. 














L C, С,+С2 M М C; +С2 
"түс; * 2 7 m= RET —d1— 
йз ге 
2. | T ч. 
02° TCC) Е, (1+2) 


L; (1-К2) neglected 





(с) ‘Same as (b) 


Ета. 29.—Circuits with complex coupling having high-inductance primaries not inductively 
coupled to the secondaries. 


The quantity M that appears in the equivalent circuit represents the effective 
coupling that is present between the primary and secondary circuits. It is not neces- 
sarily a real mutual inductance of the inductive type, but rather a sort of mathematical 
fiction that gives the equivalent effect of whatever coupling is really present. If the 
actual coupling is capacitive, the numerical value of M will be found to be negative; 
if the coupling is of a complex type representing both resistive and reactive coupling, 
the numerical value of M will be found to have both real and imaginary parts. The 
proper procedure, in any case, is to take the value of M as it comes and substitute it 
with its appropriate sign and phase angle whenever M appears in the expressions for 
inductively coupled circuits. 

Application of Analysis to Circuits of Figs. 28 to 34.—Equations for the equivalent 
mutual inductance of circuits of Figs. 28 to 34 are shown below each circuit diagram. 
In these equations and circuits, a uniform nomenclature has been used as follows: 

L = tuned secondary coil. 
C = secondary tuning condenser. 
L, = primary coil of low inductance closely coupled to secondary coil. 
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L: = primary coil of high inductance not closely coupled to secondary. , 
М: = mutual inductance between L and Гл. 
М» = mutual inductance between L and Lz. 
Mis = mutual inductance between Lı and Lz. 
ki, К, and ki = coupling coefficients corresponding to Mi, М», and Му, 


respectively. 
C, = coupling condenser. 
C: = capacity across input terminals (such as tube capacity). 
w = resonant frequency of primary circuit as viewed from input terminals Р. 
Relative polarity of coils is indicated by the way in which coils are drawn: thus in 
Fig. 30c, L and L: have opposite polarity from Г, and Гл in Fig. 304. 





(b) LC, 
mM Met Cac, 
"On [шү 

Ga) 





w$: 


L2 C; (I-K2) 22 kx oer ot 
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(a) Same as (c) 
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Same а$ (с) 


Fic. 30.—Circuits with complex coupling having high-inductance primaries inductively 
coupled to secondaries. 


In the circuits of Figs. 28 to 34, C, can in some cases be supplied by the stray 
capacity between coils and in other cases, by the distributed capacity of the high 
inductance primary coil L;. Nearly all the circuits of Figs. 28 to 33 are character- 
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2 CC 
e * (2y 


шо? = ТЕКИ ҮҮ 
2 L2 (C,+Cz)(I-KpKjo/K)) 
Ly (l-K; К/К) neglected 


Fie. 31.—Circuits with complex coupling having high-inductance primaries inductively 
coupled to secondaries. 





(6) мо 
_ мусу, Mete 
"m= C; 2 
к еу 
we 
ш? = 1/L2 (Ci+C2) (1-K2 Kp /K,) 
Li (17K; Ki, /K2) neglected 





"UOS (ey 


ш = (Cr Cz) (I= Ко К /К,) 
(К Ki2/K2) neglected 


о 





C 
Same as (d) Same as (d) 


Ета. 32.—Circuits with complex coupling having high-inductance primaries coupied to 
secondaries by coupling coils. 
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ized by having an equivalent mutual inductance that is the sum of two components, 
one of which is independent of frequency, the other of which decreases rapidly with 
frequency. In all the arrangements having a high inductance primary Lz, the rate of 





2. | 
ПЕ erc elis ahs 
LiCl- Kı Kip /Kz) neglected 2 Ly (+62) (1- Ка Ко /Кь) 


Fic. 33%—Circuits with complex coupling having high-inductance primaries coupled to 
coupling coils in secondary circuits. 





co 2- 
? Lg (©+62) (Fo К/К) 
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e» 
co 
2. 2. CC 
05 = д = 1 2. 
2 Lg (L-L2) (C+ Cz) P Рут 


Fic. 34.— Circuits with complex coupling in which the equivalent mutual inductance varies 
according to a different law from that applying to Figs. 28-33. 


rise of the variable component at low frequencies is determined by how close the 
resonant frequency w2/2mr of the primary circuit is to the frequency under considera- 
tion. The circuits of Fig. 34 differ from those in Figs. 28 to 33 in that the equivalent 
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mutual inductance equals a fixed value minus a component that increases with 
frequency. 
Typical curves showing ways in which the equivalent mutual inductance can be 
made to vary with frequency with different coupling systems are shown in Fig. 36. 
9. Band-pass Filters Based on Coupled Resonant Circuits.—A response curve of 
secondary voltage having a relatively flat top with steep sides can be obtained by 
properly coupling two circuits resonant at the same 


(МА frequency, as is apparent by examining Fig. 22. The 
resulting arrangement is commonly termed a band- 

z) G pass filter, and has characteristics particularly desir- 
P 5 able for handling modulated waves, because the 


response can be made practically the same to side- 
Fig: 35.—Equivalent form for band frequencies as to the carrier. In contrast with 
any coupled circuit. this, ordinary resonance curves have a rounded top 
and so discriminate against the higher side-band fre- 
quencies in favor of the carrier and lower side-band frequencies. 

Design of Band-pass Circuits Where Primary and Secondary Are Tuned to the Same 
Freguency.—In order to obtain band-pass characteristics in this way, it is necessary 
to adjust the coefficient of coupling and the circuit Q’s properly in order to obtain the 
desired width and flatness of the response characteristic. Whereas the width and 
flatness of the top of the response curve are both affected by the coefficient of coupling 
and the circuit Q’s, the width of the top is determined primarily by the coefficient of 
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Relative M 


Frequency Frequency 
(о) System of Fig.26(a) with capacity tuning (Ы) System of Fig. 26(c) with inductive tuning 
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(c) System of Fig 29(b) (d) System of Fig. 34 (а) 


Ета. 36.— Curves showing some of the ways in which the equivalent mutual inductance 


can be made to vary with frequency in systems combining electrostatic and magnetic 
coupling. 


coupling, and the flatness of the top depends mainly on the circuit Q's. Large 
couplings correspond to wide tops, high Q's give pronounced double peaks, and low 
Q's cause the top to be rounded off. 

The actual design of band-pass filters to give a desired performance can be carried 
out by the use of Figs. 19 and 20 and Eqs. (39) to (42) The method of doing this is 
illustrated by the following example: 
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Example.—It is desired to design a band-pass filter such that over a 10-ke band the output voltage is 
at least equal to the response at the middle of the band and does not exceed this response by a factor 


greater than 1.2. 
are to have identical Q's. 


The band width between peaks is 10/4//2 = 7.07 Кс, so that Af/fo = 7.07/162 = 0.0436. 
reference to Fig. 21 shows that for Ор = Qs 
and a peak 1.2 times the response at reso- 


nance, k/ke must be 1.86. If we turn to Fig. 
19, we see that this corresponds to g = 0.84, 


and k = 0.051. Hence 
1 1.86 
9-7 7 од = 36.5. 


Аз a rough design rule for the 
case where Q, and Q, are approxi- 
mately equal, a reasonably flat 
topped characteristic can be ob- 
tained over a frequency band ap- 
proximately 1.2 kf» where fo is the 
frequency at the center of the band 
and k is the coefficient of coupling. 
The corresponding circuit Q’s should 
then approximate the relation 
V 0,0, = 1.75/k.1 

Effect of Resonant Frequency on 
Band Width.—Where a band-pass 
filter is used for tuning purposes 
instead of a simple resonant circuit, 
the position of the pass band is 
ordinarily controlled by the use of 
identical primary and secondary 
variable condensers mounted on a 
common shaft. The width of the 
pass band in cycles is then approxi- 
mately proportional to the resonant 
frequency of the circuits when induc- 
tive or direct coupling is used and 
approximately inversely proportional 
to the resonant frequency when 
capacitive coupling is employed. If 
the width of the pass band is to be 
constant irrespective of the fre- 
quency at which the band is located, 
it is necessary for the coefficient of 
coupling to be inversely proportional 
to the resonant frequency. Such a 
coefficient can be obtained by vary- 
ing the coupling with the same con- 
trol that adjusts the primary and 
secondary circuits, or can be ap- 


The pass band is to be centered on 162 kc, and the primary and secondary circuits 


Also, 


Qs=@p=100 
"Koo “^^? 
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(d) Schematic circuit for combining inan 
amplifier system 


Ета. 37.—Diagram illustrating how band- 
pass action can ‘be realized by combining a 
double-humped curve obtained from a pair of 
coupled circuits, with a simple resonant curve. 
By using proper circuit proportions, band-pass 
action is realized irrespective of the coefficient of 
coupling between the pair of coupled circuits. 


proximated by the use of combined inductive and capacitive coupling. 
Band-pass Characteristics by Detuning of Coupled Circuits —When the primary and 


secondary circuits have the same Q, a slight detuning produces the same effect, as far 
as the shape of the secondary response curve is concerned, as increasing the coefficient 
1 Design proportions in the case where Qs and Qp differ appreciably are discussed in Par. 19, Sec. 5. 
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of coupling to a value \/ + (A/fo)?, where k is the actual coefficient of coupling, A is 
the difference between the resonant frequencies, and f, is the average of the two reso- 
nant frequencies. The only essential difference between detuning and increasing the 
coupling is that with detuning the magnitude of the response is less than if the same- 
shaped curve is obtained by increasing coupling. 

When the primary and secondary circuits have appreciably different Q’s, detuning 
causes one side of the response curve to be depressed, as illustrated in Fig. 25, with a 
resulting undesirable characteristic. 

Detuning effects in band-pass filters are of importance primarily because such 
detuning may occur accidentally through improper adjustments. This method 
of obtaining band-pass characteristics is not generally employed because of the neces- 
sity of maintaining equal primary and secondary circuit Q’s and because of the prac- 
tical difficulty of adjusting the circuits to the proper resonant frequencies. 

Band-pass Action Obtained by Combining a Single- and Double-peaked Resonance 
Curve with a Simple Resonance Curve.—Band-pass action can also be obtained by 
combining a double-peaked curve with the resonance curve of a simple single circuit, 
as shown in Fig. 37. Good band-pass characteristics result when the circuits are so 
proportioned that the product of the double-peaked and single-peaked curve is the 
same at resonance and at the two peaks. Analysis shows that this condition is 
obtained when the circuit Q’s satisfy the relation” 

о. = 2 (44) 
т 9 
Qe 


where Qı and ©» apply to the two circuits that are coupled to give the double-peaked 
curve, and Оз applies to the simple resonant circuit. For Qı = Qz, Eq. (44) requires 
that the Qs of the single resonant circuit should be half that of the two resonant circuits 
that are coupled together. 

The condition specified in Eq. (44), is independent of the coupling. Hence if the 
Q’s of the various circuits satisfy Eq. (44), variation of the coupling between the two 
coupled circuits will vary the width of the pass band without destroying the band-pass 
action, as shown in Fig. 37. 


TRANSMISSION LINES? 


10. Basic Equations and Concepts.—The voltage and current relations that exist 
on a transmission line can be expressed by the equations 


Е, = Е, cosh \/Й УТ + 1,Z sinh 27 
I, = I, cosh A/ZYI + x sinh /ZY1 (45) 


0 


where Zo = V Z/Y = characteristic impedance. 

SLY 

1A more detailed discussion of band-pass filters of this type is given by Harold A. Wheeler and J. 
Kelly Johnson, High Fidelity Receivers with Expanding Selectors, Proc. I.R.E., Vol. 23, p. 594, June, 
1935, and Ho-Shou Loh, On Single and Couple Tuned Cireuits Having Constant Response-band Char- 
acteristics, Proc. I.R.E., Vol. 26, p. 469, April, 1938. 

2 Actually, the band-pass characteristic is slightly improved if the single peak curve corresponds to a 
Q slightly less than the value called for by Eq. (44). 

3 More detailed information on the theory of transmission lines can be found in many books on the 
subject. A good treatment for the radio engineer is to be found оп pp. 94-178 of W. L. Everitt, “ Com- 
munication Engineering,” 2d ed., McGraw-Hill, New York. Other good books are L. F. Woodruff, 
‘Electric Power Transmission and Distribution, 24 ed., Wiley, New York; F. W. Norris and L. A. 
Bingham, “Electrical Characteristics of Power and Telephone Transmission Lines,” International 
Textbook, Scranton, Pa.; А. E. Kennelly, “ Hyperbolic Functions as Applied to Electrical Engi- 
neering,” McGraw-Hill, New York. 


propagation constant (or hyperbolic angle per unit length). 


Par. 10] CIRCUIT THEORY 173 


Z = В + jeL = series impedance per unit length. 
Y = С + jeC = shunt admittance per unit length. 
1 = length from receiver in same units as Z and У. 
R, L, C, and С = resistance, inductance, capacity and leakage, respectively, 
of line per unit length. 
E and I are voltage and current, respectively. 
Subscript s denotes sending or generator-end quantity. 
Subseript r denotes receiving-end or load quantity. 
Characteristic Impedance.— The characteristic impedance Zo appearing in Eq. (45) 
is given by the relation 


4\2 - R + jeL 
G ге 


Z= 
_ МЕ (46) 
} + до 


The characteristic impedance has the dimension of ohms, and is determined by the 
line proportions and the frequency. 

At all radio frequencies, and also usually at all but the lowest audio frequencies, 
the ratios R/wL and G/wC are so small that the characteristic impedance can be taken 
as a pure resistance of 4/L/C ohms. Furthermore, even when the line losses are not 
negligible, if R/wL = G/wC, the characteristic impedance is still a pure resistance 
equal to 4/L/C ohms. 

At frequencies so low that R is comparable with wL апа С comparable with «С, 
the characteristic impedance varies with frequency, and approaches R/G as the 
frequency approaches zero. 

Formulas and curves giving the characteristic impedance of various types of lines 
with air insulation are given in Figs. 38 and 39 for the case of high frequencies.! 
When dielectric insulation is employed, as with cables, the characteristic impedance 
is lower than the value with air insulation by the factor of 1/4//k, where k is the dielec- 
tric constant of the insulation. 

Attenuation Constant.—The propagation constant 4/ZY is commonly divided into 
real and imaginary parts 





МДҮ = a + jp (47) 


The real part а is termed the attenuation constant and determines the energy dissipated 
in the line. The attenuation constant is determined by the resistance and leakage of 
the line, the frequency, and the extent to which R/L differs from С/С. At low fre- 
quencies, о = 4/ RG, which is the lowest possible value that the attenuation constant 
can have with a given resistance and leakage. As the frequency increases, the 
attenuation constant will in general become larger until at frequencies such that 
wL >> Rand eC < < G, it reaches the limiting value 


Attenuation constant | _ В GZ, 


at high frequencies 27% + EN (48) 


In the special case where R/L = С/С, the attenuation does not increase with 
frequency and maintains its value a = 4// RG for all frequencies, even including very 
high frequencies, as shown by substitution in Eq. (48). А line with these particular 


1 The formulas in Fig. 38 are from J. Е. Morrison, Transmission Lines, Western Electric Pickups, 
December, 1939. See also R. D. Duncan, Jr., Characteristic Impedance of Grounded and Ungrounded 
Open-wire Transmission Lines, Communications, Vol. 18, p. 10, June, 1938. 
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Fig. 38.—Characteristics of various types of transmission lines erected parallel to a per- 
fectly conducting earth. 
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proportions is said to be a distortionless line because it has the same attenuation for 
all frequencies. 

In lines in which the insulation is primarily air, the leakage conductance G 
approaches zero. Also, at high radio frequencies, skin effect is so great that the 
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Fig. 39.—Characteristic impedance of common types of transmission lines. 


resistance of the conductors is given accurately by Eq. (7), Sec. 2. Under these 
conditions for a copper line, one has the following: 
For two-wire line: 


V Sime 


a = 0.00362 py рег 1,000 ft (49) 
din logio =) 


1 This neglects proximity effect. For very close spacing, this value of а should be multiplied by the 
‘actor given in Fig. 6, Sec. 2. 
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For concentric line: 


ve (t) 


Di, logio (7) 


where fmc is the frequency in megacycles and d and D have the meanings shown in 
Fig. 39, and are in inches (indicated by the subscript in). 

In the case of a concentric line, if D is fixed, the lowest attenuation occurs when 
D/d = 3.6, corresponding to Zo = 77 ohms and giving 


a = 0.00362 per 1,000 ft (50a) 


Attenuation a of optimum 
concentric line per ! = 0.0299 V fme (50b) 
1,000 ft Din 


The power that can be transmitted for a given maximum voltage gradient in a con- 
centric line having an outer conductor diameter D is a maximum when D/d = 1.65, 
corresponding to Zo = 30 ohms. 

Values of attenuation constants expressed in db per 1,000 feet are plotted in Fig. 40 
for two-wire and concentric copper lines having air insulation.1 When solid insulation 
is employed, the attenuations will be much greater. Thus cable with rubber insula- 
tion can be expected to have an attenuation from 10 to 50 times that of a Неа 
600-ohm air-insulated two-wire line.? 

Phase Constant, Wave Length, and Velocity of Phase Propagation.—The imaginary 
part В of 4/ZY is termed the phase constant, and determines the wave length and 
velocity of phase propagation. 

A wave length is defined as a length of line J such that 81 = 2r. Hence 


Length corresponding | 2т 


to one wave length praes B en 


In the case of lines with air insulation, the distance corresponding to a wave length 
will be only very slightly less than the wave length of a radio wave of the same fre- 
quency traveling in space. Accordingly 


Approximate wave length for | _ 800,000,000 
Sa M 


lines with air insulation meter (52) 


where f is in cycles. 

With dielectric insulation, as in the case of cables, the wave length is less than with 
air insulation by the factor 1/+/k, where k is the dielectric constant of the insulation. 

The product of frequency and wave length corresponds to velocity, and is termed 
the velocity of phase propagation or simply wave velocity. This is not a true velocity 
in the sense that something tangible actually travels at a certain speed, but rather 
means that the relative phases at different places on the line are such as to give the 
appearance of velocity. With air insulation, the velocity at high frequencies is practi- 
cally the same as the velocity of light; while with dielectric insulation the velocity is 
1/^/Е as great. 

Hyperbolic Functions and Complex Components.—The hyperbolic functions cosh = 
and sinh z appearing in Eq. (45) (where 4/ZYI = =) represent certain combinations 
of exponents as follows: 

1The attenuation in db is 8.686 al, and gives the energy loss in db for the line operated as a non- 
resonant line (see Par. 14). 


2 For further information, see C. C. Harris, Losses in Twisted Pair Transmission Lines at Radio 
Frequencies, Proc. Г.В.Е., Vol. 24, р. 425, March, 1936. 
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e? + Е? 
cosh z —— 


e? — Е? 
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sinh z 
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(53) 


The more common and useful properties of hyperbolic functions are given in Par. 15, 
Sec. 1. Values of the function when х is real are tabulated in Pars. 6, 7, and 8, Sec. 1. 
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Fic. 40.—Attenuation of two-wire and concentric transmission lines. 
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When z is complex, as is the case in Eq. (45) where = = y ZYL = al + j8l, the 
hyperbolic function can be evaluated by any one of the following methods: (1) the 
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use of Kennelly’s charts,! (2) expansion of the complex hyperbolic function into func- 
tions of real circular and real hyperbolic angles, and (8) direct evaluation of the com- 
plex exponents appearing in the definition of the function. Examples illustrating 
the details involved in applying the second and third methods are as follows: 


Example 1.—Evaluate sinh 2 760° by the expansion method. 
sinh 2/60° = sinh (1.0 + 71.732) 
Referring to Par. 15, Sec. 1 


sinh (1.0 4- j1.732) sinh 1.0 cos 1.732 + 7 cosh 1.0 sin 1.732 


1.175 X (—0.1599) + 1.547 X 0.987 
—0.188 + 21.525 
1.53/97*0' 


ШИШ 


Example 2.—Evaluate sinh 2/60° by direct evaluation of the complex exponents, 


2/60" _ ,-2/00° 
sinh 2/60° жа жй ы-нын 


2 
But 2/60° = 1.0 + 1.732 
+, 2160" м costa = ео /1.732 radians 
= 2.718/99°12’ = —0.434 + 12.675 

Similarly 

—2/60° 1 oor 

e — = 2760" = 0.368/ — 99°12 

= —0.0589 — 20.363 

Hence 


—0.434 + 0.0 jQ. 0.363 
sinh 2/80* = 34 + a 675 + 0.363) 


= —0.187 + 71.52 
= 1.53/97*0" 


The relationships represented by cosh (о + 78) and sinh (о + j8)! are wavy 
curves with regular but progressively decreasing amplitude of oscillation and increas- 
ing mean amplitude as | becomes greater, as shown in Fig. 41. The difference between 
cosh х and sinh z is that the latter begins at zero, the former at unity. In both cases, 
а maximum or minimum occurs whenever В passes through a multiple of 7/4. On 
the other hand, the amplitude of the maxima and minima increases as al becomes 
greater, whereas the range of the oscillations becomes less, as shown in Fig. 41. 

Note on Handling Complex Quantities in Polar Form.—All the terms appearing in 
Eqs. (45) are vector quantities. In order to carry on the multiplications, divisions, 
and extraction of roots that are indicated, it is convenient to express Z, Y, Zo, 
cosh 4/ZYI, etc., in polar form. The following rules for manipulation then apply: 

Produets are formed by multiplying magnitudes of the vectors and adding their angles. 

Quotients are formed by dividing magnitudes and subtracting angles. 

Sums and differences are obtained by converting to rectangular form and adding the real and 
imaginary parts separately, after which conversion can be made to polar form if desired. 

Square roots are obtained by taking the square root of the vector magnitude and dividing the 
angle by two to obtain the resulting vector. 


Powers are obtained by raising the length to the appropriate power and multiplying the angle by 
the power. 


11. Voltage and Current Distribution— Wave Trains and Their Reflection.—The 
expressions for the voltage and current relations of a transmission line given by Eqs. 
(45) can be rearranged as follows: 


1A. Е. Kennelly, Chart Atlas of Complex Hyperbolic and Circular Functions, Harvard Univ. 
Press, Cambridge, Mass., 1924. 
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Е, = (= + LZ) VOM ү (2 = 2) мт 
Е а (54) 
[72| var " Lo} -у2т 
I, = € + —3- Ды 


It is to be noted that J is distance from the load. This shows that the voltages and 
currents existing on the line can be considered as comprising the sum of two com- 


ponents. The first of these consists 
of a voltage having a magnitude 
(Е, + I,Z)/2 accompanied everywhere 
by a current that is equal to this volt- 
age divided by the characteristic im- 
pedance.' This first component is pro- 


portional to «VZ ҮІ and can be termed 
a wave train traveling toward the receiver. 
The second component consists of a 
voltage (E, — 1,Zo)/2 accompanied by 
a current equal to the voltage divided 
by —2. This component is propor- 
tional to e- VZYl and can be termed 
a wave train traveling from the receiver 
toward the generator. This second wave 
train can be thought of as resulting 
from the reflection of the first wave 
train by the load impedance at the 
receiver end of the line. For this rea- 
son, the wave traveling to the receiver 
is often designated as the incident wave, 
while the second wave is termed the 
reflected wave. 

Reflection of Wave  Trains.— The 
incident and reflected waves existing at 
the receiving point must be so related 
as to give the required receiver voltage 
and current, and at the same time 
satisfy the properties of the wave trains. 
The vector ratio of voltage of the re- 
flected wave to voltage of the incident 
wave is termed the coefficient of reflec- 
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Fic. 41.—Curves showing the nature of the 
functions cosh (o + j8) and sinh (о + 78). 


tion, and depends upon the vector ratio 21/20 of load impedance to characteristic 


impedance according to the equation 


Coefficient of reflection = 


Zi 


—1 
A — (55) 
z +1 
Zo 


The vector ratio of voltage of the incident wave to the receiver voltage is 


Voltage of incident wave _ 


1 + 75 





Receiver voltage E 


(56) 
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The magnitude and phase angle of the reflection coefficient can be conveniently 
obtained from Fig. 42 for a given Zz/Z».! 

Characteristics of Wave Trains.—Considering first the incident wave, as the distance 
from the receiver increases (5.е., as ~/ZY1 increases), the size and phase of this wave 
varies by the factor eV ZYl = канва = «1/81. The amplitude hence increases 
exponentially according to the factor є, At the same time, the phase advances by 
the factor 81 radians, or В radians per unit length. 
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Magnitude of Reflection Coefficient 
Fra. 42.—Chart giving the magnitude and phase of the reflection coefficient at the load 
in terms of the vector ratio Zr,/Ze of load to characteristic impedance. The numbers on 
the curvilinear system of coordinates represent the magnitude and phase of the ratio 
Z1/Zo. 


If we turn next to the reflected wave, the variation of magnitude and phase with 
increase in [is according to the factor e^ УЕЙ = e ев» = e-at/ —61. The amplitude 
now varies according to e~®, and so decreases exponentially with increasing distance 
from the receiver. At the same time, the phase drops back 8 radians per unit length, 
or by a total amount £l radians. 

It will be noted that the phase shift of the individual wave trains is 2 radians 
per wave length or 90° per quarter wave length. It is also to be noted that when ai 
is small there is very little change in magnitude of the individual waves. 

Voltage and Current Distribution with Different Receiving-end Terminations.—The 
actual voltage and current existing on a transmission line is always the vector sum 


1 An equivalent chart expressed in a different form is given by P. S. Carter, Charts for Transmission- 
line Measurements and Computations, R.C.A. Rev., Vol. 3, p. 355, January, 1939. 
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of the two wave trains described above. The nature of the resulting distribution 
depends upon the relative amplitude and phase of the two wave trains at the receiv- 
ing point, upon the phase shift £l, i.e., upon the distance to the receiver measured in 
wave lengths, and upon the attenuation оі to the receiver. 

With an open-circuit receiver, Eq. (56) shows that the reflection coefficient is +1. 
This means that at the reflection point, the incident and reflected waves have the 





(a) Open receiver 
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Fic. 43.—Types of voltage and current distributions produced on transmission lines by 
different load impedances. 


same amplitude, with both voltages in the same phase and the two currents in phase 
opposition. The vector sum of two such wave trains is shown in Fig. 43a. The 
voltage minima occur at distances from the receiver corresponding to an odd number 
of quarter wave lengths. These are points at which the phase advance £l of the inci- 
dent wave and the phase retardation — 8l of the reflected wave are such as to cause 
the two voltages to be out of phase. The current maxima and minima coincide with 
voltage minima and maxima, respectively. 
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With a short-circuited receiver, the reflection coefficient is —1. The reflection 
is again complete, but takes place with reversal in voltage and no change in phase of 
current. Accordingly, the distributions are similar to those obtained with an open- 


circuit receiver, except that the voltage and current curves have been interchanged, 
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(a) Effect of attenuation on voltage distribution- 
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Fie. 44.—OCurves showing the effect of the 
attenuation constant and phase constant on the 
voltage distribution in an open-circuited trans- 
mission line. 


as shown in Fig. 43e. 

When the load impedance equals 
ihe characteristic impedance, the 
reflection coefficient is zero, 4.е., 
there is no reflected wave train. 
The current and voltage distribution 
then follow an exponential law, as 
Shown in Fig. 43c, and no resonances 
are present. 

With load impedances having the 
same phase angle as the characteris- 
ticimpedance but greater magnitude, 
the reflection coefficient is positive 
but less than unity. The reflected 
wave then has the same phase rela- 
tions as for the open-circuit receiver, 
but is less in magnitude. This re- 
sults in a distribution of the type 
Shown in Fig. 43b, which is similar 
to the open-circuit case, but with 
less pronounced resonances. The 
corresponding situation when the 
load impedance is less than the char- 
acteristic impedance resembles the 
short-circuit case, but again the 
resonances are less pronounced, as in 
Fig. 43d. 

Load impedances having a phase 
angle differing from the characteris- 
tic impedance by 90? (corresponding 
to a reactive load and a resistance 
characteristic impedance) give a re- 
flection coefficient that is unity, but 
that has a phase shift associated 
with it. The resonances are then 
just as pronounced as in the open- 
and short-circuit cases, but the posi- 
tion where the first voltage minimum 
occurs is displaced toward the re- 
ceiver with capacitive loads and 
away from the receiver with induc- 


tive loads, as compared with the open-circuited line (see Figs. 43f and 43g). The 
amount of this displacement is 5/4 wave lengths, where ô is the phase angle of the 
reflection coefficient. 

In the case where the load impedance has both a reactive and a resistive compo- 
nent, the reflected wave is smaller than the incident wave and also has its phase 
shifted. This causes the ratio of maximum to minimum amplitudes to be smaller 
than with complete reflection and also modifies the distance from the receiver at which 
the first minimum occurs. 
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Effect of Attenuation Constant and Phase Constant (or Frequency) on Distribution 
Curves.— The attenuation constant determines the rate at which the amplitude of the 
individual wave trains varies. When the attenuation is very small, the waves change 
only very slightly in amplitude when traveling large distances, and the envelopes of 
the voltage and current distribution curves therefore change only slightly. On 
the other hand, when the attenuation constant is large enough so that є differs 
appreciably from unity, the wave trains change their amplitude relatively rapidly. 
As the distance from the receiver is increased, the incident wave rapidly becomes 
larger, and the reflected wave dies out. This results in the behavior that is shown in 
Fig. 44a. 

The phase constant 8 is almost exactly proportional to the frequency, and deter- 
mines the length required to give a quarter wave length. Increasing £ (as, for example, 
by increasing the frequency) accordingly causes the maxima and minima of the dis- 
tributions to be more closely spaced, as shown 
in Fig. 446. 

Phase Shifts Produced by Lines.—In the 
case of a nonresonant line (load impedance 
= characteristic impedance), there is only a . 
single wave train. The voltage (or current) Magnitude Receiver 
then shifts in phase uniformly at the rate of 
2r radians for each wave length, the phase 
advancing as the generator is approached. 

When resonances occur, the phase relations 
are more complicated. The phase of the volt- 
age (or current) distribution still advances 
180? from one minimum in the distribution to 
the next minimum toward the generator, but Phase angles 
unlike the resonant line, most of the phase Fra. 45.— Variation of the phase of 
shift tends to take place in the vicinity of the voltage and current on an open- 
iim circuited transmission line with in- 

Phase relations are shown in Fig. 45 for терлик distenge 14 the ова 
conditions corresponding to the case illustrated in Fig. 43a. 

12. Impedance Properties of Transmission Lines.— The sending-end impedance 
of a transmission line is 











21 " 
Sonding-end | Е E^ (2) cosh V ZYL + sinh V ZYL ‘ei 
. = = 0 
ünpedanga (cosh VZYI + 22 sinh VZ y) 
0 
In special limiting cases, this reduces to 
С . (2 L ) 
Open-circuit receiver = 
0 
Z,- — Zo | 
* tanh ZYI (58) 
Short-circuited receiver (2: = о): 
0 
Z: = Zo tanh V ZYL (59) 
Nonresonant line (Zr = Zo): 
2, = бо = 21 (60) 
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In these equations, tanh y ZYL = sinh 4/ZYi/cosh 4/ZYl, and the remaining 
notation is the same as used above. 

The variation of line impedance with frequency (or length) is given by the same 
factors that control the voltage and current distribution. As the length is varied, the 
impedance is maximum when the voltage is maximum, and is lowest when the voltage 
goes through a minimum. 

The sending-end impedance of a line of fixed length follows a curve such as is shown 
in Fig. 46a when the frequency is varied. Неге the impedance maxima are spaced 
at frequency intervals such that each new maximum corresponds to an extra half 
wave length in the line. When the receiver is open-circuited, these impedance maxima 
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(b) Sending-end impedance for zero losses 
(receiver short circuited) 
Fia. 46.—Variation of sending-end impedance of a short-circuited transmission line of 
fixed length as frequency is changed. 


occur at frequencies such as to make the line an even number of quarter wave lengths 
long, while with a short-circuited receiver, the impedance maxima occur at frequencies 
that make the line an odd number of quarter wave lengths long. 

The power factor of the line impedance is largely reactive except at the peaks and 
troughs, where the power factor goes through unity. The power factor alternates 
between leading and lagging each time the length measured in wave lengths increases 
a quarter of a wave length, as shown in Fig. 46. 

13. Properties of Transmission Lines with Zero Losses.—In the usual line used 
in the transmission of radio-frequency power, the losses are so small compared with 
the power being transmitted that it is permissible for most purposes to assume that: 
the line losses are zero. Also, in most radio antennas, the errors from assuming 
that the current distribution is as though the losses were zero introduce only a second 
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order effect on the principal properties of the antenna, so that again the assumption 
of zero losses is commonly permissible. 


When the resistance and leakage of a line are zero, а = 0, Zo = 4/L/C, and 
A/ZY = j2«/^. Equations (45) then become 


E, cos (2 i) A VE sin (> 5) 
I, cos (2: 5) T m (2 9) (61) 


where J and à are in the same units. 
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Fig. 47.— Voltage and current relations on an ideal open-circuited transmission line having 
zero losses. 


The maxima in the distribution curves of current or voltage are similar to those of 
Fig. 43, except that all maxima have the same height when the attenuation is assumed 
to be zero, as also do the minima. The ratio of minimum to maximum is 


0-5 
OFE 
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where k is the magnitude of the reflection coefficient. In the special case where k = 1, 
corresponding to an open- or short-circuited receiver or a reactive load, the distribu- 
tion eurves are sections of half sine waves, as shown in Fig. 47a, the phase of the 
voltage (or current) jumps 180? as each minimum is passed through, and the power 
factor jumps from 90? leading to 90? lagging (or vice versa) at each minimum, as indi- 
cated in the figure. The distribution curves for this case can then be drawn as in 
Fig. 47b, which simultaneously shows both magnitude and phase by using negative 
amplitudes to indicate opposite phase from positive amplitudes. 
In the case of zero losses, Eq. (57), giving the impedance of the line, reduces to 


Zr 1 Рб l 

7, сов (> х) +7 sin (2 i) 
: l ZL. 1 

cos (> 2) +7, sin (> 5) 
In the special case where the length is exactly a whole number of half wave lengths, 


the sending-end impedance is exactly equal to the load impedance. Also, when the length 
is exactly an odd number of quarter wave lengths, then 


= 2° 
aA 


2. = 2 





(62) 


(63) 


When the reflection is unity, corresponding to open-circuited, short-circuited, or 
reactive loads, the impedance goes to infinity at the frequencies that make the imped- 
ance а maximum, and the power-factor angle is everywhere 90° except at these transi- 
tion points (see dotted curves, Fig. 46a). The curve of reactance as a function of 
frequency can then be drawn as in Fig. 46b. 

14. Transmission of Radio-frequency and Audio-frequency Power by Lines.1— 
An important use of transmission lines is in carrying radio-frequency power from a 
transmitter to an antenna or from an antenna to a radio receiver. Lines used for 
this purpose are commonly said to be resonant or nonresonant, according to the method 
of operation. 

Nonresonant Lines.—In the nonresonant lines, the terminating impedance Zz at 
the end to which the line delivers the power is made equal to the characteristic imped- 
ance. There is then only the incident wave train present, and the power is trans- 
mitted at substantially unity power factor. The power loss and peak voltage to 
which the line is subjected are then less than with any other mode of operation. 

The losses! in a nonresonant line depend upon the line attenuation al, and are 
usually expressed in decibels, using the relation 


Decibels = 8.686 al (64) 


With air insulation the attenuation constant о at radio frequencies is inversely pro- 
portional to the linear dimension of the line (assuming fixed proportions) and directly 
to 4/f (see Par. 10). 

Curves giving the attenuation for two-wire copper lines spaced so that the charac- 
teristic impedance is 600 ohms, and corresponding curves for a concentric line of 
optimum proportions (D/d — 3.6) are given in Fig. 40. 

Resonant Lines.—When the load impedance does not equal the characteristic 
impedance, a reflected wave exists, and the line is said to be resonant because of the 
resulting oscillatory character of the current and voltage distributions. Resonant 
operation has the advantage of not requiring an impedance match between the line 
and the load.. At the same time it has the disadvantage that the average power factor 


1 An excellent discussion of the subject is given by E. J. Sterba and C. B. Feldman, Transmission 
Lines for Short Wave Radio Systems, Proc. I.R.E., Vol. 20, p. 1163, July, 1932. 
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along the line is lower than for nonresonant action. This results in increased power 
loss and greater voltage stress in proportion to transmitted power than for the cor- 
responding nonresonant case. Curves giving the increase in loss and in voltage stress 
of a resonant line over a nonresonant line as a function of the reflection coefficient are 
given in Fig. 48. Nonresonant operation also leads in many cases to loss in power 
transferred, as a result of mismatching. 

Transmission of Audio-frequency Power over Moderate Distances.—Transmission 
lines are frequently used for transmitting audio-frequency energy for short distances, 
such as from one part of a building to another part. Such lines differ from radio- 
frequency lines and ordinary telephone lines in that the length, at even the highest 
audio frequencies, is only a small fraction of a quarter wave length. The possibility 
of resonance, accordingly, does not need to be considered, and there is no advantage 
in making terminating impedance equal to the characteristic impedance. The 
impedance as viewed from the sending end is essentially equal to the terminating load 
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Fra. 48.— Effect of resonance on transmission line loss, and on maximum voltage between 
wires. The minimum loss is the loss for Ё = 0. 


impedance. Such short lines are frequently referred to as 50-ohm lines, 100-ohm 
lines, 500-ohm lines, etc., according to the load impedance used, quite independently 
of the characteristic impedance. 

15. Impedance Matching.— When it is desired to obtain nonresonant operation, 
it is necessary to make provision for coupling the load impedance to the line in such 
a way that the effective terminating impedance of the line equals the characteristic 
impedance. The methods commonly used for doing this at radio frequencies are: 

Impedance Matching Network.—This arrangement makes use of a four-terminal 
reactive network so proportioned that the input impedance offers the desired resist- 
ance load to the line when the actual load impedance is connected to the output 
terminals. Impedance matching networks can also be designed to introduce any 
desired phase shift. 

Impedanee matching networks can take a variety of forms. "Thus in broadeast 
work, unbalanced T, т, or L networks are commonly used to couple a grounded 
antenna to a concentric transmission line, as shown schematically in Fig. 49a. The 
design of such networks is discussed in Par. 25. 

Transformers are also frequently used in impedance matching. A simple arrange- 
ment is shown in Fig. 49b, in which the tuning of the circuits and the mutual induct- 
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ance are chosen to make the load impedance offered to the line a resistance of the 
proper magnitude. "Transformers are sometimes combined with Т, т, and L networks, 
and are always necessary, either alone or in combination with other circuit elements, 
when a balanced transmission line is to be coupled to a load that is unbalanced to 
ground. 

In any impedance matching network it is to be noted that the network consumes 
no power, provided it is composed of reactive elements having negligible loss.  Practi- 
cally all the power delivered to the input terminals of such an impedance matching 
network finds its way to the load. 

Resonant Line Coupling —This arrangement is shown in Fig. 49c, and employs an 
auxiliary line as an impedance matching network. The load is connected to one end 
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Fig. 49.—Impedance matching systems for eliminating resonances in radio-frequency 
transmission lines. 


of this auxiliary line, and the position of an adjustable short circuit at the other end 
is varied until the line with the associated load is in resonance. The impedance 
offered to an external source of power connected between the two wires of the auxiliary 
line is then a resistance having a value depending upon the point at which the con- 
nection is made to the auxiliary line. The characteristic impedance of the non- 
resonant line can now be matched by connecting to the auxiliary line at a suitable 
point. The length of the auxiliary depends upon the magnitude and power factor 
of the actual load, and may range up to a half wave length. 

Quarter-wave Coupling Line.—This arrangement, illustrated in Fig. 49d, makes 
use of the fact that a quarter-wave line of negligible losses will transform impedance 
according to Eq. (63). The reactance component of the load is first made zero by 
tuning the load to resonarce, after which the characteristic impedance of the coupling 
line is varied by adjusting its spacing until the impedance at the transmission line end 
of the quarter wave coupling section has the required value. . 

Stub-line Impedance Matching System.~This arrangement is illustrated in Fig. 
49e. The load is first connected directly to the transmission line, as in the case of 
resonant operation. Then, at a point within a wave length or less of the load, a stub 
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line is connected in shunt with the line. By properly proportioning the system, the 
impedance offered to the line ab at the point b can be made equal to the characteristic 
impedance of the line. The length of the stub and its proper location with respect 
to a current maximum are given by Fig. 50 in terms of the ratio of maximum to 
minimum current (or voltage) existing on the line before the stub is added. 
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Fig. 51.—Chart for designing re-entrant sections to eliminate resonances on transmission 
lines. This chart gives the proportions of the re-entrant and its position with respect to a 
voltage maximum, in terms of the voltage maxima and minima existing on the line before 
the addition of the re-entrant. 


Re-entrant Transmission-line Sections.2—This arrangement is illustrated in Fig. 
49}, and employs an auxiliary line with both ends connected to the actual transmis- 
` sion line as shown. This "re-entrant" section produces an effect very similar to that 
of a stub line in that it can be made to introduce a compensating irregularity that 
causes the line on the generator side of the re-entrant to be terminated in an imped- 


1 From Sterba and Feldman, loc. cit. 


2 A. Alford, High-frequency Transmission Line Networks, Elec. Comm., Vol. 17, p. 301, January, 
1939. р . 
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ance equal to the characteristic impedance of the line. The design of re-entrangt 
sections can be carried out with the aid of Fig. 51. It will be noted that in any 
particular case there are an infinite number of combinations that will give a particular 
result. 

16. Transmission Lines as Resonant Circuits.'—4A transmission line can be used 
to perform the functions of a resonant 
circuit when properly operated. Thus 10 ТТЕ 
a quarter wave-length line open-cir- 09 HL 
cuited at the receiver has a receiving- 08 
end voltage much higher than the 9, Р S 
applied voltage, and a quarter-wave 7 UN 
line short-circuited at the receiver Op 4 Е 
offers a high impedance to an applied 05 
voltage similar to the resonant imped- 04 i-i Cl 
ance of a parallel circuit. Resonant 03 
lines are frequently used in place of (р |] 
resonant circuits at high frequencies a | ШЕ ү 
because of their superior performance. ` H 

Lines as Parallel Resonant Circuits. 015 20 50 10 20 50 100 
A line offers a high impedance at the b 
sending end when the receiver is 
short-circuited and the length is an 
odd multiple of a quarter wave length, 
or when the receiver is open-circuited and the line is an even number of quarter wave 
lengths long. In either case 























































































































Fic. 52.—Factors F and G for use in Eqs. (66) 
and (67). 


_ 820 


Z, Rnc 


(65) 
where Z, — sending-end impedance of line at resonance. 
Zo = characteristic impedance of line. 
f = frequency in cycles. 
R = line resistance per unit length. 
п = number of quarter wave lengths in line. 
c = velocity of light in same units of length as R. 
At high frequencies with air insulation and copper conductors, Eq. (65) becomes for 
the case of the concentric line 


Z, = ee F (66) 
where F = factor given by Fig. 52. 
b = inner radius of outer conductor, cm. 
а = outer radius of inner conductor, cm. 
With a two-wire line (neglecting radiation resistance) 
д, = 28:95 АС bG (67) 


П 


where С = factor given in Fig. 52, which is a function of b/a. 
b = spacing of wire centers, cm. 
a = radius of wire, em. 
The curve of resonant-line impedance as a function of frequency in the region near 
resonance has the same shape as a resonance curve, with an equivalent Q given by the 


1 For further information see Е, Е. Terman, Resonant Lines in Radio Circuits, Elec. Eng., Vol. 53, 
p. 1046, July, 1934. 
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formula 
(68) 


For copper lines with air insulation at radio frequencies, this equation becomes 
For concentric lines: 


Q = 0.0839 +/f bH (69) 


For two-wire lines (neglecting 
radiation resistance): 


Q = 0.0887 +/f bJ (70) 



































where H and J are factors given in 
Fig. 58 and the remaining notation is 
as before. Curves giving the Q of 
concentric lines of optimum propor- 
tions (b/a = 3.6) are given in Fig. 54. 

Resonant Lines as Series Circuits. 

































































b ?0 A transmission line acts as a voltage 

а step-up device when the receiver is 

Fic. 53.—Factors Н and J for use in Eqs. (69) open-circuited and the length is an 
and (70). odd number of quarter wave lengths. 


At frequencies near resonance, the 
step-up varies with frequency in exactly the same manner as a resonance curve hav- 
ing an equivalent Q given by Eq. (68), and the voltage step-up ratio is Q X 4/rn 
instead of Q, as in the case of the ordinary 100000 
series resonant circuit. . 

Lines as Low-loss Reactances.—A line can 50000 
serve as a low-loss inductance or capacity by 








employing the proper combination of length, m || Ne 
frequency, and terminating condition. Thus 20 129 а 
a line short-circuited at the receiver will offer 10000 piot 8 











an inductive reactance when less than a я 
quarter wave length long and a capacitive 5000 




























































































reactance when between a quarter and a half Q 2 
wave length long. With an open-circuited S600 at 
receiver, the conditions for inductive and  " "n 
capacitive reactance are interchanged. The 1000 al 
reactances obtained are as follows: 5:2 
For short-circuited receiver: 500 25. 
0. 
А i 
X, = j£, tan (2 х) D wo | 
For open-circuited receiver: 100 
e 8 «в 8 8 8 
Z E "e єч ray e 
Х, = -j — 4m 1 (72) Frequency in Mc 
tan (27 x) Ета. 54.—Q's of resonant con- 
A centric lines of optimum proportions 
(b/a = 3.6). 


where 1/) is the line length measured in wave 
lengths and Zo is the characteristic impedance. 

The Q of the reactance is related to the © of the resonance curve of the correspond-. 
ing quarter-wave line by the equation 
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е l 
Q of reactance Е ee (+ х) 73 
Q of resonant quarter-wave line 2 1 (73) 
ae 
À 


It will be noted that the Q of the reactance decreases with //), so that for high Q the 
line should be less than a quarter of a wave length long. 

Reactances obtained from resonant lines differ from ordinary reactances in that 
their impedance varies more rapidly with frequency than is the case with an induct- 
ance or a capacity. 

17. Miscellaneous Characteristics. Jrregularities——An irregularity in a trans- 
mission line produces a reflected wave having a magnitude determined by the extent 
of the irregularity. Resonances are then produced on the generator side of the irregu- 
larity, even though the line is properly terminated, as shown in Fig. 55. Irregularities 
should generally be avoided, for they give rise to unexpected resonances, often pro- 
duce unbalance in the transmission line, and in general make the behavior different 
from that anticipated. 

Irregularities are introduced when- 
ever the constants of the line are 
modified. Typical causes are leads, 
bends in which the two sides of the 
circuit are not symmetrical, poor joints, 

etc. 

Balanced and Unbalanced Transmis- 
sion Lines.—A line is said to be bal- 
anced when its two sides are symmetrical 
with respect to ground. Thus a hori- 
zontal two-wire line, and four-wire lines, 
are balanced structures, while a two- 
wire line in vertical configuration and a l^ 
concentric line are unbalanced struc- (b) Voltage and current distribution 
tures. Except for the concentric line, Fra. 55. —Resonanees produced on a trans- 
in which the outer conductor acts as a mission line by a typical irregularity. 
shield, unbalance causes earth currents 
to flow, because part of the current that should be carried by the conductor having 
the largest capacity to earth is diverted to the earth. This causes the current in the 
two sides of the transmission line to be unequal, and results in a component of current 
that flows out along the two transmission lines in parallel, and returns through the 
earth. Such unbalanced currents are to be avoided, because they give rise to extra 
energy loss, cause the radiation from the system to be greatly increased, and in general 
serve no useful purpose. 

Radiation from Transmission Lines.—All transmission lines, except those of the 
concentric type, radiate some energy. Such radiation is often of importance, since 
it represents an additional energy loss, and in the case of transmission lines used in 
association with directional antennas, may seriously modify the directional pattern 
of the complete system. 

The radiation from a two-wire nonresonant line is given approximately by the 
following formula,! provided that the length is at least twenty times the spacing and 
the spacing is not greater than one-tenth of a wave length and the line is nonresonant: 





Radiated power _ (F Е А 
абарона 100 (= (74) 


1 From Sterba and Feldman, loc. cit. 
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where D/) is the spacing in wave lengths, and J is the rms line current. This radia- 
tion is twice that resulting from a doublet antenna carrying the same current as the 
line and having a length equal to the line spacing. In addition to the radiation given 
by Eq. (74), the terminating connections also produce radiation, so that the total 
radiation from the line with its terminations will be approximately four times the 
power radiated from a doublet having a length equal to the line spacing, and carrying 
the line current. 

In the case of resonant lines the amount of energy radiated in proportion to the 
power transmitted to the load will be somewhat greater than is the case with the non- 
resonant line. However, unless the reflection coefficient of the load departs greatly 
from unity, the increase will not be great. 

Unbalanced currents are much more effective in producing radiation than the 
normal balanced currents because of the considerable distance between the two sides 
of the circuit through which the unbalanced currents flow. The amount of radiation 
depends both on the height of the line above ground and on the line length. The 

order of magnitude of the factors 
160 involved can be estimated with the 
aid of Fig. 56. 

When a two-wire line is used as 
a resonant circuit, radiation is quite 
important and may materially re- 
duce the effective Q and parallel 
impedance obtained.1 

d Artificial Lines.—An artificial line 
40 is a four-terminal network composed 

NIME of resistance, inductance, and ca- 
pacity elements so proportioned that 
ЖС 10 20 30 40 50 as far as the terminals are concerned 

Line Length in Wavelengths the artificial line behaves in exactly 
the same way as an actual line. 
Artificial lines are usually in the 
form of symmetrical т or Т net- 
works, in which case the impedances composing the artificial line are related to the 
characteristic impedance Zo and hyperbolic angle ~/ZYI of the corresponding real 
line, as indicated in Fig. 576.2 

Any given symmetrical T or т section is equivalent to some actual transmission 
line. The hyperbolic angle 0 and characteristic impedance Zp of the real line equiva- 
lent to a given artificial line are given by the equations 

For т or Т line; 





Watts 
(amperes) 2 














Fra. 56.—Radiation produced by unbalanced 
current in a transmission line. 


жек: Zi 
cosh 0 = 1 + 57, (75a) 
or 
i 9 _ ^ [Zi 
For T line: 


Zo = Zr = у ZZ MES (76) 


! Radiation is not present in concentric lines, provided that the outer conductor is in the form of a 
complete surface with closed ends. This is because the outer conductor acts as a nearly perfect shield 
for the fields existing within such a system. 

? The relations given in this figure sometimes call for negative resistance elements in the artificial 
line, which is then physically unrealizable. This situation is likely to occur when the length of line 
being represented by the artificial section exceeds & quarter wave length, and can be handled by divid- 
ing the actual line into several shorter parts and representing each part by a separate artificial line. 
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For т line. 


2123 
р = Я, = Vide HES (77) 


In these equations, Z; and Z; have the significance shown in Fig. 57a. 


| 1 
2 21 24 А 


T Line TT Line 
(a) Artificial lines 


Zi tanh VZY V? yy Sink NZYL 
У2У\ 


2 к 7712 
Y^ > 





sinh VZY1L УТ tanhvZy 12 
= T 
VZV 


(b) Formulas for artificial line equivalent toa 
real line 


Fig. 57.—Artificial Т and т lines for representing real transmission lines. 


— — RR ммм 


RE LÁ 
(a) Series-inductance loading 


m 


———==— tt ч —_—— 
(b) Series-capacity loading 


(c) Shunt-inductance loading 
Ета. 58.— Transmission lines with various types of reactive loading. 


Loaded Liínes.—A loaded line is an ordinary transmission line to which lumped 
elements, usually capacities or inductances, are added at regular intervals. The most 
common use of loading is in telephone lines, particularly telephone cables, where 
inductance coils are commonly added at regular intervals, as in Fig. 58a. Such 
inductive loading makes the equivalent inductance per unit length of the transmission 
line greater than the actual inductance of the unloaded line at voice frequencies. "The 
result is an increase in the characteristic impedance, a lowering of the phase velocity, 
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and also, when most of the loss is in the series resistance of the line, a reduction of the 
attenuation constant. 

Loading by the use of series capacity, or shunt inductance, as illustrated in Fig. 
58, is also sometimes employed in transmission lines used in radio work. The first 
of these arrangements reduces the inductance per unit length of the line, and the second 
reduces the equivalent shunting capacity. Both arrangements reduce the imaginary 
part of »/ZY and so reduce 8. In this way, the phase velocity can be made to exceed 
the velocity of light and even approach infinity. 

In order that lumped loading impedances may have the same effect as though their 
impedance were uniformly distributed, it is necessary that the loading impedances be 
spaced at distances that do not appreciably exceed a quarter wave length. If the 


„— full loading, y 


section 
: | 


000000 aH} 
50 YY 70 50 т 50 

ee 00 Н 
Artificial line egui 


valent Го one full 
loading section 

















Fra. 59.— Transmission line with inductive loading, showing steps involved in determining 
equivalent characteristic impedance and hyperbolic angle of the loaded line. 


spacing is greater, the loading impedances tend to act as irregularities or chokes and 
interfere with transmission.! 

Exponentially Tapered Lines.?—An exponentially tapered line is one in which the 
spacing between conductors varies in such a way that the inductance and capacity vary 
exponentially with distance. Such a line acts as a combined high-pass filter and 
impedance-transforming device; i.e., it transmits all frequencies above a certain 
critical or cut-off frequency with little or no attenuation (provided that the line losses 
are low or negligible) while attenuating lower frequencies, and at the same time has 
different characteristic impedances when viewed from the two ends. 


1 The effect of loading on a line can be analyzed exactly as follows: Referring to Fig. 59, the section 
of line between the loading points is first reduced to an equivalent artificial section. This section is 
then merged with the loading impedance as shown, thereby giving an artificial section that is equiva- 
lent to the actual line plus the loading corresponding to one loading section. The hyperbolic angle and 
characteristic impedance of this new artificial section are then the values applying to the actual loaded 
line per loading section. 

? For further information see Harold A. Wheeler, Transmission Lines with Exponential Taper, 
Proc, I.R.E., Vol. 27, p. 65, January, 1939. Charles R. Burrows, Exponential Transmission Line, 
Bell System Tech. Jour., Vol. 17, p. 555, October, 1938. An excellent elementary summary of the 
latter paper is to be found in the Bell Lab. Rec., Vol. 18, February, 1940. 
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The cut-off frequency depends upon the rate of taper, and is lower the more gradual’ 
the taper, in accordance with the relation 


Li С. ат L 
LG ( de, | (78) 


where Lı and C, are the inductance and the capacity per unit length at the closely 

spaced end, L; and C, are the corresponding values at the wide end, lis the length of the 

line, and A. the distance corresponding to a wave length at the cut-off frequency (in the 

same units of length as 1), calculated on the basis of the constants at the narrow end. 
The ratio of impedance transformation is approximately 


i 

Ratio of impedance transformation — z = ё" (79) 
where Zo: is the characteristic impedance on the basis of the spacing at the wide end 
of the line, Zw is the characteristic impedance based on the spacing at the other end of 
the line, and / and A. have the same meaning as above. The ratio of impedance trans- 
formation accordingly depends upon the difference in spacing at the ends of the line, 
i.e., upon the total taper, and can be easily made as great as two to one. The imped- 
ance match obtained at the ends of the exponential line may be improved by adding 
terminal reactances of complexity determined by the extent the reflection coefficient at 
the terminals must be minimized over a frequency range.! 


NETWORK THEORY, FILTERS, AND EQUALIZERS 


18. Network Definitions.—A network is made up of resistances, inductances, 
capacities, and mutual inductances connected together in some manner. ‘The resist- 
ances, inductances, mutual inductances, and capaci- b 
ties involved are termed network constants or 
parameters. When these parameters are constant, 
independent of the current going through them, the 
network is said to be linear. 

A typical network is illustrated in Fig. 60. The 
junctions a, b, c, etc., at which the current can divide 
are termed branch points, and the sections of the 
network between branch points are termed branches. 

A series of branches that form a complete loop is 
termed a mesh. Examples of meshes аге shown Бу d 
the arrows in Fig. 60, where five separate meshes 

are designated. c 

A passive network is a network containing no , Fic. 60.—Network illustrat- 
source of energy, in which no energy is dissipated Е. branches, and 
other than that accounted for by the resistance Р i 
elements of the network. An active network is a network containing one or more 
sources of energy, or some sink of energy. 

The term two-terminal is applied to networks operated under the conditions shown 
in Fig. 61a. Here the only applied voltage is that shown acting between terminals 1-2 
obtained by opening some branch of the network. The term four-terminal is applied to 
a network operating under the conditions illustrated in Fig. 61b. Here a voltage E 
is applied in series with one branch of the network by opening up this branch to form 
terminals 1-2, while another branch of the network is opened up to form terminals 3-4, 
between which an output or load impedance is inserted. A four-terminal network is 
equivalent to a transmission system, and is sometimes referred to as a transducer. 


a 


1 An excellent discussion of this subject is given by Wheeler, Гос. cit, 
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19. Network Theorems. Superposition Theorem.—The current that flows in a 
linear network, or the potential difference that exists between any two points in such a 
network, resulting from the simultaneous application of a number of voltages distributed in 
any manner whatsoever throughout the network 13 the sum of the component currents at the 
first point (or the component potential differences between the two points) that would be 
caused by the individual voltages acting separately. 

Reciprocity Theorem.—In any network composed of linear impedances, 1} an electro- | 
motive force Е applied between two terminals produces a current I at some branch in the 
network, then the same voltage E acting at the second point in the circuit, will produce the 
same current I at the first point. 

Thévenin’s Theorem.—Any linear network containing one or more sources of voltage 
and having two terminals behaves, insofar as a load impedance connected across the 
terminals is concerned, as though the network and its generators were equivalent to a 
simple generator having an internal impedance Z and a generated voltage E, where E is 
the voltage that appears across the terminals when no load impedance is connected and Z is 
the impedance that is measured between the terminals when all sources of voltage in the 
network are short-circuited.» 

Compensation Theorem.—If an impedance AZ is inserted in a branch of a network, 
the resulting current increment produced at any point in the network is equal to the current 


] 
E Q | Network 
2 


(а) Two-terminal network (b) Four- terminal network 





Fig. 61.—Two- and four-terminal networks. 


that would be produced at that point by a compensating voltage acting in series with 
the modified branch, whose value is —IAZ, where I is the original current that flowed 
where the impedance was inserted before the insertion was made. 

20. General Mesh Equations of a Network and Their Solution.?— The response of a 
network to an applied voltage can be most readily expressed in terms of the mesh 
currents, i.e., the currents that can be considered as circulating around the closed 
meshes, as indicated in Fig. 60. The branch currents can then be obtained as the 
vector sum of the various mesh currents that flow through the branch in question. 

Mesh Equations.—The voltage and current relations in a network containing n 
independent meshes can be written as 


211 + 21:1 + 21313 + ГЕС . Ёла = Е; 
Zali + 2213 + 713 + oes ‚ Zola = Es 


Zain + Znala + Znaln + ee ee Zanln = Е, 


(80) 


In these equations, Гл, Го, etc., designate the individual mesh currents; Ёл, E», ete., 
represent the vector sums of the applied voltages acting around the individual meshes 
numbered 1, 2, ete. 21, 222, Zsa, etc., represent the self-impedances of individual 
meshes, i.e., the impedance around the mesh if all other branches of the network other 
than those included in the mesh in question were open-circuited. The impedance Zi 

1 When the sources of energy in the network are constant-current generators, instead of constant- 
voltage generators, the internal impedance Z is the impedance observed between the terminals when 
all constant-current generators are open-circuited. 


? An excellent discussion of the general mesh equations of a network is given in Chap. IV of E. 
Guillemin, “Communication Networks," Vol. I, Wiley, New York, 1931. 
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represents the mutual impedance (coupling) between meshes 1 and 2, as а result of 
which, a current in mesh 2 produces a voltage drop in mesh 1, and Zi: represents the 
mutual impedance whereby current in mesh 3 produces voltage drop in mesh 1, ete. 
It is to be noted that reversing the order of subscripts of the Z's does not alter the value 
of mutual impedance. Thus Zi; = Zz. Coupling may result either through mutual 
inductance or from impedance elements common to the two meshes. 

In setting up the system of Eq. (80), care must be taken to be consistent in the 
matter of signs. The positive directions for the mesh currents are assigned arbitrarily. 
An impedance that is common to two branches is then considered to be a positive 
mutual impedance when the arrows representing the corresponding mesh current pass 
through the impedance in the same direction. If the arrows indicate that the cor- 
responding mesh currents pass through the common impedance in opposite directions, 
then the mutual impedance is the negative of this common impedance. A mutual 
inductance is positive or negative according to whether it acts with a polarity the same 
as or opposite to that of a corresponding common 


inductance. 

In setting up a system of relations such as is и 
represented in Eq. (80), it is possible to designate E, СӘ T2 
the meshes in a variety of ways, subject only to the ү uii 


limitation that each branch of the network must be Fra. 62.—Network for illus- 
included in at least one mesh. For example, mesh trating Meanings of :driving 
1 in Fig. 60, instead of following the configuration point and transfer impedances. 
afeda, could have been defined as abgfeda. This 
would have modified the details in Eq. (80), but would have resulted in the same 
individual branch currents. 

In setting up mesh equations and selecting the meshes, there sometimes may be a 
question as to the number o£ independent meshes present. In such cases one can use 
the relation 


Number of independent | _ number of } ^ number of 
meshes ~ branches branch points 


| +1 (81) 


A solution of the system of Eq. (80) shows that the current 7, in the kth mesh that 
flows as the result of the voltage E; acting in the jth mesh is 


1, = B; 5H (82) 


Here D is the determinant of the system of Eq. (80), and is given by 


Ди Ziz... . Zin 
_ | Za... . Zan 


Да Раз... . Zan 


D (83) 


Methods of evaluating a determinant (as well as its more important properties) are 
found in mathematical texts. The quantity Bj, in Eq. (82) is the principal minor of D 
and is formed by canceling the jth row and kth column and then moving the remainder 
together to form a new determinant with one less row and column than D. In 
evaluating B; this new determinant is prefixed with the sign (—1)/+*, 

Input and Transfer Impedance.—Consider a network having a single applied volt- 
age, with the meshes so arranged that this voltage acts in a branch that is part only of a 
single mesh, as in Fig. 62. The impedance that the network offers to this applied 
voltage, t.e.. the ratio H,/I;, is termed the input impedance or driving-point impedance 
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of the network. From Eq. (82) this input impedance can be expressed as 


Input impedance — р. | (84) 
Bu 
In an analogous manner the transfer impedance is defined as the ratio of the voltage 
E, applied in mesh 1 to the resulting current I, of mesh 2, as indicated in Fig. 62. 
This transfer impedance can be expressed as 


Transfer impedance from } р (85) 
mesh 1 to mesh 2 ~ Bn 


where the meshes are so selected that Г, is observed in a branch that is in only the 
second mesh of the network and the branch 
| | in which the voltage is applied is contained 

1 only in the first mesh of the system. 
| | 21. Two-terminal Reactive Networks. 
1 | The characteristics of a two-terminal net- 
work composed of ideal reactances having: 
zero losses are important, because such net- 
| 1 works approximate very closely the reactive 
| Н arms that are used to build up filters, imped- 

| | ance matching networks, etc. 

| Г Foster's Reactance Theorem.i—The driv- 
ing-point impedance of a two-terminal reac- 
infinite frequency tive network behaves as shown in Fig. 63. 
] The impedance curve consists of segments 
| | going from minus infinity to plus infinity 
(except possibly at zero and infinite fre- 
| | quency where a segment may start ог stop, 
respectively, at zero impedance). The slope 
of the curve is everywhere positive, and is 
1 greater than the slope of a straight line 
drawn to the origin. The frequencies at 
which the impedance is infinity are termed 
poles, and the frequencies at which the 

impedance is zero are termed zeros. 
Frequency ——> Foster has shown that the driving-point 
impedance of a reactive network is uniquely 
: specified by the location of the internal zeros 
Ете. 63.—Reactance as a function ang poles, plus one additional piece of infor- 

of frequency for various classes of T : 
reactive networks: mation.? Expressed analytically, the react- 
ance function can be written as follows: 
For a pole at the origin (Figs. 63a and 63b): 


(a) Poles at zero and infinite frequency 


1 I 
(b) Pole at zero frequency and zero at 


| | 
(c) Zero at zero frequency, pole at in- 
finite frequency 
1 





(d) Zero at zero and infinite frequency 








Vriving point} , _ ,.H (о — ei)(o? — в)... (ot — wp?) 
impedance =2= + w (ot — w) (а? — шч?) . . . (ш? — o?) (86a) 
For a zero at the origin (Figs. 63c and 63d): 
Driving point | 4,  ,. p(o? — 012) (w? — в)... (w? — wp?) 
impedance | =Z = tH (9! — wa) (2)... (ui — wy?) (86b) 


1 Ronald M. Foster, A Reactance Theorem, Bell System Tech. Jour., Vol. 3, p. 259, April, 1924, See 
also Chap. IV of E. Guillemin, “Communication Networks,” Vol. II, Wiley, New York, 1935. 

2 Poles or zeros at the origin, or at infinity, are referred to as external, and play no part in the 
specification of the reactance function. 
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where the angular velocities w, оз, . . . , ор designated by odd subscripts correspond 
to the internal zeros of the reactance function, and the angular velocities оз, ва... А 
c, designated by even subscripts, correspond to the internal poles of the reactance 
(see Fig. 63). "The plus sign applies when there is a pole at infinite frequency, while the 
minus sign applies with a zero atinfinite frequency. "The sum of the number of poles 
&nd number of zeros is one less than the number of independent meshes of the network. 
The quantity H is a positive real constant that takes into account the fact that one 
additional piece of information is required to complete the specification of the react- 
ance function. 

Foster's reactance theorem shows that the impedance characteristics obtainable 
from a physically realizable reactance network are quite restricted. This is important, 
because it limits the characteristic obtainable from filters and other networks. 

Synthesis of Reactive Two-terminal Networks Апу driving-point reactance char- 
acteristic that can be obtained from any conceivable two-terminal reactive network can 
be realized by either one of the two networks shown in Fig. 64. The first of these 


== с 


с? L2 
C4 L4 Boece 
i Li L3 т | 
| "9.2 Lc, M [Г 
3, ы 
Lave 
(a) 


Fra. 64.—General forms of reactive networks. 


consists of parallel resonant circuits connected in series, with one parallel resonant 
circuit corresponding to each internal pole. The series condenser С, is omitted in the 
event that the network has a zero at the origin, while the series inductance Гуз is 
omitted if the network has a zero at infinity. The magnitudes of the circuit com- 
ponents required in the equivalent network of Fig. 64a to realize a desired impedance 
characteristic are given by the following relations: 

jor 


Сь = Zi 


(k—2,4,...,9) (87) 








where Z+ is the quantity obtained by omitting the term (w? — w?) from the denomi- 

nator of the corresponding expression (86) for Z and evaluating the modified expression 

for Z with w = «x. Corresponding to each Ci, one has 
1 

wk Ok 


Г» = (88) 


If the network has a pole at infinity, then 
Lar = Н (89) 


If the network has a pole at zero frequency 


S Iz] (90) 
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where Zo is the quantity obtained by omitting the w in the denominator of Eq. (862) 
under H and evaluating the modified expression for Z with w = 0. 

An alternative method of synthesizing any desired impedance characteristic is to 
use the arrangement of Fig. 646, in which the two-terminal network is built up of a 
number of series resonant circuits connected in parallel, with one resonant circuit for 
each internal zero. In the event that the poles and zeros are so arranged that the 
network has a pole at the origin, inductance Ly is omitted. Similarly, if there is a 
pole at infinite frequency, capacity C5,»is omitted. The values of the elements in the 
circuit of Fig. 64b required to give a reactance function corresponding to specified 
zeros, poles, and the given value of H, is obtained from the following equation which 
can be deduced. by a partial fraction expansion of 1/21 as given by Eq. (86). 


І, = |24], (Е = 1,3, ...,р) (91) 


where Z; is the quantity obtained by omitting (w? — «»?) from the numerator of 
expression (86) for Z and evaluating the modified expression for о = «x. Correspond- 
ing to each Lr, one has 


1 
С, = SL. (92) 
If the network has a zero at infinite frequency 
| 1 
Cors = H (98) 


If the network has a zero at zero frequency 
=} (94) 


Where Z; is the quantity obtained by omitting the w that multiplies H in expression 
(86b) and then evaluating the modified expression for Z with w = 0. 

The networks of Fig. 64 represent networks having the least possible number of 
reactive elements that can be used to realize a specified impedance characteristic. 
The same impedance characteristic may also be realized by many other networks 
other than the two shown,! but alternative arrangements will in most cases have 
additional circuit elements that are superfluous. The least number of circuit ele- 
ments required is one more than the sum of the internal poles and zeros. One, or 
even more than one, element beyond this minimum is possible for a given number 
of internal zeros and poles, but such networks have exactly the same impedance 
characteristic as the simplest forms, such as given in Fig. 64, which are called funda- 
mental or canonie forms because they have the least possible number of elements. 

22. Inverse or Reciprocal Impedances.2—Two impedances 2: and Z: are said to be 
reciprocal with respect to an impedance Z if they are so related as to satisfy the relation 


ZZ: = 2? (95) 


Under practical conditions where reciprocal impedances ате of importance, the imped- 
ance Z in Eq. (95) is always a resistance. 

The process of deriving a reciprocal impedance from a given impedance is termed 
reciprocation. Reciprocation of a ladder network consisting of alternate series and 
shunt arms, as in Fig. 65a, leads to a corresponding ladder network of alternate shunt 
and series arms, as shown in Fig. 65b. 

1 Ladder networks starting with either a series impedance or a shunt impedance also can be used to 
develop a specified two-terminal impedance utilizing the minimum possible number of circuit elements. 
The circuit constants for such networks are obtained from continued fraction expansion of the reactance 
function. For further information, see Guillemin, op. cit., рр. 198-207. 


2See Guillemin, op. cit. p. 204; also, А. C. Bartlett, “ Тһеогу of Electrical Artificial Lines and 
Filters," pp. 53-58, Wiley, New York, 1931. 
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Various special cases of reciprocation are shown in Fig. 66. "These assume that 
reciprocation is with respect to a resistance R, t.e., Z іп Eq. (95) is taken as R. It will 


Z 73 Zn-1 





(b) Network reciprocal with respect toR 


Ета. 65.—Reciprocal ladder networks. 
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Original respect to R 
network 2 
L/R 
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вс 
C r о уу 9 
о— þm 
R^C 


Rc 
L/R2 
r L C / 
omm 
R?/r 
R7/7, 7 
R4Z 
20 22 Z3 / 
ОМА УММ 
82/75 


Fic. 66. Вас examples of reciprocation. 


be noted that the reciprocal of a number of impedance elements in series consists of a 
number of impedance elements in shunt, with each shunt element being the reciprocal 
of one of the series elements, and vice versa. It is also to be noted that when two 
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reactive networks are reciprocal, the poles of one coincide with the zeros of the other 
impedance, and vice versa. 

23. Fundamental Relations Existing in Four Terminal Networks.! Methods of 
Expressing Network Characteristics. —Insofar as the four terminals are concerned, the 
properties of a four-terminal network at any one frequency can be expressed in terms 
of any three independent properties of the network, irrespective of how complicated 
the network is. Although there are an unlimited’ number of ways in which three 
independent constants can be defined, the ones most commonly employed in com- 
munieation networks are (1) image impedances and image transfer constant; (2) open- 
and short-circuit impedances; and (8) iterative impedances and iterative transfer 
constant. 

Four-terminal Network Behavior Expressed in Terms of Image Impedances.—A net- 
work is said to be operated under image-impedance conditions when the internal 
impedance Z, of the source of power acting on the input terminals of the network, and 
the load impedance Zz at the output terminals, are so related to the network that the 
impedance looking into the network from the terminals 1-2 with the load connected 









| 

4 
Zs Ею Z Network =—2, E34 2 
{ 1 
2 


Е © + 
4 
For image impedance operation 
75 = Zii 
Z= 21, 


Fig. 67.—Four-terminal network operated with terminal impedances. 


(see Fig. 67) is equal to the generator impedance, and, similarly, so that the impedance 
looking into the network at terminals 3-4 with the generator connected equals the 
load impedance. The generator and load impedances required to produce this condi- 
tion are properties of the network, and are termed the image impedances. They can 
be designated by the symbol 2л and Zn for the input and output terminals, respec- 
tively (see Fig. 67). 

In dealing with image impedances, the third independent property of the network 
required to finish the specification of the network behavior is taken as the image trans- 
fer constant Ө, which is defined in terms of the relations 


Еза = 41, -6 Ii ES Zi S 
E. Vie ‚т^ Уй“ (96) 


The notation is illustrated in Fig. 67. The image transfer constant 6 has the same 
value irrespective of the direction of transmission of energy through the network. 

The three network parameters Zn, Zr, and 0 can be defined in terms of the network 
determinant and its minors, and also in terms of the open- and short-circuit impedance 
of the network, according to the equations 


Zi, ~ *BuüBun |. 2.2. (97) 
21, = №22 = VEZ, (98) 
2 В,Вузз 06.86 


1 Additional information on these subjects is given in the following books: К. S. Johnson, “ Trans- 
mission Circuits for Telephonie Communieation"; T. E. Shea, “Transmission Networks and Wave 
Filters," Van Nostrand, 1929; Guillemin, op. cit. 
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вс Zac A DEus 
tanh 9 = VE z near Bos (99) 


where Дь and Z,. are the impedances at rond 1-2 with terminals 8-4 open- and 
short-circuited, respectively, 2’, and Z/, are the impedances at 3-4 with 1-2 alternately 
open- and short-circuited, while D is the determinant for the network formed by short- 
circuiting terminals 1-2 and 3-4. The B's are minors of this determinant, with B1122 
being the minor formed by striking out both first and second rows and first and second 
columns of the determinant. 

Image-impedance operation of a network can be conveniently related to the behav- 
ior of à transmission line expressed in terms of wave trains. Although wave trains 
obviously cannot exist in a network having lumped constants, it is nevertheless fre- 
quently convenient to explain the behavior of a four-terminal system, insofar as the 
terminals are concerned, in terms of wave trains just as though these wave trains 
actually existed within the network instead of being hypothetical. The image 
impedances correspond to the characteristic impedance of the transmission line, but 
unless the network is symmetrical about its midpoint, there will be two image imped- 
ances because of the fact that the network can be considered as equivalent to a trans- 
mission line that is unsymmetrical and so has an impedance transforming action upon a 








Ета. 68.—Networks connected in cascade on an image-impedance basis. 


wave train. The image transfer constant 6 of the network is likewise analogous to the 
hyperbolic angle of the transmission line. The real part of the image transfer constant 
is called the attenuation constant, and can be considered as causing the hypothetical 
wave train in the network to be attenuated in magnitude. The imaginary part of the 
image transfer constant corresponds to the phase constant of the transmission line 
hyperbolic angle, and causes a shift in phase of the hypothetical wave train. If the 
load impedance does not equal the image impedance on the output side of the network, 
the effect on the voltage and current relations is as though a wave train existed in the 
network, and was reflected by the load impedance, just as in the case of a transmission 
line. ; 

When several networks are connected together in cascade on an image-impedance 
basis, as illustrated in Fig. 68, then the image impedances at the input and output 
terminals are the image impedances at the input terminals of the first network and 
the output terminals of the last network, respectively (21, and Zn” in Fig. 68). The 
image transfer constant of such a system is 


0+0 +... Ем (100) 


where 01, 62, etc., represent the image transfer constants of the first, second, etc., 
component networks of the system. | 

In a system consisting of a number of networks connected in cascade оп an image- 
‘impedance basis, it is customary to refer to the image impedance existing at a particular 
junction point as the impedance level at that point. 

The image-impedance method of expressing the properties of a four-terminal 
network is extremely important because most four-terminal networks used in 
communication systems are operated under conditions that approach very closely 
image-impedance operation. This is particularly true of filters, equalizers, and 
impedance matching networks. 
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Four-terminal Networks Operated on an Iterative-impedance Basis—A network 
operated on an iterative-impedance basis requires that the load impedance be such that 
the input impedance of the network with the load connected is equal to the load 
impedance. At the same time, the impedance observed by looking into the network 
from the output terminals toward the generator with the internal impedance of the 
generator connected across the input terminals of the network must equal the gener- 
ator impedance. These two impedances can be designated as Zi, and Zw, respectively, 
and are properties of the network. The third property necessary to specify completely 
the network characteristics is then taken as the iterative transfer constant P, which is 

Zs defined by the equation 


Is p 
A T. me (101) 
where J; and Г are the input and output 
(a) currents of the network, respectively, when 
operated under iterative conditions. Itera- 
tive-impedance action becomes of impor- 
Zs tance in handling problems involving L and 
ladder types of attenuators. 
Impedance Matching.—Two impedances 
are said to be matched when they have the 
same magnitude and the same phase angle. 





Impedance 
matching 
network 






(b) 007 . : 
А Thus in Fig. 69a, the load impedance Zz is 
For Sa Zs oZ said to be matched to the generator imped- 
S ance Z, if the load impedance equals the 
20221, generator impedance. If the load and gen-* 


Attenuation constant of net- erator impedances are not matched, it is 
work equal to zero possible to obtain matching by inserting 

Fic. 69.—Impedance matching of between generator and load, as shown in 
generator and load with the aid of a Fig. 69b, a network having Zn = Z, Zi, 
network. = 21, and zero attenuation (i.e., real part of 
image transfer constant 0 must equal zero). The generator then sees a load impedance 
Zn = Z,, and the load receives its power from a source (the network output terminals) 
having an internal impedance 21, = Zr. Such a system has its impedances matched 
on an image basis at all junction points. 

The ratio of load current that would be delivered by a particular generator to a 
particular load without matching, as in Fig. 69a, to the ratio of the same currents when 
the impedances are matched, as in Fig. 69b, is designated by such terms as mismatching 
factor, reflection factor, or transition factor. The absolute value of this ratio gives the 
loss of load current that results when no means are provided to couple the generator to 
the load impedance on an image-impedance basis. The value of the mismatching 
factor depends only upon the ratio of load to generator impedance, and is 
q |42. 

Zi 


Load current without matching _ 





Load current with matching k = Ze (102) 
Pet 
Zr 
Expressed in decibels, the loss of load current resulting from mismatching is 
Mismatching loss in db = 20 logio (1/k) (103) 


A chart giving loss from mismatching based on Eq. (103) is given in Fig. 70, where 
` 6, and Өт, are the phase angles of Z, and Zz, respectively. 
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When the generator impedance Z, is a resistance, then image-impedance matching 
corresponds to the condition for which the power delivered by the generator to the load 
is maximum, and if the load impedance fails to match the generator impedance, a loss 
of load power results. However, if the generator impedance has a reactive component, 
then failure to match the load impedance to the generator impedance can, under 
certain conditions, result in an increase in the load current. Under these conditions, 
the mismatching factor will be greater than unity. 
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Ето. 70.— Chart giving effect of mismatching generator and load impedance. 


Insertion Loss.— When a network is inserted between a sending-end impedance 
4, and a load impedance Zz, as in Fig. 69b, the ratio of current in the load impedance 
when the network is present to the load current in the absence of the network is 
termed the insertion loss, since this is the loss in output current resulting from the 
insertion of the network between generator and load. 
' The insertion loss can be conveniently expressed by the formula 


Insertion loss — hs ae 9 (104) 





1 The condition for maximum possible transfer of energy to the load is realized when the resistance 
component of the load impedance is equal to the resistance component of the generator impedance and 
when at the same time the reactive component of the load impedance is equal in magnitude but oppo- 
site in sign to the reactive component of the generator impedance. 
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where kı = mismatching factor of Z, and Zz, 

kı = mismatching factor of Zn and Zz. 
mismatching factor of Z, and Zz. 
0 = image transfer constant. 


= 
[| 


1 
1 21, PS 223 (2 = z) EET 
Zi, + 21) M1, + Zs ` 

The interaction factor с is a second-order effect representing a modification of the 
insertion loss that occurs when there is mismatching at both the input and output 
terminals of the network. The interaction factor takes into account the effect of a 
wave that is reflected from the load back to the generator through the network, and 
there reflected back to the load. Тһе interaction factor becomes unity whenever at 
least one end of the network is matched on an image-impedance basis, or when the net- 
work attenuation is such that a wave that has traveled through the network twice will 
have been reduced to negligible amplitude. 

Under practical conditions, the interaction factor in networks intended to be 
operated on an image-impedance basis is at most only a few decibels. 

24. Fundamental Types of Four-terminal Networks. «and T Networks.—The fact 
that eny four-terminal network can have its properties represented, insofar as the 





interaction tactor = 


а 
y 
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ог Zi or 2 
' 
T Section tr Section 


Fig. 71.—General T and т networks. 


terminals are concerned, by three independent constants means that such networks can 
be always represented by three properly chosen independent impedances arranged in 
the form of a T or т, as shown in Fig. 71. 

The relationship between the impedances composing such networks, and the char- 
acteristics of the system expressed on an image-impedance basis, are 

For T section (see Fig. 71): 





























Z, = Vaz, + 2.23 + 2223) 272 
21, = NCAA + 2.2: + 228) 2$ (105) 
_ д | (2163 + ZZ; + 2243) 
tanh 0 = Ау ДУ F Z) 
For т section (see Fig. 71): 
Z =Z (Zs + Zo) 2с 
h * N(Za + Zo) Za + Za + Ze | 
Æ (Za + Zo) 2с (106) 
Zi, = Zs (Ze + 2с) Za + Zg + 2с 
jah pe Zc(Z4 + Ze + Zo) 





(Z4 + 2с)(2в + Ze) 
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In the design of Т and т networks, one normally knows the desired image imped- 
ances, and wishes to realize a particular transfer constant 6. The relations are then 
For T section (see Fig. 71): 


1 
Z- л, (кы e 1) 








Z4,=_ 2 -Z 107 
" tanh 6 ? (107) 
Z= 21. 7% 
tanh 6 


For т section (see Fig. 71): 


Zc = VA, sinh 0 
1 
2в = SS 7 т 
Z;,tanh 0 Ж (108) 
Za = 1 


CIIM 
41, tanh 6 Zc 


Examination of these equations shows that in the case of networks with reactive 
elements, the image impedances are either pure resistances or pure reactances. Fur- 
thermore, when the image impedances are resistive, the image transfer constant is a 
pure imaginary, while when the image impedances are reactive, the image transfer 
constant has a real component, and so attenuation is introduced. These relations are 
particularly important in the case of filters and impedance-matching networks. 

L Networks.—An L network is shown in Fig. 72, and can be considered as a special 
case of a T or x network in which one of the impedance arms has become either zero or 
infinity. 

The properties of an L network can be expressed in terms of image impedances and. 
a transfer constant, as in the case of any four-terminal network. However, since there 
are only two impedance arms in an L network, a relationship must exist between the 
image impedances and image transfer constant such that if two of these are defined the 
third is likewise determined. 

The formulas relating the image impedance and image transfer parameters of an 
L network with the impedance elements of the L are 


c— T 2 
Zi = М2 (и, Zr) 
Z= Z, | en. 
BER rem à 109) — 21 Zy n 
M ЦИЕ Z Z 
7—7 K K2 
tanh 0 = (oo | 
21, Fic. 72.—General L network. 


The corresponding formulas for iterative impedance operation are 


P-I 
Z: = Zy (5 = ) 








Zr, 

Z = 7 (110) 
Zi, 

Z, = р 
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where Zr, and Zr are the iterative impedances of the two ends of the network, as 
shown in Fig. 72, and P is the iterative transfer constant, as defined by Eq. (101). 
L networks find their chief use in impedance matching systems and in attenuators. 
Lattice Sections —A lattice is a symmetrical balanced four-terminal network com- 
posed of two pairs of impedances, arranged as shown in Fig. 73. It will be noticed that 
the lattice is essentially a bridge in which the input is applied across one diagonal of the 
bridge, and the output is taken from the other diagonal. à 





Za 
| 3 
— л О *—— 
Zn v ó 21, 
2 4 
Za 
Zqy* Zr Zr 
(a) Lattice section (b) Lattice section drawn 


as bridge 


Fic. 73.—General lattice network. 


The basic formulas of the lattice section in terms of image impedance and image 
transfer constant are 


Zi = Zi = Zi, = М7 
Uc E (111) 
tanh (2) = Zi 


If one is given 0 and Z;, then 


Za 


ЇЇ 


Z; tanh (5) 
Z 


EC. ANE 
0 
anh (5) 

It is possible to represent апу symmetrical four-terminal network by a lattice hav- 
ing physically realizable impedance arms. In contrast, the x or T network equivalent 
of a complicated four-terminal network will sometimes require negative circuit 
elements in some of the arms, and hence be physically unrealizable. The image 
impedance of a lattice depends only upon the product of the two branch impedances, 
whereas the image transfer constant depends only upon the ratio of these impedances. 
It is therefore possible in the lattice to control the transmission characteristics entirely 
independently of the image-impedance behavior. 

Lattice networks are used in filters and equalizers. 

25. Reactive T, L, and т Networks for Matching Impedances.! Т and т Reactive 
Networks.—T and т networks having impedance arms composed of reactive elements 
are widely used for matching an antenna to a transmission line in order to give a non- 
resonant characteristic impedance termination for the line. It is possible with such 
networks to transform any resistance load that may be offered by the antenna system 
to any other value of resistance that may be needed to give a characteristic impedance 


A- (112) 


iW. L. Everitt, Output Networks for Radio-frequeney Power Amplifiers, Proc. I.R.E., Vol. 19, p. 
725, May, 1931; Coupling Networks, Communications, Vol. 18, p. 12, September, 1938; p. 12, October, 
1938; Carl G. Dietsch, Terminating Concentric Lines, Electronics, Vol. 9, p. 16, December, 1936; Ralph 
P. Glover, R-f Impedance Matching Networks, Electronics, Vol. 9, p. 29, January, 1936. 
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Xc * bR5 Ху Х.=— 


Aul qr aum 

Хд=-а Re в, 
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Phase retarded by large = (С xt 
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Туре 2 
Phase retarded by small angle(C negative) 


Ác z-bR5 





Type 3 
Phase advanced by large angle (C positive on char?) 
Ri Ri 
Xc --bR2 Х=- с Mm. 
3 
Ri 
da 4—82 
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УР 
Phase advanced by small angle (С negative on chart) 


Fra. 74.— Three-element reactive networks which may be used for impedance matching. 
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load for the transmission line. At the same time, the phase shift introduced by the 
impedance matching network can have any desired value. 
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Fra. 75.— Design charts, giving values of a for different values of В for use in networks of 
Fig. 74. 


On the assumption of an ideal network composed of reactive impedances with zero 
losses, the design relations represented by Eqs. (107) and (108) can be written as 
For Т section: 







































































o Z= _ В cos В — V В.В» 
6 м 1 sin В 
б 
4 1-76. 9^1) — 
3 los oz 24060 7, = № сов R: cos В — УТ» (113) 
‚8 а sin В 
2 j~ "(5 
о og 10 Viz 4 
$ ps oe 60 V EE. Ma 
и 1 40 sin 8 
Ф 
3 fe 70 10 For т section: 
> 0 " 
о io^ 2 у Rik, sin В 
ози d £ Locus for L section ^ 4 Rz cos В — v Rike 
02 E РА Rik, sin В (114) 
ii =j Ri cos В — V RiR: 
: О 3040 60 80100 
| 2 34 n 2 Zo = j VERa sin B 
Ra 


where Rı and E; are the two image imped- 
Fic. 76.—Design charts, giving ances and В is the angle by which the phase at 
ya ues o e E of Bfor the output terminals lags behind the phase 
Аш at the input terminals. Design charts derived 
from these equations are given in Figs. 75, 76, and 77, and together with Fig. 
74 will give the reactances required. The charts can be used for negative as well as 
positive values of 8. For negative values of 8, the magnitudes of the constants a, b, 
and c, are the same as for positive, but the signs used in front of the constants are 
reversed, as shown in Type 3 and 4 networks of Fig. 74. In the design curves of 
Figs. 75 to 77, it has been assumed that Ё1/Ё» is greater than unity. This is no 
restriction, since terminals 1-2 can be placed at either the generator or the load end 
of the network, according to whichever must match the higher resistance. 
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L Heactive Networks.—An L network composed of reactive elements is able to 
transform a given resistance to make it look like any other resistance by making the 
image impedance of the network at the terminals facing the load equal the load resist- 
ance and the image impedance at the other terminal equal the desired resistance. The 
phase shift introduced by an L section is determined by the ratio of image impedances, 
and cannot be specified independently, because the L section has only two impedance 
arms. The L section can be considered as a special case of Fig. 74, for which constant c 
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Fra. 77.—Design charts, giving values ox с for different values of B for use in networks of 
Fig. 74. 


has the value с = ©, leading to sections as in Fig. 78. The loci corresponding to this 
condition are shown on Figs. 75 and 76. With an L section, the maximum phase shift 
obtainable is +90°. 

Dissipation of Power in Reactive Networks.—In practical networks, the condensers 
have negligible loss, but the resistance of the inductances is not entirely negligible. 
On the assumption that the currents in the various network branches are not appreci- 


Xe = bRg X---bR»o 


F— 


к — т = К> ХА=АаК2 ~—R2 


Phase retarded by Plase advanced by 
small angle small angle 


Ете. 78.—Section of L type that is obtained when c in Fig. 74 becomes infinite. 


ably affected by the dissipation of the inductive elements and that the various induo- 
tive elements have a ratio of reactance to resistance (3.е., Q) that is the same for all 
inductances, one can write! 


Power lost in network E: 
Power delivered to network Q 





(115) 


where à is a constant given by either Fig. 79 or 80, according to the type of section 


1 See Everitt, loc. cit. 
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involved. These curves apply for L as well as T and т networks, the locus for the L 
network being dotted on the curves. 

A study of Figs. 79 and 80 shows that the efficiency of the network is implicitly 
determined by the impedance transformation ratio and the phase shift. There is no 
choice between T and т networks and between networks that advance and retard the 
phase, insofar as efficiency is concerned. The loss increases with increasing transfor- 
mation ratio, and tends to be large when the phase shift of the network is either very 
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Fra. 79.— Values of 6 for use in Eq. (115), Eva. 80.— Values of ô for use in Eq. (115) 
applicable for Type 1 and Type 3 networks of applicable for Type 2 and Type 4 networks of 
Fig. 74. The angles are values of В. Fig. 74. The angles are values of В. 


small or very large. Finally, it will be noted that for a given transformation ratio, the 
L section has a lower loss than either the Т or т section. In cases involving very high 
transformation ratios, or phase shifts that are either very small or approach 180°, an 
increase of efficiency can be obtained by dividing the total impedance transformation 
and total phase shift among two or more networks connected in tandem. 

Harmonic Reduction.—Coupling networks that call for an inductance in the series 
‘arm or a capacity in a shunt arm, or both, can be readily arranged to provide dis- 
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(a) Network as designed (5) Network with sereies trap (c) Network with shunt irap 


Ета. 81.— Diagram illustrating how a series inductance and a shunt capacity of an 
impedance matching network may be replaced by parallel and series resonant circuits 
respectively, to increase discrimination against an undesired harmonic. 


crimination against harmcnics. The discrimination against a particular harmonic can 
be made particularly great when the series inductive reactance is supplied by a parallel 
circuit, as shown in Fig. 81b, resonant at a frequency to be suppressed and so propor- 
tioned as to give the required inductive reactance at the frequency tobe transmitted. 
An equivalent result is also obtainable when the shunt capacitive reactance is supplied 
by a suitably designed series circuit, as in Fig. 81с, that is resonant at the frequency to 
be suppressed. 
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The design formulas are as follows: 
For Fig. 81b: 

Li = [1 — y?) (116a) 
For Fig. 81c: 

С; = C — ү?) (116b) 
where y is the ratio of the frequency to be transmitted to the frequency to be sup- 
pressed. С; in Fig. 81b and L; in Fig. 81c are assigned values that will make the 
resonance occur at the frequency to be suppressed. 
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(e) Ladder attenuator with adjacent 
shunt arms merged, showing 
numerical values For R,;=!00 and 
a voltage reduction factor « of 10 
per section 


® = К: 


(f) Continuously variable ladder 
attenuator 


К = Ry 


(d) Ladder attenuator (g) Bridged- T attenuator 


Fig. 82.—Common attenuator networks. 


26. Attenuators.'—Attenuators are resistance networks used for the purpose of 
reducing voltage, current, or power in controllable and known amounts. The most 
commonly used types of attenuators are the T, L, ladder, and bridged-T types. 

T Attenuators.—The T attenuator consists of three resistances arranged in a Т, as 
shown in Fig. 82a. Such an attenuator is usually designed with the two series 
impedances of the T identical, thereby making the two image impedances the same. 


1 For further information on attenuators, and in particular for design information including tables 
giving the resistance values required in the arms for different values of attenuation, see P. K. McElroy, 
Designing Resistive Attenuating Networks, Proc. Г.В.Е., Vol. 23, p. 213, March, 1935; Guy C. Omer, 
Jr., Lattice Attenuating Networks—Complete Design Tables, Wireless Eng., Vol. 17, p. 206, May, 
1940; R. E. Blakey, Network Resistances for Balanced Attenuators, Electronics, Vol. 8, p. 446, Novem- 


ber, 1935. 
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For such a symmetrical T network composed of resistance elements, the relations 
expressed by Eqs. (107) can be rewritten as 


a—1l 
Rı = Rr Z=) 


2a 
Р = Ry (=) 


where Rı and Рз are the attenuator resistances, as shown in Fig. 82а, Ry is the image 
impedance of the section, and o is the number whose natural logarithm is the image 
transfer constant (i.e., а = ©). Thus when the generator and load impedances both 
equal the image impedance Ry, the insertion loss of the attenuator is а, i.e., with 
image operation 


(117) 


_ load current without attenuator 
load current with attenuator 





(118) 


T attenuators are used where it is important that the presence of the attenuator 
in the circuit, and the amount of attenuation have no effect upon the impedance rela- 
tions existing in the circuit. This is achieved by making the image impedance of the 
T attenuator equal either the generator or load resistance. 

L Attenuators — Тће L attenuator consists of two resistance arms arranged as shown 
in Fig. 82b or 82c. The arms are so proportioned that one of the iterative impedances 
of the attenuator is constant irrespective of the attenuation introduced. The cor- 
responding design formulas are 

For Zi, constant (Fig. 82b or c): 


Pes 
Ri = 2. (4 -) 





2, (119) 
еН. ИҢ 
R: = 7i 
For Zi, constant (Fig. 82b or c): 
R, = Zr, (o! — 1) 
2 a! (120) 
R: = Zi, (=) 


Here o/ = e, where Р is the iterative transfer constant. When the impedance con- 
nected between the pair of terminals opposite from the terminals having constant 
iterative impedance is equal to this design value of iterative impedance, then 


, _ current in load without attenuator 
current in load with attenuator 





(121) 


L attenuators are less expensive than the T type, because only two instead of three 
variable resistances are required to control the attenuation. At the same time the 
L attenuator maintains impedance independent of attenuation at only one pair of 
terminals as the attenuation is varied, whereas the T' attenuator maintains constant 
impedance at both terminals. L attenuators are commonly used where a number of 
loads are associated with a common generator and it is necessary to control the power 
delivered to each load without altering the impedance offered to the source of power. 

Ladder Attenuators.—Ladder attenuators consist of a series of symmetrical т sec- 
tions designed so that the required ratio of voltage loss per section is obtained with 
image impedance operation. A typical arrangement is shown in Fig. 82d, where there 
is shown a chain of three т sections terminated at both ends with a resistance equal to 
the image impedance, and designed to produce the required attenuation when operated 
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on an image impedance basis. The appropriate design formulas for the individual 
sections are : 


1 
Ra = в: (23 


2—] 
Re = (> ) 


Here Ra and Ав have the meanings shown in Fig. 82d, Rz is the image impedance, and 
о is the factor by which each section reduces the current with image-impedance condi- 
tions (7.e., if а = 10, then each section reduces the current in the load to 140 of the 
load current that would be obtained with the section removed). 

The impedance between any junction point in the ladder attenuator and the com- 
mon side of the system is one-half the image impedance. 

Ladder attenuators such as are illustrated in Fig. 82d are used in signal generators 
and in other devices requiring that voltages and currents be reduced in known ratios. 
A typical arrangement for producing known voltages of small magnitude is illustrated 
in Fig. 82e. Here a known current is supplied to the switch and directed so that it 
flows from one of the junction points to the common side of thesystem. This produces 
a known voltage across that particular branch of the shunt attenuator. The voltage 
appearing across the output terminals of the attenuator is then this voltage reduced in 
accordance with the number of attenuator sections between the input point and the 
load. 

A continuously adjustable ladder attenuator is shown in Fig. 82f, and is the same as 
the step attenuator of Fig. 82d, except that the switch has been replaced by a slider 
that permits continuous variation of the input point. As actually constructed, the 
resistance shown horizontally along the top is an ordinary slide-wire potentiometer, to 
which suitable shunt resistances have been connected at regular intervals to form a 
series of т sections. Such an attenuator is inexpensive to construct, and maintains its 
input and output resistances constant within reasonably narrow limits for all attenua- 
tions except extreme values. 

Bridged-T Attenuators.—A bridged-T attenuator consists of four resistance arms 
arranged as shown in Fig. 82g. When proportioned so that В: = Ri = Р 1, and 
Rik, = Rr’, the image impedance will be a constant value Ry, irrespective of attenua- 
tion. With image-impedance operation 





(122) 





Load current. with attenuator _ Hi 
Load current without attenuator R, + Rr 





(123) 


The bridged-T attenuator is equivalent to a simple T attenuator but requires only two 
instead of three variable resistances. 

Decimal Attenuators.! —A decimal attenuator is a system of attenuators so arranged 
that a voltage or current can be reduced in decimal fractions. Such an attenuator is 
shown in Fig. 83, where any voltage from 0.001 to 1.0 times the input voltage can be 
obtained in steps of 0.001 volt. This decimal attenuator includes three similar L-type 
attenuators designed to operate between equal generator and load resistances and to 
have a constant output resistance equal to the generator resistance R,. Each attenu- 
ator is adjustable in steps such that 1/о can bemade0, 0.1, 0.2, 0.3, etc., upto 1.0. The 
second of these L attenuators feeds into a single T attenuator having an input and out- 
put resistance equal to the output resistance of the L section and having а = 10. The 
third of these attenuators delivers its output to two such T sections in tandem. These 
three systems hence give output voltages in steps of 0.1, 0.01, and 0.001, respectively. 
The outputs of all three attenuating systems are connected in parallel, so that when 


! Decimal attenuators as described here were developed by the General Radio Company. 


218 RADIO ENGINEERS’ HANDBOOK [Sec. 3 


the output terminals are open-circuited the load resistance for any one attenuator 
system consists of the output resistance of the other two systems in parallel. The out- 
put voltages of the three attenuators are thus superimposed upon each other, and add 
up directly without being affected by the fact that the load resistance for any one 
attenuator is supplied by the other two attenuators, which, at the same time, produce 
their own output voltages. The fact that there is a mismatch of resistance at the 
output need not be corrected for, since this changes all output voltages by the same 
percentage and so does not disturb the relative outputs. The output resistance to any 
load connected across the output terminals is the output resistances of the three 
attenuator systems in parallel. The addition of such a load merely increases the mis- 
match on the output side of the attenuator, and changes all output voltages by the 
game percentage without altering the relative values at the different attenuator 
settings. 






Input 
НО 


Еіс. 83.—Circuit diagram of decimal attenuator. 


27. Relation between Attenuation and Phase Shift in Four-terminal Networks..— 
For any four-terminal network connected between resistive terminal impedances, 
there is always a minimum possible phase change that can be associated with a given 
transmission characteristic. In such a minimum-phase-shift network, the phase char- 
acteristics can be calculated if the transmission characteristic is known, and vice versa. 

Any actual four-terminal network will be a minimum-phase-shift network unless 
(1) the network contains a transmission line or an equivalent circuit with distributed 
constants, or (2) the circuit includes an all-pass section, either as an individual structure 
or in a combination that can be replaced by an all-pass filter section plus some other 
physical structure. It is to be noted particularly that all ladder networks are auto- 
matically of the minimum-phase-shift type, since it is impossible to form an all-pass 
filter section from alternate series and shunt impedances. 

Phase-area Theorem.—One of the simplest relations existing between attenuation 
and phase shift is 


+ ® T 
f Ви = ту (Ae — 49 (124) 


where B = phase shift, radians. 
u = loge (f/fo), where f is the actual frequency and fo is any convenient refer- 
ence frequency. 

А» = attenuation, db, at infinite frequency. 

Ав = attenuation, db, at zero frequency (not at frequency fo). 
The relation described by Eq. (124), expressed in words, is to the effect that the total 
area under the phase characteristics, when plotted on a logarithmic frequency scale, 
depends only upon the difference between the transmission (or attenuation) at zero 
and infinite frequency, and does not depend in any way upon the way in which the 


1H. W. Bode, Relations between Attenuation and Phase in Feedback Amplifier Design, Bell System 
Tech. Jour., Vol. 19, p. 421, July, 1940; also, U.S. Patent No. 2,123,178; Y. W. Lee, Synthesis of Elec- 
trical Networks, Jour. of Math. and Physics, Vol. 11, p. 83, 1931-32, 


i 
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transmission varies between these limits; nor does it depend upon the physical con- 
figuration of the network, provided a minimum-phase-shift structure is employed. 
The equality of the phase areas under different conditions is illustrated in Fig. 84. 

The relation expressed by Eq. 
(124) can be termed the phase-area 
theorem, and has several very im- 
portant practical consequences. It 
means, for example, that if a net- 
work is employed to change the 
transmission from one fixed value to 
another fixed value and if, at the 
same time, the maximum phase shift 
that can be permitted at any fre- 
quency is limited to some relatively 
low value, then the region where the 
attenuation is changing must be 
spread out over a sufficiently wide 
frequency range so that the neces- 
sary area can be obtained under the 
phase curve without this curve hav- 
ing а maximum exceeding the al- 
lowable value. This fact is of 
considerable significance in connec- 
tion with the design of feedback 
amplifier systems, since here the 
transmission around the feedback 
loop must have associated with it a 


phase shift that is always less than Fig. 84.— Diagram to illustrate relation be- 
180°, even when the transmission js tween area ander phase-shift curve and the 
d change in attenuation. 


Attenuation db 





Phase Shift-B 





Frequency (logarithmic scale) 


varying. 
Phase Shift as a Function of Attenuation Slope-—The minimum phase change 
associated with a given attenuation characteristic can be expressed as! 


т {dA 1 Te dA dA Iu] 
= 21 (25 zm = [т> 7 ii 2 
B.= = 2) +® l. I5) (22 IM coth du (125) 
where B, = phase shift, radians, at the frequency fe. 
аА /4р = slope of attenuation curve, db per octave. 
и = log. (f/f.), where f is frequency and f. the frequency at which B, is desired. 


coth ж = hyperbolic cotangent of z(— 1/tanh z). 
subscript c denotes evaluated at f = fe. 


1 


log coth | denotes the real part of log coth 5 (which is complex when р is negative). 
t 





Equation (125) shows that the minimum phase change can be expressed as the sum of 
two components. The first of these is proportional to the slope of the attenuation 
characteristic when plotted on a logarithmic frequency scale, and amounts to 180° 
when the attenuation is varying at the rate of 12 db per octave at the reference fre- 
quency. The second term is determined by an integral, the integrand of which is 
proportional to the weighting function loge coth (|a /2), which is plotted in Fig. 85, 
and the difference between the slope of the attenuation characteristic at the desired 
frequency fe and the slope elsewhere. Because of the symmetrical character of the 
weighting function, this second contribution to the phase shift is determined by 


1 The т in the denominator in front of the integral represents the correction of an error in Eq. (10) 
of Bode's U.S. Patent No. 2,123,178, upon which the equation given here is based. 
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Ета. 86.—Examples of the relationship between phase and attenuation characteristic in 
several idealized examples. 
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the extent that the attenuation-slope characteristic fails to have negative symmetry 
(i.e., odd-function symmetry) about the reference frequency. Also, the shape of the 
weighting function is such that changes in the slope of the attenuation characteristic 
at frequencies close to the reference frequency have far more effect upon phase shift 
than do changes in the slope of the characteristic at more remote frequencies. 

Examples of the relationship between attenuation characteristics and phase shift 
are given in Fig. 86 for several idealized cases. 

Specification of Complete Phase and Attenuation Characteristics from Attenuation and 
Phase Fragments.—Relations have been worked out from which the complete attenua- 
tion and phase characteristics of a minimum phase-shift network can be determined 
by prescribing the attenuation characteristic over a portion of the frequency range and 
prescribing the phase-shift characteristic for the remainder of the frequency range. 





Frequency (logarithmic scale)» Frequency (logarithmic scale) —> 
(a) High-frequency cutoff (b) Low-frequency cutoff 
Ета. 87.—Ideal low-frequency and high-frequency cutoff characteristics. 

Certain special cases of this character that are of particular importance are illus- 
trated in Fig. 87. Here the attenuation is specified as a constant value in the useful 
range of the circuit, while the phase shift is specified as having a constant value 
(normally slightly less than 180°), outside the useful frequency range. The remainder 
of the characteristics are shown dotted. The essential formulas for the cases illus- 
trated in Fig. 87 are 

High-frequency cutoff (Fig. 87a): 


В = k sini ГА А (126a) 


K + 8.69k loge [N (i) = Flt f>h (1260) 


Low-frequency cutoff: 


A 


B = -k sinih f>h (127a) 


К + 8.69k log. VEY = +#|| f<h (1276) 


A 
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The notation either is as illustrated in Fig. 87 or is as previously used, with the addition 
that B is in radians and A in.db, and K is the attenuation in the region where the 
attenuation is constant. These expressions can be considered as representing the 
fundamental formulas for the high- and low-frequency cutoff characteristics of the 
feedback loop of the ideal feedback amplifier. 

Application of Minimum Phase-shift Principles to the Design of Feedback Amplifier 
Circuits.—A schematic diagram of an amplifier provided with negative feedback is 
shown in Fig. 88. In this diagram, the portion CDE transmits a fraction of the output 
of the amplifier back to the input circuit, and superimposes this upon the applied 
signal. In the normal frequency range, the phase relations are so adjusted that this 
feedback action opposes the applied signal, thereby reducing the amplification and 
giving negative feedback. In order that such a system will not oscillate under any 
conditions, it is necessary that the transmission 
and phase characteristics of the “feedback 
loop” ABCDE be such that the transmission 
around this loop is less than unity when the 
phase shift reaches 180°. The transmission 
around this loop is obtained by breaking the 
circuit at z, applying a signal voltage at point 
A, and comparing this signal voltage with the 
voltage that it produces at the point E. 

In an ideal feedback amplifier system, the transmission around the feedback loop 
would be constant throughout the useful band of frequencies, thereby giving constant 
negative feedback in the useful range. At the same time, the transmission around this 
loop should drop off as rapidly as possible outside the useful range of frequencies in 
order that the frequency range over which the transmission characteristics must be 
controlled accurately be no greater than absolutely necessary. Because of the phase- 
area theorem, this maximum rate of falling off in transmission outside the useful band 
will be obtained when the phase shift has a constant value that approaches as close 
to 180° as is practical throughout the attenuating range. The ideal characteristic for a 
feedback loop is accordingly that shown in Fig. 87, with k given a value that is slightly 
less than 2 to provide a margin of safety. 

Limitations Introduced by the Asymptotic Transmission Characteristics of the Feed- 
back Loop at Extreme Frequencies.—The ideal feedback loop characteristics cannot in 
many cases be realized at extremely high and extremely low frequencies, because at 
these extreme frequencies such factors as stray shunting capacities, grid-leak-con- 
denser combinations, etc., take over control of the characteristics and may cause the 
transmission to fall off more rapidly than permissible for an ideal feedback loop. This 
is illustrated in Fig. 89, where ABC is the ideal characteristic, but because of the 
asymptotic falling off in transmission of the amplifier at high frequencies, the actual 
characteristic is AB’C’. There is then an additional phase shift at high frequencies. 
The excess phase shift in the region where the feedback loop transmission changes over 
from the ideal to the asymptotic characteristic (region C in Fig. 89), can be eliminated 
by the expedient shown in Fig. 90. Неге a step of zero slope is introduced in the trans- 
mission characteristic just before the asymptotic characteristic is allowed to take con- 
trol. The length of this step should be such that 





Fra. 88.—Schematic feedback ampli- 
fier diagram. 


fa _ Л, .. slope of ideal asymptotic characteristic in db per octave (128) 
fo < f Я, slope of actual asymptotic characteristic in db per octave 





The type of phase-shift characteristic that results is shown in Fig. 90, and the total 
attenuation between f, and f, (and f; and f;) is very close to the largest that can possibly 
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Fic. 89.—Typical amplifier cutoff characteristic, and ideal cutoff characteristic for feedback 
loop. 
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Fie. 90.—Step transition to attenuation characteristic of high slope. 
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be obtained in this frequency interval without the maximum phase shift exceeding a 
fixed maximum value. 

The slope of the actual asymptotic characteristic can be estimated by inspecting 
thecircuits. Each resistance- or impedance-coupled amplifier stage will contribute 6 db 
per octave to the asymptotic slope at high frequencies, as will each output transformer 
fed from a tube and having a resistance load. An interstage coupling transformer will 
add. 12 db per octave to the slope unless a resistance is shunted across the secondary. 
Similarly, at low frequencies, each grid leak-condenser combination will cause 6 db 
per octave slope, as will each transformer (output, input, or interstage) excited from a 
resistance source as a tube or line. Transformers with resonated primaries can con- 
tribute 12 db per octave at low frequencies. 
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Wie. 91.—Example of requirements imposed on amplifier designed to provide 30-db feed- 
back with 9-db margin of safety. 


The asymptotic characteristic is of importance only when it has a value approach- 
ing or exceeding 12 db per octave. "Thus, with many two-stage amplifiers, the asymp- 
totic characteristic is not а design limitation, and one can theoretically hope to realize 
the ideal feedback loop characteristics shown in Fig. 87 instead of being forced to the 
step transition of Fig. 90. 


Design Procedures and Considerations.—The design of a feedback amplifier under 


conditions where the asymptotic characteristic must be considered can be best under- 
Stood by considering several specific cases. 


Example 1.—Assume that a three-stage amplifier has a useful frequency range of 100 to 10,000 cycles 
and that 30-db feedback is desired with an amplitude margin of safety of 9 db, a phase margin of safety 
of 30°, and that the asymptotic slope is 18 db per octave for both high- and low-frequency cutoffs. 
The Ydeal transmission characteristie of the feedback loop can be calculated from Eqs. (126) and (127) 
‘for high and'low frequencies, respectively. These characteristics are plotted in Fig. 91a, in which the 
transmission around the feedback loop in the useful frequency range is shown as being 30 db above zero 
level. The ideal characteristic is continued to 9 db below zero level to fe’ and f» in order to provide the 
necessary amplitude margin, after which there is introduced a step having a length such that the fre- 
quencies at the two ends of the step are in the ratio 10:18 (or 18:10 as the case may be), which is the 
slope ratio of the ideal and asymptotic characteristics (slope of the ideal characteristic with 30° phase 
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margin = 12 X 159% во). Beyond the step, i.e., below fa’ and above fs, the asymptotic characteristic 
is permitted to take control, as shown. The actual amplifier would then be built so that in the absence 
of feedback the amplification would fall to 30 + 9 = 39 db below the amplification in the useful range 
at the frequencies fa’ and fs. The frequencies fa’ and f» for this case, when calculated as above on the 
basis of the ideal step characteristic, are 7 cycles and 150,000 cycles, respectively. In order to 
obtain the transmission actually required in order to avoid oscillation, i.e., the characteristics indi- 
cated by the heavy line in Fig. 91a, then additional circuit elements must be added either to the 
amplifier or to the feedback loop in order to cause added loss in the regions marked B and C in Fig. 91. 
It will be noted that the amplifier must be made much broader than the actual amplification char- 
acteristic needed. 

Example 2.—Consider a broadcast transmitter in which it is desired to employ 20 db feedback, with 
10 db of safety margin in amplitude and a 30° phase margin of safety (k = 1.67), and is to maintain 
uniform response up to 10 ke. Also, assume that the transmission characteristic around the feedback 
loop, as observed experimentally, when no special circuit elements are introduced to control feedback 
characteristics, is as shown by АНГЛ in Fig. 92a, with 24 db per octave asymptotic slope. The optimum 
transmission characteristic, as calculated by Eq. (126), is the curve ABCDG, but because of the asymp- 
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Fc. 92.—Example involving application of negative feedback to a broadcast transmitter. 


totic slope near G, the practical eurve required to give the required amplitude margin of 10 db is the 
step curve ABCDEF. When this is compared with the actual curve AHIJ, it is seen that in order to 
obtain the required characteristic, one must add circuit elements somewhere in the feedback loop that 
will add to the curve АНТ. a characteristic such as illustrated by the curve ABCDE of Fig. 92b. This 
can be done by suitable design of circuit elements in the feedback loop, or it may be achieved by adding 
further stages of amplification either in the feedback path or in the audio-frequency part of the system. 
These additional stages need contribute little or nothing to the gain of the system in the useful range 
of frequencies, but must have a rising amplification in the frequency range DE. Beyond the point E, 
the amplification of the extra stages can fall off in any convenient manner. Ш additional stages of 
amplification are employed to give this required supplementary rising characteristic, these additional 
stages must be designed so that their asymptotic characteristic does not take control until a frequency 
is reached that is very much higher than the frequency corresponding to E in Fig. 92. 


Control of the way in which the transmission around the feedback loop falls off 
outside the useful range of frequencies can be obtained in a variety of ways. Some of 
the simpler and more important expedients that can be employed, together with the 
corresponding transmission characteristics, are illustrated in Fig. 93. The number of 
such networks that can be devised is of course without limit, and under some circum- 
stances the networks involved may become very complicated. 
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The frequency range over which the transmission characteristics of the feedback 
loop must be controlled is surprisingly high, and represents the price that is paid in 
order to obtain the benefits of negative feedback. The cost is approximately one 
octave for each 10 db of useful feedback plus about one or two octaves extra as a 
margin of safety and to take care of failure to realize exactly the optimum char- 
acteristic. Thus, if an amplifier with a useful frequency range of 60 to 15,000 cycles 
is to have 30 db of feedback, the characteristics of the feedback loop must be carefully 
controlled for at least four octaves beyond this range, or from about 4 to 240,000 eycles 
(compare with Fig. 91). 
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Fra. 93.—Simple methods of modifying amplifier characteristics at high and low frequencies. 


28. M-derived (Ladder) Filters.'—4A filter can be considered as a four-terminal 
network in which the image transfer constant has a value that is either small or zero in 
2 particular range of frequencies and a value that is relatively large for other 
frequencies. 

Fundamental Filter Equations.—Practical filters of the ladder type consist of sym- 
metrical Т or т sections composed of reactive elements. When the impedance arms are 
designated as in Fig. 94, then the image transfer constant 0 and the image impedances 
Zr and 2т for the Т and т sections are 





= 21 
cosh 9 = 1 + 27, (129а) 
от 
‚ ‚0 _ Zi 
sinh a= Viz; (1295) 
Zr = 2123 + i 212 (130) 
Za "- 2.23 = 2123 (181) 


2 
ҮРЕ Л Жыл 
4 
Half sections have an image transfer constant exactly half of the transfer constant of а 


1 Офо J. Zobel, Theory and Design of Uniform and Composite Electric Wave-Filters, Bell System 
Tech. Jour., Vol. 2, p. 1, January, 1923. 


Par. 28} CIRCUIT THEORY 227 


full section. The image impedances of the two sides of the half sections differ, being 
Zr on one side and Z+ on the other (see Fig. 94). 

An ideal filter in which the impedance arms are pure reactances with zero loss has 
zero attenuation (7.e., the real part of 6 is 0) for all frequencies that make Z;/4Z; lie 
between 0 and —1. Such frequencies are termed pass frequencies, and the range in 
which they lie is termed the pass band. The phase constant 8 of the image transfer 
constant in the pass band is 


ix 21 
cos В = 1+ 57. (132) 
The image impedance in the pass band is a pure resistance. 
All frequencies other than those which make 71/47» lie between 0 and —1 suffer 


attenuation (i.e., the real part а of @ is not zero). Such frequencies are termed stop 
frequencies, and are said to lie in the stop band of the filter. The phase shift in the stop 


\ | 
24 24 7, 
Ят— : —— Žr "i b 


T section T section 


Z 


Nt 
N 
NI~ 


=F 225 т eg 27, 


Á—— 
2т 
Half Tsection Half tr section 
Fig. 94.—Filter sections, showing nomenclature. 


bands is either zero or +180°, and the image impedance is a pure reactance. The 
magnitude of the attenuation constant a for the stop frequencies is 


cosh a = 


(133) 





Zi 
lt, 





Filter Design.—Practical ladder filters are built up in the manner illustrated in 
Fig. 95. The middle portion of the filter is composed of a series of symmetrical Т or 
7 sections connected in cascade, and at each end of the filter there is a half section as 
Shown. All sections in the filter are matched together at each junction on an image- 
impedance basis. 

The intermediate sections used in constructing a practical filter are of a class in 
which one ean vary the attenuation characteristics of the section by suitably designing 
the series and shunt arms, without at the same time affecting in any way the image 
impedance. This makes it possible to arrange matters so that the frequencies for 
which one section gives only small attenuation are then strongly attenuated by 
some other section. Sections of this class, however, have an image impedance that 
is far from constant in the pass band of the filter. This means that a filter consisting 
only of such sections as might be used in the intermediate portion of a filter would 
not operate satisfactorily in association with a load resistance having a value inde- 
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pendent of frequency. This difficulty is overcome by employing suitably designed 
terminal half sections, as shown in Fig. 95, that match the intermediate portion of 
the filter on an image-impedance basis on one side, but offer a more desirable type of 
image impedance at their external terminals. 

Sections suitable for use in low-pass, high-pass, and band-pass filters, together 
with the necessary design formulas, are given in Tables 2, 3, and 4. All the sections 
illustrated in these tables are suitable for use in the intermediate portion of the filter 
except those sections specifically designated as end sections. All intermediate 
sections designed from one of these tables for given cutoff frequencies, and for 
the same load resistance, will have identical image-impedance characteristics, and so 
can be connected in cascades on an image-impedance basis. The image transfer 
constant, i.e. the attenuation and phase-shift characteristics, of the individual 
sections will, however, depend upon the type of section involved and upon the value 
assigned to the design parameter m (ог m; and mz). 


Terminal ferrninal 





Terminal lerminol 
ҺӘЙ т |=----- Intermediate 1 sections ------ alt п 
section | jsection 





(b) 
Ета. 95.—Method of building up an m-derived filter. 


The terminal half sections are designed according to the formulas given in the 
respective tables, with the design parameter m assigned a value of approximately 0.6. 
When the terminal half sections are designed by the tables for the same cutoff fre- 
quencies and same load resistance as the intermediate sections, their image impedances 
will match the intermediate sections at one pair of terminals. Also, when the appropri- 
ate value of m is used in the design, the image impedance at the other terminals will 
be substantially constant over almost the entire pass band of the filter. This is illus- 
trated in Fig. 96, where the effect of using various values of m is shown. Examples 
of actual filters designed according to Tables 2, 3, and 4 are given in Figs. 97, 98, and 
99. 

The procedure involved in the design of a filter to meet a given set of conditions 
falls into several well-defined steps, as follows: 

1. Determine the cutoff frequencies, $.е., the frequencies that mark the edge of 
the pass band, and the load resistance that will meet the design requirements, and 
decide whether Т or т intermediate sections are to be used. 

2. Design the terminating sections according to the proper table, using the load 
resistance and cutoff frequencies selected in step 1. 

3. Decide on the number of intermediate sections to be used. The more sections 
selected the greater will be the attenuation that can be obtained in the stop band. 
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Fig. 96.— Effect of design parameter m on image-impedance characteristics in the pass band. 
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Fig. 97.—Example of a low-pass filter having а cut-off frequency of 1213 cycles, two 
intermediate sections, and proportioned to operate with a load resistance of 700 ohms. 
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One intermediate section will give a moderately good filter, and will be sufficient for 
many requirements. More than two intermediate sections are seldom required. 

4. Select the frequencies at which the different intermediate sections will have 
their maximum attenuation, and then design these sections for the chosen load resist- 
ance and cutoff frequencies, using formulas in the appropriate tables. 


Showing individual sections 
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Fie. 98.—Example of a high-pass filter having a cutoff frequency of 1,000 cycles, two 
intermediate sections, and proportioned to operate with a load resistance of 700 ohms. 
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Fie. 99.—Example of a band-pass filter having cutoff frequencies of 500 and 2,000 cycles, 
one intermediate section, and proportioned to operate with a load resistance of 700 ohms. 


The choice between T and т sections for the middle portion of the filter is primarily 
based upon considerations of convenience. Electrically, the performance of the two 
types will be identical. 

The location of the frequencies for which the intermediate sections have high 
attenuation must be carefully selected, for upon this choice rest the attenuating 
properties of the filter. These frequencies of high attenuation should in general be 


Par. 28] CIRCUIT THEORY 235 


different for the different sections, and should be so staggered throughout the attenu- 
ating bands that every frequency suffers considerable attenuation by at least one 
section. Inasmuch as the terminal half sections determine one frequency of high 
attenuation in each attenuating band, these sections should be designed before the 
intermediate sections in order that the attenuation of the central portion of the filter 
may best supplement that of the end sections. 

It is sometimes desirable to obtain a very rapid rise of attenuation at the edge of 
the pass band of the filter. Although it is theoretically possible in the ideal case of 
perfect reactances to obtain a frequency of high attenuation as close to the cutoff 
frequency as desired, practical considerations require that such frequencies of high 
attenuation be not too close to the cutoff frequencies. There are two reasons for this. 
In the first place, as the frequency of high attenuation is moved closer and closer to 
the cutoff frequency, the attenuating characteristics become narrower, as shown in 
Fig. 100. The result is that a section designed to attenuate frequencies extremely 
close to cutoff will be of little use in attenuating frequencies appreciably different 


Attenuation 


Frequency 


Fra. 100.—Attenuation characteristics obtained in a low-pass filter section as the frequency 
of high attenuation is placed closer and closer to cutoff. 


from cutoff. In the second place, the reactance arms required in a filter having a 
frequency of high attenuation very close to cutoff assume impractical proportions, 
and if these impractical circuit elements are built, it will be found that their losses 
prevent the high attenuation that is theoretically possible from being actually realized. 
This is illustrated in Fig. 100. In the case of ordinary coils with reasonably high Q, 
the frequencies of infinite attenuation should differ from cutoff by not less than two 
to five per cent. Where quartz crystals are used as filter elements, the higher Q of 
such resonators permits this difference to be reduced greatly. 

Filters with M M' and Fractional Terminations, Filters in Series and Parallel.— Filters 
such as are described above, employing terminating half sections designed for m c 0.6, 
provide an image-impedance characteristic for the external terminals of the filter that 
is sufficiently constant over the pass band to meet most requirements. Where a 
closer approximation to a constant resistance image impedance is required, more 
elaborate terminating sections can be employed. The next steps in complexity 
beyond the simple sections already discussed, are given in Fig. 101 and are termed 
MM’ terminations.| These arrangements give a decided improvement in image 
impedance at the external terminals. Thus, in the case of a low-pass filter, the usual 
т = 0.6 termination gives an image impedance constant to within 4 per cent over 


1 Otto J. Zobel, Extensions to the Theory and Design of Electric Wave-filters, Bell System Tech. 
Jour., Vol. 10, o. 284, April, 1931. 
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90 per cent of the pass band, and the MM’ termination gives an image impedance 
constant to within 2 per cent over 96 per cent of the pass band. 

The M M' terminating section is characterized by having two frequencies of infinite 
attenuation in each stop band, as shown in Fig. 102. 


Attenuation 


Tt is sometimes necessary to parallel the input or the output terminals of a number 
of filters. In such an arrangement, each filter shunts its own image impedance across 
the common terminals. If one then considers the situation at a particular frequency, 
it is apparent that the filters that have a pass band 
for this frequency offer a resistance impedance, 
whereas the remaining filters, 2.е., those for which 
this frequency is in the stop band, provide a reactive 
Shunting impedance that varies with frequency. 
This modifies the impedance presented by the com- 
bination of filters in parallel, and affects the insertion 
loss in an unfavorable manner. | 2 3 4 

This difficulty can be handled practically by em- ZL 
ploying filters in which the external terminals are 422 
shunted by a reactive arm, i.e., by using a filter hav- Ета. 102.—Attenuation char- 
ing 7 intermediate sections. The shunting react- acteristic of MM’ terminating 
ances of all the filters in parallel then can be thought of весмоп. 
as forming a single shunting reactance, which can then be modified as required to 
make the equivalent impedance seen when one is looking toward the paralleled ter- 
minals approximate a resistance in the pass band of all filters. This requires, in some 
instances, merely that the magnitude of the combined shunting impedance be modj- 
fied in size; in other cases, an additional shunting reactive network must be placed 
across the common terminals.! 

A particularly important case of filters in parallel is furnished by complementary 
filters, ?.e., where those frequencies that lie in the stop band of one filter are the pass, 


Terminal first shunt Terminal „First series 
half x / impedance half « ~ impedance 
section \_,“ omitted section ^| omitted 












| 7 Filter 
— Nol 


Terminal "First shunt 
half \ „7 impedance 
x 











Terrnino! ^ /first series 
half « ^ impedance 


section 1 omitted section, omitted 








| 
(a) Filters in parallel (b) Filters in series 


Fia. 103.—Schematic illustration of complementary filters in parallel and series (x termi- 
nations). 


frequencies of the other filter. In such an arrangement, it is found that if the termi- 
nating half sections are originally both designed on the basis m = 0.6 and the same 
load resistance, then the reactive input impedance of one filter in its stop band is 
almost exactly equal to the reactive impedance that should be provided by the first 
shunting impedance of the complementary filter in its pass band, and vice versa. The 
result is that, if the shunting impedances at the inputs of both filters are simply 


1 Further discussion is given by Guillemin, op. cit., pp. 356-366. See also О. Zobel, U.S. Patents 
Nos, 1,557,229 aud 1,557,230. 
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omitted, then the normal impedance relations will be maintained at all frequencies. 
Such an arrangement is termed a fractional or x termination, and is illustrated in 
Fig. 103a. 

Filters that are connected in series at one side, such as the input, present a problem 
analogous to that of filters in parallel. Here each filter in its stop band places a 
reactance in series with the other filter or filters. The proper method of attack here 
consists in employing filters that have reactances in series with the external terminals 
i.e., filters with т intermediate sections. These series reactances are then lumped 
together to form a single series impedance, which is then modified as required to take 
into account the reactances contributed by the filters in the stop bands. In the case 
of complementary filters in series, one designs the terminating half sections for 
т = 0.6. The series elements of the sections are then omitted, as shown in Fig. 103b, 
and the input reactance of the filter in the stop band is used to supply the series 
reactance required by the complementary filter in its pass band, and vice versa. 

Losses.— The ideal filter with pure reactive elements discussed above can never be 
fully realized in practice, for although condensers can be made with negligible losses, 
this is never true with inductances. Experience shows, however, that when the Q of 
the coils is of the order of 15 or higher, the effect of the losses is only secondary and 
the essential conclusions and design procedures based on an ideal filter with zero 
losses are not seriously invalidated. 

The principal effects of a moderate amount of energy loss in a filter are: 

1. A small attenuation is introduced in the pass band. 

2. Frequencies for which infinite attenuation would otherwise be obtained are 
found to have only finite attenuation.! 

3. The abrupt transitions occurring at the cut-off frequencies in an ideal filter 
are rounded off by the losses. 

29. Lattice Filters.?—Fundamental Relations.—A lattice will act as a filter when 
the impedance arms are suitably designed reactances. The lattice structure provides 
the most general type of symmetrical filter section that can be devised, and includes 
T and « sections (including m-derived types) as special cases. 

The image impedance Z, and image transfer constant 0 of a lattice are 

= VZ (134) 


Zi 
в 7, 
tanh (2) №: (135) 


Here Za and Zs are the lattice impedances, as shown in Fig. 73. Since the image 
impedance of a lattice depends upon the product of the two lattice impedances, 
whereas the image transfer constant depends upon the quotient of these impedances, 
it is possible to specify the image impedance and the image transfer constant of a lattice 
filter independently of each other. 

A pass band is obtained in a lattice network whenever the two reactances Za and 
Z have opposite signs. Under these conditions the attenuation constant а is zero, 
the image impedance is a resistance, and the phase shift В is 


| 


B _ Ajo 
tan 27 Zs (136) 


1 It is, however, possible in many cases to obtain infinite attenuation by addition of a resistance to 
the network in such a manner as to cancel out the residual transmission at this particular frequency. 
See Vernon D. Landon, M-derived Band-pass Filters with Resistance Cancellation, R.C.A. Rev., Vol. 
1, p. 93, October, 1936. 

2H. W. Bode, A General Theory of Electric Wave Filters, Jour. Math. & Phys., Vol. 13, p. 275, 
November, 1934; Monograph B-843 of Bell Telephone System; H. W. Bode and R. L. Dietzold, Ideal 
Wave Filters, Bell System Tech. Jour., Vol. 14, p. 215, April, 1935. 
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The lattice filter has a stop band whenever the two reactances Za and Z» have the 
same sign. Under these conditions, the image impedance is a pure reactance, the 
phase shift is either zero or т radians, and the attenuation constant o is 


For Z > Za (8 = 0): 
a Za 
tanh (5) = Nz, 


a Дь 
tanh (5) = № 
The pass bands, cutoff frequencies, and stop bands of a lattice filter can be given 
the desired locations by properly arranging the zeros and poles of the lattice imped- 
ances Za and Z. The zeros and poles possessed by the impedance Za that lie within 
the pass band must coincide with poles 
and zeros, respectively, of impedance | 
Z. At each cutoff frequency, опе of 7, ко 
the lattice impedances must contain | 
either a pole or a zero that is not 
matched by a corresponding critical fre- 
quency in the other impedance. In the 
stop or attenuating band, zeros and 
poles of one of the lattice impedances (а) Low- pass filter 
must coincide, respectively, with the 
zeros and poles of the other lattice im- | 
pedance. When these requirements are Za% о о TEES 
met, the impedances Za and Z, will be of І Г 


opposite sign throughout the pass band, ! 


1 
but will have the same sign in the desired ыо 2 
stop band. Arrangements of poles and Bee > x end yx a 5 


For Zs < Za (B = т): (137) 


Zy ——— ee НЕЕ 
| 2тХ frequency — 


---Pass band-->«---Stop band --» 








zeros for several typical cases are shown - Stop - Pass є Stop -* 
in Fig. 104. band band barid 

It is apparent that there is a great Note: о Designates a zero 
variety of possibilities for any particular x Designates a pole 


type of filter. Thus the number of criti- (b) Band-pass filter 
val frequencies in the pass and stop bands | 
may be varied, аз well as the position of 
these critical frequencies in relationship 
to cutoff. Likewise, the cutoff frequencies may be delineated by zeros or poles in 
impedance Za or by corresponding critical frequencies in Дь. 

Formulas for the image impedance and image transfer constant of a lattice filter 
can be readily derived in any particular case by substituting for the lattice impedances 
Za and Z that appear in Eqs. (134) and (135) the corresponding expressions for these 
impedances in terms of zeros and poles given by Eqs. (86a) and (86b). When such 
expressions are derived, it will be found that the image impedance will depend only 
upon the number and location of the critical frequencies that are present in the stop band 
of the filter and upon the cutoff frequencies, while the image transfer constant, t.e., 
the phase shift in the pass band and the attenuation in the stop band, will depend 
only upon the number and location of the critical frequencies that appear in the lattice 
impedances in the pass band and upon the cutoff frequencies. 

The procedure for setting up formulas for image tran: fer constant and image 
impedance in a particular case can be illustrated by considering Fig. 104b. Imped- 


Fic. 104.—Examples of arrangements of 
zeros and poles in lattice filters. 
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ances of the lattice, by Eqs. (86a) and (86b), are 


= Hs (w? — 012) (02 — cs?) 

Za IS (2 — w) (02 — о?) (188) 
2 — qat — wat 

fois зы сы (139) 


w (w — w) (6? — ws?) 








Substituting these values for Z, and Z into Eqs. (134) and (135) gives 


Z = Hm у V- = = t (140) 
e Н, 1 
tanh = = — (w? — we? 
Б | Ле сод од) 


Hy 
In these equations, Ha and Нь represent the values of the constant Н in Eq. (86) for 
the impedances Za and Z+, respectively. 

If the lattice impedances Za and Z, are interchanged, the only effect upon the 
behavior of the lattice network is to reverse the polarity of the output voltage, t.e., 
to introduce a phase shift of т radians. If either one of the lattice impedances (but 
not both) is replaced by its reciprocal impedance with respect to a constant value R, 
the effect is to interchange the pass and stop bands, $.е., the new filter is complement- 
ary to the original filter. 

Design of Lattice Filters.—The transmission characteristics of a lattice filter, which 
are the phase shift in the pass band and the attenuation in the stop band, are deter- 
mined by the number and location of the critical frequencies within the pass band 
and by the ratio Н./Нь. By employing a sufficient number of critical frequencies and 
properly disposing them within the pass band, it is possible to realize almost any 
desired phase and attenuation characteristics. Similarly, the design factors con- 
trolling the image impedance of the filter are the critical frequencies of the lattice 
impedances that lie in the stop band and the value of the product \/Н.Нь. Аз 
before, by employing a sufficient number of such critical frequencies and properly 
distributing them, it is possible to realize almost any desired image-impedance 
characteristic. 

An ideal filter would have constant image impedance throughout the pass band, a 
phase shift proportional to frequency within the pass band, and a very high attenua- 
tion in the stop band. It is accordingly customary to distribute the critical frequen- 
cies within the stop band in such a manner as to maintain the image impedance as 
nearly constant as possible over most of the pass band. In distributing the critical 
frequencies within the pass band, one may either give maximum weight to linearity 
of the phase characteristic or place the greatest empbasis upon obtaining the highest 
possible attenuation within the stop band. Designs that give the most linear phase- 
shift characteristics with a given number of critical frequencies within the pass band 
do not have such desirable attenuation characteristics as can be obtained with the 
same number of critical frequencies and some sacrifice in linearity of the phase curve. 

The attenuation of a lattice filter will be infinite whenever ~/Z,/Z, = 1, and will 
be smaller the farther the departure of »/Z./Z, from unity. Accordingly, the attenu- 
ation characteristics for a given number of critical frequencies will approach most 
closely the ideal when the critical frequencies within the pass band are so distributed 
that the value of 4/Z,/Z; oscillates with equal amplitudes above and below the 
value unity, as shown in Fig. 105a. A systematic procedure for selecting critical 
frequencies to accomplish this result has been developed by Cauer and is described 
in some detail by Guillemin.1 When the design parameters are selected in the Cauer 














1 Зее Guillemin, op. cit., рр. 394—412. 
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manner to provide the best attenuation characteristic, the phase characteristic is far 
from linear. 

The image impedance of a lattice filter will be constant to the extent that the 
quantity 4/Z,Zi/ Rr approximates unity, where Вх is the load resistance. This 
ideal is most closely realized for a given number of critical frequencies when 4/Z,Z;/ Rr, 
oscillates about the value unity with equal positive and negative deviations, as shown 





(a) Frequency 





(b) Frequency 


Ета. 105.— Variation of design factors V 2„/2ь and V ZaZy/ Rr corresponding to optimum 
attenuation, and optimum characteristic impedance characteristics. ў 


in Fig. 105b. The procedure for locating the critical frequencies within the stop 
band in order to accomplish this is similar in every respect to the procedure for locat- 
ing the critical frequencies in the pass band to provide an oscillatory approximation 
to the ideal attenuation characteristic. The detailed steps are given by Cauer and 
Guillemin. 

A phase-shift characteristic that is substantially linear over most of the pass band, 
combined with an attenuation characteristic that rises rapidly beyond cutoff, can be 
obtained by locating the critical frequencies within the pass band according to the 


[Linear phase |Transition| Attenuation 
|< е9їоп A Region Bo\+---Region C----* 


| | с Вн tion critical frequencies 


ks ke ks he TS MA frequency 


TÓC --- 
Frequency 


Ета. 106.—Distribution of critical frequencies in a Bode-type lattice filter. 


manner devised by Войе,! and illustrated in Fig. 106. Here the pass band is divided 

into two parts, region A and region B. Region A, which comprises most of the pass 

band, is to have a substantially linear phase-shift characteristic; region B is a transi- 

tion region in which the phase shift is not linear. In region A, critical frequencies are 

located at a uniform frequency interval 6 as shown. Region B is provided with at 
1 Bode and Dietzold, loc. cit. 
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TABLE 5.—Spacine INTERVALS* 





А 
Number of 
transition 61/8 52/5 53/6 54/5 55/6 5,/8 
frequencies 
1 0:500]. umm ho Жейм ||| sed? beo mes 0.500 
2 0.853 0:354. | xz | wee | xus 1.207 
3 0.950 0.727 0:278. | [oem 1.955 
4 0.981 0.880 0.630 0.281 |  ..... 2.723 
5 0.992 0.946 0.810 0.555 0.197 3.501 

















* See Fig. 106. 


least one critical frequency, corresponding to cutoff, and often two or more critical 
frequencies. In order to obtain the most favorable phase characteristic in region 
`А, these critical frequencies in the tran- 
Sition region B must be located in accord- 
ance with Table 5. When this is done, 
the phase characteristic will be almost 
perfectly linear in region A, provided that 
there are not too few critical frequencies in 
region A. The associated attenuation 
characteristic is as shown in Fig. 107, and 
Few rises with a rapidity that increases as more 
transition transition factors are employed in region 
factors B. The attenuation in a Bode design never 
goes to infinity, although it quickly becomes 






Many 
transition 
facfors.. 






N 






Attenuation 






Frequency quite large. 
Ее. 107.—Attenuation characteristics of Relation between Ladder and Lattice 
Bode-type lattice filter. Structures —Any symmetrical T or т section 


can be converted to an equivalent lattice section by so selecting the lattice impedances 
that the open- and short-circuit impedances of the lattice are the same as for the Т 
(or т) arrangement. The transformations necessary to accomplish this are illustrated 
in Fig. 108. 

The reverse transformation, t.e., 
the representation of a lattice net- 
work by a symmetrical Т (or a sym- 
metrical т) will not necessarily lead to 1 
a physically realizable T or т. Ex- (с) Equivalence of lattice and T networks 
amination of Fig. 108 shows that the 
conversion to a symmetrical 7 will 
result in a realizable structure only 
when it is possible to subtract the 
series arm Z, of the lattice from the 
lattice diagonal and have a physically 
realizable remainder. Similarly, the 
conversion from a lattice to a sym- 
metrical т will result in a physical 
network only when it is physically 
possible to subtract the admittance 
1/Z, of the diagonal lattice impedance 
from the adinittance of the series impedance arm and have a physically realizable 
remainder. 












(b) Equivalence of lattice and T networks 


Ете. 108.—Equivalence of lattice, and T and т 
networks. 
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A series impedance that is common to both arms of a lattice can be removed from 
the lattice and placed in series with the external terminals, as shown in Fig. 109a. 
The resulting combination of series impedance and modified lattice has exactly the 
same properties as the original lattice. Similarly, an impedance that is in shunt with 
both arms of a lattice may be removed from the lattice and placed in shunt across the 
external terminals, as shown in Fig. 109b. The validity of these transformations is 





(a) Lattice structure with developed 
series impedances 





(b) Lattice structure with developed 
shunt impedances 
Fra. 109.—Development of lattice network into lattice plus series (or shunt) impedances. 


based on the fact that the open- and short-circuit impedances possessed by the 
modified lattice and its external series (or shunt) impedances are exactly the same as 
the corresponding open- and short-circuit impedances of the original lattices. 
Successive applications of these transformations can be used to transform a 
lattice having complicated impedance arms into a ladder network of alternate series 
and shunt impedances in association with a simpler lattice. In some cases, the 
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Ета. 110.— Development of а lattice which can be transformed into а bridged-T network. 


residual lattice degenerates into a pair of shunt arms in parallel, or into two series 
arms, in which case the conversion from the original lattice to a ladder network is 
complete. 

A lattice that cannot be converted to a ladder network can sometimes still be 
transformed into a bridged-T section. This is illustrated in Fig. 110, where by con- 
sidering inductances Гл as bridging the terminals 1-3 and 2-4, the lattice reduces to 
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arms C; and СГ, and when C, > Сз can be developed into a ladder network, shown 
at Fig. 110d, that, when bridged by the inductance 2L, is equivalent to the original 
lattice. 

Comparison of Lattice and Ladder F'ilters.—The lattice structure provides the most 
general form of symmetrical section that it is possible to realize, and so provides 
the greatest possible choice of characteristics that can be obtained in a filter. At the 
same time, the lattice generally requires more coils and condensers than does the 
corresponding m-derived type of filter, and does not provide an input and output 
terminal at a common ground potential unless the lattice can be fully developed into 
a ladder or bridged-T network. It is found that for most communications purposes 
calling for filters, the m-derived structure is quite adequate. 

30. Equalizers.—An equalizer is a network placed between the generator and load 
such that the current that the generator produces in the load will vary in some desired 
manner with frequency. An attenuation equalizer is an equalizer that is inserted in 
order to control the magnitude of the load current as a function of frequency, without 
any particular regard to phase relations. A phase equalizer is an all-pass filter 
designed to introduce a desired phase shift as a function of frequency in the load 
current. 

For most purposes it is sufficient to equalize only for attenuation. If, however, 
circumstances require phase as well as attenuation equalization, the procedure 
followed is first to equalize for attenuation and then afterward to add a phase equalizer 
to the system to correct for any undesired features in the phase characteristic of the 
original system plus the attenuation equalizer. 

Attenuation Equalizers.\.—The networks commonly used as attenuation equalizers 
are shown in Fig. 111, which also gives the insertion loss of these networks when the 
load impedance Rz has the design value Rr = Ro. 

These networks are conveniently divided into classes as indicated. The simple 
series and shunt equalizing networks designated as Type I find some use because of 
their simplicity, but have the very serious disadvantage of causing the impedance 
seen by the generator in looking toward the load, and also the impedance seen by the 
load in looking toward the generator, to depend upon the amount of attenuation 
introduced by the equalizer. 

The L equalizers, designated as Type II, partially overcume this disadvantage of 
the Type I equalizer, since when ZiZ; = Ro? = Rz? ie, by making Zi and Z: 
reciprocal networks with respect to Ro = Rx, the impedance on the input side of the 
equalizer will be a constant resistance equal to Rz, irrespective of the amount of 
attenuation introduced. The resistance as seen by the load when one looks toward 
the generator will, however, depend upon the attenuation. 

The Type III equalizer networks are the types most widely used in practical work. 
They are characterized by the fact that if the impedances Zi and Z, are reciprocal 
networks with respect to the resistance Ro, i.e., if ZiZ; = Rof, then the equalizer has 
both image impedances equal to Ко at all frequencies. Such a network is said to be 
of the consiant-resistance type. Insertion of such an equalizer in a system therefore 
does not disturb the impedance relations, provided that the load impedance matches 
the image impedance of the equalizer. 

The equalizers indicated as Type IV represent more general forms of bridged-T 
networks of the constant-resistance type, and Type V represents a general lattice 
network of the constant-resistance type. The networks IIIc and IIId are special 
cases of the more general Types IVa and V, respectively. 


1 Much of the material given here is based upon Chap. XVI of “Motion Picture Sound Engi- 
neering," Van Nostrand, New York, 1938. 
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Name Circuit Insertion loss for В = Ro and Z Zo R$ 
_ Current without equalizer 
Type I “Current with equalizer 
о ? Ro* Z 
(a) Series RL Ro, 


| (Generator resistance 


assumed equal ta Ro) 


RotZ2 _ Ro*Zi 
(b) Shunt 2% рү Zo Ro 
(Generator resistance 


assumed equal to Ro) 
Type IL- Constant input impedance 








(a) L Rot Zi 
Ro 

(DL Ro 2 р RotZ, 
22 | Ко 


Туре I- Simple equalizers with constant input 
and constant output impedances 





(a) T Ro*Z 

Ro 
(т Ro*Z 

Ro 

Ro*Z 

(c) Bridged T Ro | Ro р Е : 
2, L o 

RotZ, 
(d) Lattice Ro 





Type IV General forms of constant-resistance 
bridged - T networks 
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Fig. 111. Equalizer networks and corresponding insertion loss formula. 
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Design of Attenuation Equalizing Networks.!—The most important equalizers 
from a practical point of view are the Type III networks on Fig. 111, with the Type II 
sections also finding some application. The attenuation formulas are the same for 


loss in 
db 


1 


= PufgRo аа Ro 


| 
С 2m VLA СА 


LA 
CA 


fg* Resonant frequency of 2, and 22 orms — Ro» Equalizer resistance 


fa* Frequency of 3db insertion loss 


fp = Frequency where loss is one half Pad 1055 = maximum loss = 20 1090 К 


maximum value (loss measured in db) z : Я 
КУРЫК L= Inductance in henries 
T phate ae ey C= Capacity in farads 


b= іе = defined as greater than unity 
b 





Ета. 112.—Design information for fundamental equalizer types. 


Types I, II, and III, so that the insertion loss obtained with any one type can be 
duplicated in the other types by using the same Ro and Z, (or Z;). The choice 
between types is accordingly based on convenience in construction, cost, and the 
importance of maintaining the impedance relations. 


1 Ап excellent set of design curves is given in Chaps. XVI and XVII of “ Motion Picture Sound 
Engineering," Van Nostrand, New York, 1938. 
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The bridged-7' structure designated as Type Ше in Fig. 111 is the most widely 
used unbalanced structure; while if symmetry with respect to ground is required, 
Types IIIc and IIId networks ате best. The bridged T is superior to the Types IIIa 
and IIIb sections, since it requires fewer reactive elements. Compared with the 
"Type II Г sections, the bridged T requires only one additional fixed resistance, and, in 
return, gives a.constant resistance irrespective of attenuation from both sides, instead 
of from only one side, 

The types of attenuation characteristics obtainable with Type II and Type III 
sections when Z: has simple configurations are shown in Fig. 112. When Zi; is sup- 
plied by an inductance, the attenuation rises at high frequencies, while if it is a 





(a) Frequency 





(b) Frequency 
Fig. 113.—Examples of phase characteristics of simple all-pass sections (phase equalizers). 


capacity, as in Fig. 112b, the attenuation rises at low frequencies. If the inductance 
is shunted with a resistance, as in Fig. 112c, the attenuation at high frequencies first 
rises and then levels off to a limiting value determined by the shunting resistance. 
Similarly, a resistance in shunt with a capacity as in Fig. 112d causes a corresponding 
leveling off of the rise in attenuation that would otherwise occur at low frequencies. 
Constructing the impedance Z: as a parallel resonant circuit shunted by a resistance, 
as in Fig. 112e, results in an attenuation peak at the parallel resonant frequency, with 
the magnitude of the peak determined by the shunting resistance. Such an arrange- 
ment is sometimes referred to as a “dip pad." When the impedance Zi is supplied 
by a series resonant cireuit shunted by a resistance, as in Fig. 112f, the result is an 
attenuation at low and high frequencies determined by the shunting resistance, with 
negligible attenuation at the series resonant frequency. 
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Formulas arranged in convenient form for designing equalizers having simple 
impedance configurations for Z; are given in Fig. 112 for Types Ia, II, and III sections. 

The simple Type I, II and III equalizer sections are capable of meeting most 
practical requirements. This is true even when relatively complicated equalization 
characteristics are desired, since one may break up the required attenuation charac- 
teristic into the sum of several simpler characteristics, and then obtain each 
simpler attenuation characteristic from a Type I, II, or III section with a relatively 
simple Zi. 

The general lattice network (Type V) is the most general form of symmetrical 
equalizer that can be devised. All other symmetrical equalizers, such as Types Ia, 
III, and IV, are equivalent to special cases of the general lattice. It is accordingly 
possible to base the design of all equalizers upon the general lattice even though the 
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Fra. 114.—Characteristics of a typical dividing network. 
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network may be built in the form of a bridged 7 where this conversion leads to a 
physically possible structure.} 

Phase Equalizers. All-pass Fillers.—An all-pass filter is a filter having zero attenu- 
ation for all frequencies from zero to infinity. Such filter sections introduce phase 
shift without affecting attenuation, and so are employed as phase equalizers to correct 
phase distortion introduced by other parts of a system, and can also be used to intro- 
duce a time delay. 

All-pass action can be obtained by making use of a lattice network in which the 
lattice impedances Za and Zs are reactances that are reciprocal with respect to the 
desired image impedance R. This leads to an image impedance that is constant at 
the desired value for all frequencies. 

The phase shift 8 introduced by an all-pass section under image-impedance opera- 
tion is 

1A discussion of this approach to equalizer design, together with design information on a 
considerable variety of configurations for the lattice impedances, is given by Otto J. Zobel, Distortion 
Correction in Electrical Circuits with Constant Resistance Recurrent Networks, Bell System Tech. 


Jour., Vol. 7, p. 438, April, 1928. A very clear discussion of the theoretical basis of the design method 
developed by Zobel for the general lattice equalizer is given by Everitt, op. cit., pp. 287-293. 
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where R is the desired image impedance. 

The variation of the phase shift 8 with frequency can be controlled by the number 
and location of the internal zeros and poles in the impedance Za, and by the value 
assigned to the quantity H in the expression for Za given by Eq. (86). Typical 
phase-shift characteristics for several simple cases are illustrated in Fig. 113. 
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Fig. 115.—Dividing networks of the filter type. 


31. Dividing Networks..— Тһе term dividing network is applied to a coupling 
system so arranged that at low frequencies powcr is delivered to a low-frequency 
loud-speaker, while at high frequencies it is delivered to a high-frequency speaker. 
The transmission characteristics of a typical dividing network are shown in Fig. 114. 
The frequency at which the power delivered to the two outputs is equal is termed the 
cross-over frequency. Experience indicates that the dividing network should provide 
at least twelve db attenuation one octave away from the cross-over frequency, as 
compared with the cross-over attenuation, whereas attenuations of more than eight- 
een db per octave are not necessary or desirable. 


18ee Chap. ХХ, “Motion Picture Sound Engineering," Van Nostrand, New York, 1938, John К. 
Hilliard, Loud Speaker Dividing Networks, Electronics, Vol. 14, p. 26, January, 1941. 
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Ета. 116.—Constant-resistance types of dividing network. 
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Fia. 117.— Practical constant-resistance dividing networks. 
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There are two basic types of dividing networks. The first consists of comple- 
mentary low- and high-pass filters connected with inputs either in parallel or in series. 
Such networks are shown in Fig. 115, which also gives the necessary design formulas. 
The different parts are designed as complementary low- and high-pass filters with 
fractional terminations. The networks shown at (а) and (b) in Fig. 115 consist of 
one full section of the m — 1 network type, with an input half section designed for 
т & 0.6. The input shunting impedance called for in the design of (а) and the series 
input impedance called for in the design of (b) are then omitted to provide the frac- 
tional termination. Such an arrangement provides an attenuation of approximately 
18 db for the first octave beyond cross-over. Sections shown at Fig. 115c and 115d 
differ from those at (a) and (b) in that the final half section of the m = 1 network 
type is omitted. This reduces the attenuation to approximately 12 db for the first 
octave beyond the cross-over frequency. It would be possible to design the dividing 
network so that the output terminals were also provided with an m = 0.6 termina- 
tion, but this is never done, because satisfactory performance can be obtained with 
the simpler arrangement. 

Dividing networks of another kind, referred to as the constant-resistance type, are 
shown in Fig. 116. These are characterized by possessing an input impedance that 
is a constant resistance equal to Ro when the two impedances Z; and Z; are so related 
that 2\7, = R. Practical dividing networks making use of these circuit arrange- 
ments are shown in Fig. 117, together with the necessary design formulas. The 
simple circuits (а) and (c) have an attenuation of approximately 6 db for the first 
octave beyond cutoff, and since this is smaller than desirable, such arrangements are 
seldom used. The two-element dividing networks of (b) and (d) are similar to those 
of Figs. 115d and 115c, respectively, but because of slightly different circuit propor- 
tions provide an exactly constant input resistance, whereas the circuits of Fig. 115 
only approximate a constant resistance. The attenuation provided by the networks 
of Figs. 116b and d is about 10 db for the first octave beyond cutoff. 

Dividing networks earry the full output power that the amplifier operating the 
loud-speaker system is capable of developing, and so must be designed to have a low 
transmission loss. When care is taken to employ coils of the lowest practical resist- 
ance, this loss is of the order of 0.5 db in systems providing from 12 to 18 db per octave 
of attenuation. 


WAVES GUIDES AND RESONATORS!? 


82. Fundamental Concepts of Waves Guides.— The term wave guide refers to 
a hollow conducting tube used for the transmission of electromagnetic waves. At 
very high frequencies wave guides provide an alternative to the ordinary transmission 
line, and are comparable with or superior to a concentric line. 


1 This presentation of wave guides and cavity resonators is based on material prepared by the 
author’s associate, Karl Spangenberg. 

2 The practical possibilities of wave guides as transmission systems for very high-frequency waves 
was discovered independently and almost simultaneously by У. І. Barrow and G. C. Southworth. 
The fundamental papers on the subject are as follows: W. L. Barrow, Transmission of Electromagnetic 
Waves in Hollow Tubes of Metal, Proc. I.R.E., Vol. 24, p. 1298, October, 1936; С. C. Southworth, 
Hyper-frequency Wave Guides— General Considerations and Experimental Results, Bell System Tech. 
Jour., Vol. 15, p. 284, April, 1936; Some Fundamental Experiments with Wave Guides, Proc. I.R.E., 
Vol. 25, p. 807, July, 1937; John R. Carson, Sallie P. Mead, and б. A. Schelkunoff, Hyper-frequency 
Wave Guides—Mathematical Theory, Bell System Tech. Jour., Vol. 15, p. 310, April, 1936; S. A. Schel- 
kunoff, Transmission Theory of Plane Electromagnetic Waves, Proc. I.R.E., Vol. 25, p. 1457, November, 
1937; L. J. Chu and W. L. Barrow, Electromagnetic Waves of Hollow Metal Tubes of Rectangular 
Cross Section, Proc. I.R.E., Vol. 26, p. 1520, December, 1938; L. J. Chu, Electromagnetic Waves in 
Elliptic Hollow Pipes of Metal, Jour. Applied Phys., Vol. 9, p. 583, September, 1938. 
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Physical Picture of Wave-guide Propagation.—A wave in order to exist in a wave 
guide must satisfy Maxwell’s equations throughout the wave guide. It must also 
satisfy the boundary conditions, which are that to the extent that'the walls of the 
wave guide are perfect conductors, there can be no tangential component of electric 
field at the walls of the wave guide. An exact solution for the field existing within 
@ wave guide is therefore a relatively complicated mathematical expression. 








Section m-n 





, Electric flux ? 
---- Magnetic flux 


Ета. 118.—Typical field arrangement existing in a rectangular wave guide (7'Eo,1 wave). 








(b) Frequency moderately in excess of cut-off 





(c) Frequency close to cut-off 


Ета. 119.—Paths followed by waves traveling back and forth between the walls of a wave 
guide for frequencies exceeding the cutoff frequency by varying amounts. 


It is possible, however, to obtain an understanding of many of the properties of 
wave-guide propagation from a simple physical picture of the mechanisms involved.! 
Consider the fields shown in Fig. 118, which correspond to a typical kind of wave 
propagation in a rectangular guide. These can be considered as the resultant 
fields produced by an ordinary plane electromagnetic wave that travels back 


1 This is due to L. Page and N. I. Adams, Electromagnetic Waves in Conducting Tubes, Phys. Rev. 
Vol. 52, p. 647, September, 1937; Léon Brillouin, Propagation of Electromagnetic Waves in a Tube, 
Rev. gén élec., Vol. 40, p. 227, August, 1936. See also Н. Н. Skilling, “Fundamentals of Electric Waves,” 
Wey, 1942 
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and forth between the sides of the guide, as illustrated in Fig. 119. The electric 
and magnetic component fields of this plane wave are in time phase, but are 
geometrically at right angles to each other and to the direction of propagation. Such 
a wave travels with the velocity of light, and upon encountering the conducting walls 
of the guide is reflected with a reversal 
of the electric field and with an angle of 
reflection equal to the angle of incidence. 

A picture of the wave fronts in- өү 
volved in such propagation in а rec- x” 
tangular wave guide is shown in Fig. 
120. When the angle @ is such that the X. 
successive positive and negative crests 
traveling in the same direction just fail 
to overlap inside the guide, as is the 
case in Fig. 120a, then it can be shown 
that the summation of the various 
waves and their reflections leads to the 
field distribution illustrated in Fig. 118, 
which travels down the wave guide and 
represents propagation of energy. The 
angle 0 that the component waves must 
have with respect to the wave guide in 
order to satisfy the conditions for wave- 
guide propagation in a rectangular (b) Wave fronts corresponding to Fig. 119 c 














Positive crest 
—--- Negative crest 


(a) Wave fronts corresponding to Fig. 119b 





guide is given by the relation Fie. 120.—Wave front corresponding 
x to the situation illustrated in Figs. 119b 
cos 0 = = (142) and 119c. 


2b 


where b is the width of the wave guide (see Fig. 118) and à is the wave length of the 
wave on the basis of the velocity of light. 

Because of the fact that the component waves that can be considered as building 
up the actual field in the wave guide all travel at an angle with respect to the axis of 
the guide, the rate at which energy propagates down the guide is less than the velocity 
of light. This velocity with which energy propagates is termed the group velocity 
and in the case of Fig. 120 is given by the relation 


Group velocity _ . , — A4 - GY 
Velocity of ight ~ n9 = а (3) (143) 


At the same time, the fields of the component waves combine in such a manner that 
the distance Ау, as shown in Fig. 120, is greater than the wave length à of the waves in 
free space. The result is that the fields in the wave guide possess an apparent or 
phase velocity that is greater than the velocity of light. Thus one has 
Wave length in guide . A; X1 | (144) 
Wave length in free space sin @ 
Phase velocity in guide _ № _ 


1 
Velocity of light _ X — [ /x\2 
v - (в) 








(145) 


The notation is the same as used above. The phase velocity is of particular impor- 
tance as it gives the phase shift 8 per unit length that a wave suffers when traveling 
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down the guide. The relationship is 
2r 


В = < (146) 
№ 
The phase and group velocities v, and vg, respectively, are related by the fact that 
«vvs = velocity of light (147) 
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(b) Wave fronts corresponding to (a) 


As the wave length is increased, the component. waves must travel more nearly 
at right angles to the axis of the wave guide, as shown in Fig. 120b. This causes the 
group velocity to be lowered, and the phase velocity to be still greater than the velocity 
5 of light, until finally one has 6 = 90°. 
de EM s The component waves then bounce 
back and forth across the wave guide 
at right angles to its axis, and do 
not travel down the tube at all. 
И! Under these conditions the group 
velocity is zero, the phase velocity 
m m Top vie view becomes infinite, and propagation of 
energy ceases. This frequency is 
termed the cutoff frequency. The 
wave length corresponding to cutoff 
is given in the case of Fig. 118 by 
the relation 
Wave length for cutoff = 2b (148) 
where b is the width of the guide 
(see Fig. 118). It will be noted that 
the wave guide acts as a high-pass 
filler with the cutoff frequency 
determined by the dimensions of the 
guide. The fact that in order to 
obtain propagation, the wave guide 
must have a dimension comparable 
to à wave length limits the practical 
use of wave guides to extremely 
Positive crests П----= =Negative crests high frequencies. 
When the frequency is made 
Fie. 121.—Second-order mode in a rectangular ae high, she mode of propagation 
wave guide. shown in Fig. 118 corresponds to a 
component wave traveling almost 
parallel to the axis of the guide (see Fig. 119a), so that the group and phase 
velocities both approach the velocity of light. 

At frequencies very much greater than the cutoff frequency, it is possible for 
higher order modes of transmission to exist in a wave guide. "Thus if the frequency 
is high enough, propagation of energy can take place down the guide when the system 
of component waves that are reflected back and forth between the walls has the 
character shown in Fig. 121a. This leads to fields within the guides illustrated in 
Fig. 121b, which is a second-order mode of propagation. This second mode corre- 
sponds to a field distribution equivalent to two distributions of the fundamental mode 
placed side by side, but with reversed polarity. Higher order modes of propagation 
can exist whenever the frequency is high with respect to the cutoff frequency, or 
conversely, higher order modes can exist for a given frequency if the dimensions of 
the wave guide are unnecessarily large. 
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This concept that has been presented of wave-guide propagation as involving a 
wave suffering successive reflections between the sides of the guide can be applied to 
all types of waves and to other than rectangular guides. The way in which the 
concept works out in these other cases is normally not as simple, however, as in the 
wave of Fig. 118. 

Transmission Modes and Their Classification Waves of a variety of types may 
propagate down a wave guide. These include several types of fundamental modes, 
such as illustrated in Fig. 122 and Fig. 124, together with higher orders of each of 
these modes shown in Fig. 123. 


X 
Non-conducting 
inferior -~ А 


Conducting Ў 
БАС 
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---- Magnetic — Electric - ---Magnetic 
intensity intensity intensity intensity 
(c) TE pi (Н) wave in rectangular (d) TM, (or Er) wave in rectangular 
guide guide 


Fra. 122.— Rectangular wave guide, and field distributions inside the guide corresponding to 
fundamental forms of wave-guide transmission. 


A study of the fields that can exist inside a closed tube shows that if the electric 
field has a component in the direction of propagation then the magnetic field does 
not. The converse of this statement is also true. Hence all modes of transmission 
may be put into two groups according to the axial component of field that exists. 
Modes of transmission having a component of electric field in the direction of propa- 
gation but no component of magnetic field in that direction are known as É waves 
or TM (transverse magnetic) waves. Modes of transmission having a component 
of magnetic field in the direction of propagation but no component of electric field 
in that direction are known as Н waves or TE (transverse electric) waves. All 
possible modes that can exist in any type of hollow guide can be placed in one of these 
two groups. The designation in terms of the transverse field is preferred. 


1 Memorandum on the Terminology of Guided Waves, Committee on Radio Wave Propagation of 
the Institute of Radio Engineers, Conference of Jan. 23, 1940. 
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88. Properties of Guides.! Rectangular Wave Guides.2—The three simplest modes 
of wave-guide propagation that can take place in rectangular guides are shown in 
Fig. 122. Examples of higher order modes of these are given in Fig. 123. 

A double-subscript notation is used to designate the various TE and TM Waves, 
leading to T Evi, TE, etc., waves, as shown in Figs. 122 and 123. In the case of 
rectangular guides these subscripts denote the number of half-period variations of 
the fields along the z and y axes, respectively. 

The properties of the three principal modes that can exist in rectangular guides 
are given in Table 6.3 
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Кто. 123.—M odes of transmission in a rectangular wave guide that are of higher order than 
those shown in Fig. 122. 


Cylindrical Wave Guides.*—The general relations for cylindrical guides are the 
same as those for the rectangular guides, though the specific form of the field equations 
differ. The commonest cylindrical modes are shown in Fig. 124. 16 will be noted 
that the waves of Figs. 124a and 1246 are closely related to the waves of Figs. 1225 
and 124d of a rectangular guide. 

A double-subscript notation is used to designate the various modes in a circular 
guide (see Fig. 124). As applied to circular guides, the first subscript denotes the 
number of full cycles in the radial field pattern that is traversed when the angle ¢ 
(see Fig. 125) passes through 360°, while the second subscript denotes the number of 

1 Information on other than rectangular and circular guides is given by Chu, Гос. cit., and Schel- 
kunoff, loc. cit. 

? L. J. Chu and W. L. Barrow, Electromagnetic Waves in Hollow Metal Tubes of Rectangular Cross 
Section, Proc. I. R.E., Vol. 26, p. 1520, December, 1938. 


з From Chu and Barrow, loc. cit. 
4 For further information see Southworth, Carson, et al., and Chu, loc. cit. 
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TABLE 6.—PROPERTIES OF RECTANGULAR WAVE GUIDES 


frequency, cycles per sec. 

2xf, angular velocity, radians per sec. 
phase constant, radians per em, based 
wave length, cm (in free space). 
velocity of light, 3 X 1010 cm per sec. 


© > ЪЁ муса 
Eu 


Void 


Notation 


= transverse dimension of guide, dimension (see Fig. 122). 
transverse dimension of guide, y dimension (see Fig. 122). 


on phase velocity. 


Operating Characteristics Common to All Rectangular Modes 
Wave length in free space: 


Wave length in guide: 
= 2«/B 


vp = о/В 


Phase velocity: 





Group velocity: 


vg = do/dB = 


Cutoff wave 


Х = c/f 


c?/vp 





























Mode Cutoff frequency, fo length, Ао Phase constant, 8 
) 
2 
TEo,1(Ho,1)* c/2b 2b ar V1 2 (s) 
с 1\? 1\2 2 2r vii - (Ry (у 
ра ҮС) i (5) аиа Mi (33) E (5) 
С) +) 
2 


TM1,1(E1,1)t 





* See Fig. 122b. 
T See Fig. 122c. 
1 See Fig. 1224. 
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TABLE 7.—PROPERTIES OF CYLINDRICAL СотрЕ MopEs 


guide radius, em. 
frequency, cycles per sec. 
2rf, angular velocity, radians per sec. 


wave length, ст (in free space). 
velocity of light, 3 X 101? cm per sec. 


ug og gd og 


a 
f 
w 
B 
` 
c 


Notation 


phase constant, radians per cm, based on phase velocity. 


Operating Characteristics Common to All Cylindrical Modes 
Wave length in free space: 


Wave length in guide: 











м = 2х/8 Х = с/у 
Phase velocity: Group velocity: Н 
Фр = o/B = dw/dB = ct/v 
Mode Cutoff frequency, fo | Cutoff wave length, х] Phase constant, 8 
2 
TMo,1(Eo)* 0.383 < 2.61a V) = Gry 
a A a 
c 27V? 3.83 \? 
TES (Hy)i 0.610 £ 1.64a VE) = (22) 
ТЕ Gt 0.289 4 3.46a VEJ- (= мү 











* See Fig. 124b. 
T See Fig. 1242. 
t See Fig. 124a. 
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Fic. 124.—Field distribution corresponding to the fundamental modes of transmission 
possible in a cireular wave guide. 





Par. 33] CIRCUIT THEORY 259 


half cycles of field variation along a radial component between the center and the 
walls. Waves in circular guides are also sometimes denoted by single subscripts, 
as Ey, Н, ete., types, as shown in Fig. 124. 

The properties of the first three modes of Fig. 124 are given in Table 7.1 

Cutoff Frequency and Properties Related hereto. —With any mode of wave-guide 
propagation, as the frequency is decreased, the longitudinal loops whether magnetic 
or electric become longer until at the cutoff fre- 
quency they become infinite in extent, and the A 
phase velocity is infinite. As the frequency is 
increased the loops become smaller and their axial 
length approaches a half wave length as measured in 
free space. The distance between corresponding 
points on successive waves inside the guide is 
always greater than the distance between corre- 
sponding points of a plane wave in free space 
because the phase velocity is always greater than 
the velocity of light. Fie. 125.—Diagram illus- 

The relation between the various factors, such trating notation in circular wave 
as frequency, wave length, and velocity, is shown in guides. 
Fig. 126. From this it is seen that as the frequency decreases, i.e., as the wave 
length increases, both the phase velocity and the wave length in the guide increase to 
an infinite value at cutoff. This is a universal relation that holds for all modes and 
all shapes of guides. 

All wave guides act like high-pass filters, with the cutoff frequency determined 
by the shape and size of the guide and by the mode of transmission. In Fig. 127 are 

shown the longest wave lengths pass- 
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Ratio of Velocity of Light to Phase Velocity, % 
Ratio of Free Space Wavelength to Wavelength їп Guide, 


rj Е ed by the simplest modes of a square 

. and a circular wave guide. In gen- 

Hu НЕ eral, the critical wave length is of the 
of the guide. 

For the square guide, the lowest 

frequency mode has a critical wave 

T length that is twice the width of the 

guide. This particular mode is unique 

in that its critical wave length de- 

pends only upon the width of the 

guide but not upon the guide height, 

| | so that a rectangular guide of a given 

Ratio of GEN Frequency to Actual Frequeng, è length for any height. For a square 

Ratio of Wavelength in Guide to Cut-off Wavelength, 79. guide, the ТЕ. and ТМ, modes 

Fra. 126.—Variation of phase velocity and Se RE a l ese ре 

wave: length in guide as ihe ratio of cutoff equal о Ше diagonal of the square. 

frequency to actual frequency is varied. The critical wave length for these 

modes depends upon both of the 

dimensions of the guide if the guide shape is rectangular. It will be noted that if 

the dimensions of a rectangular guide are suitably chosen in relation to wave length, 

only the ТЕ: mode of propagation is possible, and one is assured that the fields 


order of the cross-sectional dimension 
0 O4 06 1 10 width has the same critical wave 
in the guide will correspond to those of a single pure mode. 


1 From Chu, loc. cit. 
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Similar relations hold for the circular guide. Неге the critical wave length 
depends upon the diameter and the mode of transmission. As frequency is increased 
from below the lowest cutoff frequency for a given circular guide, the guide will first 
pass only the cylindrical T'E;,; mode, then also the circular magnetic mode ТМ», 
and finally the circular electric mode ТЕ. After that, higher order modes will 
be passed. 

Excitation of Wave-guide Modes.—Each wave-guide mode must be excited in a 
different way. The guide can be thought of as a region of space into which energy 

is radiated from the coupling or 


exciting circuit. Just as waves can 
be set up in space by straight wires 
and loops, so can the wave-guide 


= 2 Aor 1754 modes be excited by electric probes 
TES a NE ТЕ Torr teas and loops. 
TE, = о=У/? а, TMo, pod The location of an exciting probe 
TM, Xo» У? a 7 » Ag* 0824 or loop must bear a definite relation 


to the fields in the guide correspond- 

Fie. 127.—Diagram illustrating relative ing to the desired transmission mode. 
length of waves corresponding to cutoff fre- por instance, if the transmission 
quency for the three simplest modes of propaga- ^ 
tion in square and circular wave guides. mode has an axial component of 

electric field and if its magnetic flux 
lines are transverse closed loops, then it can be excited either by an antenna probe 
that produces an axial component electrical field or by a loop placed so that it pro- 
duees a magnetic field in the proper direction. In general, any mode can by excited 
either by a suitable antenna probe (or dipole) or by a suitable current loop. 

Excitation of various transmission modes in a rectangular wave guide by means 
of antenna probes is shown in Fig. 128.! Corresponding arrangements for circular 
guides are shown in Fig. 129.? In all cases the probe creates an electric or magnetic 
field of the proper orientation. 

Unless the dimensions of the guide are such that only one transmission mode can 
exist, any excitation device will set up several modes simultaneously, though the 
desired mode is usually strongest. When this is the case the wave may be purified 
by inserting grids or wires that will short out the electric field of the undesired 
mode. 

The pickup device at the end of a wave guide is of the same form as the exciting 
device. It is rather difficult to terminate a wave guide so that there will be no 
reflections from the load end, unless the termination has both a reactive and a resistive 
adjustment. 

Attenuation in Wave Guides.—Hollow-pipe guides have attenuation characteristics 
that are similar to those of conventional high-pass filters in which the electrical 
elements are lumped rather than distributed. The chief features of the attenuation 
characteristics of high-pass filters are that there is a high attenuation in the attenua- 
tion band (9.е., for all frequencies below cutoff) and a low but finite attenuation in the 
pass band (5.е., for frequencies above cutoff). The nature of the attenuation in the 
attenuation and pass bands is different. At frequencies below the cutoff frequency, 
power is rejected at the source because the guide dimensions and frequency do not 
permit the existence of the type of waves that transmit power. In this region the 
attenuation is so high that no effective transmission of power is possible over any 
appreciable distances. 


1 From Chu and Barrow, loc. cit. 
з From Southworth, loc. cit., and Chu, loc. cit. 
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Етс. 128.—Typical probe arrangements for exciting different types of waves in rectangular 
guides. 
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Fig. 129.— Typical methods of exciting different types of waves in circular wave guides. 
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In the pass band, as frequency increases, the attenuation of a wave guide first 
decreases from a very large value (theoretically infinite at cutoff), then levels off at 
some low but finite value, and then increases as shown in Fig. 130.1 "This is the result 
of two opposing factors that take place as the frequency increases. First, the field 
configurations become more favorable for keeping the losses low, and, second, the 
skin effect becomes greater as the frequency is raised. This variation of attenuation 
with frequency is found in all shapes of guides and all modes with the single exception 
of the cylindrical T'E,,, mode, for which the attenuation decreases without limit as 
the frequency increases. ? 
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Fie. 130.—Attenuation of different types of waves in a 5-inch copper cylindrical wave 
guide for various frequencies. 


Formulas for the attenuation of the various basic modes in cylindrical and square 
guides are given in Table 8.3 Results calculated for a circular copper guide 5 inches 
in diameter are given in Fig. 130. Examination of Tables 8 and 9 and Fig. 130 shows 
that in all cases except that of the TEo,ı mode, the attenuation decreases from a very 
high value at cutoff, reaches a minimum at from about 2 to 3 times the cutoff fre- 
quency, and then increases with frequency, finally increasing with the square root of 
frequency at very high frequencies. The minimum is quite broad, and the minimum 
attenuation low. Thus in Fig. 130 there is a band of frequencies several thousand 
megacycles wide in which the attenuation varies only 1 db, though it takes a very 
high frequency or a very large guide to realize this property. 


1 From Southworth, loc. cit. 

2 No experimental confirmation of this property, or even of the existence of the ТЕо,г mode, has been 
published. In fact, Chu, loc. cit., and Chu and Barrow, loc. cit., question the stability of this mode. 

3 These results are from Chu and Chu and Barrow, 106. cit., and Carson, Mead, and Schelkunoff, 
loc. cit. 

An alternative method of caleulating the attenuation in a rectangular guide, based upon waves being 
reflected back and forth between the walls of the guide, is given by John Kemp, Electromagnetic Waves 
in Metal Tubes of Rectangular Cross Section, Jour. I.E.E., Vol. 88, Pt. IIT, p. 213, September, 1941. 
See also a discussion of this by G. W. O. Howe, Wireless Eng., Vol. 19, p. 93, March, 1942. 
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TABLE 8.—WavE-GUIDE ATTENUATION FORMULAS FOR AIR DIELECTRIC INSIDE 
GuIDE 
s Notation 
r = guide radius (of circular guide), cm. 

a = length of side of square guide, em. 

/ = actual frequency, cycles. 

fo = cutoff frequency, cycles. 
Kı = a constant depending on guide walls, and given at end of table. 


Circular. Guide 
TM^ (Eo) mode: 


_ 04378K; _G _ 


"ow 


db per mile 


TM. (E1) mode: 


_ 0.5520K, (4) 


738 М: 





db рег mile 


TE», (Но) mode: 


., 0.5520K, ( (Q. 


БЕСЕ 


_ 0.3824K1 (+= 2.38 AA 


db per mile 


TE, (Hi) mode: 


зи Бра : db per mile 
(5 у Е 
Square Guide 
TE», mode: 
1 (H £ (jj^ 
_ Ki 2 \fo fo Я 
=> NO db per mile 
G) - 
TEn 
G” 
= 118001 fo = fo db per mile 
(9 
fo 
ТМ. 1 
(1 36 
_ 1189K; _& г 
T" um Wy po per mile 
k) = 
Value of K; 
Соррег: аа Moke exE eee edi de 236.5 
Aluminum EE T E E m 313.6 
Leado..c.4 v eh braid gm EUR REA REA Eee ERE d ee 821.3 


Iron (4:100). foie as ah te о Mee xe ein 5,696 


264 RADIO ENGINEERS’ HANDBOOK ‘fSec. 3 


The minimum attenuation associated with a particular mode is given by the 
relation 
For circular guide: 


Minimum attenuation = E db per mile (149a) 

For square guide: 
Minimum attenuation — E db per mile (1495) 
where К» is a constant depending on the mode of propagation as given in Table 9 


and г and a have the same meanings as in Table 8. The ratio of the frequency corre- 
sponding to minimum attenuation to the cutoff frequency is given in Table 9. 


TABLE 9.—ATTENUATION PROPERTIES OF SQUARE AND CIRCULAR GUIDES 
Circular Guide 











( Frequency of ) Minimum attenu- K 

Mode minimum attenuation ation, relative (боррей 
Cutoff frequency value 

ТЕ} 3.150 1.00 170 

TM» 1.732 2.00 340 

ТМ ул 1.782 2.58 480 








Square Guide 





Examination of the foregoing shows that for a given periphery, the TH,,, mode 
in the circular guide has the lowest possible attenuation. In all cases the attenuation 
for a cylindrical guide is less than that for the corresponding mode in a square guide 
of the same guide periphery. The lowest attenuation that can be obtained from a 
rectangular mode for a given guide periphery occurs for the TEs,ı mode of Fig. 122 
when the ratio of width to height is 1.18, though for this condition the attenuation 
is only a few per cent lower than for a guide of square cross section of the same periph- 
ery excited in the same mode. 

34. Cavity Resonators.'—Any closed surface having conducting walls can support 
oscillating electromagnetic fields within it, and possesses certain resonant frequencies 
when excited by electrical oscillations. Resonators of this type are commonly termed 
cavity resonators or rhumbatrons, and find extensive use as resonant circuits at extremely 
high frequencies. For such use cavity resonators have the advantages of simplicity, 
relatively large physical size, high Q, and very high shunt impedances. At wave 
lengths well below one meter cavity resonators become vastly superior to the corre- 
sponding resonators with lumped circuit constants, and are fully as desirable—if not 
more so—as resonant concentric lines for such frequencies. 

Types of Cavity Resonators and Modes of Oscillation —Practical cavity resonators 
ean be conveniently divided into two types. The first of these is the nonreentrant 


1 The basic paper on cavity resonators is that of W. W. Hansen, A Type of Electrical Resonator, 
Jour. Applied Phys., Vol. 9, p. 654, October, 1938. See also E. U. Condon, Forced Oscillations in Cavity 
Resonators, Jour. Applied Phys., Vol. 12, p. 129, February, 1940. 
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type, which in idealized form is typified by the cylinder, prism, sphere, ellipsoid, etc., 
as shown in Figs. 131a to 1314. The second type is illustrated in Figs. 131e to 1317 
in various forms, some idealized and some practical, and is characterized by having a 
reentrant portion or portions.! 

The fields corresponding to the normal or fundamental mode of operation of 
typical cavity resonators are shown in Fig. 131. In the case of a cylindrical resonator, 
the oscillations can be described crudely as involving electric charges or currents that 
flow up and down the sides of the cylinder and charge the electrostatic capacity 
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Fie. 131.—Examples of cavity resonators. All these resonators except the prism are 
shown as cross sections of a figure of revolution. The flux distributions shown for certain 
of the resonators correspond to the distributions with the normal or fundamental mode of 
operation. 


formed by the top and bottom ends of the cylinder. The sphere is analogous. With 
resonators of the reentrant type operating as in Figs. 131e to 1317, the electric field 
is concentrated largely in the region of the reentrant portions, with most of ‘the 
magnetic flux existing in the remaining regions and encircling the reentrant portions 
as shown. Because the electric and magnetic fields tend to concentrate in different 
parts of the reentrant-type cavity resonator, such a resonator is much more closely 
related to a circuit with lumped constants than the other forms of cavity resonators. 

Higher order modes of many varieties can exist in cavity resonators. These 
correspond in the case of cylindrical and prism types of cavity resonators to the 


1 Characteristics of resonators of the reentrant type are discussed by W. ;W. Hansen and R. D. 
Richtmyer, On Resonators Suitable for Klystron Oscillators, Jour. Applied Phys., Vol. 10, p. 189, March, 
1939. 
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higher order modes that can exist in circular and rectangular wave guides, while in 
the case of reentrant resonators they correspond to the higher order modes of propa- 
gation that can exist in concentric transmission lines when the conductor spacing is 
of the order of a half wave length or more. Typical examples are shown in Fig. 132. 
Higher order modes correspond to a higher resonant frequency than the fundamental 
mode. Other properties of the resonator, such as the Q and shunt impedance, also 
depend upon the mode, and may be either greater or less than for the fundamental 
mode, according to circumstances. In particular, certain types of higher order modes 
have very low losses and give unusually high Q and shunt impedance. The examples 
of Fig. 132 are of this type. Here the fact that the magnetic flux density adjacent 
to the walls of the cylinder is less than for fundamental operation causes the current 
flowing in the walls to be small, with correspondingly lower losses and higher Q. In 
spite of such possible advantages obtained from higher mode operation, cavity 








Ета. 132.— Examples of second-order mode in spherical and cylindrical cavity resonators, 
showing field configurations and flux distributions. 


resonators are ordinarily operated in the normal or fundamental mode. This is 
because in the region where higher modes are possible, the frequency separation 
between different modes is relatively small, and there are even certain conditions 
under which the cavity resonator can be simultaneously resonant to more than one 
mode. Under these cireumstances there is always the possibility that the resonator 
will be excited in undesired ways. 

Resonant Frequency of Cavity Resonators.— he resonant frequency of а cavity 
resonator corresponds to a possible solution of Maxwell's equations for the electric 
and magnetic fields within the resonator, which will also satisfy the boundary con- 
ditions. The calculation of resonant frequency (or wave length) can be carried out 
exactly for geometrical shapes such as spheres, cylinders, prisms, and for certain 
idealized cases involving reentrant sections. Approximate solutions have been 
derived for certain other cases. 

Formulas giving the wave length at resonance for the fundamental mode, for 
various simple geometrical shapes, are given in Table 10, Fig. 133, and Eqs. (150) 
and (151). This resonant wave length is proportional to the size of the resonator; 
i.e., if all dimensions are doubled, the wave length corresponding to resonance will 
likewise be doubled. This fact simplifies the construction of resonators of shapes 
that cannot be calculated. To obtain a resonator operating exactly at a desired 
frequency, one first constructs a resonator of convenient size and of the desired 


1See Hansen, loc. cit. An extensive discussion of certain types of higher modes is given by W. L. 
Barrow and W. W. Mieher, Natural Oscillations of Electrical Cavity Resonators, Proc. I.R.E., Vol. 28, 
p. 184, April, 1940. 
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proportions. The resulting resonant frequency is then measured. The ratio of this 
wave length to the desired resonant wave length gives a scale factor that is applied 
to every dimension of the final resonator to obtain the dimensions of the resonator 
giving the desired wave length. 

With cylinders the resonant wave length is determined only by the diameter, and 
is not affected by the height. Similarly, the height has no effect in the case of the 
prism. A sphere with reentrant cones (Fig. 131e) has a wave length independent of 
the cone semiangle 6, and only moderately greater than for the same sphere without 
reentrant cones. These relations apply to fundamental modes. 

The resonant frequency of resonators such as illustrated in Figs. 131h to 131), 
which have a large lumped capacity, can be calculated crudely on the assumption of 
lumped constants; $.е., one determines the capacity between the flat surfaces AA, 
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Fig. 133.— Curve giving wave length of ellipsoid-hyperboloid resonators of the type 
shown in Fig. 131g for different values of the shape factor oo. The little drawings show 
resonator cross sections corresponding to different values of со, and are so scaled that all 
give the same wave length. Only the upper half of the drawing corresponding to со = 0.1 
is shown. 


and assumes that this tunes a lumped inductance corresponding to that of a one-turn 
toroidal coil, having a cross section such as indicated by the shading in Fig. 131A. 
For the reentrant resonator of Figs. 1314 and 1317 this leads to the relation! 


Wavelengthinem ) _ Zoa? и 
for resonance | EU E ош 2) (150) 


Similarly, for Fig. 131A 
Wave length in cm | = тт?® N ( r\2\ ) 5 
for resonance = = | d (1 = = z) ) (151) 
“The notation is as shown in Fig. 131 (dimensions in cm). Results calculated by 
Eqs. (150) and (151) always give a wave length less than the correct value. The 
error depends upon the extent to which the electric field is concentrated in the narrow 
gap, i.e., upon the smallness of the dimension d. The factor by which Eq. (150) 


must be multiplied to obtain the correct wave length is commonly of the order of 
1.25 toil.75. 


1A more accurate determination can be made for this case by methods described by W. W. Hansen, 
On the Resonant Frequency of Closed Concentric Lines, Jour. Applied Phys., Vol. 10, No. 1, January, 
1939. 
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The resonant frequency of a cavity resonator can be changed by altering the 
mechanical dimensions, by coupling reactance into the resonator, or by means of a 
copper paddle. Small changes in mechanical dimensions can be achieved by flexing 
walls, while large changes require some type of sliding member. The resonant fre- 
quency of the reentrant type of resonator is particularly sensitive to the gap between 
the reentrant portions, especially if this gap is small. Reactance can be coupled 
into the resonator by coupling loops or probes in the manner discussed below, and 
affects the resonant frequency. A copper paddle placed inside the resonator in such 
a manner as to intercept some of the flux lines corresponding to the normal distribution 
will raise the resonant frequency. Rotation of the paddle will vary this effect and 
so can be used to adjust the resonant frequency, exactly as a copper paddle can be 
used to produce small variations in the inductance of a coil. — 

Q of Cavity Resonators.—The Q of a cavity resonator has the same significance as 
for an ordinary resonant circuit, and can be defined on the basis that Q is a quantity 
such that when the response has dropped to 70.7 per cent of the response at resonance, 
the cycles off resonance is the resonant frequency divided by 2Q. In the case of 
cavity resonators, it is also convenient to think of Q as expressing the ratio of the 
energy stored in the fields of the resonator to the energy lost per cycle, according to 
the relation 
energy stored (152) 


Que energy lost per cycle 


In terms of the magnetic field H within the resonator, this is 


24/2 fH? dv 
9 = ^3 Тиз uber 


where H = magnetic intensity. 


$ = y p/ro. 
p = resistivity in abohms (emu) рег cm cube (for copper р = 1,724 abohms 


per em cube). 
w = 2r times frequency. 
The integral of the numerator is evaluated throughout the volume v of the resonator, 
and the integral of the denominator is taken over the area a of the inner surface of the 
resonator. 

The Q of a resonator of any shape can be evaluated with the aid of Eq. (153) for 
any mode of oscillation provided that the distribution of magnetic flux is known. In 
simple geometrical shapes, such as spheres and cylinders, the flux distribution may 
be expressed analytically. "The indicated integrations can then be carried out without 
particular difficulty, and exact formulas for Q are obtained. In other cases it is 
necessary to assume an approximate distribution of flux, and then to carry out the 
integrations either analytically or graphically as the occasion permits. The value 
of Q obtained in this way will not be exactly correct, but the error is small even if the 
assumed flux distribution differs appreciably from that actually present. This is 
because the flux appears both in the numerator and denominator of Eq. (153). 

An important implication of Eq. (152) is that to obtain high Q, the resonator 
should have a large ratio of volume to surface area. The physical reason for this is 
apparent whea it is realized that energy is stored in the volume of the resonator, 
whereas all the energy lost is lost at the walls. As a consequence, resonators such as 
spheres, cylinders, and prisms can in general be expected to have higher Q than the 
corresponding resonators with reentrant sections. The loss in Q resulting from 
reentrant sections is not excessive, however, unless the reentrant portions become 
very sharp spines. With resonators of the same proportions but different size, 
Eq. (152) shows that the Q’s will be proportional to the square root of the wave length. 
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TasLE 11.—Typicat Cavrry Resonator PROPERTIES 
Copper walls — Х = 40 em* 














Shunt 
Type of resonator Physical size Q resistance, 
Е megohms 
Sphere... gc se e uer D Wet а = 17.5 cm 58,000 4.2 
Cylinder (diameter = height; 2 = а).. а = 15.8 cm 48,800 6.1 
Sphere with reentrant cones (9% = 34°) а = 10cm 18,200 3.5 
Reentrant type (Fig. 1312): 
47933 Zo = 2.8 en} 
Z а = 2.8 cm papprox.| 10.200 0.66 
= = 1.20 b = 3.9 cm . 





* For other values of ^, the dimensions are proportional to à, while Q and shunt resistance vary as 


Values of Q for a number of types of resonators can be obtained from Table 10, 
Figs. 134 and 135. In the case of & sphere with reentrant cones (Fig. 131c) the Q 
passes through a broad maximum when the half angle of the cone is 34°. The Q of 
the ellipsoid-hyperboloid cavity resonator of Fig. 131f is substantially the same as 
that of a sphere having the diameter 22, provided that the distance a between the 
focuses of the ellipse is somewhat greater than the diameter. When the reverse is 
the case, the Q drops to about one-third that of the corresponding sphere. 
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Fig. 134.—Graph showing varia- Fic. 135.—Curve giving Q of 
tion in Q for the resonator of Fig. 131e ellipsoid-hyperboloid type of cavity 
with the angle до. The notation is the resonator shown in Figs. 131g and 133. 
same as used in Table 10 and Fig. 131e. The notation is as in Fig. 133 and 
Table 10. 


Typical values of Q obtainable in practical cavity resonators are given in Table 11, 
and are extremely high compared with those encountered with ordinary resonant 
circuits. 

Shunt Impedance of Cavity Resonators.—The shunt impedance of a cavity resonator 
such as those of Fig. 131 can be defined as the square of the line integral of voltage 
along a path such as AA, divided by the power lossin the resonator. This impedance 
corresponds to the parallel resonant impedance of a tuned circuit, and at resonance 
becomes a resistance termed the shunt resistance of the resonator. 
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The shunt impedance of a number of types of cavity resonators can be calculated 
with the aid of Table 10 or Figs. 136 and 137. The values obtainable are very large, 
as seen from typical results given in Table 11. 

The shunt resistance obtainable with cavity resonators of the reentrant type is 
less than without reentrants. However, this impedance is developed across a much 
shorter distance in the reentrant case; so the reentrant type of cavity resonator gives 
a much greater shunt impedance in proportion to distance across which the impedance 
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Fra. 136.— Variation of shunt imped- 
ance R of spherical resonator with 
reentrant cone (Fig. 131e) as a function 
of the semiangle 0 of the cones (for 
notation see Fig. 131e and Table 10). 


Fie. 137.—Curve giving shunt re- 
sistance for ellipsoid-hyperboloid reson- 
ators of the type shown in Fig. 131g for 
the various shapes shown in Fig. 133 
(for notation see Fig. 131g and Table 10). 


is developed. This is of importance when the resonator is associated with an electron 
beam, since it gives a high impedance across a distance small enough to correspond 
to a very short transit time for electrons. 

Coupling to Cavity Resonators.—Coupling to a cavity resonator may be achieved 
by means of electron beams, by coupling loops, or coupling electrodes. Coupling 
by means of an electron beam can be accomplished by passing the beam through 
the resonator, as indicated in Fig. 188. In 
Such an arrangement, it is necessary that the 
transit time required by the electrons to pass 
through the resonator be small compared with 
the time of a cycle. This in general requires 
the use of resonators of the reentrant type, 
in order to keep down the distance that the 
electrons must travel within the resonator. 
If the electrons in such a beam pass through NE P 
the resonator in the form of bunches, one to 
each cycle, then the resonator will be excited 
by the beam, and if the resonator proportions 
are such that the resonant frequency approxi- 
mates the frequency of the bunches, then 
oscillations of large amplitude will be built up in the cavity. On the other hand, if 
the resonator is excited by some external source of energy, and a continuous stream 
of electrons is passed through the resonator, then the emerging electrons will be 
alternately accelerated and slowed down by the oscillations within the resonator. 

Magnetic coupling to a cavity resonator can be obtained by means of a small 
coupling loop so oriented as to inclose magnetic flux lines corresponding to the desired 
mode of operation. A current passed through such a loop will then excite oscillations 





Fig. 138.—Cavity resonator of the 
type shown in Fig. 131j coupled to an 
electron beam that passes through the 
resonator. 
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of this mode, while conversely oscillation existing in the resonator will induce a voltage 
in such a coupling loop. 

The combination of coupling loop and cavity resonator is equivalent to the 
ordinary coupled circuit of Fig. 139. The impedance that the cavity resonator 
couples into the loop (7.e., the equivalent impedance that can be considered as in 


[72a EE 
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(a) Cylindrical resonator with (Ы) Equivalent coupled 
coupling loop circuit 
Fie. 139.—Cylindrical resonator with coupling loop, together with equivalent coupled 
circuit. 

series with Гл) is given in Table 10 for the case of a cylinder, square prism, and sphere, 
on the assumption that the coupling loop is placed close to the outer edge where the 
magnetic flux density is maximum. The ratio between the impedance coupled into 
the loop and the shunt resistance of a cavity resonator is roughly equal to the square 
of the ratio (loop area)/(half the cross-sectional area of the resonator). This rule 
Electric field! of may be used to estimate the size of coupling 
desired oscillation loop that will be required in resonators of types 
f other than those given in Table 10. These 
relations assume that the loop is oriented so 
that its area is in the most favorable position 
for inclosing magnetic flux. The magnitude of 
coupling can be readily changed by simply 
Dr in ie rotating the loop, the coupling reducing to zero 
probe when the plane of the loop is parallel to the 

magnetic flux. 

Cavity resonator excitation by means of an 
electrode is illustrated in Fig. 140. Here there 
is à component of electric field produced by the 

Conceritric line presence of the electrode (or probe) that is in 

Fie. 140.—Cylindrical resonator the same direction as the electric field of the 
with coupling probe, showing fields desired oscillation in the resonator. Under 
Musei ce Pompeia Mur EAR these conditions a voltage applied to the elec- 
noted that the probe fields have a trode will excite oscillations in the resonator, 
component in the direction of the and conversely oscillations in the resonator 
desired field, and therefore are will deliver energy to the concentric line 
capable of exciting them. associated with the electrode. 

It is also possible to couple cavity resonators to wave guides. This is accomplished 
by arranging so that the waves entering the cavity from the guide produce a field within 
the cavity that corresponds to the desired mode of cavity-resonator operation. 

Miscellaneous Considerations.—A hole in a cavity resonator will cause energy to 
be radiated if oscillations exist inside the resonator, or, conversely, will cause oscilla- 
tions to be produced within the resonator if oscillating fields external to the resonator 
are present. The loss of energy caused by radiation from holes is of particular impor- 
tance under conditions where grids must be used in the sides of the resonator to allow 
for the entrance or exit of electron beams. The magnitude of energy loss through a 


„Electric fields 
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hole is proportional to the cube of the hole area (sixth power of the hole radius). 
In the case of a square prism one has! 


Q' = 2s energy stored inside resonator 
energy lost through hole per cycle 


= a? 3 Zo 
= 87 (š 





a 
where Z is the area of the hole and a and zo are the same as in Fig. 131c and Table 10. 
Note that Q' is the value of Q the resonator would have if there were no losses in the 


resonator other than the energy leaking out of the hole. It is easy to see that the 
losses from a hole will be quite negligible unless this hole is of relatively large size. 
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Fre. 141.— Transition of a reentrant cavity resonator of the concentric-line type to a 
cavity resonator that is a cylinder. 


In designing a cavity resonator, it is desirable that all joints be parallel with the 
lines of current flow. Joints that must be traversed by currents can introduce large 
losses, because the currents that must be carried are extremely high and even a very 
low resistance in the joint will seriously reduce the Q and shunt resistance of the 
resonator. | 

The dividing line between resonant transmission lines and cavity resonators is not 
at all distinct. For example, one can consider a quarter-wave resonant concentric 
transmission line, as illustrated in Fig. 141,? as being a cavity resonator with a reen- 
trant section. Furthermore, by progressively shortening this reentrant section as 
shown in the figure, one finally ends up with a cylindrical cavity resonator. In a 
like manner, it is possible to show that a cavity resonator may be also viewed as a 
section of wave guide in which standing waves exist. 


1 See Hansen, loc. cit. 
? From Barrow and Mieher, loc. cit. 


SECTION 4 
VACUUM TUBES AND ELECTRONICS! 


LAWS OF ELECTRON BEHAVIOR 


1. Physical Properties of Electrons and Ions.—For purposes of radio engineering, 
the most fundamental particle is the electron. The electron is the smallest particle 
whose mass and charge have been determined. It is the particle that constitutes 
most of the current flow encountered in vacuum tubes. It is the negative planetary 
particle of the hydrogen atom. 

Another fundamental particle is the proton. The proton is the positive nuclear 
particle of the hydrogen atom. It has the same magnitude of harge as the electron, 
but its charge is positive, whereas the charge of the electron is negative. The mass 
of the proton is roughly 1,800 times that of the electron. 

Other charged particles called ions may exist. These are usually created from a 
normal atom or molecule by the addition or removal of one or more electrons or protons 
from its structure. ‘The mass of such ions is always much greater than that of the 
electron, and their charge is an integral multiple of the charge of the electron and is 
not restricted to the negative sign. 

The principal properties of electrons and the commonest ions are given in Table 1.? 


TABLE 1.—PHYSICAL PROPERTIES OF ELECTRONS AND Ions 


Charge 
Electronic charge (е)............. 4.767 X 10-1 statcoulomb 
1.590 х 10-20 abeoulomb 
1.590 X 10-8 coulomb 
Mass 
Mass of an electron*............. 9.028 X 10-28 gram 
Mass of а proton................ 1.6608 X 107?! gram 
Mass of a hydrogen atom........ 1.6617 X 107?* gram 
Mass of hypothetical atom of unit Е 
atomic weight (mo)............ 1.649 X-10-?4 gram 
Ratios 
Charge to mass of an electron*.... 1.769 X 107 abeoulombs per gram 


5.303 X 1017 statcoulombs per gram 
1.769 X 105 coulombs per gram 
Mass of hydrogen atom to that of 


еесфгоп*.......... шею 1,848.0 
Atomic Weights 

АТО Sass ev a RR ENIM 39.94 
Непат........... ние 4.002 
Нуаговеп...................... 1.0078 
Mercury eeso aea eee ENER 200.61 
Митодеп....................... 14.008 
NOON ih gee ee алала ныша 20.183 
Oxygen... ia iaoe eee eee 16.000 
Sodium...............0..000005 22.997 


* Values from deflection measurements. Spectroscopic values differ by at most 0.1 per cent. 


1 This entire section was written by the author's associate, Dr. Karl Spangenberg, associate professor 
of electrical engineering at Stanford University. 

? R. T. Birge, Values of the General Physical Constants, Rev. Modern Phys., Vol. 1, No. 1, p. 1, 
July, 1929. 
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2. Motion of Electrons. Uniform Electrostatic Field.—TYhe laws of motion of an 
electron in a uniform electrostatic field are the same as those of a body falling freely 
under the influence of gravity. In the case of the electron the gravitational field is 
replaced by the factor ef /m, when the relations are expressed in electrostatic units, 
where e is the charge of the electron, F is the constant gradient of potential, and m is 
the mass of the electron. 

The principal relations for the electron in a uniform electrostatic field are given 
below: 

Acceleration: 


ae T em рег зес рег вес (еви) а) 


Velocity (starting from rest): 


eft em per sec (esu) (2) 


0 = ver 8 cm per sec (esu) (3) 


Distance traveled (starting from rest): 


8 = eke cm (esu) (4) 
where a = electron acceleration, cm per sec per sec. 
electron velocity, cm per sec. 
electron charge, statcoulombs. 
electron Mass, grams. 
gradient of potential, statvolts per cm. 
E = potential, statvolts. 
s = distance, cm. 
t = time, sec. 
In practical units the velocity acquired by an electron in falling through a given 
potential is 


ы aoe 
ЇЇ 


v = 5.97 x 107 VE cm per sec (5a) 


where the potential E is given in volts. 

Velocity is often expressed in terms of volts, the number of volts corresponding to 
a given velocity being given by Eq. (5a). Thus by a velocity of 1,000 volts is meant 
the velocity that an electron would acquire upon being accelerated through 1,000 volts. 
This is not quite correct dimensionally, since voltage to the first power is proportional 
to energy, but no confusion should result if the term velocity is associated with the 
voltage. 

Other ions follow the same law as do electrons, except that the scale factor is 
different because of the increased mass and in some cases also because of a different 
charge. The relation between velocity and potential for any ion is given by 


» = 5.97 X 107 Pm c per sec (bb) 
m 


where m, is the mass of the electron, m the mass of the ion, and n the ratio of ion charge 
to electron charge. 

Relativity Correction for Velocity.—Equation (5) is valid until the velocity of the 
charged particle is no longer negligible compared with the velocity of light. "Then 
a correction must be made for the relativistic change of mass. This change, and the 
resulting error in the velocity, is less than one per cent as long as the velocity of the 
particle is less than one-tenth of the velocity of light. Тһе potential at which an 
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Fic. 1.— Relation between electron velocity and potential. 
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electron reaches this velocity is about 2,500 volts. If there were no change of mass, 
an electron would reach the velocity of light at about 250,000 volts. 
The change in mass of an electron with velocity is given by 


Me 


т = —— (6) 
ee 
c 
which for an electron, in terms of potential is 
т =m.(1 + 1.94 X 10-Е) (7) 


where m is the mass in grams of the electron at velocity vor potential E, cis the velocity 
of light (3 X 10° cm per sec), and Е is the potential in volts 
The velocity corresponding to any potential is given by 








i 
v =e y1- (Т F194 x 103E)i (8) 


A plot of this equation is given in Fig. 1. . 

Initial Velocity at an Angle to Gradient of Uniform Field.—1t an electron traveling 
with an initial velocity is injected into a region of uniform field, the path of the electron 
in the field will be parabolic and will be like that of a projectile fired from a gun in a 


gravitational field. 
SEXES Fd SS 
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Ета. 2.—Parabolic electron trajectory in a uniform electric field. 


Consider Fig. 2, which shows the path of an electron that is injected into the con- 
stant field between two electrodes. Here there is an initial component of velocity in 
the horizontal or z direction that is unaffected by the field, and that remains constant. 
The component of velocity in the vertical or y direction varies like that of a ball thrown 
vertically into the air. 

The equation of the parabolic trajectory followed is 

—Ёх? 2 
У = 4E, sin? 6 T tan 8 (9) 
the origin being taken at the point where the electron enters the field. The compo- 
nents of velocity at any point are 


vz = Vo Sin 0 cm per sec (10) 


Vy = М/ф? cos? 0 — ary cm per sec (11) 


И 


278 RADIO ENGINEERS’ HANDBOOK [Sec. 4 


The angle that the instantaneous velocity makes with the horizontal at any point is 
given by 
—aF 1 


= 2E, sin? 0 + tan 8 (12) 


tan а 


The maximum height to which the electron will rise, and the z component correspond- 
ing to this position, are 


2 
TE E cos 8 (13) 
"e 2E sn cos 6 (14) 
The initial components of velocity are 
v: = Уу Бе sin? 8 (15) 
v, = Уу Ее cos? 0 (16) 


In the relations given above the symbols have the following significance: 
х = horizontal displacement of electron, cm. 
y = vertical displacement of electron, cm. 
F = gradient of potential, statvolts per cm. 
Ө = angle that direction of original electron velocity makes with gradient 
(see Fig. 2). 
vz = horizontal velocity component of electron, cm per sec. 
vy = vertical velocity component of electron, cm per sec. 
vo = original velocity of electron, cm per sec. 
Ey = potential at point where electron enters field, statvolts. 
a = slope angle of parabolic path with horizontal at any point along electron 
irajectory. 
е = electron charge, statcoulombs. 
H Electron in a Uniform Magnetic Field.—An 
electron moving at right angles to a uniform 
magnetic field experiences an instantaneous force 
2 whose direction is mutually perpendicular to the 
field and the electron velocity. This is because 
the electron in motion constitutes an electric 
current and as such is subject to the sidewise 
force that is experienced by a conductor in a 
magnetic field. The sidewise force changes the 
direction but not the magnitude of the velocity, 
with the result that the electron moves in a 
circular path such that the magnetic force balances 
the centrifugal force of the circular motion. The 
Fra. 3.—Direction of force on geometrical relation between velocity, field, and 
an electron relative to the mag- force is shown in Fig. 3. The force developed is 
ed Sid апа therdirsction OF E at right angles to both the velocity and the 
eld. 
The expression for the radius of the circular path obtained by equating the magnetic 
and centrifugal force is 


1 





т = B (17) 
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where r = radius of circular path, em. 
e = electron charge, abcoulombs. 
т. = electron mass, grams. 
v — electron velocity, cm per sec. 
B = magnetic field, lines per sq cm. 
Expressing this in practical units and introducing the expression for velocity in terms 
of the square root of potential: 


E SS VE om (18) 


where E is the electron velocity expressed in volts. The radius of the circular path 
is seen to be proportional to the square root of potential and inversely proportional to 
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Ета. 4.— Curves of radius of circular electron path in a uniform magnetic field. 


the magnetic field strength. The relation between the factors is given by the curve 
of Fig. 4. 

If the particle is not an electron but an ion of mass m and with n times the charge 
of an electron, then the result of Eq. (18) must be multiplied by the factor (m/m«n) я. 

The time required for the electron to make a complete circle, 7.e., the period, does 
not depend upon the voltage at which the electron is injected into the magnetic field. 
This is because the radius, and hence the circumference, of the circle is proportional 
to the velocity, thus making the period independent of either. The period T is given 
by 


2mm, 1 


Т = РВ seconds (emu) . : (19) 


280 RADIO ENGINEERS’ HANDBOOK [Sec. 4 


In practical units this becomes 


0.355 х 1075 


T= B 


seconds (20) 
The value of the period can be obtained from the curves of Fig. 4 by observing that the 
period in microseconds is the same as the radius in em when the potential is 0.01122 
volts. 

For particles of mass m, having n times the charge of the electron, the value cf 
Eq. (20) must be multiplied by the factor (m/m.n). 

Electron at an Angle with a Uniform Magnetic Field—If an electron is injected 
into a magnetic field at an angle with the field, the initial velocity can always be 
resolved into components parallel and perpendicular to the field. The component 
parallel to the magnetic field experiences no force due to the field and so is unchanged 
in either magnitude or direction. The component normal to the field is subject 
to a constant, sidewise force and so undergoes the same change in direction as that 
described above, giving rise to a circular component of motion. The combination of 
the circular and linear motion gives rise to a helical path. The equations given above 
are directly applicable to the circular component of motion if for the velocity there 
be substituted the normal component of velocity. 

The radius of the helix is given by 


m 3.37 МЕ sin 0 cii (21) 
where @ is the angle that the initial velocity makes with the field, E is the velocity 
in volts, and B is the strength of the magnetic field in lines per sq cm. 

The pitch p of the helix is given by 


i 21.2 VE cos @ д (22) 

All the preceding remarks have assumed a uniform magnetie field. "When the 
field is strong enough and the electron velocity low enough then the electron will 
move in a tightly wound helix that will follow magnetic flux lines even though these 
be slightly curved. Use is made of this property in the Orthicon television pickup 
tube. 

3. Emission..— The emission of electrons from metals can occur in several ways. 
If a metal is heated to a sufficiently high temperature emission will occur. This is 
known as primary or thermionie emission. Secondary emission is that which occurs 
when high-velocity electrons or ions strike a metal and knock out other electrons. 
Emission may also occur when light rays strike a material and give up energy that 
liberates electrons; this is known as photoemission. Thermionic and secondary 
emission are of most importance in ordinary vacuum tubes, and these types of emission 
will be the subject of this section. 

Theory of Emission.—In any conductor there are a large number of free electrons 
moving around with various velocities. As the temperature of the conductor increases 
the average velocity of the free electrons increases. At the surface of the conductor 
there exists a restraint upon the movement of the electrons in the form of an electro- 
static gravitational fores. Were it not for this all the electrons in the metal would 
soon escape. As it is, only those having enough energy to overcome the surface 
forces manage to get away. The energy in electron volts that an electron must have 


1A good introductory survey to the subject of thermionic emission is given by S. Dushman, Electron 
Emission, Elec. Eng., Vol. 53, p. 1054, July, 1934. 
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before it can leave a metal is known as the work function of the metal. It would be 
expected that the emission of electrons would depend upon the temperature of the 
metal and the work function of the particular metal mvolved. This is found to be 
the case. 

A law giving the relation between emission current and temperature was first 
proposed by Richardson.! Later another emission equation was proposed by Dush- 
man.? Dushman’s equation is only slightly different from Richardson’s, but is 



























































Fic. 5.— Determination of emission equation constants. 


based upon better theoretical considerations and is now deemed to be the best expres- 
sion available. 
Dushman's equation is 
—bo 
І = АТТ (23) 


where J = current, amperes per ст?. 


A = 120.4 amperes per em? deg’, a universal constant. 
T = absolute temperature, °K. 
bo = temperature equivalent of the work function. 


11,600 E,, °K. 
Ew = work function of the metal, volts. 

The form of the emission equation is such that if the logarithm of Г/Т? be plotted 
against 1/Т, a straight line results whose slope gives the quantity bo, and whose 
intercept on the Г/Т? axis gives the constant A. Such curves are shown in Fig. 5 

10. W. Richardson, “Emission of Electricity from Hot Bodies," Longmans, New York, 1921. 


2 $, Dushman, Thermionic Emission, Rev. Modern Phys., Vol. 2, No. 4, p. 382, October, 1930. This 
paper gives a review of the subject up to its date, including extensive references. 
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and represent the most accurate known method of determining the emission con- 
stants. Examination of the lines in Fig. 5 shows considerable variation in the inter- 
cept, with the pure metals tending to have an intercept of about 1.78, corresponding 
to a value of A of 60, instead of an intercept of 2.08, corresponding to a value of A 
of 120.4. Since the actually observed values of the constant A range from higher to 
lower than the theoretical value, an explanation of the effect must be found elsewhere 
than in incorrectness of the theory. It has becn suggested that the observed value 
of the constant A of 60, which is about half of the theoretically predicted value of 
120.4, is due to a temperature variation of the work function. A decrease in the work 
function of 6 parts per 100,000 per degree would effect the observed change. 

Emission of Pure Metals.—Pure metals follow the form of the Dushman equation, 
as indicated by the straight-line nature of the curves of Fig. 5. The constants of the 
commonest pure metals as determined from emission measurements are given in 
Table 2. Тһе next to last column of this table gives the current per square centi- 
meter emission at the absolute temperature given in the last column. 


TABLE 2.—EmMission or PURE METALS 











A, Е Ir, 

Metal amperes bo "40 5 Ev, am peres т °K 
"nt deg? volts mac i 

cm? deg от 
Св ба 162 2.10 1.81 2.5 X 10-0 500 
Мо.............. 60.2 5.09 4.38 | 2.34 х 10? 2,000 
Рб саанан 1.7 X 104 7.25 6.27 | 9.2 X 10-10 1,600 
"Das caves aah какка 60.2 4.72 4.07 1.38 X 107? 2,000 
M: exte arena aure 60.2 5.24 4.52 1.0 x 10-8 2,000 
Th 60.2 3.89 3.35 | 4.3 х 1073 1,600 
V^ ERE PE 330 4.79 4.13 | 8.5 X 10-5 1,600 














Because of their relatively low emission, pure metals are not used much, tung- 
sten being the only pure-metal emitter of practical importance. Extensive data 
on the emission properties of pure tungsten have been collected, largely by Langmuir. 
The emission constant of platinum, as reported by various investigators, shows great 
variation. Most recently reported values give a smaller value of A than indicated in 
Table 2. The variation is probably due to the difficulty of obtaining a clean surface 
free from occluded oxygen. 

The only metal other than tungsten that has possibilities as a practical emitter 
is tantalum. Although tantalum cannot be made as hot as tungsten because its 
melting temperature is 3300°К, compared with 3655°K for tungsten, its work func- 
tion is sufficiently lower, so that at any temperature less than 2500°K, its emission is 
at least 10 times that from tungsten. A disadvantage of tantalum is that it is easily 
contaminated by residual gases, which form oxides that greatly reduce the emission. 

Emission of Thoriated Tungsten—There are many metals that have a higher 
emission than tungsten, but it is not possible to take advantage of this by using the 
metals in the pure form, because most of them melt at a relatively low temperature. 
lt is, however, possible to coat tungsten with a thin layer of other metals and thus 


1 Well summarized by E. L. Chaffee, ‘‘ Theory of Thermionic Vacuum Tubes,” pp. 96-102, McGraw- 
Hil, New York, 1933. See also I. Langmuir, The Characteristics of Tungsten Filaments as Functions 
of Temperature, Phys. Rev., Vol. 7, p. 302; C. Davisson and L. H. Germer, The Thermionic Work 
Function of Tungsten, Phys. Rev., Vol. 20, p. 300, April, 1922; S. Dushman, H. N. Rowe, J. W. Ewald, 
and C. A. Kidner, Electron Emission from Tungsten, Molybdenum, and Tantalum, Phys. Rev., Vol. 25, 
p. 338, March, 1925; W. E. Forsythe and A. G. Worthing, The Properties of Tungsten and the Charac- 
teristics of Tungsten Lamps, Astrophys. Jour., Vol. 61, p. 146, 1925. 
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take advantage of the high melting temperature of tungsten and the high emission 
of the other metals. It has been discovered that thorium on tungsten gives the 
highest emission of any practical combination of this character.1 The layers of 
thorium resulting from the formation procedure are molecular in thickness. 

Thoriated tungsten emitters are formed by using tungsten wire that has from 1 
to 2 per cent of thorium oxide mixed with it. The filament is placed in tubes in the 
usual way, and the tubes are degassed and baked out. It is then necessary to activate 
the filament to obtain the high emission. The activation procedure consists of 
several steps. First, the filament is heated to a high temperature just short of the 
melting temperature, such as 2800°K. This does two things: it cleans the tungsten 
and reduces the thorium oxide to metallic thorium. Such thorium as finds its way 
to the surface is immediately vaporized at this temperature. Second, the filament is 
maintained at 2100°K for a considerable time. At this temperature there is a com- 
bination action of diffusion of metallic thorium to the surface and an evaporation 
of some of this. The purpose of this step in the procedure is to accumulate as thick a 
layer of thorium as possible at the surface. The amount of thorium that gathers on 
the surface depends upon the relative rates of diffusion and evaporation. At 2100°K 
there is a pronounced maximum in the emission of thoriated filaments, indicating 
that at this temperature there exists the best combination of diffusion and evaporation 
possible for accumulating thorium on the surface. Third, the filament temperature 
is reduced to 1600°K, and some napthalene, acetylene, or other hydrocarbon gas is 
admitted. This causes a layer of tungsten carbide to form on the surface of the 
filament. Although this “carbonizing” reduces the emission somewhat, it is found 
that the presence of the layer reduces the subsequent evaporation of thorium by a 
factor of six. Fourth, the filament temperature is set to 1800 to 2000°K for normal 
operation. 

Several interesting and remarkable properties of thoriated tungsten filaments 
should be pointed out. The thorium will adhere to the tungsten at temperatures 
considerably higher than that at which metallic thorium will evaporate. The work 
function of thoriated tungsten is lower than that of either tungsten or thorium alone. 
The approximate values of the work functions are 


Tungsten....... ууун. и. ку hen n nnn 4.5 volts 
"PROP iex e дук cen Na AU e le die e RR ed ean Se 3.4 volts 
Thoriated tungsten....... cei A 2.6 volts 


The reduction of the work function is apparently due to the lowering of the electro- 
static surface gravitational forces by virtue of the existence of a double layer of charge 
caused by partially ionized electropositive metal on the surface. 

Emission of Oxide-coated Cathodes.2—The most efficient type of emitter is the 
oxide-coated cathode. It consists of a metallic base of some metal or alloy with a 
coating of the oxides of some of the alkaline-earth metals. | 

The base metals, known as cores, upon which the oxide coating is formed may be of 
pure metal such as platinum. Better emission is, however, obtained with certain 
alloys such as platinum-iridium, nickel-platinum, and nickel-silicate. The best 
emission results from the use of an alloy of nickel, iron, cobalt, and titanium known 
as Konel metal. 


1I. Langmuir, Electron Emission from Thoriated Tungsten Filaments, Phys. Rev., Vol. 22, p. 357, 
October, 1923; 8. Dushman and J. W. Ewald, Electronic Emission from Thoriated Tungsten, Phys. 
Rev., Vol. 29, p. 857, June, 1927; W. H. Brattain and J. A. Becker, Thermionic and Absorption Charac- 
teristics of Thorium on Tungsten, Phys. Rev., Vol. 43, p. 428, March, 1933. 

2See J. А. Becker, Thermionic Electron Emission, Bell System Tech. Jour., Vol. 14, p. 413, July. 
1935; also, Rev. Modern Phys., April, 1935; J. A. Becker and R. W. Sears, Phenomena in Oxide-coated 

‚ Filaments, Pt. II, Origin of Enhanced Emission, Phys. Rev., Vol. 38, p. 2193, December, 1931. 
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The best alkaline earths are barium and strontium. The coating is applied to the 
core in the form of barium and strontium carbonates. 

It is necessary to employ an activation procedure to the carbonate coatings. This 
procedure consists of heating the coating to about 1500°K for a short time and apply- 
ing a voltage of about 150 volts through a protective resistor. This does two things: 
it reduces the carbonates to oxides thermally, and bombards the oxide coating with 
positive ions of considerable energy. The emission will tend to rise rapidly at these 
temperatures, and the cathode temperature is then reduced to about 1000°K for 
normal operation. The exact details of this activation, or “forming” process, vary 
greatly in actual commercial production. 
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Fic. 6.—Emission efficiency of various emitters. 





The mechanism of the emission of the oxide coatings is not exactly understood. 
Evidence exists to show that the nature of the core has a considerable influence. It 
is believed that there is emission from particles of the pure alkaline-earth metal that 
have been reduced from the oxides. The emission constants of oxide-coated cathodes 
are subject to some considerable variation. It is not possible to obtain the constants 
from curves such as those of Fig. 5 with any accuracy, because there is no sharply 
defined saturation current, as with tungsten and thoriated tungsten. However, the 
order of the work function is about 1 volt, and the emission constant A of Eq. (23) 
is about 0.01 ampere per cm? per degree?. 

Comparison of Emitters.\—The relative emission properties of the commonest types 
of emitters are shown in Fig. 6. Here are shown curves of emission against cathode 
heating power on a specially devised paper, known as power-emission paper, on which 

1 A good discussion is given by О. W. Pike, Cathode Design, Communications, Vol. 21, p. 4, October, 
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these curves appear as straight lines. The curves for the oxides were obtained from 
tests on a large number of tubes, and the percentages indicate the relative portion of 
tubes having higher emission than that indicated by the particular curve. The 
50 per cent curve thus corresponds to an average emission for these particular oxide- 
coated filaments. 

The curves of Fig. 6 also indicate approximately the emission efficiency of the 
various types of emitters. The emission efficiency is determined by the ratio of the 
number of milliamperes that can be obtained per square centimeter of surface area 
to the heating power in watts. The emission efficiency depends upon the cathode 
and filament structure, since the-same power into different structures will raise the 
emitter coating to different temperatures. Some typical emission efficiencies that can 
be obtained at normal operating temperature are 


Pure tungsten filaments.............. 2-10 ma per cm? per watt 
Thoriated tungsten filaments......... 5-100 ma per em? per watt 
Oxide-coated cathodes............... 10-200 ma per cm? per watt 
Oxide-coated filaments............... 200—1,000 ma per em? per watt 


Practical Emitting Structures—The physical form that the various emitters take is 
influenced by practical considerations. In the case of tungsten, thoriated-tungsten 


Fig. 7.—Typical filament structures. 


and oxide-coated filaments, it is desired to have the emission efficiency as high as 
possible. This dictates a structure in which the thermal radiation is a minimum for 
a given wire length. It is also necessary to allow for the expansion of the wire fila- 
ment. The various types of filamentary structures shown in Fig. 7 are typical. All 
these are arranged so that the temperature is as high as possible for a given input 
power. All have spring suspensions that allow for the expansion of the filament wire. 

The indirectly heated cathodes consist of cylinders of thin sheet nickel on which 
the emitting coating is placed and in which there is contained the heater wire. The 
heater wire is invariably tungsten, covered with some insulating coating such as 
aluminum oxide. Typical arrangements are shown in Fig. 8. 

Secondary Emission —Almost all metals and some insulators will emit secondary 
electrons; i.e., they will emit electrons when bombarded by a stream of electrons or 
1018.1 

The number of secondary electrons emitted per primary electron depends upon 
the velocity of the primary bombarding electrons and upon the nature of the material 
and the condition of its surface. The number of secondaries liberated per primary 
electron may be greater than one. This is not a violation of the law of conservation 

1H. E. Farnsworth, Phys. Rev., Vol. 31, p. 405, 1928; Vol. 31, p. 419, 1928; Vol. 25, p. 41, 1925; 
Vol. 20, p. 358, 1922; L. R. G. Treolar, Measurement of Secondary Emission in Valves, Wireless Eng., 


Vol. 15, p. 535, October, 1938; D. E. Wooldridge, Theory of Secondary Emission, Phys. Rev., Ser. 2, 
Vol. 56, p. 502, Sept. 15, 1939. 
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of energy, since the velocity of the secondary electrons is lower than that of the 
primary electrons. Most of the secondary electrons have velocities of about 10 volts, 
though a small fraction have velocities approaching that of the primary electrons. 
The number of secondary electrons per primary electron varies typically as shown 
in Fig. 9. No secondary electrons are produced for primary velocities below about 

















Fie. 8.—Typical heater cathode structures. 


9 volts. With increasing potential of the bombarding primary electrons, the ratio 
of secondary to primary electrons increases, reaching a maximum in the vicinity of 
about 400 volts for all metals, and then decreasing. Most of the metals reach a 
maximum ratio of secondary to primary electrons of between one and three. Some 
of the complex alkali metals reach ratios of secondary to primary electrons of as high 
as five to eight. Maximum ratios depend 
greatly upon processing and surface 
condition. 

The number of liberated secondary 
electrons that succeed in escaping from a 





5 Ё surface depends upon the potential con- 
pE ditions surrounding the bombarded surface. 
ma If there is an adjacent electrode at a 
Ara potential higher than that of the bom- 
ВЕ barded surface, it will collect all the 
gle secondary electrons. If the adjacent elec- 





trode has a potential lower than that of 
the bombarded surface, the former will 
receive only the highest velocity second- 
O 200 400 600 800 100 aries, and the low-velocity electrons will 

Volts be returned to the surface from which they 

Fic. 9.—Ratio of secondary current came, 

uad Rar Ei nation of d, space-charge Bfects.— Most vacu- 

у um tubes are designed so that the emitting 
surface gives off a surplus of electrons, with the result that the actual current that 
flows is limited by the mutual repulsion between the electrons and not by the emission 
capabilities of the cathode. Under these conditions the current is said to be space- 
charge limited. 

The space-charge limitation of current is brought abc 1t by the presence of electrons 
in the space between electrodes. These electrons in’ roduce a negative charge that 
reduces the potential in the region. The reduction of potential slows down the elec- 
trons and thus increases the pegative charge density, which further reduces the 
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potential. The potential is finally reduced to the point at which the potential 
gradient at the emitting surface is zero or even slightly negative. This is a limiting 
equilibrium condition that sets a limit to the current that can flow for a given potential 
difference between electrodes. 

Plane Electrode Diode.—The theory relating current density, potential, and elec- 
trode spacing for a plane electrode diode was developed by Child and Langmuir! and 
has been verified experimentally. 
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Ета. 10.—Space-charge limited current in a plane electrode diode (4 = electrode spacing). 
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The Child-Langmuir law for parallel plane electrodes is 
и E% | 
х2 ym E =z statamperes per sq cm (24) 


where e = electron NA. statcoulombs. 
E = potential difference between cathode and plate, statvolts. 
m = electron mass, grams. 
d = cathode-plate distance, cm. 
In practical units this becomes 
2.831 X 10-%Е% 
d? 
A plot of this equation, from which numerical values are readily obtained, is given in 
Fig. 10. 


1 D. C. Child, Discharge from Hot CaO, Phys. Rev., Vol. 32, p. 492, May, 1911; I. Langmuir, The 
Effect of Space Charge and Residual Gas on Thermionio Currents i in High Vacuum, Phys. Rev., Ser. 2, 
Vol. 2, p. 450, December, 1913. 


І = amperes per sq cm (25) 
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Equation (25) shows that the current density varies as the three-halves power of 
potential for a given electrode spacing. The manner in which various quantities vary 
in the interelectrode space may be determined by treating the current as & constant 
in Eq. (24). When this is done it is seen that in a given tube the potential difference 
between electrodes required to obtain a given current J varies as the 44 power of the 
distance between electrodes. Likewise, the potential gradient in the interelectrode 
space varies as the one-third power of the distance between anode and cathode, and is 
zero at the cathode. ‘The velocity of the electrons in the interelectrode space for a 
given current J varies as the two-thirds power of the distance d, assuming the velocity 
is zero at the cathode. The space charge density varies as the negative two-thirds 
power of distance from the cathode, and is theoretically infinite at the cathode because 
of the assumption of zero initial velocity. 

Cylindrical Electrode Diode.—Relations similar to those which hold for the plane 
electrode diode have been worked out for the cylindrical electrode diode.! The 
current-voltage law here has the form 


34 
1 = 2 AE Е (esu) (26) 


where 7/1 is the current in statamperes per unit length of axial emitter, E is the 
potential difference between concentric cylindrical cathode and plate in statvolts, 
Tp is the plate radius, and e and m are the charge and mass of the electron. The 
quantity 8 is a dimensionless factor depending upon the ratio of the plate radius ту 
to the cathode radius ге, and is given by the series 


47 


— 3300 +’. (27) 


-u—2.5 4 11 
В = и Бч t 129 ^ 


in which и = log,r,/r.. Values of 8? for various values of 7/7, are given in Table 3. 





TABLE 3 

ту/те в? ту/те p [те в? 
1.00 0.000 6.0 0.838 30 1.091 
1.50 0.116 7.0 0.887 45 1.095 
2.00 0.275 8.0 0.925 67 1.089 
2.50 0.405 9.0 0.955 122 1.072 
3.00 0.512 10.0 0.978 221 1.053 
4.00 0.665 12.0 1.012 735 1.023 
5.00 0.775 16.0 1.051 2,440 1.006 

20.0 1.072 22,026 0.999 


























In practical units the current-voltage relation becomes 


ғ 3 
І 14.68 х 10325. 


i Тр 





amperes рег unit length (28) 


A plot of this equation from which numerical values are readily obtained is given in 
Fig. 11 for a value of 8? = 1. If 8? does not equal one, the value from the curves of 
Fig. 11 must be multiplied by the value of 82. 


1I. Langmuir апа К. В Blodgett, Currents Limited by Space Charge between Coaxial Cylinders, 
Phys. Rev., Ser. 2, Vol. 22, p. 347, October, 1923. 

A solution taking into account the velocity of emission of the emitted electrons and giving the 
location and magnitude of the potential minimum near the anode is obtained by E. L. E. Wheateroft, 
Jour. I.E.E., Vol. 86, p. 473, 1940; also, Wireless Section, I.E.E., Vol. 15, p. 94, June, 1940. 
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The current-voltage law for spherical electrodes has a form similar to that for 
cylindrical electrodes. The current again varies as the three-halves power of poten- 
tial: In fact, the three-halves power relation between current and potential for a 
space-charge-limited condition is independent of the electrode geometry and holds 
for any shapes. ? 

Space Charge in the Grid-anode Region.—In screen-grid tubes it is found that under 
certain eonditions the space charge of the electrons produces a negative gradient of 
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Fre. 11.—Space-charge limited current in a cylindrical electrode diode, В? = 1. 


potential at the plate that eliminates the necessity of a suppressor grid in reducing 
secondary emission effects.? Screen-grid tubes especially designed to utilize these 
screen-anode space-charge effects are the beam power tubes. Beam tubes have aligned 
control and screen grids, which cause the electrons to move in sheets. They also 
have a screen-plate distance considerably greater than that in the conventional screen- 
grid tube. 

A study of the effects that may occur in beam power tubes shows that the excellent 
plate current-voltage characteristics obtained are the result of the space-charge action 


1L, Langmuir and К. T. Compton, Electrical Discharges in Gases, Pt. II, Rev. Modern Phys., Vol. 3, 


p. 191, April, 1931, 
2 Langmuir and Compton, op. cit. 
2 J. Н. О. Harries, The Anode to Accelerating Electrode Space in Thermionie Values, Wireless Eng., 


Vol. 13, p. 190, April, 1936, ‘Critical Distance" Tubes, Electronics, Vol. 9, p. 33, May, 1936; O. H. 
Schade, Beam Power Tubes, Proc. I.R.E., Vol. 26, p. 187, February, 1938; B. Salzberg and A. V. Haeff, 
Effects of Space Charge in Grid-anode Region of Vacuum Tubes, R.C.A. Rev., Vol. 2, p. 336, January, 
1938; С. E. Fay, A. L. Samuel, and W. Shockley, Bell System Tech. Jour., Vol. 17, p. 49, January, 1939 
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in the sereen-anode region. In this region, in addition to a possible negative gradient 
of potential at the anode, it is also possible to have a virtual cathode, i.e., a point of 
zero potential and zero-potential gradient, from which electrons àre partially returned 
to the screen grid and partially transmitted to the plate. 

The different types of space-charge action that occur in the screen-anode region 
of a beam power tube are best classified in conjunction with the potential distributions 
in the interelectrode space with which they 
are associated. All possible potential dis- 
a tributions fall into one of four types. These 
di Anode four types are shown in Fig. 12, and have 
Es the characteristics listed below: 

Туре A.—Plate is at a negative potential. 
All the current injected into the region is 
reflected from a point at zero potential but 
having a negative gradient of potential. 
The potential distribution on the anode side 
of the point of zero potential is a straight 
line. On the screen side of the zero-poten- 
tial point the potential distribution is the 
same as for a temperature-limited case in 
which the emission current is assumed to be 
twice the current injected into the screen- 
anode space through the screen. 

Type B.—Both screen grid and plate are 
positive, with a single point at both zero 
potential and zero-potential gradient be- 
tween them, resulting in a space-charge- 
limited virtual cathode. Part of the current 
injected through the screen is then trans- 
E mitted to the plate, and the remainder is 

P — returned to the screen. The potential dis- 
tribution is then proportional to the four- 
thirds power of distance on both sides of the 
virtual cathode, and the anode current is 
proportional to the three-halves power of anode voltage. 

Type C.— Both screen grid and plate are positive, with a potential minimum at a 
positive potential between them. All the injected current is then transmitted to the 
plate. 

Type D.—Both screen grid and plate are positive, with no potential minimum 
between them. All the injected current is transmitted to the plate. 

The most important potential distribution formulas and current-voltage relations 
associated with the potential distributions are summarized below. The notation used 
is as follows: 

x = distance from screen grid to a point between screen grid and plate where the 
potential is E. 


„4 2 ; 
wo = 1.527 X 10-3 А em, cathode-plate spacing of an equivalent plane electrode 








Screen 







Temp- limited / 
virtual cathode 


Space-charge' 


теа! virtual 
cathode 


Fie. 12.—Types of potential dis- 
tributions encountered in the screen- 
plate region of beam power tubes. 


diode, which would give a current Г with a plate potential Z.. 
Е, = screen-grid potential, volts. 
I — eurrent injected into the screen-grid-plate region from the screen side, 
amperes. 
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b — constant appearing in the 'Type A distributions and related to the straight- 
line portion of the potential distribution curve beyond the virtual cathode by 


dE | —4V2E.,. 
d 73 vM 





E - potential at point z. 

Е, = potential at point zo. 

2, = distance from the virtual cathode of a point at potential E in the Type B 
distributions, and from the potential minimum in the Type C distributions 
when this point lies between the screen grid and the minimum. 

хз = distance from the virtual cathode of a point at potential E in the Type B 
distribution, and from the potential minimum in the Type C distribution, 
when this point lies between the potential minimum and the plate. 

T — fraction of the current 7 injected through the screen grid that reaches the 
plate in the Type B distributions. 

The potential distributions of the Type A are like those of a temperature-limited 

diode, and are given by 


ЕЕЕ 


The potential distributions of the Туре В are like those of а space-charge-limited 
diode. The potential rises from a zero value at the virtual cathode located between 
screen grid and plate, and follows a four-thirds power variation with distance on 
either side of the virtual cathode, with the scale depending upon the fraction of the 
current transmitted past the virtual cathode. The potential distribution between the 
virtual cathode and the screen grid is given by 


Е\и 
[a @ . 
ж = t| GIR @_ Туй (30) 


The potential distribution between the virtual cathode and plate is given by 


ке : Ge)” G) (31) 


@- ht Te 
The potential distributions of the Type C are characterized by a potential mini- 


mum between the screen grid and plate occurring at a positive potential. The dis- 
tribution on the screen side of the potential minimum is given by 


% Emin) ENZ Emin y 
n= =a (к) +2 Cm) 1G) - Gey] 
Етш\ Ешь M] 
«peel - GT e 
The distribution to the right of the potential minimum, t.e., between ше potential 
minimum and the plate, is given by 


«MEG e 2) EY - Cay") 
рТ Б?Т" m 
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The potential minimum occurs at a distance 
Emin z Emin NL 
Zain = а [12 25) ] [1 (Зән) (34) 
from the screen, 


Potential distributions of the Type D are not of great importance, since for this 
distribution all the injected current is transmitted to the plate. 

It is found that there is a maximum current that can be passed through the 
screen-grid—plate region for any combination of potentials, current, and electrode 
spacing. This maximum plate current Г that can be passed is 








Pmax 


_ 2.33 X 1075 X (E.4 + EV): 


I Pmax —— a? 


amperes per cm? (35) 





where a is the grid-anode distance in em and E, is the plate voltage. 

The most important consequences of the preceding potential distributions are 
that tubes of the beam power type may exhibit some unusual dynamic characteristics 
and that the family of plate current-voltage curves has a larger region in which the 
curves are approximately parallel and equally spaced than is the case with the usual 
pentode. The plate current-voltage curves are similar to those of a pentode except 
that the transition between the region where the plate current increases with plate 
voltage and the region in which the plate current is substantially constant is smaller 
and occurs at a lower plate potential than for the pentode, with the result that the 
“shoulder” formed by this region of decreasing slope is sharper for the beam power 
tube than for the pentode (see Fig. 20). The reason that the plate current-voltage 
curves of the beaf power tube are steeper at low plate voltages than are the cor- 
responding portions of the pentode characteristics is that in the beam power tube the 
action of the virtual cathode between the screen grid and the plate is more uniform 
in the absence of the suppressor grid of the pentode, which tends to give a kind of 
variable-mu action. 

b. Tube Noise..— Vacuum tubes act as sources of noise because of the inherent 
electronie nature of their operation. Noise arises from the fact that the current 
consists of the movement of discrete particles rather than the flow of a continu- 
ous fluid, giving rise to what is known as the shot effect. 1f the emitting material 
is irregular in its nature, there may also be large low-frequency variations resulting 
from chunks of the emitting material varying in their emission, causing what is known 
as the flicker effect. Noise will also arise from variations in the secondary emission, 
from ionization within the tube, and from a random variation of the division of current 
between elements in multielectrode tubes. Of all the above-mentioned effects, the 
largest and most important source of noise is the shot effect. 

Shot effect is noise due to the fact that electrons are discrete particles emitted 
from the cathode in a random way, so that any current resulting from such emission 
has a random or statistical variation that is termed “noise.” The energy correspond- 

1 For further information on noise in tubes the reader is referred to the following series of papers 
published in the R.C.A. Rev. under the general heading Fluctuation Noise in Space-charge-limited 
Currents at Moderately High Frequencies: Pt. I, B. J. Thompson, General Survey, Vol. 4, p. 269, 
January, 1940; Pt. II, D. O. North, Diodes and Negative Grid Triodes, Vol. 4, p. 441, April, 1940; 
Vol. 5, p. 106; July, 1940; Pt. ITI, D. O. North, Multicollectors, Vol. 5, p. 244, October, 1940; Pt. IV, 
B. J. Thompson and D. O. North, Fluctuations Caused by Collision Ionization, Vol. 5, p. 371, January, 


1941; Pt. V, W. A. Harris, Fluctuations in Vacuum Tube Amplifiers and Input Systems, Vol. 5, p. 
505, April, 1941; Vol. 6, p. 114, July, 1941. 

Other articles of especial importance are D. A. Bell, A Theory of Fluctuation Noise, Jour. I.E.E., 
Vol. 82, p. 522, 1938; also, Wireless Section, 7.E.E., Vol. 13, р. 97, June, 1938; A. J. Rack, Effect of 
Space Charge and Transit Time on the Shot Noise in Diodes, Bell System Tech. Jour., Vol. 17, p. 592, 
October, 1938. 
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ing to these variations (5.е., the energy of the resulting a-c components of the current) 
is found to be proportional to the magnitude of the average or d-c current. The 
noise energy is distributed evenly over the frequency spectrum. The shot noise in a 
tube, as well as depending upon the magnitude of the current, also depends upon the 
conditions under which this current flows. The noise for a given current is maximum 
when the plate is absorbing all the electrons that are liberated by the cathode, t.e., 
when the emission is temperature limited. If the plate does not receive all the 
electrons emitted by the cathode, as happens when there is a very copious emission 
causing the current to be limited by the space-charge repulsion between electrons, 
then the noise is much less because of a cushioning effect upon the variations in the 
rate of emission produced by the great number of electrons emitted. 

The rms fluctuation current from a temperature-limited diode, measured in a fre- 
quency band Af, is given by! 


0 = 3.18 X 1077 Af (36) 


where 4 — rms fluctuation current, amperes. 
I = diode current, amperes. 
Af = frequency band in which the noise is measured in cycles per sec. 
It is convenient to compare the noise from tubes with that which occurs in resistors 
because of thermal agitation of the electrons (see Par. 26, Sec. 5). The fluctuation 
current in a short-circuited resistor of resistance R at 290°K (63°F) is 


_ 1.59 X 10- Af 
кй: 


12 (37) 
where $ = rms value of noise current, amperes. 

Af = width of the frequency band in which the noise is measured, cycles per sec. 
R = resistance of the short-circuited resistor producing the noise, ohms.? 
When Eq. (36) is compared with Eq. (37), it is seen that the resistance Rea, which 
would produce the same noise as a temperature-limited diode with a current J, is 
given by 


0.05 


Re = са ohms (38) 


In a tube in which the current to the plate is space-charge-limited, it is found 
that the noise is less than given by Eq. (36). Over a wide range of conditions in 
which only a small fraction of the emitted current reaches the plate (as is the case 
for all tubes operated at their rated conditions), the square of the rms fluctuation 
current is approximately 0.04 as great as given by Eq. (36) for the anode current in 
question, $.е., the noise energy of a diode operating at a given current is roughly 
0.04 times as great when the current flow is space-charge-limited as it is when it is 
temperature limited. Гог the diode operating under a condition of space-charge- 
limited current flow, the value of resistance that would produce the same noise energy 
as does the diode is given by? 


_ 0.002 





fua = Т ohms (39) 
1'W, Schottky, Spontaneous Current Fluctuations in Various Conductors, Ann. Physik, Vol. 57, 
p. 541, 1918. 
2H. Nyquist, Thermal Agitation of Electric Charge in Conductors, Phys. Rev., Vol. 32, p. 110, 
July, 1938. 


3 The case where part of the flow is space-charge-limited and part is temperature Jimited is covered 
by D. А. Bell, Fluctuation Noise in Partially Saturated Diodes, Jour. I.E.E., Vol. 84, p. 723, 1939; 
also, Wireless Section, Г.Е.Е., Vol. 14, p. 177, June, 1939. 
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where Rea is an equivalent short-circuited noise-producing resistance in ohms and 1 
is the plate current of the diode in amperes. 
The equivalent noise-producing resistance of a space-charge-limited triode is! 


Ra = -F — (40) 


where Req = that resistance which, if inserted in the grid circuit of the given tube, 
would produce as much noise energy as does the tube itself. 
8 = approximately 0.667, the ratio of noise energy of tube to noise energy of a 
resistance equal to dynamic tube resistance and at cathode temperature. 
в = approximately 0.75, the ratio of the transconductance of the triode to 
the conductance of an equivalent diode (2.е., the diode having a cathode- 
plate spacing equal to the cathode-grid spacing of the triode and having 
a potential of (Е, + Ep/u) on the plate). 
T = cathode temperature, ^K = 273 + С°. 
То = room temperature, °K. 
дт = transconductance of the triode, mhos. 
In a typical triode for which T = 1000°K, T, = 300°K, with the use of the approxi- 
mate value of @ and o indicated above, one has approximately 


Req = 3 ohms (41) 


m 


where gm is in mhos. 

The noise energy in pentode, beam, and screen-grid tubes is higher than in triodes 
with similar characteristics, because there is an added component of noise due to 
the random division of current between the screen and anode. The value of the 
resistance that, if inserted in the grid circuit of a pentode and similar tubes, would 
produce as much noise energy as does the tube itself is approximately 


I, 2.5 + 201% 


Rea = bla Me T fm 





ohms (42) 


where 7; — plate current, amperes. 
І Ic» = screen current, amperes. 
gm = transconductance of the pentode, mhos. 
The noise energy from a pentode wil be about three to five times as great as that 
from a triode producing an equivalent amplification.” 

As previously indicated, there are other sources of noise in tubes, such as ioniza- 
tion, secondary emission, emission of positive ions, and reflection of electrons from a 
virtual cathode, that are uot included in the foregoing discussion. These sources 
produce noise that is usually low compared to that from the shot effect alone. In 
particular, noise from ionization may generally be ignored when the grid gas current 
is less than a few hundredths of a microampere.® 


VACUUM TUBES 


6. Basic Tube Types. Diodes.—A diode is a two-element vacuum tube containing 
an emitter of electrons, known as the cathode, and a collector electrode, termed the 
anode or plate. The emitter may be either an indirectly heated cathode or a filament. 
The chief uses of diodes are as detectors, and as rectifiers for either control or power 


ll 


1 North, loc. cit. 
2 North, loc. cit., and Harris, loc. cit. 
з Thompson and North, loc. cit. 
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purposes. The detector and rectifier tubes differ in size and current capacity but 
have the same general type of characteristics. 

The plate current-voltage characteristics of a typical diode are shown in Fig. 13. 
For the lower portion of the curve the current is approximately proportional to the 
three-halves power of the anode voltage, because the current is limited by the space 
charge. For higher values of voltage, the current ceases to increase at the three- 
halves power rate and finally begins to flatten off with increasing voltage at a point 
determined by the emission of the cathode, which, in turn, depends primarily upon 
the cathode temperature. The higher the cathode temperature the higher the 
emission and the higher the voltage at which the current curve begins to flatten or 
“saturate.” 
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Fig. 13.—Current-voltage characteristics Fie. 14.—Plate-current—-grid-volt- 
of a diode. age characteristics of a triode. 


All current-voltage characteristics of diodes are similar at low voltages in the 
region in which the emission is space-charge limited. However, the portion of the 
plate current-voltage curves in which the current is limited by the cathode emission 
does not have the same shape for all types of tubes, but rather depends upon the nature 
of the electron-emitting surface. Thus oxide-emitting surface has less tendency to 
saturate sharply than a tungsten or thoriated-tungsten surface, as shown in Fig. 13. 

Triodes.—AÀ triode is a three-electrode vacuum tube containing an emitting 
electrode called the cathode, a control electrode called the grid, and a current-collect- 
ing electrode called the anode or plate. 

The emitting electrode may be either an indirectly heated cathode, an oxide- 
coated filament, ог а filament of tungsten or thoriated tungsten. 

The control electrode, usually in the form of a grid of fine wire, surrounds the 
emitter and is, in turn, surrounded by the plate. The grid is usually operated at a 
slight negative potential and thus does not attract electrons. By virtue of its proxim- 
ity to the cathode, it is able to influence the electrostatic field at the cathode to a 
greater extent than can the plate, and thus the grid is able to control the flow of 
current from the cathode without itself taking any of this current. 
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Some typical characteristics of a triode, showing the way in which the plate 
current varies with grid voltage for various fixed values of plate voltage, are given in 
Fig. 14. Тһе plate current is seen to increase if either the plate voltage or grid voltage 
is increased. The increase in plate current for a given increase in grid voltage is 
always much larger than the increase in plate current for the same increase m plate 
voltage. 

The relative effectiveness of the plate and grid potentials in controlling the plate 
current is known as the amplification factor of the tube, symbol p. Specifically, 
the amplification factor of a triode or any multi-electrode tube is the ratio of a small 
change in plate voltage to a small change in control grid voltage under the conditions 
that the plate current remains unchanged and that all other electrode voltages are 
maintained constant. The sense is usually taken as positive when the voltages are 
_changed in opposite directions. In mathematical notation 


de) 
= –{ — 43 
E dE g/ Ipconstant ( ) 


Observation of the curves of Fig. 14 shows that they are all similar but are only 
displaced from one another. This is because the plate current depends upon an 
equivalent voltage of value (E, + E»/u) in the same way that a diode depends upon 
its plate voltage Ep. The current to the plate of a triode may be written as 


34 
Ip = (Е, +52) (44) 
where I, = plate current. 
k = a constant, sometimes known as the perveance. 
E, = grid voltage. 


E, = plate voltage. 
и = amplification factor. 

In work with vacuum-tube circuits it is desirable to know the resistance of the 
plate circuit of the tube to a small superimposed a-c voltage. This resistance is 
known as the dynamic plate resistance of the tube, and is generally designated by the 
symbol Е, The mathematical definition of the dynamic plate resistance in terms of 
increments of plate voltage and current is 


_ (4E, 
He iu 2) M (45) 


Another factor of interest in triodes and multi-electrode tubes is the relation 
between the a-c components of grid voltage and plate current. The ratio between 
these two is known as the transconductance or mutual conductance and ìs defined by 


ш) 
т = {ут 4 
9 dE, g/ Epconstant ( 9) 


It will be observed from the defining relations of the tube constants mentioned 
above that the product of the transconductance and plate resistance is numerically 
equal to the amplification factor 


„р = p (47) 


Other representations of the triode than the plate-current-grid-voltage character- 
istics of Fig. 14 are possible. In Fig. 15 is shown a typical plate-current—plate- 
voltage characteristic of a triode. Another possible representation of the triode 
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characteristics is the constant-current characteristics of Fig. 16. These curves show 
loci of constant current and indicate the combinations of plate and grid voltage 
necessary to keep the plate current constant. 

For each of the three representations of the triode characteristics given, the slope 
of the characteristics is related to опе of the tube constants. For the plate-current— 











Plate Milliamperes 























0 100 200 300 400 500 
Plate Volts 


Fig. 15.—Plate-current-voltage characteristics of a triode. 


grid-voltage characteristics of Fig. 14, the slope of the characteristic at any point 
is the transconductance of the tube at the potentials involved. In the plate-cur- 
rent-plate-voltage characteristics of Fig. 15, the slope of the characteristic at any 
point gives the reciprocal of the dynamic plate resistance. In the constant-current 
representation of Fig. 16 the slope of the characteristic gives the negative reciprocal 
of the amplification factor of the tube. 
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Ета. 16.—Constant-current curves of a triode. 








Examination of the triode characteristics shows that the so-called tube “con- 
stants” are really not constants but vary considerably with plate current. The 
nature of this variation is shown in Fig. 17. Jt is seen that the amplifiez tion constant 
is most constant but tends to drop with low current. This drop occurs because of a 
variable-mu action that comes into play near cutoff. Some parts of the tube struc- 
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ture have a lower mu than do others, and so tend to cut off at a lower voltage.! The 
transconductance varies nearly as the one-third power of plate current, and the 
plate resistance as the reciprocal of this. 

Pentodes.—A pentode is a five-electrode high-vacuum tube. The five electrodes, 
in the order in which they occur in the tube, are cathode, control grid, screen grid, 
suppressor grid, and plate. "The control grid is operated at a slight negative potential 
relative to the cathode. The screen grid is operated at a relatively large positive 
potential relative to the cathode. The suppressor grid is operated at cathode poten- 
tial. The plate is operated at a large positive potential relative to cathode, and is 
generally but not always larger than the screen-grid potential. The control grid is 
usually of very fine mesh in order to obtain a high transconductance. The screen- 
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Fia. 17.—Variation of triode constants with plate current. 


grid mesh is less fine than that of the control grid. The suppressor-grid mesh is 
very coarse so as to obstruct the flow of electrons as little as possible. 

The pentode resulted from efforts to improve the characteristics of the triode and 
screen-grid tube. The screen grid eliminates substantially all direct capacity between 
control grid and plate. The suppressor grid prevents the exchange of secondary 
electrons between screen and plate, as occurs in the screen-grid tube. This the sup- 
pressor grid is able to do because it is operated at zero potential and hence produces a 
negative gradient of potential at the plate that causes secondary electrons liberated 
from the plate to be returned to the plate. The suppressor grid, though operated at 
zero potential, is able to pass electrons freely through the spaces between the wires. 
The suppressor grad aiso aids the shielding action of the screen grid by introducing 
some additional electrostatic shielding between the control grid and the plate. 

The total current passed by the control grid to the screen grid is determined 
mainly by the control-grid potential, to a lesser degree by the screen-grid potential, 
and hardly at all by the plate potential. re 


34 
L В (в, +2 gts 
m 


(48) 
sg 

18ee Е. E. Terman and А. L. Cook, Note on the Variations in the Amplification Factor of Triodes, 
Proc. I.R.E., Vol. 18, p. 1044, June, 1930. 
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where J, = space current, the sum of screen-grid and plate current. 
k = a constant determined by the tube electrode geometry. 
E, = control-grid potential. 
Es = sereen-grid potential. 


Mag = (25: , analogous to the amplification factor of a triode. 
dE; Jsconstant 

The fraction of the space current that is delivered to the plate depends upon the 

relative screen-grid and plate potentials. When the plate potential is larger than 
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Fig. 18.—Plate-current—plate-voltage characteristics of a pentode; space-current— 
plate-voltage characteristics of a pentode; screen-eurrent-plate-voltage characteristics of 
a pentode. 


the screen potential, the screen grid intercepts a fraction of the space current that is a 
little larger than the ratio of projected area of the screen-grid wires to the area of the 
cylindrical surface in which the screen grid lies. When the plate potential is much 
less than the screen-grid potential, some of the electrons passed by the screen grid 
fail to reach the plate and are turned back to the grid, thus decreasing the fraction 
of the total current that is delivered to the plate. 

As a result of the preceding action, both space current and plate current increase 
only very slightly with plate voltage when the plate voltage exceeds a certain mini- 
mum, and the plate current is then nearly a constant fraction of the space current. 
When the plate voltage is very low compared with the sereen-grid voltage, the plate 
current drops as the plate voltage is decreased, and the space current drops too. The 
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plate current drops because a smaller fraction of the space current is delivered to the 
plate, and because the space current drops somewhat. The space current drops 
because the current returned from the screen-grid-plate region increases the space 
charge around the cathode. Some typical curves showing how space current and 
plate current vary with plate voltage are shown in Fig. 18. 

The screen-grid current at low plate voltages decreases as plate potential increases 
because a smaller fraction of the current originally transmitted by the screen grid is 
returned from the screen-grid-plate region, and because the screen intercepts a smaller 
fraction of the passing electrons. Current is returned from the screen-grid-plate 
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Ета. 19.—Plate and screen-grid current characteristics of a screen-grid tube. 


region when the plate potential is low, because then the electrons are slowed down 
in the vicinity of the suppressor grid so much that some of them are actually stopped, 
creating a region of zero potential known as a virtual cathode. Electrons with velocity 
higher than average will get past this region, while those with velocity less than 
average will be reflected from this region back toward the screen grid. Curves of 
screen current as a function of plate voltage are also shown in Fig. 18. 

Tetrodes.—A tetrode is a four-element vacuum tube. The four elements are 
cathode, control grid, screen grid, and plate. The tetrode is also known as a screen- 
grid tube. 

The tetrode is the historical predecessor of the pentode. It was designed to have 
a low electrostatic capacity between control grid and plate, this low capacity being 
achieved by inserting an extra grid, known as the screen grid, between the control 
grid and plate of a triode. The tube was successful in providing the low capacity 
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desired but suffered distortions in the plate-current-plate-voltage characteristics 
because of secondary emission effects within the tube. These detrimental effects 
are overcome in the pentode by the addition of the suppressor grid between screen 
grid and plate, and the pentode has superseded the screen-grid tube in all but a few 
applications. 

If there were no such thing as secondary emission, the current-voltage character- 
istics of а screen-grid tube would look like those of a pentode. As it is, they have the 
form shown in Fig. 19. "This is because the electrode currents are made up not only 
of the primary electrons, t.e., the electrons emitted by the cathode, but also of second- 
ary electrons, which are electrons knocked out of other electrodes by the impact 
of the primary electrons. 
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Fic. 20.—Characteristics and constructional features of the beam power tube. 


Secondary electrons are always emitted when primary electrons strike an electrode 
with an energy of more than about 10 electron volts. The reason that the secondary- 
electron effects have not appeared in the triode and pentode characteristics is that the 
potentials within these tubes are such that under ordinary operating conditions the 
secondary electrons are drawn back to the electrode from which they originated. 

In screen-grid tubes the secondary electrons from the screen are attracted to the 
plate when the plate potential is higher than the screen-grid potential, and the second- 
ary electrons from the plate are attracted to the screen grid when the screen-grid 
potential is more positive than the plate potential. The latter effect is more pro- 
nounced because the plate receives more electrons and so gives rise to more secondary 
electrons than does the screen grid. The effect of the action indicated above results 
in the characteristics shown in Fig. 19. The dip in the plate-current-plate-voltage 
curves occurs in the region in which the plate potential is lower than the screen poten- 
tial and is caused by the fact that the plate current is decreased by the amount 
of the secondary-electron current that flows from plate to screen grid. In this same 
region the screen-grid current is increased by the amount of the secondary-electron 
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current that flows from plate to screen grid. The amount of the reduction of plate 
current in this region may be sufficient to cause the plate current to be negative. 

Beam Power Tubes.—AÀ beam power tube is а tetrode in which the effect of a 
suppressor grid is achieved by a special design that causes the mutual repulsion 
between the electrons in the screen-grid—plate region to depress the potential. This 
effect is achieved by using a long screen-grid—plate spacing and by causing the electrons 
to move in sheetlike beams, thus increasing the electron density. 

The construction of а beam power tube is shown in Fig. 20. The control grid 
and screen grid are of the same pitch and are aligned so that the screen-grid wires lie 
in the shadow of the control-grid wires. End plates at cathode potential are used to 
keep the electrons flowing in a rectangular section of the tube. The dimensions 
of the grids are chosen so that the electrons are focused in the interspaces of the screen 
grid. This causes the screen-grid current to be much lower than the value calculated 
on the basis of the intercepted area. 
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Fig. 21.— Characteristic curve of a variable-mu pentode compared with corresponding 
characteristic of an ordinary pentode. 


The distinguishing features of the beam-power-tube characteristics are that 
the plate current rises very rapidly with plate voltage at low plate voltages, and then 
flattens off very sharply (see Fig. 20b). 'The curves show no secondary emission 
aetion except at very low currents. Here secondary-emission effects evidence them- 
selves because the current is not high enough to depress the interelectrode potential 
to the point where a minimum will appear and present a negative gradient of potential 
to secondary electrons leaving the plate. The screen current decreases with increasing 
plate voltage as expected, and is relatively small in magnitude if the plate voltage is 
not too small. 

In the screen-grid—plate region the electrons move in essentially parallel paths, 
and the space charge causes the potential here to be reduced. If the plate voltage 
is extremely low, the potential in the screen-grid-plate region is reduced to the point 
where a virtual cathode is formed before the plate. "There is then a plane of zero 
potential before the plate, from which the potential rises on both sides according to 
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the same law as when one has the cathode of a diode whose emission is space-charge- 
limited (see curve В of Fig. 12). It is the presence of this virtual cathode that causes 
the plate current to rise so rapidly with plate voltage with small plate voltages. The 
rapid rise is due to a combination of increasing transmission of current past the virtual 
cathode, and movement of the virtual cathode toward the plate, causing further 
increase of the current. The rise in plate current with plate voltage is much more 
rapid in the beam power tube than in the usual pentode, and results in the character- 
istics shown in Fig. 20b. 

Variable-mu Tubes.—A variable-mu tube is a tube, usually a pentode, that has a 
gradual cutoff as the control grid is made negative, as shown in Fig. 21. The variable- 
mu characteristic is obtained by employing a control-grid structure having a varying 
pitch between grid wires. Such a tube acts like a tube made up of a number of tubes 
with successively decreasing amplification factors in parallel. As the bias on such a 
tube is increased, the currents in the component parts are cut off one by one, until only 
those parts corresponding to the lowest mu portions of the grid structure are conduct- 
ing. Variable-mu tubes are also known as remote cutoff tubes, and “‘supercontrol”’ 
tubes. 

Coefficients of Screen-grid, Beam, and Pentode Tubes. —The number of possible coeffi- 
cients of tubes with four or more electrodes becomes very large. These naturally 
divide into three types of coefficients, the dynamic resistances of the various electrodes, 
particularly the screen and plate, the mu-factors, and the transconductances. 

The dynamic electrode resistance is the resistance that the electrode offers to a 
small increment in applied voltage. In the case of beam, pentode, and screen-grid 
tubes the resistances of the plate and screen circuits are of importance. They are 
defined as follows: 


dE, (49) 





Plate resistance = Rp = 
dI p |Eg and Esg constant 
Screen-grid | » _ dE sq (50) 
resistance 97 dls [вовпа Eo constant 





The plate resistance of these types of tubes is very high when the plate voltage is 
great enough to make the plate current substantially independent of plate voltage. 
This is particularly true with pentode tubes, and values of plate resistance of megohms 
are typical for small pentodes under operating conditions. On the other hand, the 
screen. resistances are moderate, being usually about five times the plate resistance 
of the same tube operated as a triode by connecting the screen and plate electrodes 
together. 

A ши factor of a tube is defined as the relative effect that some two electrodes have 
on some current in the tube. In the case of pentode and similar tubes one could 
accordingly define mu factors for the relative effectiveness of control grid and screen 
on the plate current, and on the total space current, for the relative effectiveness of 
control grid and plate on each of these currents, etc. In general, the mu factor of 
electrode 1 relative to electrode 2 with respect to current 3 in a tube is given by the 
relation 


_ dE: 
mu factor = TE одам (51) 


With pentode, beam, and screen-grid tubes the mu factors of importance are two. 
First is the relative effectiveness of plate and control-grid voltage on the plate current, 
which corresponds to the amplification factor of a triode and is usually called simply 
the amplification factor. Under conditions where the plate resistance of the tube is 
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high, this amplification factor is likewise high, and for the same reason. Values of 
amplification factor in excess of 1,000 are typical for small pentodes. The second 
mu factor of importance in pentode, screen-grid, and beam tubes is us; of Eq. (51), 
the relative eifectiveness of control grid and screen on the total space current. This is 
analogous to the amplification factor of a triode, and can be called the “cutoff” 
amplification factor, since it determines the relative screen and control-grid potentials 
giving plate-current cutoff. Values for pe, of the order of 5 to 25 are typical. 

The transconductances are defined in the general case as the change of current to 
electrode 2 as a result of a voltage increment applied to electrode 1; i.e. 


Transconductance = ar. (52) 
дЕ. 


In the case of pentodes and similar tubes one is primarily interested іп the trans- 
conductance from control grid to plate, and occasionally in the transconductance from 
control grid voltage to screen current. The former corre- 

o*'g sponds to the transconductance of a triode and has about the 

same numerical value as in the corresponding triode. The 


a о transconductance to the screen current is usually only about 
BS о 3 © one-fourth that to the plate, because the screen current is 
£ 5 S only about one-fourth of the plate current. The transcon- 
S O~ x ductance from the control-grid voltage to the plate current is 

$ the most important single coefficient of a pentode tube when 


| © operated under normal conditions. 
|. disce d ed 7. Amplification-factor Formulas.—Formulas for the am- 
р plification factor of а triode tube may be obtained by 

calculating the relative effectiveness of the plate and control 

grid in controlling the gradient of potential at the cathode. 
For a plane electrode triode whose electrodes comprise a plane cathode, a plane plate, 

and a grid of parallel, evenly spaced, equal diameter wires lying in a plane as shown 

in Fig. 22, the amplification factor is! 


2rd _ тт, 
га (=) loge cosh ( s ) 


log. coth (=) 


Ета.  22.—Parallel- 
plane triode. 








(53) 


where d, = grid-plate spacing. 

$ = grid-wire spacing. 

то = grid-wire radius. 
For tubes in which the screening fraction, which is the percentage projected area that 
the grid occupies in its plane, is less than one-sixth, and the ratio of the grid-wire 
spacing to cathode-grid distance is less than one, the foregoing formula is accurate? 
to within two per cent and becomes more accurate as the two above-mentioned ratios 
decrease, being within one-half per cent in ordinary tubes. The amplification factor 
increases as the grid-plate distance is made larger, as the grid-wire radius is increased, 
or as the grid-wire spacing is decreased. The amplification factor is independent of 
the cathode-grid distance. 


ї F. B. Vodges and Е. R. Elder, Formulas for the Amplification Constant for Three Element Tubes, 
Phys. Rev., Vol. 24, p. 683, December, 1924. 

? Formulas for cases where these limitations do not hold are given by Bernard Salzberg, Formulas 
for the Amplification Factor for Triodes, Proe. I.E. E., Vol. 30, р. 134, March, 1942. 
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For a cylindrical triode having a cathode and plate that are concentric cylinders, 
and a squirrel-cage grid of evenly spaced wires parallel to the axis and arranged in a 
circle as shown in Fig. 23, the amplification factor is! 


N logio (2) `— 10610 cosh (=) 
= Sg 89 


logis coth Nre ) 


g 





[ (54) 


where s, — plate radius. 

Sg = grid-wire-circle radius. 

то = grid-wire radius. 

N = number of grid wires. 
The foregoing expression becomes inaccurate if the screening fraction, in this case 
Nr,/»s, is greater than one-sixth, and if the 
distance between grid wires, approximately 
2ns,/ N, is greater than the cathode-grid distance. 
For the cylindrieal triode, the amplification 
factor increases as the number of grid wires is 
increased, as the gridwire radius is increased, and 
as the radius of the grid wire circle is decreased. 

In most tubes the idealized structures shown 

in Figs. 22 and 23 are only partially realized. 
Equation (53a) may, however, be generalized to Plate 
include all plane electrode triodes having a grid a fat К 
lying in a plane, regardless of the form of the ш: усуна triode, end 
grid. This is done by recognizing that the у 
length L, of grid wire рег unit area of grid plane is given by the reciprocal of the grid- 
wire spacing s 


М Grid wires 





1 
L=} (55) 
and that the screening fraction S is 
_ 2% 
8 = Fa (56) 


Making these substitutions in Eq. (53a), the general amplification factor formula for a 
plane electrode triode is? 





an (2rdpL,) — log. cosh (xS) 


log: coth (aS) (57) 


where dp = grid-plate spacing. 
L, = length of grid wire per unit area of grid plane. 
S = screening fraction = ratio of projected area of grid wires to total area 
of grid plane. 
The corresponding formula for the amplification factor of a cylindrical electrode 
triode is 
L, logio (2) — log;o cosh (5) 
= g 
a 10510 coth (aS) 
1 Vodges and Elder, loc. cit. 


? Y. Kusonose, Calculation of the Characteristics and the Design of Triodes, Proc. I.R.E., Vol. 17, 
No. 10, pp. 1706-1749, October, 1929. 





(58) 
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where L, = length of grid wire per unit area of grid cylinder. 
S = screening fraction of grid structure. 
Sp = radius of plate cylinder. 
8, = radius of grid cylinder. 
The values of L, for the most commonly encountered grid structures will now be 
given. In the cylindrical triode, if the grid is a cylindrical screen of square mesh, then 


d = ar 





(59) 


where s, = radius of grid cylinder. 
d — the distance between wires, as shown in Fig. 24. 
In the preceding it is presumed that the wires in the grid mesh are small in diameter 





2rg 
isi 
Supported parallel SUA. РЭВ : 
Square mesh grid rings Helical grid 
Fia. 24.—Square mesh Ета. 25.—Supported Fig. 26.—Heli- 
grid. parallel grid rings. cal grid. 


compared to their spacing. If the diameter of the grid wires is not small compared to 
the spacing, then 





Ars, r 
і, = (1-3 (60) 

For a cylindrical triode having a grid of parallel rings with supports parallel to the 
axis, as shown in Fig. 25, 


2r 2n;r; 





8, 
L, = s tns — " (61) 
where n, = number of supports. 
8 = spacing of the grid rings. 
T, = radius of the support wires. 
5, = radius of the grid rings. 
For a cylindrical triode with a helical grid, as in Fig. 26 
1o. 28,2 
Ly = 4 1 +255 (62) 


where s, = the radius of the helix. 
d = distance between turns. 
The screening fractions for the cases listed above are readily evaluated. For the 
cases in which the grid is a mesh of wires, a set of parallel wires, or a helix 
S= Іл, (63) 


T$g 
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where r, = radius of the grid wires. 
8, = radius of the grid wire circle. 
For parallel grid rings with supports 


= 27,01, — ns) + nefs 
215, 


S (64) 


Many actual tubes have electrodes that are neither strictly plane nor cylindrical ir 
shape. For such tubes it has been found empirically that a combination of the values 
of the plane and cylindrical formulas will give the correct amplification factor.! The 
combination formula that gives the actual amplification factor is 


= pp — K(up — pe) (65) 


where и> = amplification factor assuming plane electrodes, Eq. (53). 
ие = amplification factor assuming cylindrical electrodes, Eq. (54). 
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2A3 26 16 15 6K5 685 27 
Tube type 
Ета. 27.— Factor К for use in Eq. (65) and associated tube types. 


The factor K is a constant that depends upon the tube structure. It is an empirical 
constant and takes into account the effect of the grid supports. Values of K are given 
in Table 4 and Fig. 27. 


TABLE 4.—Facron К ғов Usk In Eq. (65) 


Tube Type 

2A3 0.11 

0.22 
ois 0.33 
26 0.44 
76 0.55 
75 0.66 
6K5 0.77 
6B5 0.88 
27 1.00 


8. Transconductance Formulas.—The transconductance formulas of triodes and 
pentodes are obtained from the space-charge relations given in Par. 4 and the equiva- 
lent voltage concept discussed in Par. 6. 

Triode Transconductance.—The transconductance of a triode with a plane elec- 
trode structure is 


1%, В. Jervis, Amplification Factor Chart, Electronics, Vol. 12, p. 45, June, 1939. 
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3.5 Ns, pes 
ш 


а 
[as + 80и acl 





microamperes per volt per unit area (66) 


where E, — grid voltage. 


E, = plate voltage. 

и = amplification factor. 
d. — cathode-grid distance. 
4» = grid-plate distance. 


and the electrode structure is that of Fig. 22. The transconductance is seen to depend 
upon the equivalent voltage (E, + Е,/и) and the electrode dimensions. Unlike the 
amplification factor, the transconductance does depend upon the cathode-grid dis- 
tance. The transconductance of a plane electrode triode may also be expressed in 
terms of the plate current: 


In = Ze amperes per volt per unit area (67) 
(d. + 4р) | 
[ass + г 





where 7 is the current density in amperes per unit area and the other symbols have the 
same significance as in Eq. (66).1 

The transconductance of a cylindrical electrode triode with the configuration of 
Fig. 23 is 


2.2 (s. n 23) P 
Im = SUMUS ESS microamperes ner volt per unit length ofstructure (68) 
у [ээх + ü (Bas?) | 


where E, = grid voltage. 


E, = plate voltage. 
p = amplification factor. 
8, = radius of grid-wire circle. 
85 = plate radius. 
Beg? = value of В? from Table 3 for argument s,/s,. 


bcp? = value of В? from Table 3 for argument 8р/зе. 
вс = cathode radius. 

9. Ultra-high-frequency Effects and Tubes.?—In ordinary applications of vacuum 
tubes the transit time of the electrons in the tube is short compared with the period 
of the applied voltages. As frequency is increased this becomes less and less true until 
finally the electron will require an appreciable fraction of a cycle to pass from one 
electrode to another. When this happens the behavior of the tube changes markedly. 

Ultra-high-frequency Behavior of Diodes.—Even the simpie diode tube experiences 
a difference in its behavior at ultra-high frequencies. The dynamic plate resistance 
of the diode drops, and at certain frequencies even becomes negative, and there are 
also modifications produced in the plate-cathode capacity. 

When transit-time effects are of importance it is convenient for the purpose of 
analysis to consider that the impedance between the plate and cathode of the tube, 

1J. Н. Fremlin, Calculation of Triode Constants, Elec. Comm., Vol. 18, p. 39, July, 1939. 

? А comprehensive discussion and summary of transit-time effects is given in the book by F В. 
Llewellyn, '' Electron Inertia Effects," Cambridge (London), 1941. Much of this material is also ü ren 


by F. B. Llewellyn, Operation of Ultra-high-frequency Tubes, Bell System Tech. Jour., Vol. 15, p. 875 
October, 1936. 
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including the active part of the interelectrode capacity! as well as the resistance effects 
due to electron current flow, be represented Бу а resistance R in series with a capacitive 
reactance X (ie, Z = В —jX). In terms of this representation one has for complete 
space charge” 


ll 


Р, 12 [2(1 — eos 6) — 6 sin 0] (69) 
1 12 
PEU о + Rega ва + cos 0) — 2 sin at (70) 


where Rp = dynamic plate-cathode resistance of diode at low frequencies. 
0 = transit-time angle, radians (0 = w times transit time, sec.). 
w = 2r times frequency. 
C = active part of the plate-cathode capacity of the tube measured with the 
cathode cold. 
At frequencies where the transit-time effects are small, Eqs. (69) and (70), after 
suitable transformations, become 


92 
R = п, [1 - is] (71) 
30 өз 
X= – 1677 [1 = 53 | (72) 


1 will be noted that 0 is the transit time in radians, on the basis that the time repre- 
sented by one cycle is 27 radians. A curve showing the variation of E and X with 
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Ета. 28.—Resistance and reactance components of diode plate-cathode impedance as а 
function of transit angle @ (series representation). 
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transit angle is given in Fig. 28. It is seen that as the frequency is increased the 
resistance № first drops increasingly from its low-frequency value Rp until it becomes 
zero when the transit time is a full cycle, and with still greater transit times then 


1 The active part С of the interelectrode capacity is the capacity between parts of the tube that 
are effective in causing a current flow. The capacity between leads, or inactive parts of the plate 
or cathode structure, is not included, and represents an additional capacity that shunts the “active” 
impedance Е + jX. 

2 See Llewellyn, op. cit., p. 48; W. E. Benham, Electron Transit Time, Wireless Eng., Vol. 16, p. 598. 
December, 1939. Graphical means of analyzing transit-time effects in diodes are described by R. W. 
Sloane and E. G. James, Transit-time Effects in Diodes in Pictorial Form, Jour. I.E.E., Vol. 79, p. 291, 
1936; also, Wireless Section, J.E.E., Vol. 11, p. 247, September, 1936; and Rudolf Kompfner, Transit- 
time Phenomena in Electronic Tubes, Wireless Eng., Vol. 19, p 3, January, 1942. 
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oscillates about the zero value, being slightly negative at times. The reactive com- 
ponent of the impedance is always capacitive, but varies greatly. For very large 
transit times the tube impedance approaches that offered by the “cold ” interelectrode 
capacity C, and the resistance component becomes very small. 

In the preceding, the effect of the active part of the interelectrode capacity has 
been represented by a reactance in series with the equivalent plate resistance R. At, 
frequencies where the transit-time effects are small, it is, however, more convenient to 
think of the tube plate-cathode impedance as representing a parallel combination of a 
capacity in parallel with an equivalent plate resistance. This equivalent resistance at 
low frequencies R is given by Eq. (69) or (71), while the equivalent low-frequency 
shunting capacity is 0.6C. This low-frequency representation holds up to transit 
times of about @ = 1. It will be noted that the presence of the electron stream in the 
interelectrode space causes the “hot” capacity of the tube to be only a fraction of the 
“cold” capacity C. 

Input Resistance of Control Grids at Ultra-high Frequencies.—At very high frequencies 
the transit time contributes a conductance component to the grid input admittance. 
A current will be induced in an electrode by the approach or passage of an electron 
even if the electron does not hit the clectrode.? In the case of a triode or a tube with 
а screen grid, the currents induced in the control grid by approaching and receding 
electrons are different because the differences in velocities and the finite transit time 
impart an in-phase component to the induced current. The result of this action is 
that the conductance increases with frequency according to the formula? 


С, = КРТ? (73) 


where G, = conductive component of grid input admittance. 

gm = transconductance of tube. 

f = frequency. 
T = transit time to a reference point near the grid plane. 
К = а constant for any particular tube, a function of the cathode-grid and 
grid-plate transit times. 

Examination of the preceding formula shows that if all the dimensions of a tube are 
reduced by a factor M, then the input conductance will be reduced by a factor M2. 
If all the voltages are increased by a factor N, the input conductance will be reduced 
by a factor №. 

An idea of the magnitude of the transit-time effect upon grid input conductance 
can be gained from the fact that the input resistance of a 57 tube is of the order of 
megohms at 5 megacycles, while at 30 megacycles it has dropped to 20,000 ohms and 
at 100 megacycles it has dropped to about 1,500 ohms. The acorn pentode 954, 
which makes use of a very small cathode-grid spacing, has an input resistance that is 
of the order of 10 times as great as that of ordinary triodes, being about 20,000 ohms 
at 100 megacycles. The theoretically predicted variation of conductance with the 
square of the frequency is borne out by experimental observations. 

Ulira-high-frequency Behavior of Triodes.—The behavior of triodes at ultra-high 
frequencies has been worked out to include both the effects of transit time and space 
charge.4 Analysis shows that it is possible to set up a circuit that is the equivalent of 


1The discussion here assumes that the electrode on the side of the control grid away from the 
cathode (screen or plate, as the case may be) is at ground potential to very high frequencies. 

? B. J. Thompson, Review of Ultra-high Frequency Vacuum Tube Problems, R.C.A. Rev., Vol. 3, 
p. 146, October, 1938. 

5 W. К. Ferris, Input Resistance of Vacuum Tubes as Ultra-high Frequency Amplifiers, Proc. I.R.E., 
Vol. 24, p. 82, January, 1936; D. O. North, An Analysis of the Effects of Space Charge on Grid Imped- 
ance, Proc. I.R.E., Vol. 24, p. 108, January, 1936. 

4 Е. B. Llewellyn, Operation of Ultra-high Frequency Tubes, Bell System Tech. Jour.. Vol. 14. p. 112. 
October, 1935. 
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the vacuum tube and its transit-time effects, in terms of parameters that are independ- 

ent of frequency and that are not complex. This is done by using a delta of imped- 

ances with the individual arms represented by the proper series or parallel combination 

of elements as shown in Fig. 29.! In this circuit the need for complex tube constants 

is avoided by the proper arrangements of circuit elements. "The actual values appli- 

cable to the various parts of the circuit of Fig. 29 depend on the transit times, the 

dynamic plate resistance at low fre- 

quencies, and the capacities between Grid 

the active parts of the various elec- 

trodes. The relations involved are 

too complicated and specialized to be Teg Tgp 

given here, but are to be found in the 

references cited. The equivalent cir- 

cuit of Fig. 29 is valid up to fre- 

quencies of 100 ше or more with Е 

ordinary tubes. Cathode (sv) AN Plate 
The circuit of Fig. 29 is valid only 

for the active part of the tube, t.e., the 


Ceg Сар 


portion of the tube elements that Cep 
intercept electrons. The effect of the Fic. 29.—Equivalent delta of a triode at ultra- 
lead impedances is not included, an high frequencies. 


important limitation to keep in mind, 

since the effects of the lead impedances may be as great as the effects of transit 
time of the electrons. Neither are the capacities between inactive parts of the 
electrodes and leads included. These capacities act in shunt with the equivalent 
circuit of Fig. 29, between the appropriate electrodes. 

As far as the plate circuit of a triode is concerned, the effect of transit time can be 
taken into account by assuming that the ordinary equivalent plate circuit consisting 
of a generator voltage ре, acting in series with the plate resistance Rp still holds (see 
Par. 3, Sec. 5), but that the value of amplification factor and plate resistance (and 
hence transconductance) is now modified in magnitude and a phase angle is associated 
with them. In particular, the transconductance tends to decrease in magnitude and 
lag by an increasingly large amount as the transit time increases,? while the amplifica- 
tion factor likewise tends to decrease and have an increasingly large phase angle. 

Ultra-high-frequency Negative Grid Tubes.—Triode, beam, and other similar tubes 
intended for negative grid operation at very high frequencies must be especially 
designed for such service. The desired characteristics are those outlined in Par. 11, 
Sec. 6, for oscillator tubes, namely: (1) close electrode spacing to minimize transit 
time and give a high transconductance in proportion to electrode capacities; (2) 
short leads of relatively large diameter to minimize lead inductance and power losses 
in the leads (achieved in many cases by the use of multiple leads from the same elec- 
trode); (8) electrode and lead arrangements that facilitate operation with resonant 
transmission lines, the ideal being when the leads and electrodes of the tube represent 
extensions of the transmission line tank circuits.? 

The tube should also be designed so that there can be no stray electrons that 
can shoot out of the open ends of the tube structure, and take a circuitous route in 


1 F. B. Llewellyn, Equivalent Networks of Negative-grid Vacuum Tubes at Ultra-high Frequencies, 
Bell System Tech. Jour., Vol. 15, p. 575, October, 1936. 

2 Thus see Е. B. Llewellyn, Phase Angle of Vacuum-tube Transconductance at Very High Fre- 
quencies, Proc. I.R.E., Vol. 22, p. 947, August, 1934; Thompson, loc. cit. 

3 A tube in which this idea is carried to the limit is described by I. E. Mouromtseff and H. V. Noble, 
A New Туре of Ultra-short-wave Oscillator, Proc. I.R.E., Vol. 20, р. 1328, August, 1932. 
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traveling from the cathode to the plate.! Such electrons are likely to bombard the 
glass envelope and thereby release secondary electrons. These indirect paths, either 
with or without involving secondary electrons, result in some electrons arriving at 
the anode with excessively long transit times, with undesirable consequences. In 
order to avoid difficulties of this sort, it is desirable to close the ends of the tube struc- 
ture so that it will not be possible for even & few electrons to stray along indirect 
routes. 

When high voltages are involved, as is the case with transmitter tubes, the struc- 
tural arrangement must be such as to provide an adequate amount of insulation. 
This is particularly important as the frequency increases, because the dielectric loss 
in the glass is proportional to the square of the frequency, and can reach sufficiently 
large values at extremely large frequencies to start à cumulative heating that results 
in puncture of the glass envelope. 

It is possible to obtain satisfactory ultra-high-frequency operation of receiving 
tubes up to higher frequencies than can be achieved with power tubes. This is because 
the close spacings that favor ultra-high-frequency operation inevitably carry with 
them the necessity of making the tube dimension small, and this limits the power- 
dissipating ability of the tube. The amount of power that can be developed in the 
output of an ultra-high-frequency tube is accordingly less as the frequency limit is 
pushed to higher values. Ingenious arrangements have been devised for increasing 
the ability to dissipate heat, as, for example, the use of cooling fins attached to the 
plate, and in some cases also to the grid, and the use of water or forced-air cooling, 
even in tubes of moderate power rating. Such arrangements at best, however, 
merely improve an otherwise unfavorable situation, but in no case do they eliminate it. 

A variety of ultra-high-frequency tubes are available. These include receiving 
tubes of the triode, pentode, and beam types, and also triode, beam, and pentode 
power tubes. Most of these are air-cooled, but a few of the larger types designed for 
such applieations as television transmitters are arranged for water or forced-air 
cooling. In a few instances tubes are arranged in duplex (two tubes in a single 
envelope) for push-pull operation.? 

10. Special Considerations Involved in Power Tubes.?— Tubes intended for use as 
power amplifiers must be capable of dissipating plate and grid losses in proportion 
to the desired power. Likewise, the electron emission from the cathode and the 
amount of voltage that can be applied to the anode with safety must be in proportion 
to the power output that the tube is to develop. 


1 W. G. Wagener, The Developmental Problems and Operating Characteristics of Two New Ultra- 
high-frequency Triodes, Proc. I.R.E., Vol. 26, p. 401, April, 1938. 

2 Tubes especially designed for ultra-high-frequency use represent the accumulation of a great deal 
of specialized technical experience, much of which is of interest only to the designer of tubes. Because 
of this, and the fact that the subject is so new that the techniques are being steadily improved and 
modified, detailed descriptions of the various ultra-high-frequency tubes now available on the open 
market are not included here. The reader wishing to obtain a background in the subject is referred to 
the following articles: B. J. Thompson and G. M. Rose, Jr., Vacuum Tubes of Small Dimensions for 
Use at Extremely High Frequencies, Proc. I.R.E., Vol. 21, p. 1707, December, 1933; M. J. Kelly and 
А. L. Samuel, Vacuum Tubes as High Frequency Oscillators, Elec, Eng., Vol. 53, p. 1504, November, 
1934; А. L. Samuel and М. E. Sowers, A Power Amplifier for Ultra-high Frequencies, Proc. I.R.E., 
Vol. 24, p. 1464, November, 1936; A. L. Samuel, A Negative Grid Triode Oscillator and Amplifier for 
Ultra-high Frequencies, Proc. I.R.E., Vol. 25, p. 1243, October, 1937; A. K. Wing, A Push Pull Ultra- 
high-frequency Beam Tetrode, E.C.A. Rev., Vol. 4, p. 62, July, 1939; A Transmitter for Frequency- 
modulated Broadcast Service Using a New Ultra-high-frequency Tetrode, R.C.A. Rev., Vol. 5, р. 327, 
January, 1941; A. K. Wing, Jr., and J. E. Young, A New Ultra-high-frequency Tetrode and Its Use in 
a 1-kilowatt Television Sound Transmitter, Proc. I.R.E., Vol. 29, p. 5, January, 1941; K. C. DeWalt, 
Three New Ultra-high-frequency Triodes, Proc. I.R.E., Vol. 29, p. 475, September, 1941; Cecil B. 
Haller, The Design and Development of Three New Ultra-high-frequency Transmitting Tubes, Proc. 
I.R.E., Vol. 30, p. 20, January, 1942. P 

3 An outstandingly fine discussion on the construction of large tubes is given by J. Bell, J. W. Davies. 
and B. 8. Gossling, High-power Valves: Construction, Testing, and Operation, Jour. I.E.E., Vol. 83, 
p. 176, 1938; also, Wireless Section, I.E.E., Vol. 13, p. 177, September, 1938. 
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Small power tubes are often merely large receiving tubes constructed according 
to the standard receiving-tube techniques, involving oxide-coated cathodes, “getters” 
to obtain and maintain vacuum, etc. Such tubes are not capable of standing much 
abuse, however, and the maximum power that can be developed with this type of 
construction is limited. 

Larger tubes, up to dissipations of several hundred watts, are normally still 
inelosed in a glass envelope but are constructed along lines entirely different from 
those of receiving tubes. The plates are commonly of molybdenum or tantalum, 
carbon sometimes being used. Grids are usually molybdenum, with tungsten and 
tantalum as alternates. Cathodes are sometimes oxide-coated, but more frequently 
are thoriated tungsten carburized for long life. The exhaust procedure is so thorough 
that a high degree of vacuum ean be maintained without a getter. Тһе various elec- 
trodes inside the tube are heated to high temperatures during exhaust, and the glass 
envelope is simultaneously baked at a temperature just below the softening point, 
and this process is continued until all the occluded gases have been removed. It is 
possible in this way to obtain a degree of vacuum such that a satisfactory life can be 
obtained with thoriated tungsten filaments even at high anode voltages, particularly 
if tantalum is used for the plate. 

In tubes where the anode dissipation is of the order of kilowatts, the anodes of 
the tube are in the form of copper cylinders, which are part of the envelope and are 
cooled by means of circulating water or by being soldered to a radiating structure 
with many fins, which are cooled by means of an air blast. Analysis and experience 
indicate that water and forced-air cooling are about equally effective when used with 
vacuum tubes having external anodes.1 Decision as to which type of cooling is 
preferable depends upon the individual factors involved in the particular case. Thus 
air-cooled tubes behave better in operation than water-cooled tubes with respect to 
“flashback.” With forced-air cooling the anodes tend to run hotter, but the glass 
ends run cooler than with water cooling, which has some advantages and some dis- 
advantages. With forced-air cooling the anode capacity to ground is increased by 
the large cooling structure, something to be avoided at very high frequencies. 

The most effective way to employ water cooling is to arrange the water jacket so 
that the water passes over the anode in a very thin stream of high velocity. In this 
way any steam bubbles that may be formed on the anode tend to be scraped away 
by the velocity of the cooling water. The tendency for such bubbles to form limits 
the amount of heat that can be dissipated by a water-cooled anode, since, if the tend- 
ency of the bubble to stick to the copper is not overcome by the flow of cooling water, 
then that particular spot on the anode ceases to be cooled by direct contact with the 
water, and may readily become hot enough to cause failure of the tube. 

In tubes with external anodes that are water-cooled, there is a tendency for the 
grid to produce a focusing effect on the electrons, which causes hot spots to be pro- 
duced оп the anode at the points where the electrons concentrate.?- This is much 
more troublesome with water cooling than with forced-air cooling. With water 
cooling these hot spots tend to cause steam bubbles to form on the surface of the anode. 

The cathodes of tubes employing water or forced-air cooling are always tungsten. 
This is because such high-power tubes are operated at very high anode voltages, and 
it is not practical to exhaust copper-anode tubes so thoroughly as glass-envelope tubes, 
where the anodes can be brought to incandescent heat during the exhaust process. 


1 Further discussion of both air and water cooling is given by I. E. Mouromtseff, Water and Forced- 
air Cooling of Vacuum Tubes, Proc. I.R.E., Vol. 30, p. 190, April, 1942. See also E. M. Ostlund, Air 
Cooling Applied to External-anode Tubes, Electronics, Vol. 13, p. 36, June, 1940. 

2 Т, E. Mouromtseff, The Influence of Grid Focusing Effect on Plate Dissipation Limit of a Vacuum 
Tube, Communications, Vol. 18, p. 9, December, 1938. 
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Thoriated tungsten filaments accordingly do not behave satisfactorily, and pure 
tungsten must be employed. 

The thoriated-tungsten and oxide-coated cathodes should be operated at the rated 
voltage to obtain maximum life. With tungsten filaments, however, decreasing the 
filament voltage will increase the useful life at the expense of reduced electron emission 
(and hence lowered peak anode current). Varying the voltage applied to a tungsten 
filament by 5 per cent from normal will double or halve the life as the case may be, 
while а 10 per cent variation affects the life by a factor of 4. A study of the optimum 
diameter of a tungsten filament, if the costs of power and tube replacement are taken 
into account, indicates that the optimum diameter is one that would correspond to а, 
life of the order of 10,000 hours or more.? 

In water-cooled or forced-air cooled tubes operating at high anode voltages (such 
as 15 to 20 kv), trouble is frequently encountered from arc-backs or “flash ares” in 
the tube.’ These are ordinary high-current arcs that suddenly form between cathode 
and plate for no apparent reason, and short-circuit the plate supply. After such an 
arc has been broken by opening of the circuit breakers, and the anode voltage has 
been reapplied, the tube may continue to operate for many hours or days without 
any further trouble, while in other cases another flash arc may occur almost immedi- 
ately. A tube that has a tendency to arc-back will generally improve in this respect 
if it is put through a conditioning process‘ that involves applying an alternating 
potential of about 25,000 volts between plate and filament of the tube with the fila- 
ment unlighted, with suitable relays and current-limiting devices in the circuit to 

' prevent damage from arcs. This results in the production of many flash arcs in the 
tube, which gradually clean up the gas that is causing the trouble, and bring the tube 
to a satisfactory operating condition. 

Power tubes are commonly operated so that the grid goes positive during a part 
of the cycle. This results in grid current, and causes power dissipation at the grid 
of the tube, which is sometimes the limiting factor in tube operation. As a conse- 
quence, the grids of power tubes often operate at relatively high temperatures, and 
such materials as molybdenum, tungsten, or tantalum are accordingly generally used. 
The fraction of the primary electrons intercepted by the grid depends upon the grid 
potential relative to the anode potential, and upon the grid structure. In ordinary 
triodes with equal grid and plate voltages the effective grid area, insofar as inter- 
cepting the flow of primary electrons is concerned, is between 120 and 180 per cent 
of the actual grid area.6 The grid heating that takes place is determined by the 
number of primary electrons intercepted by the grid, and by the grid voltage. The 
actual d-c grid current as measured by a meter may differ from the number of primary 
electrons received by the grid as a result of secondary emission causing the grid to 
lose secondary electrons at the same time that it receives primary electrons. The 
amount of current thus lost through secondary emission will be affected by the elec- 
trode potentials, by the grid temperature, and by the character of the grid surface. 

1 Tt is possible by keeping a water-cooled tube continuously on a vacuum pump, to maintain a degree 
of vacuum about one decimal point greater than feasible when the tube is sealed off. Under these 
conditions thoriated-tungsten filaments are entirely practical even at very high anode voltages. Such 
continuously evacuated tubes have been developed by various individuals and organizations for very 
high-power service, but as yet have not had any extensive continuing commercial use. 

2 Thus see J. J. Vormer, Filament Design for High Power Transmitting Valves, Proc. I.R.E., Vol. 26, 
p. 1399, November, 1938. 

з бее Bell, Davies, and Gossling, Loc. cit.; B. S. Gossling, The Flash-are in High-power Valves, 
Jour. I.E.E., Vol. 71, р. 460, 1932; also, Wireless Section, 7. E.E., Vol. 7, p. 192, September, 1932. 

1 Further details are given in Vacuum Tube Reconditioning, Electronics, Vol. 14, р. 84, January, 
E E. Mouromtseff and Н. М. Kozanowski, Grid Temperature as a Limiting Factor in Vacuum Tube 
Operation, Proc. I.R.E., Vol. 24, p. 447, March, 1936. 


в Karl Spangenberg, Current Division in Plane-electrode Triodes, Proc. I.R.E., Vol. 28, p. 226, May, 
1940. 
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In the case of thoriated tungsten and oxide-coated cathodes the secondary emissions 
may, under some conditions, become quite large as a result of cathode material that 
has been deposited upon the grid. 

11. Receiving Tubes.— Receiving tubes can be divided into two main classes: the 
glass-envelope tubes, and the so-called "metal" tubes. The glass-envelope tubes, 
as the name implies, have a glass envelope, and the electrodes are mounted on leads 
running through either a stem or a glass cup, to which the bulb is sealed after the 
electrodes are mounted and adjusted. The metal-envelope tube employs a metal 
Shell in place of the glass bulb, with all the leads; except perhaps a control-grid lead, 
brought through a glass button or glass beads in the base of the tube. 

The cathodes of receiving tubes, either filaments or heaters, are practically always 
of the oxide-coated type. The grid and plate electrodes and side rods are usually 
constructed from nickel, and a ‘‘getter” is used to obtain the desired degree of vacuum. 
The exhaust, and also many of the other assembly operations, are performed on 
automatic machines. 

The actual technical details of receiving tubes represent primarily a production 
problem, and accordingly are beyond the scope of this work. The literature available 
on the subject is relatively limited, and always lags behind the current practice in 
industry. 

12. '"Getters."?—4A high vacuum is obtained in receiving tubes by means of a 
“getter,” which is volatilized inside the tube for the purpose of removing residual gas 
by either chemical or mechanical action. Magnesium is widely used as a getter, but 
other materials, such as barium, barium berylliate,? zirconium, phosphorus, etc., can 
also be employed, as well as various mixtures. A getter should be initially inert, but 
should be of such character that it can be made highly active by some process such as 
a chemical change, or vaporization of material inert at room temperature. 

Some getters also act as “keepers” in that they not only remove what gas is present 
in the tube at the time of flashing but also combine with any gas that may subse- 
quently be liberated within the tube. 

Getters cannot be used in tubes where the anode dissipation is large. This is 
because the large amount of heat liberated in such tubes would vaporize the getter 
and destroy the vacuum. 

Certain metals have the property of absorbing gases when raised to a high tempera- 
ture. For example, tantalum will absorb gases when very hot, and this is one of 
the things that make tantalum a desirable metal to use in power tubes for plates 
and grids. 

Zirconium is also a useful metal in this regard. Zirconium at 1400? will absorb 
copious quantities of such gases as oxygen, nitrogen, carbon monoxide, and carbon 
dioxide, The optimum temperature for taking up hydrogen is, however, approxi- 
mately 350°C, and at higher temperatures hydrogen begins to be given off by the 
metal. As a result of these properties it is possible to maintain an extremely high 


1 Useful articles on receiving tubes are M. Benjamin, C. W. Cosgrove, and G. W. Warren, Modern 
Receiving Valves: Design and Manufacture, I.E.E. Wireless Proc., Vol. 12, p. 65, June, 1937 E. В. 
Wagner, Raw Materials in Vacuum Tube Manufacture, Electronics, Vol. 7, p. 104, April, 1934; Proc- 
esses in Vacuum Tube Manufacture, Electronics, Vol. 7, p. 213, July, 1934; G. E. Moore, Improved 
Repeater Tubes, Bell Lab. Rec., Vol. 18, p. 219, March, 1940; Newell R. Smith and Allen H. Schooley, 
Development and Production of the New Miniature Battery Tubes, R.C.A. Rev., Vol. 4, p. 496, April. 
1940; S. R. Mullard, The Development of the Receiving Valve, Jour. I.E.E., Vol. 76, p. 10, 1935, 
also Wireless Section, J.E.E., Vol. 10, p. 1, March, 1935. 

2 А good discussion of getters is given by E. A. Lederer and D. H. Wamsley, ‘‘Batalum,” a Barium 
Getter for Metal Tubes, R.C.A. Rev., Vol. 2, p. 117, July, 1937. 

3 See E. A. Lederer, Recent Advances in Barium Getter Technique, R.C.A. Rev., Vol. 4, p. 310, 
January, 1940. 

4 Further information is given by J. D. Fast, Zirconium and Its Compounds with a High Melting 
Point, Phillips Tech. Jour., World's Fair Issue, 1939. 
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vacuum, provided that there is zirconium in the tube at these two temperatures. 
This can be accomplished either by employing two zirconium filaments with different 
filament currents or by using a single piece of zirconium in which different parts of 
the metal are raised to different temperatures, so that the temperature range extends 
from 300 to 1400°C. This-expedient is frequently used in experimental tubes to clean 
up gases that may be evolved during use, and can also be employed in special tubes 
that are particularly difficult to evacuate. 

13. Effect of Gas upon Tube Characteristics—Maximum Allowable Resistance 
in Grid Circuits.—Very small traces of gas in vacuum tubes affect the characteristics 
adversely in a number of ways as a result of the positive ions produced in the tube 
by collision between the gas molecules and the electrons flowing to the anode. The 
positive ions travel in the opposite direction from the electrons, and normally end 
their existence by falling into the cathode or the negative control grid. Electrons 
that bombard the cathode tend to destroy the emission of thoriated-tungsten and 
oxide-coated cathodes. Positive ions collected by the negative grid result in grid 
current, which limits the resistance that may be inserted in series with a negative 
grid, and which also introduces noise. 

Positive-ion currents to the grid limit the 4-с resistance that may safely be placed 
in series with the control grid and the cathode, because the voltage drop that such 
a grid current produces across the resistance has a polarity that makes the grid less 
negative than would otherwise be the case. Thus if the tube begins to liberate gas 
with resulting positive-ion grid current, the grid becomes less negative, thereby 
increasing the space current. This increases the number of positive ions produced, 
and will cause additional grid current, and still greater reduction in the negative 
grid potential If the resistance in the grid circuit is high enough, this process can 
become cumulative, and in some types of tubes can easily result in the destruction 
of the tube as a result of excessive plate current caused from loss of grid bias. The 
maximum resistance that it is permissible to place in series with the grid electrode 
depends upon the tube characteristics and the method of obtaining bias. It is of 
the order of several megohms in small tubes used for voltage amplification at audio 
and radio frequencies. With small power tubes, such as the output tubes of radio 
receivers and public-address systems, the allowable grid resistance is much less, 
particularly if a fixed bias is employed. The use of self-bias permits an increased 
resistance to be employed in the grid-cathode circuit, since self-bias provides an 
automatic protection against excessive increase in plate current. 

Positive-ion current to a control grid has a “shot” effect associated with it, since 
the current flow is composed of individually charged particles, and is not a uniform 
fluid. The noise that is produced by this current flowing through an impedance Z, 
between grid and cathode can be expressed by the formula 


Ra = 19.3 17° (74) 


where |Z,| is the absolute value of the external circuit impedance between grid and 
cathode, Го is the grid current in amperes, and Е» the resistance that, when connected 
between grid and cathode, would produce the same thermal agitation voltage as is 
actually produced by the grid current flowing through the impedance Z;. 

In addition to the noise effect represented by Eq. (74), the presence of gas intro- 
duces an additional noise factor through the fact that positive ions not captured by 
the grid travel toward the cathode and produce irregularities in the space charge 
around the cathode. Little is known about this effect, however, beyond the fact that 
it is probably small under ordinary circumstances compared with the effect repre- 
sented by Eq. (74). 
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‘14. Miscellaneous Types of Tubes. Space-charge-grid T'ubes.—In the space- 
charge-grid tube there is an auxiliary grid, called the space-charge grid, located 
between the cathode and the control grid, and operated at a low positive potential. 
This grid increases the number of electrons drawn out of the space charge near the 
cathode. Although some of these electrons are 
immediately attracted to the space charge grid, 
many pass through its meshes into the region 
between the space-charge grid and the control 
grid. Here they are slowed down by the 
retarding field and form a space charge or virtual 
cathode, as shown in Fig. 30. The virtual 





Plate Current-MA, 





X" Virtual cathode 


S? КР 








© E 

eo = 

Corthoole -- A K s E: 

жаш. ОСУ ле» || ГГ 

Jl. . vo 

Yin Control алы EBENE: 

Space charge | "-Virluel cathode +5 -4 - = -1 о” 

grid Grid Voltage -Wols 

Fie. 30.—Details of a space- Fia. 31.—Characteristic curves of 

charge grid tube. space-charge grid triode. 


cathode serves as an actual cathode as far as the remainder of the tube is concerned. 
The characteristics that result are similar to those for conventional tubes, as is 
apparent from Fig. 31. 

The space-charge-grid arrangement provides a virtual cathode with a large area 
located very close to the control grid. This gives a high transconductance in pro- 
portion to the plate potential. At the same time the characteristic curves of the tube 
tend to have excessive curvature when considered over an appreciable range of grid 
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Fic. 32.—Pentode tube arranged in various ways. 


voltage. Thus space-charge-grid tubes have small power-handling capacity. Fur- 
thermore, the space-charge grid draws a very heavy current, usually more than half 
of the total space current. : 

Special Connections for Conventional Tubes.—It is possible to operate conventional 
tubes to give special characteristics, either by employing special connections or by 
the proper combination of electrode voltages. Thus a pentode tube can be connected 
to operate as a triode with medium or high amplification factor, as a screen-grid tube, 
or as a space-charge-grid tube, as shown in Fig. 32. 

Another rearrangement of a conventional tube is to interchange the functions of 
the grid and plate by making the grid the anode electrode, and by using the plate as 
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the negative control electrode, as shown in Fig. 33. The operation of such an inverted 
tube! rests on the fundamental fact that the space current flowing to the anode, which 
in this case is the positive grid, depends almost solely upon the electrostatic field in 
the vicinity of the cathode and is substantially independent of how this field is pro- 
duced, Since both plate and grid potentials affect the intensity of this electrostatic 
field, it is possible to use a negative plate as a control electrode 
to serve the same purpose as the negative grid in the usual 
( pe tube. The result is an amplification factor that is quite low, 






Input the value being approximately 1/ where и is the amplification 
її = factor of the tube operated in the normal manner. The 

dynamic anode resistance is also much lower than in the 
corresponding tube operated in the normal manner. The 
inverted vacuum tube is useful when it is necessary to control 
a large current by a very high voltage, without at the same time time consuming any 
energy from the high potential source. 

The Dynatron and Other Negative-resistance Arrangements.—In a screen-grid tube, 
if the screen electrode is operated at a higher voltage than the plate, and the secondary 
emission at the plate is sufficient, there is a range of plate voltages over which the net 
resultant plate current (primary electrons arriving at the plate minus secondary 
electrons lost to the screen) will decrease with increasing plate voltage. This effect 
is shown by the curve for Е, = 88 volts in Fig. 19. The decreasing plate current 
with increasing plate voltage represents a negative resistance, and when a tube is 
used in this manner to obtain a negative resistance, it is termed a dynatron.? The 
negative resistance results from the fact that while the number of primary electrons 
that the plate receives is independent of the plate voltage, the number of secondary 
electrons produced at the plate increases with increasing plate voltage. With the 
screen more positive than the plate, all 


Fie. 33.— Circuit of 
inverted tube. 
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primary electron produces one secondary 
electron. Dynatron action is capable of Fie. 34.—Retarding field or transitron 
giving a negative resistance as low as about е of producing a negative resist- 
20,000 ohms, using ordinary receiving tubes à 

in which the plates have not been specially treated to reduce secondary emission.* 
The magnitude of the negative resistance can be controlled by varying the control- 
grid potential. The magnitude of the negative resistance is not particularly stable 
with time, because secondary emission is very sensitive to the surface conditions, and 
these change with use. 

An alternative method of obtaining negative resistance from a vacuum tube, which 
is generally more stable than the negative resistance obtained by dynatron action, 
is illustrated in Fig. 34.* Here a pentode tube is connected as shown and the poten- 

1F. E. Terman, The Inverted Vacuum Tube—A Voltage Reducing Power Amplifier, Proc. I.R.B., 
Vol. 16, p. 447, April, 1928. E 

2 For further information on the dynatron, and some of its uses, see Albert W. Hull, The Dynatron— 
A Vacuum Tube Possessing Negative Electric Resistance, Proc. I.R.E., Vol. 6, p. 5, 1918. 

* It is generally found that some of the very early screen-grid tubes are the best for dynatron pur- 
poses, Tubes manufactured more recently commonly have the plate so treated as to reduce secondary 
emission. This causes the dynatron effect to be greatly reduced, or even eliminated. 


* E. W. Herold, Negative Resistance and Devices for Obtaining It, Proc. I.R.E., Vol. 23, p. 1201, 
October, 1935. 


Par. 14] VACUUM TUBES AND ELECTRONICS 319 


tials so adjusted that there is a virtual cathode between the screen and the suppressor. 
Under these conditions a fraction of the space current drawn from the cathode is 
returned back toward the cathode, to be ultimately collected by the screen. By 
arranging the circuit as shown, so that the screen and suppressor are at the same 
alternating potential as a result of by-pass 
condenser C, an increase in the screen potential 
likewise increases the suppressor voltage. This 
reduces the screen current because more of the 
electrons entering the virtual cathode pass on to 
the plate, and fewer return to the screen. The 
result is a negative-resistance effect between the 
terminals aa, the magnitude of which can be con- 
trolled by the control grid of the tube. This 
method of obtaining a negative resistance is 
referred to as a retarding-field negative-transcon- 
ductance tube, and has also been called the 
transitron method. As compared with the dyna- 
tron, the transitron arrangement has the advan- 
tage that the negative resistance obtained is 
more stable with time, and also a much lower 
negative resistance can be obtained. 

It is possible to obtain negative resistance from 
vacuum tubes in still other ways. Some of these 
involve special connections of conventional vacuum 
tubes, such as feedback circuits and other arrange- Fic. 35.—The split-anode mag- 
ments in which the effective impedance across a пеон, 
pair of terminals is negative. It is also possible to employ special tubes of various 
sorts. Finally, under certain space-charge conditions in a space-charge-grid tube, 
it is possible for the input conductance to the control grid to be negative.’ It is also 
found that associated with these negative-resistance effects obtainable through space- 
charge action, it is also possible to obtain a negative-capacity effect by purely elec- 
tronic means involving the behavior of the virtual cathodes. 
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Fra. 36.— Electrode paths in split-anode magnetron under various conditions. 


Magnetrons.+—A magnetron is a vacuum tube in which the flow of electrons from 
the cathode to the plate is affected by a magnetic field. The split-anode magnetron 
illustrated in Fig. 35 consists of a filamentary cathode and two semicylindrical plates 


1 For example, see Е. Е. Terman, К. R. Buss, W. В. Hewlett, and Е. C. Cahill, Some Applications 
of Negative Feedback with Particular Reference to Laboratory Equipment, Proc. I.R.E., Vol. 27, p. 647, 
October, 1939. 

? Some possibilities are described by Harry C. Thompson, Electron Beams and Their Applications 
in Low Voltage Devices, Proc. I.R.E., Vol. 24, p. 1276, October, 1936. 

3 This latter effect is occasionally encountered in multigrid tubes in which there is a virtual cathode 
in the tube, as, for example, in mixer tubes, and has been known to excite undesired oscillations. For 
further information on the impedance characteristics of space-charge-grid tubes, see Liss C. Peterson, 
Impedance Properties of Electron Streams, Bell System Tech. Jour., Vol. 18, p. 465, July, 1939. 

1 Albert W. Hull, The Magnetron, А.Г.Е.Е. Jour., Vol. 40, p. 715, 1921; Léon Brillouin, Theory of 
the Magnetron, Elec. Comm., Vol. 20, No. 2, p. 112, 1941. 
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in an axial magnetic field, as illustrated. When the plates are positive, the electrons 
that are attracted to them follow curved paths, as in Fig. 36. If the plates are very 
positive, the curvature of these paths is small, but at lower voltages the curvature 
becomes greater until at a critical potential determined by the strength of the magnetic 
field, the electrons follow a curved path (cardioid) back to the cathode, as shown in 
Fig. 36c, and never get to the plate, in spite of the positive plate potential. The 
magnetron accordingly has a critical field strength at which plate current is cut off. 
This field B in lines per sq cm is 


B -=ê ув (75) 


where r is the anode radius in centimeters and E is the anode voltage. 

If perfect symmetry were obtained and the velocity of emission of the electrons 
were neglected, the cutoff would be infinitely abrupt; i.e., an infinitesimal change in 
magnetic field would be capable of turning the entire anode current off or on. Actu- 
ally, because of unavoidable imperfections, and because of the initial velocity of 
electrons, the cutoff is rounded off slightly.! 
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The chief value of the magnetron is in certain types of very high-frequency oscilla- 
tors, such as discussed in Par. 14, Sec. 6. 

Visual Indicator (Magic-eye) Tube.?—A typical form of visual-indicator (so-called 
magic-eye) tube is illustrated in Fig. 37. This consists of a high-mu triode, above 
which is located a cone-shaped fluorescent target connected directly to the plate-supply 
voltage and having its own cathode. There is also a bladelike control electrode asso- 
ciated with the target, which is connected directly to the triode plate. Both plate and 
blade are connected to the power supply through a high resistance В», as shown in 
Fig. 38. With zero potential on the grid of the triode, electrons from the cathode 
strike the entire cone-shaped fluorescent target except for a sector in the region of the 
blade electrode, which, being at a lower potential than the target, because of the 
voltage dropping resistance А, acts as a shield. However, if a negative voltage is 
applied to the grid of the triode the plate current becomes less. This reduces the 
voltage drop in resistance R, increasing the potential of the control electrode and 
reducing the sector of darkness on the fluorescent target. Thus a visual indication is 
obtained of the magnitude of the voltage acting on the triode tube. 


1 E, G. Linder, Effects of High Energy Electron Random Motion upon the Shape of the Magnetron 
Cutoff Curve, Jour. Applied Phys., Vol. 9, p. 331, May, 1938. 

з А good description of such a tube, together with some applications, is given by І. C. Waller, 
Applications of Visual-indicator Type Tubes, R.C.A. Rev., Vol. 1, p. 111, January, 1937. 
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Visual-indicator tubes can be used for a wide variety of applications. Among these 
are tuning indicators, vacuum-tube voltmeters, overmodulation indicators, ete. 

Orbital Beam Tube.——An understanding of the orbital beam tube can be gained 
from Fig. 39. This tube is provided with a cathode of relatively flat cross section 
surround by a control grid G; and a screen grid G}. Focusing electrodes Jı and Jz 
are employed with the outer electrode at zero potential. The inner focusing electrode 
J1 is at a relatively high positive potential, so chosen that the electrons emitted from 
the cathode follow curved paths such as indicated by AA. The radius of these paths 
may be changed by varying the potential of the outer cylinder. Thus if this cylinder 
Ja is made negative, the electrons will follow paths such as BB, and some of the elec- 
trons are diverted to the inner cylinder Jı. This is a feature that can be used as a 
method of volume control. The electrons following the path AA ultimately strike the 
secondary emitter electrode K+, which is at a high positive potential, and has a surface 
so treated as to be a good emitter of secondary electrons. The secondary electrons 
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Fra. 39.—Schematic cross section of orbital-beam tube. 


produced at electrode К» are collected by the plate P, which is at a high positive 
potential, and serves as the output electrode of the tube. 

The orbital beam tube is able to obtain a high transconductance because of the 
electron multiplier action that takes place at the electrode К». It is possible at this 
electrode to obtain a number of secondary electrons for each arriving primary electron, 
thereby giving a large plate current in proportion to the current from the cathode. 
This results in a correspondingly large transconductance. Furthermore, the struc- 
tural factors involved are such that this output transconductance is very large com- 
pared with the input and output capacities of the tube, so that the tube is an excellent 
wide-band amplifier, being superior to any of the ordinary pentode tubes in this respect. 

The rather complicated arrangement of electrodes in the orbital beam tube is for 
the purpose of allowing the primary electrons emitted from the cathode to strike the 
secondary emitting surface K+, while at the same time preventing material evaporated 
from the cathode from being deposited on К». Otherwise the secondary emitting 
surface would vary in its characteristics with time, and the tube behavior would be 
unstable. 


1H. M. Wagner and W. R. Ferris, The Orbital-beam Secondary-electron Multiplier for Ultra-high- 
frequency Amplification, Proc. I.R.E., Vol. 29, p. 598, November, 1941. 
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ELECTRON OPTICS AND CATHODE-RAY TUBES 


15. Electron Optics.— There is an analogy between the behavior of an electron in 
an electrostatic field and the behavior of a light ray in a medium of variable index of 
refraction. Electrons can be reflected, refracted, and focused just as can light rays. 
The term electron optics implies that the behavior of electrons can be studied in terms 
of the known laws of physical optics. 

A study of electron and physical optics reveals that there actually is a correspond- 
ence between the quantities and laws in the two fields. The quantity in electron optics 
that corresponds to index of refraction is electron velocity (if it is assumed that the 
electron starts from rest at a point of zero potential). Corresponding to the Fermat 
principle of least time for physical optics, there is the Hamiltonian principle of least 
action that applies to electron optics. 

In physical optics a ray of light is refracted upon passing a boundary between a 
medium of one index of refraction and a medium of another. In Fig. 40, a ray passing 
from a region of refractive n to a region of higher index of refraction n; is bent toward 
the line normal to the surface. Similarly, in the corresponding electron optical case, 
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Fic. 40.—Refraction of an electron and of a light beam. 
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an electron passing from a region in which it has a velocity vı, proportional to the 
square root of potential Æ, into a region in which it has a velocity v; greater than v; is 
bent toward the line normal to the boundary between the two regions. In most elec- 
tron optical cases the potential changes gradually rather than abruptly, but any chang- 
ing potential field is capable of causing an electron to follow a path characterized by a 
bend. 

Any electrostatic field that has a rotational symmetry about some straight-line axis 
has the properties of alens. Such a symmetrical electrostatic field is produced by any 
set of electrodes that themselves have rotational symmetry about the axis. The 
simplest type of electron lens is a circular hole in a plate, as shown in Fig. 41. If sucha 
circular aperture is placed between planes so that there is a difference in the potential 
gradient on the two sides, then there is a penetration of field as shown, and electrons 
entering parallel to the dotted line will be uniformly deflected either toward or away 
from this axis. For the potentials shown in the figure the lens action is divergent. 
The physical lens, which is roughly the equivalent of the electron lens, is also shown in 
the figure. 

A better electron lens is shown in Fig. 42, with its approximate physical equivalent. 
This lens consists of the field between two coaxial cylinders placed end to end, and at 
different potentials. The variation of the potential along the axis is shown. The 
equivalent physical lens consists of a combination of convex and concave surfaces 
between regions of successively higher indexes of refraction. In the equal-diameter 
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cylinder lens, as this is called, the equipotentials in the first cylinder are concave in the 
direction of increasing potential, while those in the second cylinder are convex. Asa 
result, an electron entering from the low potential side at a small angle with the axis 


first experiences a force toward the axis and then experiences a force away from the 
axis. Thus the first part of the lens has a convergent action, while the second part of 
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Fig. 41.—Simple electron-optical lens and physical equivalent. 
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the lens has a divergent action. The convergent action is stronger because the electron 
velocity is lower in the convergent portion of the lens and hence the electron here 
suffers a greater deflection for the same force. 

The analogy between the electron and physical lenses indicated in Figs. 40 and 41 
involves the choice of the proper segments in the physical lens. It will be observed 
that the front surface of the physical-lens components are curved in the same way as 
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Fic. 42.—Equal-diameter cylinder lens and physical equivalent. 


are the equipotentials in the electron lenses. This observation gives a means of telling 
by inspection how an electron lens will behave, since the property is a general one. 
There is also a correlation between the nature of the equipotential surfaces and the 
curvature of the curve of potential along the axis against distance in the axial direction. 
In Fig. 42 it is seen that when the curvature of the potential distribution along the axis 
is concave upward, then the equipotentials are concave in the direction of increasing 


924 RADIO ENGINEERS HANDBOOK [Sec. 4 


potential and the lens has a convergent action. In this region the second derivative 
with distance of the axial potential is positive. In the second cylinder the second 
derivative of the axial potential is negative, and the lens action is divergent. This 
relation between the curvature of the curve of potential along the axis and the nature 
of the lens action always holds for lenses with rotational symmetry. 

In fields with rotational symmetry the potential at any point in the field can be 
determined if the variation of potential with distance along the axis is known. By an 
application of Laplace's equation to fields of this sort, it can be shown that 


E(n) = Bole) REL uo pE + .. ORC (3^ EQ» (o) +. 


(76) 


where E(r,z) = potential at a radial distance r from the axis and at an axial distance z 
from some reference point on the axis. 
Ео(2) = potential on the axis at the point (0,2). 
Е (г) = second derivative of axial potential with respect to axial distance z. 
Е," = 2 nth derivative of axial potential with respect to axial distance z. 
The axial potential can be calculated in some cases! but in most cases it is simpler to 
obtain it by a computational method or by the use of a current flow model.? 
When the axial potential is known its derivatives are readily obtained, and thus the 
potential at any point in the field can be calculated from Ea. (76). 
The differential equation of an electron path through a field of rotational sym- 
metry is 
d?r Е, (z)dr pt 


d& 2B (в) + Ey go 0 (77) 


This equation is good only for the so-called “paraxial” electrons, which are those 
electrons that are within a few per cent of the electrode radius from the axis, and that 
make an angle of a few degrees or less with the axis. The preceding equation is 
practically incapable of solution exactly. It is, however, possible to obtain good 
numerical approximations of its solution by various approximate methods.? 

Although it is not possible to solve Eq. (77), it is still possible to make some 
deductions about the nature of the electron paths from it. Since the differential 
equation is of the second order, its complete solution may be expressed as the sum 
of two linearly independent solutions; t.e., any electron path through the lens may be 
described as the sum of any twc different and distinct paths. It is most convenient 
to use as a pair of independent paths those two which represent (1) an electron 
entering the lens parallel to the axis and (2) an electron leaving the lens parallel to 
the axis. These particular rays are known as the principal rays of the lens, and are 
indicated in Fig. 43. The ray that leaves the lens parallel to the axis is known as 
the first principal ray. It is sometimes shown as entering the lens parallel to the axis 
from the right as in Fig. 43, which is permissible because such a reversal of direction 
traces an identical path. The ray that enters the lens parallel to the axis from the 

1P. Kirkpatrick and J. G. Beckerley, Ion Opties of Equal Coaxial Cylinders, Rev. Sci. Instruments, 
Vol. 7, p. 24, January, 1937; S. Bertram, Determination of Axial Potential Distribution in Axially 
Symmetric Fields, Proc. I.R.E., Vol. 28, p. 418, September, 1940; S. Bertram, Calculations of Axially 
Symmetric Fields, Jour. Applied Phys., Vol. 18, p. 496, August, 1942. 

21. G. Маой and D. У. Epstein, “ Electron Optics in Television,” McGraw-Hill, New York, 1938; 
І. M. Myers, Electron Optics, Van Nostrand, New York, 1939; О. Klemperer, “Electron Optics,” 
Cambridge (London), 1939; M. Bowman-Manifold and F. H. Nicoll, Electrolytic Field-plotting Trough 
for Circularly Symmetric Systems, Nature, Vol. 142, p. 39, July 2, 1938. 

3 Maloff and Epstein, loc. cit.; R. Gans, Course of the Ray in Electron Optical Systems, Zt. Physik, 


Vol. 18, p. 41, February, 1937; K. Spangenberg and L. M. Field, Some Simplified Methods of Deter- 
mining the Optical Characteristics of Electron Lenses, Proc. I.R.E., Vol. 30, p. 138, March, 1942. 
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` left is known as the second principal ray. The focal points of a lens are those points 
at which the principal rays cross the axis. The intersection of the initial and final 
straight-line portions of the principal rays when extended toward the lens between 
the principal planes and the focal points of the lens are known as the focal distances 
or focal lengths. These quantities are shown in Fig. 43. 

A lens such as that of Fig. 43, in which the region in which the lens action takes 
place is comparable in length to the focal length, is known as a thick lens. The 








| 
n | | 
а-а First principal ray "lp “| nn First principal plane 
f 


b-b Second principal ray д / n'n'Second principal plane 
м/м >} Lens 
ot f First focal distance 
center | 


f' Second focal distance 
Ета. 43.— Terminology of thick electron lens. 
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Fic. 44.—Image formation in thick electron lens. 


relation: between the lens characteristics and the points at which an image of a given 
ebject forms as in Fig. 44 is 


f Р 
Pop orp (78) 





where f = first focal length. 
Г’ = second focal length. 
D = distance between object and lens center. 
4 = distance between image and lens center. 
P = distance between first principal plane and lens center. 
P' — distance between second principal plane and lens center, 


326 RADIO ENGINEERS’ HANDBOOK - [Sec. 4 


This equation tells what the location of the image will be for any loeation of the 
object in terms of four fundamental quantities of the lens, f, f’, P, and P’. The object 
and image distances as measured from their corresponding principal planes are 
related by Newton's formula 

pq = ff (79) 
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Ете. 45.— Focal characteristics of two-diameter cylinder lenses as a function of electrode 
voltage ratio. Figure continued on pages 327—330. 

In electron lenses, the ratio of the two focal distances is related to the ratio of the 

electrode potentials by 


Т XE 


where V, = initial potential, that of first electrode. 
У. = final potential, that of second electrode. 


Pa Y) (80) 
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There is also a relationship known as Lagrange’s law between the lateral magnifi- 
cation, the angular magnification, and the electrode voltage ratio. 


diis (z) = (81) 


where m; = y’/y in Fig. 44, lateral magnification. 
Ma = 0'/0 in Fig. 44, angular magnification. 
Е, = second electrode potential. 
E, = first electrode potential. 
Focusing Characteristics of Lenses.—The lenses of electron opties are completely 
described if four quantities are known. The four quantities most convenient to use 
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Ета. 45.— Continued. 


are the two focal lengths and the locations of the two principal planes. Since these 
change with voltage ratio, it is necessary to draw curves of the four quantities listed 
above as a function of voltage ratio, as is done in Figs. 45 and 46.1 

To utilize the curves of Figs. 45 and 46 use must be made of the lens relations 
previously given. For any voltage ratio and location of object, they enable one to 
calculate the location and size of theimage. Since the quantities of Figs. 45 and 46 do 
not appear in the answers, it is desirable to present the relations between object 
distance, image distance, voltage ratio, and magnification in a form that does not 


1 The data presented in Figs. 45 to 49 are experimental results obtained by К. Spangenberg and 
L. M. Field in carrying out an investigation at Stanford University with the support of the International 
Standard Electric Corporation. The results are given here through the courtesy of that organization, 


328 RADIO ENGINEERS’ HANDBOOK [Sec. 4 


involve the focal distances. This has been done in Figs. 47 and 48, which present 
what may be called “object-image-distance curves.” On these curves, which are 
essentially a graphical presentation of all the answers to all the problems associated 
with one electrode configuration, there are shown the relationships between the object 
and image distances and the lateral magnification m as determined by the voltage 
ratio, Examination of these curves shows that the magnification is approximately 
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Ета. 45.— Continued. 


0.8 of the ratio of the image to the object distance. It also shows that there is always 
some particular electrode configuration that makes it possible to achieve any ratio 
of object to image distance or magnification, provided that the proper voltage ratio 
is chosen. 


The effect of varying the proportions of various types of lenses is illustrated in 
Fig. 49. 
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A critical examination of data such as given in Figs. 45 to 49 shows that the fol- 
lowing properties are common to all lenses:! (1) Focal lengths are always uniformly 
decreasing functions of voltage ratio. (2) Principal planes always lie on the low- 
voltage side of the lens center. (3) Principal planes are crossed, with exception of 
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Fia. 45.— Continued. 


large-diameter aperture lens; i.e., the first principal plane lies between the second 
principal plane, and the lens center on the low-voltage side of the lens. (4) Focal 
length in the direction of increasing potential is always greater than the focal length 
in the other direction. (5) Position of principal planes does not change much with 


voltage ratio. 


1 Maloff and Epstein, loc. cit.; Klemperer, loc. cit.; Spangenberg and Field, loc. cit.; Frank Gray, 
Electrostatic Electron Optics, Bell System Tech. Jour., Vol. 18, p. 1, January, 1939, 
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The following summarizes properties of focal lengths for the particular cases 
indicated: (1) The focal length of two-diameter cylinder lenses increases—i.e., the 
lens grows weaker—for all but the highest voltage ratios, as the ratio of second to 
first cylinder diameter increases. (2) The focal length of equal-diameter cylinder 
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Fie. 45.— Continued. 


lenses increases, that is, the lens grows weaker, as the axial spacing of the cylinders 
increases. The change is small for small spacings but increases rapidly as the spacing 
is increased. (8) The focal length of aperture lenses increases—i.e., the lens grows 
weaker—as the aperture diameter increases. The change is small for small diameters 
but increases rapidly as the diameter increases. (4) Aperture lenses have for the 
most part shorter focal lengths than cylinder lenses (when the unit of length is the 
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diameter of the first cylinder) if the aperture spacing be taken equal to first cylinder 
diameter. (5) Cylinder-aperture lenses have shortest focal length of all the lenses 
of Figs. 45 to 49. (6) Equal-diameter lenses with axial spacing of one diameter have 
the longest focal length of all the lenses of Figs. 45 to 49. 
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Ета. 46.—Focal characteristics of various aperture lenses as a function of electrode voltage 
ratio. Figure continued on pages 332-334. 


. The following comments apply to the magnification properties of the lenses of 
Figs. 45 to 49: (1) Contours of constant magnification in the object-image distance 
curves are approximately straight lines with a slope of one. (2) An approximate 
universal magnification formula that fits all lenses tested is 


g 
М =&- 82 
Р (82) 
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TABLE 5.—Constant k тм Eq. (82) 
Type of Lens k 
Cylinder lens: Р/р; = 0.6687............................... 0.82 
Cylinder lens: D;/Di = 1, S = 0.1... 0.78 
Cylinder lens: Dg/Di = 1.5................................. 0.76 
Cylinder lens: D3/Di = 1, 8 =0.5.......................... 0.80 
Cylinder lens: Ds/Di = 1, S —1................. РЕК 0.60 
Aperture lens: A/D = 5.................................... 0.95 
Aperture lens: A/D =8.................................... 0.80 
Aperture lens: A/D = 1...2. ууу. cece eee eee LLL. 0.78 
Cylinder aperture 1епз...................................... 0.82 



































Fig. 46.—Continued. 


[Sec. 4 


Par. 15] VACUUM TUBES AND ELECTRONICS 333 


where p and g are object and image distances, respectively. Values of the constant k 
for the lenses tested are given in Table 5, and with only two exceptions are within a 
few per cent of 0.8. (3) Magnification in two-diameter lenses decreases as the diame- 
ter ratio increases. The change is appreciable only for ratios less than one, however. 
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Fic. 46.— Continued. 


(4) Magnification of equal-diameter lenses decreases as axial spacing increases. The 
change is inappreciable except between spacings of 0.5and 1.0, however. (5) Magnifi- 
cation of aperture lenses with small apertures decreases as aperture diameter increases. 

Considerations important in design that are common to all lenses of Figs. 45 to 49 
are: (1) As object distance is increased at a given voltage ratio, the corresponding 
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image distance decreases, as does also the magnification. (2) For a given object 
distance the image distance and magnification decrease as the voltage ratio is increased. 
(3) In any lens there is a minimum object distance that can be used at any given 
voltage ratio. This minimum object distance is determined by the vertical asymptote 
to the contour of constant voltage ratio. 
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Fig. 46.— Continued. 


The effects of object distance and voltage ratio on the relative strength of the 
lenses of Figs. 45 to 49 can be summarized as follows: (1) Two-diameter cylindrical 
lenses become stronger as diameter ratio decreases for voltage ratios between 1 and 4. 
This holds for all object and image distances. (2) For larger voltage ratios the lens 
strength is nearly independent of diameter ratio. (3) Equal-diameter lenses become 
stronger as the axial separation of the cylinders increases for all voltage ratios and 
normal values of object and image distance. (4) Aperture lenses become slightly 
stronger as the aperture diameter is enlarged from a very small size to a practical 
value, and then become greatly weaker. 
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Fra. 47.—Image-object distance curves of two-diameter cylinder lenses. 


Figure continued 


on pages 336 and 337. 
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Fic. 47.—Continued. 
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Fig. 48.—Image-object distance curves of various aperture lenses, Figure continued cn 
pages 338 and 339. 
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(a) Comparison of two diameter lenses 


Fic. 49.—Comparison of lenses of different proportions. Figure continued on page 340. 
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(b) Comparison of equal diameter lenses 
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(c) Comparison of aperture lenses 
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16. Cathode-ray Tubes.— The cathode-ray tube is an outgrowth of the modern 
science of electron optics. It is used extensively in engineering and scientific labora- 
tories for such purposes as the observation of wave forms, viewing of television images, 
and many other applications too numerous to mention. 

Every cathode-ray tube contains a source of electrons in the form of a cathode, a 
means for forming the emitted electrons into a pencillike beam; a control electrode 
for varying the beam current; a set of focusing electrodes for focusing the beam ; 
some sort of beam-deflecting device for moving the beam about; and a fluorescent 
Sereen, which gives off light at the point where the beam strikes. 

The Electron Gun.—A typical electron-gun structure is shown in Fig. 50. The 
cathode consists of a cylinder of sheet nickel with an oxide-coated cap on one end. 
"The cathode is heated by a tungsten filament coated with some insulating material, 
such as aluminum oxide, which is inserted in the cylinder. Outside the cathode and. 
spaced a few thousandths of an inch from it is а heat shield in the form of a nickel 


(HS FE E: 
N p AE 


——- See) = 











H Heater 
C Cathode (0.0 volts) FS Fluorescent screen 
HS Heat shield (00V) LA Limiting operture 
Cg Control grid (-10+о *10 V) A Aquadag coating 
AE Accelerating electrode (+200V) Potentials above are relative 
FE Focusing electrode (+800V) to cathode 
EB Electron beam Actually the focusing electrode 


and aquadag coating are grounded 


Fie. 50.— Conventional electron gun structure with magnetic deflecting coils. 


cylinder, which projects slightly beyond the end of the cathode and helps to concen- 
trate the electrons in a beam. 

The control electrode, which performs the function of a control grid in an ordinary 
vacuum tube, is in the form of an enveloping cylinder with aperture, properly spaced 
relative to the cathode.1 The control electrode is operated at some low potential 
relative to the cathode, which may be either positive or negative, depending upon the 
electrode dimensions. 

The control electrode is followed by a so-called accelerating electrode, or first 
anode. "This usually has an aperture in the end next to the control electrode and one 
or two more apertures within the cylinder. The apertures within the cylinder serve 
to remove from the beam strongly divergent electrons that would produce a fuzzy 
Spot. 

The last electrode is the second anode, or focusing electrode, which is another 
cylinder following the accelerating electrode. The principal focusing action occurs 
in the electrostatic field between the accelerating electrode and the second anode. 


1 Details of the design of the cathode and associated electrodes are given by I. С. Maloff and D. W. 
Epstein, ‘‘Electron Optics in Television," McGraw-Hill, New York, 1938. 


342 RADIO ENGINEERS HANDBOOK [Sec. 4 


The beam is focused by changing the second anode potential, just as the beam inten- 
sity is controlled by changing the control-electrode potential. These two controi 
actions are almost but not completely independent; t.e., changing the beam intensity 
affects the focus somewhat and vice versa. The funnel-shaped part of the glass 
envelope beyond the second anode is frequently coated with aquadag, which is a 
conducting layer of carbon particles, and placed at the potential of this electrode. 
In this arrangement the deflecting devices are placed just beyond the second anode. 
Another electron gun structure that can be used is shown in Fig. 51. This arrange- 
ment makes use of what is known as postdeflection acceleration.! Неге the cathode is 
followed by a control electrode and then by an accelerating electrode, or anode, Ал. 
This accelerating electrode is the first of two at the same potential, and is followed by 
an electrode at a lower potential, which in this structure is called the focusing electrode. 





С Cathode FE Focusing electrode 
CE Control electrode IE Intensifier electrode 
A, First accelerating anode FS Flourescent screen 
Ар Second accelerating anode DP Deflecting plates 


Fia. 51.—Electron gun with postelectrostatic deflection acceleration. 


This focusing electrode FE is followed by a second accelerating anode А» at the same 
potential as the first. The second accelerating electrode is followed by the deflecting 
devices, placed at the beginning of the funnel-shaped part of the glass envelope, that is 
coated with aquadag. This conducting coating extends only part way to the fluores- 
cent screen. It is followed by a ring of conducting material just before the screen, 
known as the intensifier electrode, which is maintained at about twice the potential 
of the accelerating electrode. | 

The convergent focusing action on the beam occurs between the focusing electrode 
and the second accelerating electrode. The action between the first accelerating 
electrode and the focusing electrode is divergent, as is also the action between the first 
accelerating electrode and the control electrode. 

In the postdeflection arrangement the beam is deflected at low velocity, thus giving 
a good deflection sensitivity, and then accelerated further to give a good photographic 
sensitivity. Part of the increase in deflection sensitivity gained by this arrangement is 
lost because the final accelerating field is somewhat convergent, thus reducing the 
deflection. However, a gain of 3 to 5 over the ordinary tube sensitivity is achieved. 


1J. de Gier, A Cathode Ray Tube with Post Acceleration, Phillips Tech. Rev., Vol. 5, p. 245, Sep- 
tember, 1940; J. R. Pierce, After Acceleration and Deflection, Proc. I.R.E., Vol. 29, p. 28, January, 1941. 
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Deflection of Electron Beams.—The electron beam in a cathode-ray tube may be 
deflected either by an electrostatic or by an electromagnetic field. In the majority of 
applications, deflection by electrostatic means is preferred. 

If a conducting plate is placed on either side of the beam at the end of the electron 
gun, as shown in Fig. 51, then if the mean potential of these plates is that of the last gun 
electrode, and yet a small potential difference is caused to appear between the plates, 
the electron beam will be deflected toward the more positive plate upon passing 
between them. This deflection occurs because there is a constant crosswise force 
applied to the beam as it moves through the plates with a nearly constant velocity. 
The result of this action is that the electrons move in a parabolic path while between 
the plates, and emerge at an angle with the axis that is proportional to the potential 
difference existing between the deflecting plates. The amount that a beam is deflected 
by this action is 
La Ез 
2b E. 
where d = deflection at fluorescent screen. 

L = length of beam from the center of deflecting plates to screen. 
a = length of deflection plates. 

b — spacing of deflecting plates. 
Ea = deflecting-plate voltage. 
Ес = beam voltage. 

Ordinarily, two pairs of plates are used, one for horizontal and one for vertieal 
deflection. To allow for the deflection of the beam, the plates are often at a small 
angle with the axis, so that the spacing at the end toward the fluorescent screen is 
greater than that at the end toward the electron gun. The second pair of plates is 
usually spaced farther apart than the first pair because of the deflection introduced by 
the first pair. 

The electron beam may also be deflected by magnetic means. This is done by 
using the arrangement of coils shown in Fig. 50. In the region of approximately uni- 
form magnetic field between the coils, the electrons move in portions of a circular path 
in a plane perpendicular to the axis of the coils. This action causes the beam to be 
deflected. The amount of the deflection is 

E77 ei 
3.37 VE. 
where d = beam deflection at fluorescent screen, cm. 
L = beam length between coil center and fluorescent screen, cm. 
a’ = axial length of region of uniform magnetic field, cm. 
В = magnetic field strength in lines per sq cm. 
Е, = beam potential, volts. 

For both types of deflection, the amount of the deflection decreases as the beam 
potential increases. This means that if the attempt is made to increase the spot 
brightness, i.e., the photographic sensitivity, by increasing the beam potential, then 
the amount of the deflection or the deflection sensitivity will be decreased. In general, 
any attempt to increase the photographic sensitivity decreases the deflection sensitiv- 
ity, and vice versa. 

The Fluorescent Screen.—V arious materials will give off light upon bombardment by 
electrons іп а vacuum. Such materials are called fluorescent in that the light they give 
off stops almost immediately when the excitation is removed. 

Common fluorescent materials include phosphors of zinc, cadmium, and calcium. 
The characteristics of the principal phosphors are listed in Table 6.1 The most com- 


1 Reprinted, by permission, from “ Television," by У. К. Zworykin and С. A. Morton, Jobn Wiley 
& Sons, Inc., New York, 1940. 
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monly used material is willemite, which is zinc orthosilicate (Zn;SiO4). The synthetic 
compound used with a manganese activator gives off a bright yellow-green light having 
its maximum spectral energy at 5200 angstroms and having a luminous efficiency of 
10 to 20 lumens per watt. This material works best when the coating contains 
7 milligrams per square centimeter. 

Zinc sulphide has a long-persistence characteristic that makes it useful in the study 
of transients. A white screen is obtained by combining a green-blue zinc sulphide with 
a yellow zinc-cadmium sulphide, or by a similar combination of different colors. 

Coatings are made by settling out the material from a water suspension. The 
water must be removed very slowly after the material has settled out. This is some- 
times done by means of a clock mechanism. A mild electrolyte such as ammonium 
carbonate is used to prevent the particles from settling nonuniformly. Screens may 
also be made by spraying, using a volatile organic liquid such as acetone with a small 


amount of binder. 


TABLE 6.—PROPERTIES OF PRINCIPAL PHOSPHORS 


























Approxi- 
mate 
Phosphor Chemical composition Color B Spectre) A candle- 
d power 
per watt* 
Zinc oxide, ariris errs ZnO Violet Ultraviolet «0.1 
Zinc sulphide........... ZnS:Ag Blue-violet 4700—4500 5r 
Calcium tungstate....... CaWO.4 Blue 4300 «1 
Zinc silicate. ........... ZnO + SiO» Blue 4200 <1 
Zine sulphide.... ZnS Light blue 4700 1-5т 
Zine aluminate (ZnO + ALO:g):Mn Green-blue 5130 ~i 
Zinc silicate (willemite)..| (ZnO + SiOz):Mn Blue-green 5230 3r 
Zinc sulphide........... nS:Cu Green 4700—5250 >4т 
Zine germanate......... (ZnO + GeO2):Mn Yellow-green 5370 1.5 
Beta zinc silicate........ (ZnO + SiO3:Mn Green-yellow 5600-5700 3r 
Zinc beryllium silicate. ..} (ZnO + ВеО + SiOz):Mn | Green to orange 5230-6500 1-27 
Zine cadmium sulphide. . | (ZnS + CdS):A, Blue to red 4700~> 7000 бт 
Calcium silieate......... О Green to orange 5500-6500 «1 
Cadmium silicate Orange-yellow 5850 ~l 
Magnesium silicate...... Orange-red 6400-6700 «1 
Zinc aluminate.......... Ero Red > 7000 <1 
Zine beryllium zirconium | [ZnO + ВеО + (Ti — Zr White 4200 + 5500—6000) ~lr 
silicate. — Th — О») + 810:]:Мп 
Magnesium tungstate....| MgO + WO; Very light blue 4800 «1 
Zine Богафе............. (ZnO + B203):Mn Yellow-orange 5400-6000 ~ir 
Cadmium borate........ (Сао + B:20:):Mn Green-orange 5300-6300 «1 
Cadmium tungstate..... Сао + WO; Light blue 4900 <ir 
* T = used in television. 
GAS TUBES 


17. Hot-cathode Gaseous Rectifier Tubes.!—A hot-cathode gaseous rectifier tube 
is an ordinary diode tube containing gas such as mercury vapor in equilibrium with 
liquid mercury, or argon, neon, ete. The gas pressure is ordinarily quite low, of the 
order of 107? mm of mercury. When a voltage is applied between emitting electrode 
and collector, the current-voltage relations are at first like those in a vacuum diode; 
i.e., the current flow consists only of electrons emitted from the cathode and follows a 
three-halves power law. However, as the anode potential is increased, the electrons 
finally acquire enough energy to ionize the particles of gas by collision. The current 
that was formerly limited by the negative space charge of the electrons now has this 
space charge annulled by these positive ions, and the current rises extremely rapidly 
with voltage, quickly reaching the full electron emission. This current-voltage rela- 


1 For further information see А. W Hull, Gas-filled Thermionic Tubes, Trans. A.I.E.E., Vol. 47, 
p. 753, 1928. See also additional discussion of rectifier tubes of this type given in Раг. 1, Sec. 8. 
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tion is shown in Fig. 52 in comparison with the current-voltage relations of the same 
tube completely evacuated. 

When ionization occurs in the tube there is formed a region between cathode and 
plate known as the “plasma,” in which positive ions collect and are approximately in 
equilibrium with the negative electrons that are drifting through the plasma to the 
plate. The plasma takes up most of the room between the cathode and plate, and is at 
a potential slightly higher than the plate potential because of a slight surplus of posi- 
tive ions in this region. The electrons liberated from the cathode strike the edge of the 
plasma with sufficient energy to produce ionization and then drift toward the plate. 
Practically all the potential drop within the tube takes place in the region immediately 
adjacent to the cathode. The potential distribution in the tube for a condition corre- 
sponding to the steep portion of Fig. 52 is shown in Fig. 53. 

| The voltage drop corresponding to the steep portion of the characteristic of Fig. 52 
is approximately the ionization potential of the gas involved. In the case of mercury 
this is 10 to 15 volts. This voltage drop between anode and cathode is substantially 
constant for currents from very small values up to the full emission current of the 
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cathode. І there is an attempt, however, to pass more current through the tube than 
is represented by the cathode emission, the voltage drop will increase above the ioniza- 
tion potential of the gas involved. This is to be avoided because it causes cathode 
disintegration, and because the voltage drop in the tube, and hence the tube dissipa- 
tion, is then unnecessarily large. 

Study has shown that with oxide-coated and thoriated-tungsten emitters the posi- 
tive ions striking the cathode in a gas-filled tube will not produce serious consequences, 
provided that the velocity of these positive ions does not exceed about 22 volts. How- 
ever, if the velocity is greater than this, progressive disintegration of the emitting 
surface occurs. Damage will occur even when the voltage drop exceeds the permissi- 
ble value for only a very small time. As a consequens, it is important that care be 
taken to arrange the circuit external to a gas tube so that the anode current in the tube 
is limited by the external circuit to a value safely below the cathode emission. 

In the practical use of hot-cathode gas rectifier tubes, the factors that must be con- 
sidered in selecting a particular tube are: (1) the allowable peak instantaneous space 
current; (2) the maximum average current that the tube is capable of handling; (3) the 
allowable peak inverse voltage. The allowable peak instantaneous current must be 
safely below the emitting possibilities of the cathode to ensure that at no time during 
life will the tube be subjected to operating conditions where the instantaneous voltage 
drop in the tube exceeds the ionization voltage. Every tube has a rated maximum 
average current that is appreciably less than the peak instantaneous current. This 


346 RADIO ENGINEERS’ HANDBOOK (Sec. 4 


rated average current should not be exceeded, since to do so will in general cause over- 
heating of the tube and greatly shortened life. The maximum inverse voltage applied 
to the anode is important, because even though when the anode is negative no space 
current flows, there is the possibility that an arc- 
back will occur through the gas if the inverse voltage 


30,000 HHHH is too high. 
Е 


An increase іп the bulb temperature of a hot- 





i cathode mercury-vapor tube causes the inverse 
$ 20,000 voltage at which arc-back occurs to decrease, as 
E indicated in Fig. 54. This same figure shows that 
ж the voltage drop in the tube increases аз the 
© 10000 temperature decreases. As a result of these charac- 


teristics, hot-cathode mercury-vapor rectifier tubes 
must be operated so that the temperature of the 
“40 6 80 100 07 W condensed mercury falls between certain limits. 
Condensed Marciry Temperah 15 S The highest temperature is determined by the 
Ambient Temperature °С, minimum allowable inverse breakdown voltage, 
Fre. 54.—Inverse breakdown while the lowest allowable operating temperature is 
voltage and voltage-drop varia- determined by the fact that the cathode disin- 
Ee a a d tegration potential must not be approached too 
у closely, and the fact that the ionization in the tube 

is inadequate if the gas pressure (5.е., temperature) is too low. 

Because the current that a gas rectifier can pass is limited only by the cathode 
emission, and not by space charge, as in an ordinary tube, every effort is made to 
obtain as high an emission as possible per watt of cathode heating power. The 
nearly complete annulment of space charge resulting from the action of positive ions 
makes it possible to use cathode structures that cannot be used in vacuum tubes. 
'Thus strongly curved surfaces, and even enelosures coated with emitting material, 
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(a) Filament types (b) Heater type 
Fig. 55.—Hot-cathode emitting structures. 


are permissible because the space-charge annulling positive ions are able to penetrate 
into these. This makes possible a higher thermal efficiency than is obtainable in 
vacuum tubes. Cathode structures may be either of the filamentary type or of the 
indirectly heated type. The filamentary type frequently makes use of a wide ribbon 
that is crimped and folded into a spiral to give a large emitting surface in a small 
volume, The indirectly heated type makes use of a heated cylinder placed within 
another cylinder, supported by vanes parallel to the axis. "The entire interior of the 
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structure is coated with emitting material, and the emitted electrons escape through 
the ends of the structure. All types of structures sometimes have surrounding heat 
shields of thin sheet metal to reduce the radiation by reflecting the heat back into the 
structure. Some typical emitting structures are shown in Fig. 55. 

It is necessary that the peak potential difference between the ends of the filament 
be not only less than the ionization potential of the gas, but also be less than the 
difference between the ionization potential and the disintegration potential. Other- 
wise ionization may be caused by the filament voltage, or ions may strike part of the 
emitter with energy in excess of that required to cause disintegration. 

A compromise must be effected between heater efficiency and heating time, since 
the more efficient the cathode is thermally the longer it takes to reach its operating 
temperature. In all cases it is necessary to bring the cathode to normal operating 
temperature before applying the plate potential in order to avoid damaging the 
emitting surface. Heating times range from 30 seconds in small tubes to many 
minutes for the larger structures. 

The nature of the current-voltage characteristics of gas tubes makes it virtually 
impossible to connect such tubes directly in parallel. This is because the operating 
part of the characteristic is so steep that a slight difference in the characteristics of 
two tubes would make a very large difference in the currents taken by the tubes, and 
the tube with the smaller voltage drop would take practically all the current. This 
difficulty can be circumvented by connecting resistors in series with the tubes before 
connecting them in parallel. 

18. Grid-controlled Gas Rectifiers (Thyratrons)..—Grid-controlled gas rectifier 
tubes, also known as thyratrons and as gas triodes, are used extensively in industrial 
control circuit applications. The grid-controlled gas rectifier tube can be considered 
as a hot-cathode gas rectifier tube in which there has been inserted a control electrode 
between cathode and plate. This control electrode serves a function analogous to 
that of the control grid of an ordinary vacuum tube, although structurally it may 
differ. 

The grid electrode is able only to initiate the flow of current, but once current flows 
the magnitude of the current is not influenced by the control electrode, and neither is 
this electrode able to stop the flow of current. The current can be stopped only by 
making the plate potential zero or negative for a short period of time. 

The characteristics associated with the control grid are briefly as follows. If the 
grid is considerably more negative than the cutoff value (5.е., the grid potential at 
which no electrons are attracted toward the anode), and then is gradually reduced, 
it is found that at the point where plate current would just start to flow if the tube 
contained no gas, the plate current suddenly jumps from zero to a high value. "This 
is a result of the fact that as soon as plate current begins to flow, positive ions are 
produced as a result of ionization by collision. Some of these are attracted toward 
the negative grid and surround it with a sheath of positive ions that neutralize the 
electrostatic effect of the grid, and so destroy its normal control action. At the same 
time, other positive ions are attracted toward the cathode and neutralize the space 
charge. Hence once ionization has started, there is no space charge to limit the cur- 
rent flow, and the control action of the grid has been lost. The anode current then is 
determined by the same factors that affect anode current in the hot-cathode gas recti- 
fier tube. 

The relations between the grid and plate potential at the moment of the initiation 
of the arc are similar to those which apply at cutoff ina vacuum triode. As the plate 
potential is made less positive, the grid potential must be made relatively more posi- 
tive to start the arc. The starting voltage characteristic of a typical thyratron is 

1A, W. Hull, Gas-filled Thermionic Tubes, Trans. А.Г.Е.Е., Vol. 47, p. 753, 1928. 
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Fig. 56.—Starting characteristics of a typical thyratron using mercury. 
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shown in Fig. 56. Over а large part of the characteristic it is seen that the ratio of 
positive plate potential to negative grid potential is nearly constant. This ratio is 
known as the “control ratio." | 

Although the grid loses control of the current when the arc has started, it may 
draw an appreciable current. This current tends to be a large negative current in the 
form of collected electrons when the grid is positive, the magnitude of the current 
rising rapidly with potential. When the grid is negative the current corresponds to a 
positive-ion current and tends to be small and nearly constant. Because of the possi- 
bility of large grid currents the grid must be protected by a series resistor in circuit 
applications. The resistor cannot, however, be too large or the voltage drop in it 
due to the current that does flow will interfere with the normal grid action. Some 
typical grid-current characteristics are shown in Fig. 57. 

The arc of a thyratron tube can only be extinguished by making the plate potential 
zero or negative for a sufficiently long period of time. This reduction of the plate 
potential stops the are because it prevents electrons from reaching the plate and 
causes them to be drawn back to the cathode while the positive ions are drawn back 
to the plate. The plate must be negative long enough for most of the positive ions to 
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be removed from the space between electrodes, for otherwise the grid is unable to 
regain control of the arc. The time it takes for the grid to regain control of the arc 
after the plate potential has been made negative is known as the deionization time. 
Although the time required to initiate the arc, the ionization time, is of the order of a 
few microseconds, the deionization time ranges from ten to 1,000 microseconds. Hence 
thyratrons cannot be used in applications calling for a repetition rate of more thar: 
about fifty kilocycles. 

The mode of operation of a thyratron tube makes it desirable to employ electrode 
structures and arrangements differmg greatly from those of a vacuum triode. Cath- 
odes are made similar to those used in gas rectifiers. The grid is frequently a nearly 
solid electrode surrounding the cathode, rather than a meshlike structure. Thus the 
usual “grid” is a cylinder having a diaphragm that separates the cathode from the plate, 
and that contains one or more large holes. The holes must be large enough so that 
they are not closed by the positive-ion sheath that forms about the grid after the initia- 
tion of the arc. The plate of the thyratron is usually just a simple disk that collects 
the electrons. It can be small because the low voltage drop in the tube results in a 
low plate heat dissipation. Some typical thyratron electrode structures are shown 
in Fig. 58. 
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Although the grid current in a typical gas triode may be only 50 microamperes or 
less, there are many applications in which even this much current prevents the use of a 
high-impedance device in the grid circuit. Grid currents may be reduced one hun- 
dredfold by the use of a screen-grid structure as shown in Fig. 59. In this the screen 
grid is placed next to the cathode, and the control grid is placed between the screen 
grid and plate. In this way the control-grid current is reduced to the point where 
the tube may be operated directly from a photocell. The other characteristics of the 
screen-grid thyratron are essentially the same as those of a three-electrode thyratron. 

The limitations of a thyratron are similar to those of a gas rectifier. Thus there 
is a certain peak current that should not be exceeded even instantaneously lest the 
cathode be bombarded with ions of sufficient energy to disintegrate it. Also, since 
the heating of the tube depends upon the average current because of the constancy 
of the voltage drop in the tube, there is a maximum allowable value of average current. 

The allowable inverse peak voltage depends upon the temperature of the tube and 
upon its internal construction. Since the pressure within the tube doubles with a 
rise of approximately 10°C, great care must be taken to see that the tube is not 
overheated. 

The designer must observe a number of precautions in order to keep the rated peak 
inverse voltage high. The electrode geometry must be such that high potential 
gradients within the tube are avoided. Residual gases in the tube other than the 
desired gas must be kept low. The electrode shapes should be such that the ionized 
region is confined as much as possible. This is necessary so that the positive ions 
removed on the first part of the negative half of the plate-voltage cycle will only have 
a short distance to go, for otherwise they may strike the plate with sufficient energy 
to produce emission, which will cause a flashback. 

19. Coid-cathode Tubes. Diodes.——The simplest cold-cathode tube is a diode 
containing neon or some other inert gas at a pressure of about 0.1 mm of mercury. 
There is no provision for control of the arc in a diode, 
and since the cathode is cold, the voltage drop is high, 
and the current density in the discharge is low. The 
voltage drop is determined by the gas pressure and the 
cathode material. The stability of the discharge is 






EH 


© aided by sputtering the cathode with metals of low work 
SA function, such as cerium, lathanium, and didymium, or 
$8 coating with partially reduced oxides of barium and 
© 






strontium. No combination of gas and cathode material 
that gives a stable discharge at less than 60 volts has 
been found. 
A small starting probe can be used as part of one 
electrode of the diode to give a high gradient region in 
which the discharge will start. As potential and current 
Fra, 60.—Current-volt- ате raised the glow will spread from the starting probe 
age characteristics of a ese К 
cold-cathode diode. until it covers the whole plate. Typical cold-cathode cur- 
rent-voltage characteristics are shown in Fig. 60. The 
striking voltage of the glow is a little higher than the normal tube drop. This is 
because an accumulative ionization will maintain the glow at a lower potential than 
that which is needed to initiate it. Cold-cathode diodes are operated in the part 
of the characteristic in which the voltage drop is substantially constant. If this 
voltage drop is exceeded the tube may be damaged because of excessive sputtering 
action at the cathode. 
Characteristics of some typical cold-cathode diodes are given in Table 7. These 
tubes have all been designed to be used as voltage regulators. 


L- 
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TABLE 7.—CHARACTERISTICS OF VOLTAGE-REGULATOR GAS-DISCHARGE TUBES 


Maximum | Operating | Igniting or 








Tube type current, voltage, striking 

ma volts voltage 
ЕСА: ОТ REPRE уай куб, 2 48-87 87 
RGA ЗТ о о ЛУК ао 50 90 125 
УЕ 5-80 ео: база odes duerme toss 30 75 105 
XR90-30:5. ro у ы аана 30 90 125 
VR105-80: 45. iced cec ее Ноа 30 105 137 
VRÍ50-80.....epbe ааба EE 30 150 180 
МЕ. 3130; llc nd bens deb Lao ed suben is 60 70 
T4-watt пеоп............................... 5 50-60 85 
3-watt пеоп........ ee eee 60 50-60 85 


In the VE series of tubes there is a correct polarity for the applied d-e voltage. Some 
neon lamps have current-limiting resistors in the base that must be removed for 
voltage-regulator application. The WE 313C has the greatest uniformity of charac- 
teristies from tube to tube; the neon lamps and the RCA 991 have the least uniform 
characteristics from tube to tube. 


--Anode 





Glass insulation . 
5 


477 Starting 
electrode 


~Cathode 


Fig. 61.—4 cold-cathode discharge tube with starter electrode. 


The principal uses of cold-cathode diodes are as voltage regulators, stroboscopic 
light sources, relaxation oscillators, polarity indicators, and surge-protection devices. 

Cold-cathode Triodes—-A control type of cold-cathode tube has been developed 
for use as a trigger tube, especially in carrier actuated cireuits.! This tube makes 
use of two fundamental principles. First, the breakdown potential between two 
electrodes depends upon their spacing, and second, the breakdown potential is lowered 
when ionization is present. Ionization is provided between cathode and a starter 
electrode placed close to it. The starter electrode is operated with a high resistance 
in series with it so that it carries little current, but the arc to it starts the main dis- 
charge to the anode, which is operated just below the starting potential corresponding 
to the cathode-anode spacing. 

The construction of such a tube is shown in Fig. 61. The cathode is a large flat 
disk electrode of nickel. The control or starter electrode is a wire ring close to the 
cathode. The anode is a short length of wire projecting from a glass tube, which, 
in turn, projects through the cathode and starter electrode. An alternative construc- 
tion that is also used in practice is similar, except that the cathode and starter elec- 
trodes are identical halves of a split disk. In either case, the cathode is coated with 

1 W, E. Bahls and С. Н. Thomas, A New Gas-filled Triode, Electronics, Vol. 11, p. 14, May, 1938; 
5. B. Ingrahm, Cold-eathode Gas-filled Tubes as Circuit Elements, Trans. A.I.E.E., Vol. 58, р. 342, 


July, 1939; C. N. Kimball, A New System of Remote Control, R.C.A. Rev., Vol. 2, p. 303, January, 
1938. 
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oxides of barium and strontium that are partially reduced to the metals in the evacu- 
ation process. 

Since a sputtering action is present while the tube is in operation, the metal is 
gradually used up and replaced by a further reduction of the oxide.! The tube 
accordingly has a definite life, which is determined by the rate at which the metal 
is used up, and so upon the time integral of the anode current. Cold-cathode triodes 
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Ето. 62.—Typical breakdown characteristics of cold-cathode triode such as is shown in 
Fig. 61. 


are designed to operate at low currents, and when possible the circuit атталгелепАв— 7 
should be such that the anode current flows as little as possible. 

Since there are three electrodes in a tube such as that of Fig. 61, any one electrode 
may act as the control electrode to control the discharge between the other two. 
As a result there are six possible conditions of current flow, the breakdown charac- 
teristics of which are indicated by the closed hexagonal curve of Fig. 62. Ordinarily 
only the section A of the curve is used. 

The chief uses of the cold-cathode triode are as a relay device, or trigger tube. 


1 The factors controlling life in cold-cathode tubes are well treated by G. Н. Rockwood, Current 
Rating and Life of Cold-cathode Tubes, Trans. A.I.E.E., Vol. 60, p. 901, September, 1941. 


SECTION 5 
VACUUM-TUBE AMPLIFIERS 


GENERAL CONCEPTS 


1. Classification of Ampliflers.—Amplifiers are classified in a variety of ways 
descriptive of their character and properties. One basis is according to the frequency 
range covered and leads to audio-frequency, video-frequency, radio-frequency, and 
direct-current amplifiers. Amplifiers are also classified as voltage or power amplifiers, 
according to whether the primary purpose is to develop voltage or power, respectively, 
in the output. 

Amplifiers are also often referred to as Class A, Class AB, Class B, linear, or Class 
C amplifiers, according to the method of adjusting the tube. A Class A amplifier is 
an amplifier in which the grid-bias and alternating grid voltages are such that plate 
current in the tube flows at all times. Again a Class AB amplifier is an amplifier in 
which the grid-bias and alternating grid voltages are such that plate current in 
the tube flows for appreciably more than half but less than the entire electrical 
cycle. A Class B amplifier is an amplifier in which the grid bias is approximately 
equal to the cutoff value so that the plate current is approximately zero when no 
exciting grid voltage is applied and so that plate current flows in the tube for 
approximately one-half of each cycle when an alternating grid voltage is applied. 
Class B amplifiers employing tuned load circuits are often referred to as linear ampli- 
fiers. A Class C amplifier is an amplifier in which the grid bias is appreciably greater 
than the cutoff value, so that the plate current in each tube is zero when no alternating 
grid voltage is applied and so that plate current in the tube flows for appreciably 
less than one-half of each cycle when an alternating grid voltage is applied.! The 
suffix 1 is sometimes added to indicate that grid current does not flow during any part 
of the cycle of input voltage, while the suffix 2 indicates that grid current flows during 
some part of the cycle; thus Class Аз means a Class A amplifier with sufficient 
exciting voltage to drive the grid positive. 

2. Distortion in Amplifiers.—The output of an amplifier may fail to reproduce the 
input as a result of frequency, amplitude (or nonlinear), and phase distortion. Fre- 
quency distortion occurs when different frequency components are not amplified 
equally. Amplitude (or nonlinear) distortion is the result of nonlinearity existing in 
either the grid-cathode or plate-cathode circuits of the tube, and causes frequencies 
to appear in the amplifier output that are not present in the voltage applied to 
the amplifier input. 

Phase Distortion and Delay Time.—Phase distortion occurs when the relative phases 
of the various components being amplified are not the same in the output as in the 
input. Phase distortion causes the output wave shape to differ from the wave shape 
of the applied signal, even though both may contain exactly the same frequency 
components in the same relative magnitudes. ‘The difference in phase between the 
output and input voltage for an individual frequency component being amplified 
can be expressed in terms of a time of transmission through the amplifier according 
to the relation 


Phase shift in radians = то + nr (1) 
1“ Standards on Electronics,” p. 7, Institute of Radio Engineers, 1938. 
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where о is 2r times frequency, т is an integer, and т a quantity having the dimension 
of time and termed the delay time. In order to avoid phase distortion, т must be the 
same for all frequencies; t.e., the curve of phase shift as a function of frequency must 
be a straight line passing through an integral multiple of т at zero frequency. Any 
departure from such a constant delay time represents phase distortion. 

3. Equivalent Amplifier Circuits.—The fundamental circuit of a vacuum-tube 
amplifier is shown in Fig. la. То a first-order approximation, the amplified current 
that flows in the plate circuit of such an amplifier tube having an amplification faetor 
р and transconductance gm can be calculated by replacing the plate-cathode circuit 
of the tube by an equivalent generator voltage ye, acting in series with the plate 
resistance of the tube. This arrangement can be referred to as the constant-voltage 
generator form by the equivalent plate circuit, and is shown in Fig. 1b. Ап alternative 
equivalent circuit is shown in Fig. 1c, in which the plate-cathode circuit of the tube is 
replaced by a constant-current generator supplying a current e;g, to a circuit consist- 





(a) Actual amplifier (b) Equivalent amplifier (с) Equivalent amplifier 
circuit circuit (constant voltage circuit (constant current 
generator form generator form) 


Fra. 1.—Actual and equivalent plate circuits of a vacuum-tube amplifier. In the 
constant-voltage form the current that is produced in the plate circuit by the signal eg 
acting on the grid is taken into account by postulating that the plate circuit can be replaced 
by an equivalent generator — ueg having an internal resistance equal to the plate resistance 
Rp. In the constant-current form the tube is considered as generating a current —gmeg 
that flows through the impedance formed by the plate resistance of the tube in parallel 
with the load resistance. These circuits apply to all types of tubes, including pentode, 
beam, and screen-grid tubes as well as triodes. 


ing of the plate resistance of the tube in parallel with the load resistance. This can 
be referred to as the constant-current generator form of the equivalent amplifier circuit. 
It expresses the same relation as the constant-voltage form, and leads to the same 
result as far as the load is concerned. 

The constant-current circuit is the most convenient to use in practical calculations 
when plate resistance of the tube is much higher than the load resistance, as is the 
case with pentode and beam tubes. The constant-voltage form is most convenient 
when the plate resistance is of the same order of magnitude or less than the load 
resistance, as is commonly the case with amplifiers using triode tubes. 


VOLTAGE AMPLIFIERS FOR AUDIO FREQUENCIES 


4. Resistance-coupled Audio-frequency Amplifiers.—The ordinary voltage ampli- 
fier of audio frequencies employs a pentode tube, in the plate circuit of which is a load 
impedance consisting of a resistance-capacity network, as shown in Fig. 2. 

Amplification as a Function of Frequency When the Screen and Cathode By-pass 
Condensers Are Very Large ——When the impedance in the screen and cathode circuits 
of a resistance-coupled amplifier can be neglected the amplification varies with fre- 
quency as shown in Fig. 3. The amplification at high frequencies falls off because of 
the shunting capacity represented by the plate-cathode capacity of the tube plus the 
input capacity of the tube to which the amplified voltage is applied, plus incidental 
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By-pass 
condenser 


(b) Exact equivalent circuit of (c) Simplified circuit accurate for 
amplifier intermediate frequencies 





(d) Simplified circuit accurate for (e) Simplified circuit accurate for 
low frequencies high-frequencies 

eg =signal voltage Cc = coupling or blocking condenser 

eo -amplified voltage Cp= plate-cathode tube capacity plus 

Rp = tube plate resistance stray wiring capacity to left 

Re = coupling resistance of coupling condenser 

Rgl = grid- leak resistance Со= stray wiring capacity to right 

Re = bias resistance of coupling condenser plus 

Rs = voltage dropping resistor input capacity of tube or other 
for screen load to which voltage is de- 

' 9m = mutual conductance of tube livered . 

Cz = bias by-pass condenser С5= Cp *Cq = total shunting capacity 


Csg = screen by-pass condenser 


Fra. 2.—Cireuit of a resistance-coupled amplifier employing a pentode tube, together 
with equivalent plate circuits useful in making amplifier calculations, assuming large screen 
and bias by-pass condensers. 


Relative Voltage Amplification 


10 100 1000 10,000 100,000 
Frequency 


Fra. 3. 





Variation of amplification with frequency in a typical resistance-coupled amplifier 
with large screen and bias by-pass condensers. 
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capacity from the wiring. The falling off at low frequencies is caused by the loss of 
voltage in the coupling condenser C.. 

The amplification characteristic can be calculated with the aid of the equivalent 
plate circuit of Fig. 2b. ‘This can be simplified in ordinary amplifiers by taking advan- 
tage of the fact that the coupling condenser С. has negligible effect except at quite 
low frequencies, while the shunting capacities have negligible effect except at high 
frequeneies.! This results in the equivalent circuits of Figs. 2c to 2e, each of which is 
applicable to a limited part of the frequency range. 

In the middle range of frequencies, the amplification is maximum and depends 
only upon the transconductance of the tube and the equivalent resistance Reg 
formed by plate, coupling, and grid-leak resistances, all in parallel, according to the 
equation 

Mid-frequency amplification = gnReq (2) 
Re 


В. , Be 
TTE 


Ра = transconductance of amplifier tube, mhos. 


where Re = 


With pentode tubes the plate resistance is very much higher than the remaining 
resistances involved in Reg so that the amplification is given with good accuracy by 
the simplified equation 


Mid-frequency ampli- 
fication (approximate) 





- Re (3) 
1+ — 
Ви 
In this middle-frequency range there is negligible phase shift other than a phase 
reversal produced as a result of the way in which the tube operates. 
At low frequencies the amplification is 


Amplification at | 


| = 9» Re 








low frequencies f _ 1 (4) 
Amplification in | а 1—j fi 
middle range 1 f 
where f = actual frequency. 
fi = 1/2*С.В (5) 
= frequency at which the reactance of С. equals the resistance 
Rf[=Rat Re Б formed by grid leak in series with the combination 
1+ 
р 


of plate and coupling resistances in parallel. 

Under all ordinary conditions with pentodes, Rp > > В. and it is permissible to take 
R = R, + Ra. The extent to which the amplification falls off at low frequencies is 
determined by the ratio of the coupling condenser reactance to the equivalent resistance R 
formed by combining the grid leak in series with the parallel combination of coupling 
resistance and plate resistance. The output falls to 70.7 per cent (—3 db) of the mid- 
frequency amplification at the frequency fi for which this reactance equals the equivalent 
resistance R. The falling off in amplification and the phase shift produced at low 
frequencies relative to the mid-frequency conditions are given in Fig. 4. 


1 Analysis of the rather infrequently encountered case where this does not hold true is given by 
David C. G. Luck, A Simplified General Method for Resistance-capacity Coupled Amplifier Design, 
Proc. I.R.E., Vol. 20, p. 1401, August, 1932; Westley F. Curtis, The Limitations of Resistance-coupled 
Amplification, Proc. I.R.E., Vol. 24, p. 1230, September, 1936. 
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Fig. 4.— Universal amplification curve showing the falling off in amplification and the 
phase shift that occurs in a resistance-coupled amplifier at high and low frequencies when 
the screen and bias by-pass condensers have negligible effect. 


The relative amplification at high frequencies is 


Amplification at | 





high frequencies $ _ 1 (6) 
Amplification in 1+] f 
middle range 1 fe 


where f = actual frequency. 

7: 1/2rC, Reg (7) 
frequency at which the reactance of the shunting condenser С, equals the 
equivalent resistance E, formed by plate, grid-leak, and coupling resist- 
ances, all in parallel. 

The extent to which the amplification falls off at high frequencies is determined by the ratio 
that the reactance of the shunting capacity C; bears to the equivalent resistance obtained 
by combining coupling resistance, grid-leak resistance, and plate resistance all in parallel. 
The loss in amplification at high frequencies can be conveniently estimated by the fact 


1 


li 
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that the magnitude is 70.7 per cent (—3 db) of the mid-frequency amplification at the 
frequency fı for which the reactance of the shunting capacity equals the equivalent resistance 
Req. The relative amplification and phase shift are given in Fig. 4. 

Effect of Impedance in the Screen-grid Circuit. —Resistance-coupled amplifiers 
employing pentode tubes normally obtain the screen voltage from the plate-supply 
voltage by means of a voltage dropping resistance R, by-passed to the cathode by 
condenser C.p as shown in Fig. 2a. Such an arrangement introduces an impedance 
in the screen-grid circuit that modifies the amplification, particularly at low fre- 
quencies, where the impedance is large. The effect is to reduce the output voltage, 
and shift its phase by the factor!? 














pm 
Actual output voltage _1+К 7 fa 8) 
Output voltage with zero} ' — f ( 
impedance in sereen 1+] fs 
circuit 
Rs dynamic resistance of screen circuit of tube 
where K = = < z . 
Р, screen dropping resistance 
f = actual frequency. 
josie 
бб 
= frequency at which reactance of С equals resistance (9) 


formed by А, and Rs in parallel. 
The magnitude and phase of the factor given by Eq. (8) are plotted in Fig. 5. 

Effect of Bias Impedance.—The usual voltage amplifier obtains the grid bias by 
means of a resistance-condenser combination between cathode and ground, as shown 
by C;R; in Fig. 2a. This arrangement introduces an appreciable impedance in the 
cathode circuit at low frequencies, and since the amplified plate current must flow 
through this impedance, a voltage drop is produced that causes an additional voltage 
to be applied between grid and cathode. This reduces the amplification and also 
introduces an additional phase shift. The magnitude of the effect is given by? 





Actual output voltage —  _ 1 = 1 (10) 
Output voltage with = 1+ gnR;8 1-+ЕфһЁул8 
zero bias impedance ef 
Я 
fa 
where 8 = factor given by Eq. (8) and Fig. 5. 
TEN 
Е f 
144 
+ Я 
gm = transconductance of the tube. 
Ry = bias resistance. 
/ = actual frequency. 
fa = 1/2тС,Ю; = frequency at which reactance of С; equals bias resistance Ry. 


1 This equation assumes that the pentode tube is operated under conditions such that the division 
of the total space current between the plate and screen is not affected by the plate voltage, a condition 
realized under ordinary conditions. For further details, see F. E. Terman, W. R. Hewlett, C. W. 
Palmer, W. Y. Pan, Calculation and Design of Resistance-coupled Amplifiers Using Pentode Tubes, 
Trans. A.I.E.E., Vol. 59, p. 879, 1940. 

2 Values of Rs; are not yet given by the tube manufacturers, but can be approximated with sufficient 
accuracy for most occasions by assuming the ratio of screen resistance to plate resistance obtained 
when the tube is converted to a triode by connecting plate and screen together at the screen potential, 
is the ratio of total space current to screen current (usually about five). 

з See Terman, Hewlett, Palmer, and Pan, loc. cit. 

Equation (10) assumes that the a-c current flowing in the screen circuit all flows to the cathode 
through condenser Cs, a condition closely realized in practice. 
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It is to be noted that the effect of the bias impedance in reducing amplification is 
affected not only by the bias impedance itself but also by the impedance in the screen 
circuit. This is in addition to the effect of the screen circuit impedance as given by 
Eq. (8) and Fig. 5. 

In the case where the screen circuit impedance has negligible effect (5.е., when 
B = 1/0°), the effect of the bias impedance is given by Fig. 6. Results in the more 


general case can be readily obtained by the use of Figs. 5, 7, and 8. The first of these 


figures gives the factor 8, and the second gives the factor 7. From these one can 
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Fra. 5.—Curves giving falling off and phase shift in output voltage at low frequencies in - 
a resistance-coupled amplifier as a result of a finite screen-cathode by-pass condenser, for 
various values of K. 


form Rgmnf, then use Fig. 8 to give y = 1/(1 + Rygmn8). Note that the magnitudes 
in all these figures are given in db below unity voltage ratio, so that in forming 
Е „лв, one simply adds the corresponding db values from Figs. 5 and 7 and the db 
value of Rygm above unity (20 log (Rygm) = db) to get the db magnitude (Rysgm)n 3, 
and adds angles of В and эу to get the angle of (Rgm)n8. 

Calculation of Actual Amplification Curve.—The actual amplification curve of an 
ordinary resistance-coupled amplifier such as is shown in Fig. 9 can be readily calcu- 
lated by using Eq. (2) and Figs. 4, 5, 7, and 8, as illustrated by the following example: 


Calculetion of the Response and Phase Shift of the Amplifier Having the Constants of Fig. 9, 
as а Function of Frequency.—The amplification in the mid-frequency range is, aecording to Eq. (2), 
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Fig. 6.— Curves giving loss in amplification and phase shift of output voltage occurring 
at low frequencies in a resistance-coupled amplifier as a result of a resistance-condenser 
bias impedance RyC; for the case where the screen-circuit impedance has negligible effect 
upon the amplification, for various values of Rygm. 
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Fia. 7.—Magnitude and phase of factor y for use in Fig. 8. 
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644 X 10-Х 250,000 = 161. The —3 db point on the high-frequency response occurs at a fre- 
quency f» =1/(2r X 20 X 10-1? X 250,000) = 32,000 cycles; the corresponding point fi at low fre- 
quencies, assuming perfect by-passing, is fi = 1/(2т X 0.0025 X 1075 X 105) = 64 cycles. The response 
and phase-shift characteristic for the case of perfect by-passing is then readily obtained with the aid of 
Fig. 4, and is indicated by curve a of Fig. 9. 

Considering next the modifying effect of the impedance in the screen-grid circuit, one has 
К = 125,000/2,400,000 = 0.052, fs = 1.052/(2т X 0.04 X 10-5 X 125,000) = 34cycles. 'Theloss 
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Ето. 8.—Curves from which the loss in gain and phase shift of output at low frequencies 
resulting from resistance-condenser bias impedance В;С; сап be calculated in a resistance- 
coupled amplifier for the general case where both screen and bias impedances are of 
importance. 


of gain and phase shift that is caused by the impedance in the screen circuit is now readily obtained 
from Fig. 5 and gives the results shown by curve b of Fig. 9. Finally considering the bias impedance. 
fa = 1/(2r X 4.2 X 1075 1,700) = 22 cycles, and Rysgm = 1,700 X 644 X 10-5 = 1,095, or 
20 logie 1.095 = 0.8 db above unity. The corresponding effects are now obtained by using Figs, 5, 
7, and 8, and are shown by curve c in Fig. 9. 

The total falling off and phase shift in the amplification at low frequencies are then the sum d of 
curves а, 6, and c of Fig. 9. 
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Nonlinear Distortion.—The output voltage obtainable from a resistance-coupled 
amplifier is limited by the fact that amplitude distortion is proportionately greater as 
the applied signal is increased. In particular, the distortion increases very rapidly 
when the output exceeds a critical value determined by the conditions of operation. 
Avoidance of excessive amplitude distortion requires that the instantaneous plate 
current never reach zero during the negative half cycle of the applied voltage and that, 
similarly, on the positive half cycle the instantaneous potential at the plate of the 
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| Fig. 9.—Amplification characteristics of a typical resistance-coupled amplifier, showing 
how the coupling condenser and the bias and screen impedances contribute to the falling 
off and phase shift of the output voltage at low frequencies. 


tube never drops low enough to permit the formation of a virtual cathode in the vicinity 
of the suppressor grid. It is also necessary that the grid bias be sufficiently negative 
so that grid current will not be drawn at the positive peak of the applied signal. In 
terms of operating conditions, these requirements mean that (1) the peak alternating 
current Гос that is available to develop voltage across the coupling resistance Е. and 
grid resistance Ви is slightly less than the direct plate current Ге; (2) the minimum 
potential Ey — Га. — IacRz reached by the plate during the cycle must exceed the 
plate potential at which a virtual cathode forms with а space current of Га + Tacs 
where E, is the plate-supply voltage and Rz is the load resistance formed by Вс and Ra 
in parallel; (3) the bias voltage must exceed the peak signal amplitude by at least 


Par. 4] VACUUM-TUBE AMPLIFIERS 363 


1 volt. If any of these restrictions are violated, flattening of one peak or both peaks 
of the output wave will occur, with consequent excessive distortion. 

Methods of analyzing the distortion obtained in a particular case are given in 
Par. 24. 

Design Procedure for Obtaining Maximum Gain in Ordinary Resistance-coupled 
Amplifiers.—In the design of an ordinary resistance-coupled amplifier, it is necessary 
to compromise between the desirability, on the one hand, of high gain and, on the 
other hand, of being able to obtain a large output voltage without excessive distortion 
with a reasonably high gain. It is accordingly necessary to distinguish between 
designs in which the objective is maximum amplification over the required frequency 
range without consideration being given to the amount of undistorted output voltage 
available and designs in which the primary object is to obtain a large output voltage 
without excessive distortion. 

The relations governing the amplification of a resistance-coupled amplifier using 
a pentode tube are incorporated in the equation 


por (Ey 
Mid-range amplification = nK"Es; "^ Ви" ee (12) 
pe 


Ки 


where n and К are constants in the equation 4, = К (ғ, + =) , Ha is the voltage 
sg 


drop of 4-с plate current in coupling resistance R., and Ви and Re are the grid-leak 
and coupling resistances, respectively. Equation (12) assumes that the plate resist- 
ance can be taken as infinity and that the plate voltage is great enough to prevent the 
formation of a virtual cathode near the suppressor. These conditions are satisfactorily 
realized with normal operating conditions. 

From Eq. (12) it is apparent that with a given plate-supply voltage and coupling 
resistance, the amplification will be maximum when the largest possible fraction of 
the supply voltage is used up as drop in the coupling resistance. Also it can be 
deduced from Eq. (12) that with a given E; and grid-leak resistance Ви, the voltage 
gain is maximum when 


Rp = Ra 


cd (12a) 


Е.„\" 


Иза 


Under 





where n is the exponent of the space current equation 7p = К (5. + 


practical conditions this exponent ranges from about 1.5 for operation with rated plate 
current to something over 2 when the plate current is quite small. The coupling 
resistance for maximum gain is accordingly approximately equal to the grid-leak 
resistance, with the gain not being very critical with respect to the ratio R./Rg. 
Design for maximum amplification in an ordinary resistance-coupled amplifier is 
carried out as follows: The grid-leak resistance is first chosen as the highest resistance 
that can be safely placed in the grid circuit of the following tube (see Sec. 4, Par. 18). 
The coupling resistance №, (see Fig. 2) is then made equal to the grid-leak resistance, 
and the high frequency f; giving 70.7 per cent response in Eq. (6) calculated on the 
basis of an estimated shunting capacity. If this frequency is lower than desired, the 
coupling resistance №, should be reduced to the value that will give the desired charac- 
teristic, and the resulting loss in gain accepted as the price required to obtain the 
desired high-frequency characteristic. The coupling condenser C, is now chosen to 
give the desired low-frequency response [5.е., a suitable value of fı in Eq. (4)]. The 


1See Terman, Hewlett, Palmer, and Pan, loc. cit, 
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low-frequency response should never be made any better than necessary, since other- 
wise trouble from motorboating may occur. A convenient grid bias, normally a few 
volts,! is now chosen, and a screen potential is then selected such that with the pre- 
ceding coupling resistance, the potential at the plate of the tube will be approximately 
20 per cent of the plate-supply voltage. These electrode voltages determine the 
Screen and space current, which in turn fix the bias resistor Ry and screen dropping 
resistor R, required. The screen by-pass condenser Cg is next selected so that fs in 
Eq. (8) coincides with fi, provided a sharp low-frequency cutoff is desired. If, on 
the other hand, the low-frequency cutoff should not be sharp, or if the phase shift at 
low frequencies is to be minimized, then С», should be large so that fs < < fi. Finally, 
the cathode by-pass condenser C; is selected so that f4 in Eq. (9) is not greater 
than fs, provided sharp cutoff is desired, or so that f4 < < fi if minimum phase shift 
at low frequencies is important. 

The foregoing procedure gives the maximum possible gain combined with the 
required high- and low-frequency response characteristics, either with or without 
sharp low-frequency cutoff as required. The output voltage is, however, limited to 
relatively small values because of the low d-c potential at the plate of the tube. 

Design Procedure for Obtaining Maximum Output Voltage in Ordinary Resistance- 
coupled Amplifiers.—When it is important to obtain a large output voltage without 
excessive distortion, the design for maximum gain should be modified so that the 
coupling resistance does not exceed the grid-leak resistance, and the bias and screen 
potentials should be readjusted to reduce the plate current so that the direct-current 
voltage drop Ea in the coupling resistance Ке is approximately 


ta 

Voltage drop in | x DONE Ел 
-coupling resistance | — Ha = (1 —т) 2 Je En (13) 

tRy 

9 


is independent of plate voltage when plate 
current is twice the d-c value 
В Ев 
The corresponding peak output voltage obtainable without excessive distortion is 
approximately 1 


feria plate potential at which plate 2 





where r — 


Peak a-c output | _ (1 — r) 
voltage | hg Е, Ез ач) 

2+5- 

Ел 


The output voltage obtainable is seen to be proportional to Hz and to decrease with 
RE; Eg. 

The practical procedure for obtaining maximum output voltage is to start with 
the highest permissible value of Ёш and select a coupling resistance Re that makes 
R,/Rq а reasonable compromise between maximum gain and maximum power output. 
Usual values are in the range 0.2 to 0.5, corresponding to 91 and 80 per cent, respec- 
tively, of the maximum possible output voltage. A value of r of the order of 0.1 to 
0.2 is then assumed and tne plate current adjusted so that the voltage drop in this 
coupling resistance will satisfy Eq. (13). The curves of Fig. 10 give the results of 
Eqs. (13) and (14) graphically. Under practical conditions it is apparent that the 
peak output voltage obtainable is roughly 0.85Ёв and that the proper voltage drop 
in the coupling resistance will approximate 0.5E s. 


1In battery-operated tubes, the tube is often operated with zero bias and a very high grid-leak 
resistance (5 to 10 megohms). 


Par. 4] VACUUM-TUBE AMPLIFIERS 365 


A comparison of the amplification obtained when the amplifier is designed for 
maximum gain as contrasted with the design for large voltage output shows that in 
the former case the voltage amplification is about one-third greater. 

Effect оў Plate-supply Voltage and Grid-leak Resistance on Amplification —Exami- 
nation of Eq. (12) shows that for a fixed value of R./R,», the gain is proportional to 
E,-»/ (and hence to Eg-9/7), and also о E^. In practice, this means that 
the amplification obtainable from a resistance-coupled amplifier, irrespective of 
whether designed for maximum gain or large output voltage, can be expected to be 
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(b) Maximum peak a-c voltage Eo 
assuming proper Eg 
Fic. 10.—Curves giving the maximum output voltage obtainable from resistance-coupled 
amplifiers, and also the value of Ед required for maximum output. 
proportional to something between the square root and cube root of the plate-supply 
voltage and between the square root and 24 power of the grid-leak resistance. 

Miscellaneous Design Considerations.—Examples of designs recommended by 
tube manufacturers as suitable for audio-frequency work are given in Table 1.1 These 
are proportioned with the main emphasis on large output voltage and sharp low- 
frequency cutoff. 

The amplification and the output voltage obtainable both increase with plate- 
supply potential up to the point where with normal rated d-c plate current and the 
proper coupling resistance the d-c voltage at the plate of the tube equals the rated 
plate voltage. 

The falling off in gain at high frequencies is determined by the equivalent resist- 
ance formed by the coupling and grid-leak resistances in parallel in relation to the 
shunting capacities. Since these shunting capacities are fixed, they fix the maximum 

i These designs are from the RCA Radiotron tube manual. 
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coupling resistance that can be used to give a desired frequency range. When 
extremely wide frequency bands are required, the coupling resistance must be lower 
than the optimum value for either maximum output voltage or maximum amplifi- 
cation. The loss resulting from somewhat less than optimum coupling resistance is 
not particularly great, however, since the plate current can be increased as the resist- 
ance is reduced, thereby obtaining partial compensation for the lowered impedance. 

The character of the response at low frequencies can be controlled over wide limits 
by the amplifier circuit proportions. A very sharp cutoff at low frequencies accom- 
panied by a large phase shift results when the critical frequencies fı and f; coin- 
cide, and f, X fı with Rygm approximating unity. On the other hand, a gradual low- 
frequency cutoff with less pronounced phase shifts is obtained when f; and f, are less 
than fi (7.e., when the screen and bias by-pass condensers аге larger). Examples of 
some of the characteristics that can be obtained are shown in Fig. 11. 

In ordinary amplifiers it is usually desirable to have the low-frequency response 
no better than absolutely necessary, with the sharpest possible cutoff. In this way 
motorboating and regeneration troubles are minimized. The main exception to this is 
in feedback amplifiers, where the sharp cutoff is to be avoided because it introduces 
additional phase shifts. 

Amplifiers for special purposes are sometimes required to amplify down to only 
a few cycles. Such requirements can be most easily met by using some other biasing 
system than self-bias and by deriving the screen voltage from a voltage divider of low 
impedance. The low-frequency response is then determined by the coupling con- 
denser C, in accordance with Eq. (4), and is better in proportion to Ce. "The largest 
capacity that can be used and hence the best low-frequency response obtainable is 
limited by the leakage resistance of the condenser. If the condenser is very large, 
or the dielectric poor, the leakage current will be sufficient to produce an appreciable 
voltage across the grid-leak resistance and bias the grid of the next stage of amplifica- 
tion positively. Further discussion on the amplification of very low frequencies is 
given below in Par. 6. 

The coupling resistors used in amplifier stages operating at low signal levels must 
be of a type that generates relatively little “noise” voltage when carrying the d-c 
plate current. Otherwise the signal-to-noise ratio of the amplifier output will be poor. 
Wire-wound resistors and certain special cemposition and film types are suitable, 
while ordinary carbon resistors have rather poor noise characteristics (Par. 26). 

The tubes used in resistance-coupled amplifiers are normally sharp cutoff general- 
purpose pentodes, having a rated 4-с plate current of several milliamperes. 

Resistance-coupled Amplifiers Using Triode T'ubes.—Triode tubes are occasionally 
used in resistance-coupled amplifiers. Such tubes have the disadvantage of less 
amplifieation than pentodes and also offer higher input capacity to the preceding 
stage (see Par. 25 below). The chief advantage of using triode tubes is that the 
amplitude distortion is less when large voltages are being developed. 

In designing triode resistance-coupled amplifiers, the coupling resistance is 
normally chosen so that the 4-с drop in it is about one-third to one-half of the plate- 
supply voltage. The coupling condenser and grid-leak resistance are determined 
exactly as in the case of pentode tubes. A tube having a high amplification factor 
must be used if appreciable gain is desired, since the gain can never exceed the amplifi- 
cation factor. 

Typical designs for resistance-coupled amplifiers employing triode tubes are shown 
in Table 1. 

b. Transformer-coupled Audio-frequency Amplifiers.—In the transformer-coupled 
amplifier the load impedance in the plate circuit of the tube is supplied by a step-up 
transformer that delivers its secondary voltage to the grid of another amplifier tube, 
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as shown in Fig. 12a. The amplifier tube exciting the transformer is ordinarily a 
triode having a plate resistance of the order of 10,000 ohms and a 4-с plate current 
of a few milliamperes. 

Equivalent Circuit and Frequency Response Characteristics of Transformer-coupled 
Amplifier —The exact equivalent plate circuit of a transformer-coupled amplifier is 
shown in Fig. 12b and is quite complicated. It can, however, be simplified, as shown 
in Fig. 12c, without introducing appreciable error, by neglecting primary capacity 
and hysteresis loss, replacing the interwinding capacity by suitable capacity across 
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Ега. 11.—Examples of amplification characteristics that can be obtained in resistance- 
coupled amplifiers at low frequencies by various circuit proportions. 


ihe secondary, lumping the primary resistance with the plate resistance of the tube, 
neglecting the eddy-current resistance,! and reducing to unity turnratio. Still further 
simplifications are possible by considering only a limited range of frequencies at a time, 
as shown at (d), (е), and (f). 


1 The effect of eddy-current resistance Re can be taken into account by using for Rp and д values 
slightly lower than those actually given by the tube, according to the relations 


Effective и when Re is } actual actual р of tube = tube 
taken into account Е 
1 +2 == 
Effective Rp when Reis actual к of Rp 
taken into account T 


Rp 
1 + в, 
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The output voltage of a transformer-coupled amplifier can be calculated by the 
equivalent circuits of Fig. 12, with the use of the following equations: 





Amplification in middle 
р = un (17) 
range of frequencies 
Amplification at low frequencies _ 1 18 
Amplification in middle range — am (18) 
f 
Amplification at high frequencies 1 (19) 








Amplification in middle range 1 
£ T a-y) +i% 
Qo 
where fı = E/,/2xL, = frequency at which resistance of primary incrementa) 
inductance L, equals effective plate resistance Ry. 
actual frequency 





7 = series resonant frequency of C, and L, 
wL eer : А У 
Qo = RoR, = circuit Q at frequency for which C, and Г, are in series 
р р 
resonance. 


The variation in relative amplification at high and low frequencies, as given by 
Eqs. (18) and (19), is shown graphically in Fig. 13. At low frequencies there is a 
falling off in amplification because of insufficient primary inductance, with the gain 
being 70.7 per cent (—3 db) of the mid-frequency gain at the frequency fı, for which the 
reactance of the primary incremental inductance 2xf Lp equals the effective plate resistance 
Ry At high frequencies the behavior is controlled by the action of the equivalent 
secondary capacity С, resonating with the leakage inductance of the transformer. 
The frequency at which the equivalent shunt capacity (i.e., actual distributed second- 
ary capacity plus capacity of tube connected to secondary) is in series resonance with 
the leakage inductance of the transformer fixes the high-frequency limit of the trans- 
former, as the gain falls well below the mid-frequency value at frequencies from 25 to 
50 per cent greater than this resonant frequency. The Q of the resonant circuit 
formed by the shunting capacity, leakage inductance, and plate resistance (designated 
by Qo in Fig. 13) determines the character of the high-frequency response. The 
amplification is most nearly uniform for Qo = 0.8, with higher values resulting in a 
high-frequency peak, and lower values in a drooping curve. 

Transformer Characteristics——The characteristics desired in an audio-frequency 
transformer are high primary incremental inductance to give good low-frequency 
response, high step-up ratio to give large amplification, and low leakage inductance 
and low distributed capacity to extend the response to high frequencies. 

The common audio transformer employs a silicon steel core with a small air gap 
such as to give maximum incremental primary inductance with the normal d-c plate 
current of the tube passing through the primary. The primary and secondary are 
layer-wound, with the secondary on the outside. The turn ratio is commonly two 
to four, and the 70.7 per cent (—3 db) point for low frequencies is of the order of 40 
to 100 cycles. The high-frequency response will depend upon whether or not the 
primary and secondary are interleaved and upon the way the interleaving is done. 
Relatively uniform response can be readily obtained up to 10,000 to 20,000 cycles. 
In general, the greater the high-frequency range the lower will be the step-up ratio 
and the less the gain. 

The use of core material of high permeability, such as permalloy, increases the 
frequency range obtainable in a given physical size, or permits the use of a physically 
smaller transformer for a given range. Alloy cores are desirable where weight is a 
factor or where the frequency range is great. 
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The characteristics of audio-frequency transformers can be calculated with reason- 
able accuracy by the method described in Sec. 2, Par. 25. The characteristics can 
also be measured experimentally as described in Par. 34, Sec. 13. 





(a) Circuit of transfor mer-coupled (b) Exact equivalent circuit of trans- 
amplifier former- coupled amplifier 





(c) Practical equivalent circuit of (d) Simplified equivalent circuit 
transformer -coupled amplifier accurate for middle range of 
reduced to unity turn raHo frequencies 





(e) Simplified equivalent circuit (f) Simplified equivalent circuit 
accurate at low frequencies accurate at high frequencies 
Rp= Plate resistance of tube С$= Secondary distributed capacity 
Rc = 0-с resistance of primary Cp= Capacity in shunt with primary 
Lp = Primary leakage inductance (tube plus transformer capacity) 
Re = Resistance representing eddy Cm= Capacity between primary and 
current loss secondary windings of the 
Ry? Resistance representing transformer 
hysteresis loss Cg= Input capacity of tube to which 
Lpz Incremental primary voltage e, is delivered 
inductance Rg= Input resistance of tube to which 
R5= Resistance of secondary voltage ео is delivered 
, ,Winding n = Ratio of secondary to primary turns 
Ls = Secondary leakage д = Amplification factor of tube 
inductance 


Ls = Lp tUs/n2=tatal leakage 
inductance referred to 
primary -side 


Кто. 12.— Circuit of a transformer-coupled amplifier, together with exact and approximate 
equivalent plate circuits. 


Miscellaneous Considerations.—For any given transformer there is a particular 
value of plate resistance that gives the most uniform amplification characteristic. 
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If the plate resistance is higher, the response falls off excessively at both high and low 
frequencies, while if the resistance is too low, the response is excellent at low fre- 
quencies but peaked at high frequencies. "The proper plate resistance can be obtained 
by adjusting the bias of the amplifier tube. 

Pentode tubes can be used with transformer-coupled amplifiers provided a resist- 
ance is shunted across the primary of the transformer. By making this shunting 
resistanee equal to the plate resistance of the triode tube with which the transformer 
was designed to operate, the frequency response characteristic is exactly the same as 
with the corresponding triode, and the amplifications in the two cases will be the same 
if the transconductance of the pentode is the same as that of the triode. 

Transformer-coupled amplifiers are sometimes operated with a resistance shunted 
across the transformer secondary. This improves the relative response at low fre- 
quencies, reduces the relative response at high frequencies, and lowers the absolute 
magnitude of the amplification. The chief use of such a resistance is to eliminate 
the high-frequency peak that results when a transformer is associated with a plate 
resistance that is too low.! 

Uses of Transformer-coupled Amplifiers.—Transformer coupling is more expensive, 
gives less gain, and has poorer frequency response than obtainable with resistance 
coupling. Its use is accordingly limited to special cireumstances where resistance 
coupling is not entirely suitable. The most important applications of transformer 
' coupling are in the excitation of a push-pull amplifier from a single-ended amplifier 
stage, and in cases where the d-c resistance in the grid circuit of the tube being excited 
must be low because of grid current, or because of danger of blocking (Par. 13, Sec. 4). 

6. Miscellaneous Coupling Systems for Audio-frequency Voltage Amplifiers.— 
Although most audio-frequency voltage amplifiers use either resistance or transformer 
coupling, other coupling methods can be employed, and some have advantages. The 
most important of these miscellaneous systems are described below. 

Impedance Coupling.—In this type of coupling the coupling resistance of ordinary 
resistance coupling is replaced by an inductance, as illustrated in Fig. 14a. This 
arrangement gives the same shape of curve of response as does resistance coupling 
in the usual case when the coupling condenser C, is large enough that its reactance 
is not an important factor in the useful frequency range. The response at low fre- 
quencies then falls to 70.7 per cent of the mid-frequency value at the frequency for 
which the reactance of the coupling inductance Г». equals the resistance formed by 
grid leak and plate resistance in parallel. The corresponding high-frequency point 
is at the frequency for which the reactance of the shunting capacities equals the same 
equivalent resistance. The mid-frequency gain in the case of triodes approximates 
the amplification factor of the tube, while with pentode tubes, it is equal to the trans- 
conductance times the equivalent resistance of grid leak and plate resistance in parallel. 

Transformer Coupling with Shunt (Parallel) Feed.—This arrangement, shown in 
Fig. 14b, employs an inductance-capacity combination L.C, that prevents direct 
current from flowing through the primary of the coupling transformer. The response 
obtained from such an arrangement at high frequencies is exactly the same as with 
ordinary transformer coupling using the same transformer and tube. At low fre- 
quencies, however, the response may be either peaked, flat, or drooping, according to 
the circuit proportions, as shown in the figure. A substantially flat response can be 
obtained down to the frequency fo, at which 2rfoLp equals the plate resistance of the 
tube. This is done by selecting a value of condenser C, that will resonate with the 


1 Methods of analyzing and designing transformer-coupled amplifiers with resistance shunted 
across the secondary are discussed by Paul W. Klipsch, Design of Audio Frequency Amplifier Circuits 
Using Transformers, Proc. I.R.E., Vol. 24, p. 219, February, 1936. 

2 The inductance Le carrying the direct current in such a combination is sometimes referred to as 
a retard coil. 
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primary inductance Lp of the transformer at this frequency and at the same time by 
using a coupling inductance Le that is at least 50 per cent greater than the primary 
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Fra. 13.— Universal amplification curve of transformer-coupled amplifier, giving the 

relative amplification and phase-shift characteristics. 


(Lead) Relative Phase Angle (Lag) 
g 


inductance of the transformer. A smaller coupling capacity C. gives a peaked 
response at low frequencies, while a very large capacity gives a falling off at low 
frequencies corresponding to that obtained with simple transformer coupling when the 
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primary inductance of the transformer is the equivalent inductance formed by Lp and 
Ге in parallel. 

Transformer coupling with shunt feed is capable of giving a better frequency 
response than simple transformer coupling, provided that the transformer is designed 
especially for this type of operation. By eliminating the direct current from the 
transformer primary, it is possible to assemble the transformer core with the minimum 
possible air gap and also, if desired, to use alloy core material having extremely high 
permeability. The result is sufficient increase in primary inductance to more than 
make up for the shunting inductance of the retard coil, with the added advantage of 
being able to control the character of the low-frequency response through the size of 
the condenser Ce. At the same time, the presence of the retard coil Le and the 
increased primary inductance do not айс: either the leakage reactance or the dis- 
tributed capacity of the transformer. The improved low-frequency response is hence 
obtained without affecting the behavior at high frequencies. 

Resistance Coupling with Grid Choke.—In this arrangement the grid-leak resistance 
is replaced by a high inductance coil illustrated in Fig. 14c. Such an arrangement is 
occasionally used where it is necessary that the direct-current resistance be low in the 
grid circuit of the tube to which the amplified voltage is applied. The response of 
such an arrangement at high frequencies is similar to that obtained with resistance 
coupling, with the response falling to 70.7 per cent of the mid-frequency value at the 
frequency for which the reactance of the shunting capacity equals the resistance 
formed by coupling resistance and plate resistance in parallel. The response at low 
frequencies depends upon the resonant frequencies of C, and L, and the value of 
wL,/R at this frequency, where R is the resistance formed by the plate and coupling 
resistances in parallel. Substantially flat response can be obtained down to a fre- 
quency fo by making R = 2xfoL, and selecting a capacity С, that resonates with Ly 
at fo А smaller capacity or lower resistance gives a peak at low frequencies, while a 
larger capacity or higher resistance results in a drooping low-frequency response. 

Input Transformers.—A transformer used to couple a transmission line, micro- 
phone, or other low impedance source of energy to the grid of a tube is termed an 
input transformer. Such an arrangement corresponds to ordinary transformer 
coupling, with the source impedance associated with the primary of the transformer 
being equivalent to the plate resistance of the tube in a transformer-coupled stage of 
amplification. The only difference is that with the input transformer, the source 
impedance is usually much lower than the plate resistance of a tube so that the 
primary inductance can be proportionately reduced. This permits fewer primary 
turns and a higher step-up ratio, which will, in general, be inversely proportional to 
the square root of the source impedance. 

Special Coupling Systems for Modifying Low-frequency and High-frequency Response. 
The addition of circuit elements to the coupling network increases the variety of 
characteristics obtainable. A few of the many possibilities of this sort are described 

' below. 

A sharp high-frequency cutoff in resistance-coupled amplifiers, comparable with 
that obtainable at low frequencies, can be realized by adding inductance in series with 
the sereen-grid and bias by-pass condensers, as shown in Fig. 14d. These inductances 
act to increase the impedance in the screen and bias circuits at high frequencies in 
exactly the same way as the by-pass condensers increase the impedance in these 
circuits at low frequencies. In fact, Eq. (8) and Fig. 5, giving the low-frequency 
falling off caused by the reactance of the screen condenser С», also give the high- 
frequency falling off from a screen inductance L, if one substitutes fa/f for f/f», where 
fa is the frequency at which the reactance of the screen inductance Г, equals the 
resistance formed by В, and Rss in parallel. Similarly, Eq. (10) and Fig. 8, giving the 
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Type of amplification curve. 
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Fie. 14.— Miscellaneous coupling methods for audio-frequency amplifiers together with 
typical amplification curves that are obtained. 
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loss in amplification and the phase shift resulting from the reactance of the bias by- 
pass condenser Су, also gives the effect of the inductance Г; at high frequencies, 
provided that fa,/f is substituted for f/f, where fa is the frequency at which the 
reactance of the inductance Г; equals the bias resistance Бу. 

The high-frequency response can be extended to very high frequencies while sub- 
stantially constant gain and negligible phase distortion are maintained by use of the 
coupling systems used in video amplifiers (see Par. 16). 

The low-frequency response can be modified in a number of ways. Thus in 
coupling systems having a low-frequency peak, as, for example, with systems using 
a grid choke (Fig. 14c), it is possible to select a screen (or bias) by-pass condenser that 
will give a compensating falling off in gain at low frequencies. In this way a sub- 
stantially uniform gain can be obtained down to a certain point, followed by a rela- 
tively sharp cutoff at lower frequencies, as illustrated in Fig. 14e. 

The limitation to the low-frequency response in ordinary resistance-coupled 
systems arising from the leakage current that flows through the coupling condenser 
when very large coupling condensers are used can be largely eliminated by the double 
resistance-condenser coupling system shown in Fig. 14f. This arrangement makes it 
possible to obtain a substantially uniform response to about one-tenth of the fre- 
quency otherwise possible. Where this is not sufficient, it is possible to use direct- 
coupled systems such as are discussed below. 

Coupling systems giving negligible phase shift and substantially constant gain 
down to quite low frequencies are an essential part of video amplifiers, and are dis- 
cussed in detail in Par. 7. 

Direct-coupled (Direct-current) Amplifiers.—A direct-coupled amplifier is one in 
which the grid of the tube receiving the output voltage is directly coupled to the plate 
of the amplifier tube. Such an arrangement is capable of amplifying direct as well 
as alternating voltages, and if there are no condensers in the screen circuit or in the 
arrangement for producing bias, the amplification at low frequencies will be uniform 
and without phase shift down to zero frequency. Examples of direct-coupled ampli- 
fiers are shown in Fig. 15. The arrangement at (а) is a simple amplifier in which the 
voltage developed across the coupling resistance В. is applied directly to the grid of 
the output tube through a bias battery Е», which compensates for the positive voltage 
from plate to ground of the amplifier tube. The circuit at (6) differs somewhat from 
that at (а) in that the coupling resistance Г, is the plate resistance of a pentode tube.! 
This provides an impedance that will pass the d-c plate current of the amplifier tube 
with only a moderate voltage drop yet that offers extremely high resistance to any 
change in this current. In this way a voltage amplification of several thousand is 
readily obtainable. 

The circuits of both Figs. 15а and 15b require ungrounded batteries, which result 
in high shunting capacities to ground and resultant poor high-frequency response. 
This disadvantage can be avoided by the modification of Fig. 15(a) shown at (e) or 
by connecting the various stages of the amplifier across a single voltage divider,? 
as shown in Fig. 15c. Separate sources of filament power are required for each tube, 
but this is no disadvantage if heater tubes are employed. In order to prevent changes 
in plate current in one stage of such an arrangement from reacting unduly on the 
other stages, it is important that the current carried by the voltage dividing resistance 
be considerably greater than the plate currents of the individual tubes. 

Direct-coupled amplifiers of all types tend to be troubled by slow drifts in the d-c 
plate current resulting from changes in battery potentials. Such variations are 


1J. W. Horton, The Use of a Vacuum Tube as a Plate-feed Impedance, Jour. Franklin Inst., Vol. 
216, p. 749, December, 1933. 

2 Edward Н. Loftin and 8. Young White, Cascaded Direct-coupled Tube Systems Operated from 
Alternating Current, Proc. I.R.E., Vol. 18, p. 669, April, 1930. 
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amplified just as an applied signal, since the tubes have no way of distinguishing 
between the desired and undesired voltages. The remedy for this is to employ some 
form of balancing system, a simple example of which is shown in Fig. 15d. Here the 
tubes are arranged in push-pull pairs, with the signal applied in opposite phase to 
each set of paired tubes, while the direct-current potentials are applied in the same 
phase to these tubes. As a result, changes in electrode voltages balance each other 
out as far as the output terminals are concerned, provided that the tubes are absolutely 
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Fic. 15.—Direct-coupled amplifiers for amplifying low-frequency alternating currents 
without phase shift or falling off in gain, and also for amplifying direct currents. 


identical. Very small d-c voltages can be successfully amplified with such balanced 
arrangements by employing power supplies in which the output voltage is regulated, 
combined with auxiliary circuits that compensate for slight differences in the charac- 
teristics of the two tubes that are paired.! The immunity of push-pull arrangements 
from drift troubles can also be greatly increased by use of negative feedback in the 
form of a large bias resistor E in the common cathode lead, as shown in Fig. 15f.* 


1 Discussion of a number of such balancing arrangements is given by D. B. Penick, Direct-current 
Amplifier Circuits for Use with the Electrometer Tube, Rev. of Sci. Instruments, Vol. 6, p. 115, April, 
1935; G. P. Harnwell and S. N. Van Voorhis, A Balanced Electrometer Tube and Amplifying Circuit 
for Small Directory Currents, Rev. Sci. Instrumenis, Vol. 5, p. 244, July, 1934; J. M. Eglin, A Direct 
Current Amplifier for Measuring Small Currents, Jour. O.S.A., Vol. 18, p. 393, May, 1929. 

2 The full design of a practical d-c amplifier giving a voltage gain of 6 X 106 and employing a push- 
pull system with negative feedback is given by Harold Goldberg, Trans. A.I.E.E., Vol. 59, p 60, 
January, 1940. 


Par. 7] VACUUM-TUBE AMPLIFIERS 377 


AUDIO-FREQUENCY POWER AMPLIFIERS 


7. Class A Power Amplifiers—In a power amplifier, the object is to obtain as 
much power with only moderate distortion as is possible from a given tube, irrespec- 
tive of the signal voltage required or the voltage amplification involved. In Class A 
power amplifiers, this output is developed under conditions such that the plate 
currents of the individual tubes flow continuously throughout the cycle. 

Practical circuits of power amplifiers are shown in Fig. 16. In these, the load 
offers an impedance to the alternating components of plate current, but not to the 4-с, 
plate current. 

Dynamic Characteristics and Load Lines.—' he proper operation of a Class A 
amplifier requires a careful balance between the load impedance, operating point, and 
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Fie. 16.—Typical Class A power-amplifier circuits. 


signal voltage. The essential factors involved with resistance loads are normally 
determined with the aid of dynamic characteristics and load lines. 

A dynamic characteristic gives the relationship between instantaneous plate 
current and instantaneous potential at the plate of the tube as the voltage applied 
to the grid of the tube is varied. A typical dynamic characteristic of a triode tube is 
shown in Fig. 17. Points on the dynamic characteristic can be calculated from the 
relation - 

+ 
Г, = БУ n (20) 
Rr 
where E, — potential at plate of tube with no applied signal. 
I, = plate current with no applied signal. 
E, = instantaneous plate potential at some point Р on the dynamic charac- 
teristic. 
I is = instantaneous current corresponding to point P. 
Rr = load resistance. 
1 E. W. Kellogg, Design of Non-distorting Power Amplifiers, Trans. A.I.E.E., Vol. 44, p. 302, 1925; 


J. C. Warner and А. V. Loughren, The Output Characteristics of Amplifier Tubes, Proc. Г.Е.В., Vol. 14, 
p. 735, December, 1920. 
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The dynamic characteristic for a given operating point and load resistance gives the 
relationship between the applied signal and the output voltage, as shown in Fig. 17. 
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Fie. 17.—Typical dynamic characteristic for Class A power amplifier with grid driven to 
zero voltage, showing input and output waves and critical points. 






From the dynamic characteristic one can determine the conditions for optimum 
operation, the wave shape of the output voltage, the output power, etc. 
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Fie. 18.—Typical load lines for triode and pentode Class A power amplifiers, showing 
critical points. 


In the practical determination of the performance of Class A amplifiers only certain 
critical points on the dynamic characteristic are needed. These particular points 
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are most readily obtained with the aid of a load line drawn on the plate-voltage- 
plate-current characteristic curves of the tube as shown in Fig. 18. The load line 
is a straight line passing through the operating point (Es, I») and intersecting the zero 
plate current axis at a plate potential of Ej + ЉЕ1. Such a line is a dynamic charac- 
teristic plotted on the E, — I, coordinate system. 

Class A Amplifier Calculations for Resistance Loads.—The power output from a 
Class À amplifier with a resistance load is! 


(Emax — Fata) nus T Imin) (21a) 


where Emax and Emin = maximum and minimum instantaneous values of plate 
voltage, respectively, reached during the cycle. 
Tmax апа Imin = maximum and minimum instantaneous values of plate cur- 
rent, respectively, reached during the cycle. 
Еь and J, = plate voltage and current, respectively, at the operating 
point. 
Values of Emas, Emin, etc., are readily found from the load line for any specific 
operating point, load resistance, and signal voltage. In order to be able to obtain a 
large power output, it is obviously necessary that the d-c power input Holy be large 
and also that the load resistance and grid bias be so selected that a signal voltage that 
makes Imin/Ip small on the negative peaks of the cycle likewise makes En / Es small 
on the positive peaks. 

The efficiency of a power amplifier is defined as the ratio of power output that can 
be developed with only moderate distortion, to the 4-с power supplied to the plate. 
The efficiency of a Class A amplifier accordingly is 

EN (Emax т E min) (Imax pes Imin) 


Plate efficiency = И = (22а) 


1 Emin I min 

ЕЕ) e 
The efficiency has a theoretical maximum value of 50 per cent, and approaches this 
more closely as the ratios Imin/J, and Ешь/Еь are small. In practical Class A 
amplifiers, Imin/Ip is of the order of 0.1 to 0.2; while Ёшь/Ёь ranges from this 
value for pentodes and beam tubes, and also triodes with large plate voltages or 
operated with the grid driven appreciably positive, to values of the order of 0.6 for 
triode tubes operating at low plate potentials such as 250 volts and with the grid 
never driven positive. The corresponding practical efficiencies are from 35 per cent 
down to about 20 per cent. 


The load resistance Rz corresponding to specified values of Emax, Emin, Imax, 
and Imin is 





Power output = 











Ri = (Emax ==. Emin) ЕЕ E, (: _ em) 


Imax To Imin Io Ey (28) 


In practice, this gives load resistances of approximately E,/I, under conditions where 
the plate efficiency is reasonably high (7.e., when Emin/Hy and Imin/In are small), and 
resistances about half as great for triodes operated with Emin/E, approaching 0.6, as 
mentioned above. In triodes where the maximum instantaneous grid potential 

1 Equation (21a) gives the exact power output on the fundamental frequency for the case of 


negligible distortion, or when all the distortion is in the form of even harmonics. Equation (215), 
however, is exact only in the absence of distortion. 
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reached during the cycle is exactly zero, the condition for maximum power output 
with only moderate distortion corresponds very closely to a load resistance twice the 
plate resistance at the operating point.! 

Distortion Calculation.—Nonlinear distortion is always present to some extent in'a 
power amplifier because the dynamic characteristic is never a straight line. The 
character of the distortion obtained in practice depends upon the operating condi- 
tions. In triodes, when the distortion is not excessive and the grid is not driven 
positive, practically all of the distortion produced with a sine wave signal is second 
harmonic, and can be calculated from the relations? 


ш Ao = Imax + Imin + 21 





Direct-current component 1 (24a) 
Second harmonic = е ==. (24Ь) 

Second harmonic _ Imax + Imin — 2I, (240) 
Fundamental ^ 2. — Imm) n 


With pentodes and beam tubes, and when the distortion is large, or when the grid is 
driven somewhat positive, appreciable third and fourth harmonics can also be expected. 
In this case, the various components of the output voltage are? 


тї + Imin) + Г, T + 








Direct-current component = А, 1 (25а) 
Fundamental = A; = V2 (s – Ts) Е Imax — Imin (25b) 

Second harmonie = А» = Iss Е ыкы (25c) 

Third harmonic = A, = Ime Гов — 24, (25d) 

Fourth harmonic = Ад = Ms ch (25e) 

Power output — ahs (25f) 


where 7; and I; are the instantaneous plate currents when the instantaneous voltage 
applied to the grid is the bias voltage respectively plus and minus 0.707 times the 
peak signal voltage acting on the grid as indicated in Figs. 17 and 18, and the remain- 
ing notation is the same as above. 


1 Maximum power sensitivity, i.e., maximum output power in proportion to the applied signal is 
always obtained in a Class A amplifier when the load resistance equals the plate resistance. Operation 
under this condition does not permit as much power to be developed without excessive distortion as 
does operation with the load resistance called for by Eq. (23). The difference is particularly great in the 
case of pentodes and beam tubes. 

? Equations (24) and (25) are approximate because they assume that any change in the average 
value of plate current.produced as a result of distortion encounters the same load resistance as the 
alternating components of the plate current. With the amplifier circuits shown in Fig. 16, this is 
not the case, although the resulting error is small if the distortion is not excessive. The exact solution 
can be obtained either by modifying the load line, as described by C. E. Kilgour, Graphical Analysis 
of Output Tube Performance, Proc. I.R.E., Vol. 19, p. 42, January, 1931, or by using the complete 
equivalent circuit based upon the power-series analysis of the vacuum-tube amplifier as described in 
Par. 24. 

3G. S. C. Lucas, Distortion in Valve Characteristics, Exp. Wireless and Wireless Eng., Vol. 8, p. 
595, November, 1931. 

A slightly different procedure giving the first four harmonies is described by A. Bloch, Distortion in 
Valves with Resistive Loads, Wireless Engr., Vol. 15, p. 592, December, 1939. 

An alternative method of analysis slightly more complicated and going up to the sixth harmonie is 
given by J. À. Hutcheson, Graphical Harmonie Analysis, Electronics, Vol. 9, p. 16, January, 1936. 
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The ‘‘direct-current component" Ао of Eqs. (24a) and (25а) is the 4-с component 
of the plate current when a signal is present. When there is distortion, this will 
usually differ from the value J, of 4-с plate current in the absence of signal. The 
increase of plate current (5.е., Ао — Г) caused by the application of a signal is termed 
the “rectified” plate current, and is usually positive. The magnitude of the rectified 
current is usually a fair indication of the amount of distortion present. 

Equations (24) and (25) give the distortion in the output of a power amplifier when 
the voltage applied to the grid is sinusoidal. When the grid is driven positive, the 
positive peaks of the exciting waves are flattened, thereby distorting the applied 
voltage, as shown in Fig. 19. The amount of distortion produced in this way depends 
upon the internal impedance of the exciter of the power amplifier tube, the grid cur- 
rent, etc. The harmonics produced in the wave applied to the grid as the result of 


grid current are very approximately DIM y 
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Selection of Operating Conditions for age when grid is driven positive, showing 

Class A Power Amplifiers.—Proper oper- eager of the positive peaks resulting 

i EAE А rom grid current. 

atihg conditions for Class A operation of 

the commonly used power tubes are given in tube manuals, together with the 
amount of power that can be obtained and the accompanying distortion. It is 
accordingly necessary to determine operating conditions only in the case of new tubes, 
or tubes for which complete data are not available, or for tubes operating under 
special conditions. 

Optimum operating conditions for triodes are selected as follows: Assume that 
the plate dissipation is the limiting factor, and choose a grid bias such that the d-c 
plate current has the maximum permissible value at the rated plate voltage. A 
reasonable value for Imin is then selected, such as one-tenth to one-fifth of the plate 
current at the operating point. Then to а good approximation, Imax = 2/5 — Imin. 
The minimum instantaneous plate potential Emin is then whatever value of plate 
voltage is required to give this value of Imax at the maximum potential to which it is 
desired to drive the grid. The corresponding maximum instantaneous plate potential 
is approximately Emax = 2E, — Emin. With this information the proper load resist- 
ance and the power output can be calculated. А load line can then be drawn for this 
load resistance, giving the exact values of Imin, Imax, etc., and permitting calculation 
of the distortion. If the final results are not satisfactory, the operating conditions 
can then be modified as required. In particular, if the load resistance that this pro- 
cedure leads to is less than twice the plate resistance of the tube, it will be found 
desirable to increase the negative bias on the grid until the load resistance called for 
is at least twice the plate resistance. This situation will sometimes be encountered 
with tubes operating at low plate voltages, t.e., of the order of 250 volts. 
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With pentode and beam tubes the first step in selecting proper operating conditions 
is to decide upon a suitable plate current at the operating plate voltage, taking into 
account the rated plate dissipation. Values for Imm and Imax are then determined 
as in triodes, and the screen potential is given a value that causes the plate current 
to be Imax at the maximum grid potential desired. This maximum grid potential is 
nearly always either zero or only moderately positive, since there is enough distortion 
in pentodes and beam tubes even without introducing further distortion from grid 
current. The proper grid bias at the operating point is the bias that gives the operat- 
ing plate current (Imax + Jmin)/2 at this screen voltage. A load line can then be 
drawn by selecting a load resistance such that Imax corresponds to a value of Emin 
sufficient to keep just above the knee of the E, — Г, curve. The exact behavior 
and distortion can be checked from this load line, and small readjustments of 
conditions made as required. 


Plate Current 





Grid Volts 


Fra. 20.—Dynamie characteristic for load impedances of varying power factors but 
constant magnitude, showing how reactive loads cause the dynamic characteristic to open 
up into ar ellipse. 


Reactive Loads.—When the load impedance has a reactive component, the dynamic 
characteristic (and also the load line) becomes a closed elliptical curve, as shown in 
Fig. 20.1 Analysis is then most conveniently carried out by the power series method 
of Par. 24 rather than by the use of dynamic characteristics. With a reactive load, 
the power output obtainable is always less than with resistance load. When the load 
power factor is reasonably high, satisfactory results are obtained by using the same 
operating point as with resistance loads and making the magnitude of load impedance 
equal the proper resistance load. If, however, the power factor is quite low, the load 
impedance, bias, and applied signal may have to be modified for optimum performance. 

8. Push-pull Amplifiers.—In the push-pull amplifier two tubes are arranged as 
shown in Fig. 16c, with the grids excited by equal voltages 180° out of phase and the 
outputs combined by means of a transformer having a center-tapped primary. 
With this arrangement even harmonies and even order combination frequencies 
cancel in the output, thereby permitting operation of triode and beam tubes in push- 
pull under conditions of high output per tube that would otherwise give excessive 
distortion. In addition, the push-pull arrangement avoids direct-current saturation 
in the core of the output transformer, because the d-c current in the two halves of the 
primary magnetize the core in opposite directions. There is also no a-c current of 


1 Manfred von Ardenne, On the Theory of Power Amplification, Proc. I.R.E., Vol. 16, p. 193, Feb- 
ruary, 1928. 
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fundamental frequency flowing through the source of plate potential; thus minimizing 
regeneration in multistage amplifiers and making it unnecessary to employ a by-pass 
condenser across cathode biasing resistors. Hum caused by a-c filament current or 
ripple in the plate-supply voltage is also balanced out by the push-pull transformer 
connection. 

These advantages of the push-pull arrangement are such that in using triodes or 
beam tubes, two small tubes are commonly used in a push-pull connection in 
preference to a single larger tube. 

Class AB Push-pull Amplifiers.—The elimination of even harmonics by the push- 
pull connection makes it possible in triodes and beam tubes to extend operation until 
the instantaneous plate current is reduced to zero for a small portion of each cycle 








ing tube For proper operation For proper operation 
ES=Es Roz Ro’ Ry 
(a) Excitation using 27 В+ 


inverting tube 





(b) Excitation using 
cathode resistor 


(c) Excitation from tap on output 
transformer 
Ета. 21.—Methods of exciting push-pull amplifiers without using an input transformer. 


without causing excessive distortion in the output. This is termed Class AB opera- 
tion, and gives plate efficiencies of the order of 40 to 50 per cent. 

Class AB operation is accompanied by a large increase in d-c plate current when 
the full signal voltage is applied. With fixed bias operation this is an advantage, 
since it permits the direct-current power input to the plate to be increased in the 
presence of an applied signal to a value exceeding the allowable plate dissipation. 
On the other hand, when self-bias is used, the full possibilities of Class AB operation 
cannot be realized, because if the bias keeps the plate current to an allowable value 
for no applied signal, the bias will be excessive when the d-c current increases in the 
presence of a large signal. 

Excitation of Push-pull Amplifiers.—In a push-pull amplifier, the exciting voltages 
acting on the grids of the two tubes should be equal in magnitude and 180° out of 
phase. Such a voltage is usually obtained from an ordinary voltage amplifier by 
means of a center-tapped transformer, as shown in Fig. 16c, or by the use of an auxili- 
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ary phase inverting tube, as shown in Fig. 21a. Other possible means of excitation! 
are from a cathode resistor (Fig. 21b), by the use of a tap on the output transformer 
(Fig. 21c), and from the a-c voltage developed across the bias resistor of the push-pull 
stage (see Fig. 41c) or across a common resistor to ground in the plate circuit (Ёз in 
Fig. 41d). 

Analysis of Push-pull Amplifiers.—The behavior of a push-pull amplifier can be 
determined with the aid of a load line plotted on composite curves, as shown in Fig. 
22.2 To obtain these composite curves, the plate voltage-current curves of the 
individual tubes are placed back to back as shown, with the common operating 
voltage superimposed. The composite characteristic curves are then derived by 
averaging the plate current for grid potential curves corresponding to the same 
applied signal. Thus the curves for the operating grid potential Е, = 60 in Fig. 22 
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Ете. 22.—Composite characteristic curves of push-pull power amplifier, showing a load line 
together with the current waves for individual tubes. 


are averaged because they correspond to no signal being applied, but when the signal 

is 30 volts on one tube it is —30 volts on the other; so one averages the grid curve for 

—30 volts on one tube with the curve for —90 volts on the other tube, ete. Тһе, 
resulting derived characteristies represent the relation between the plate-cathode 

voltage (which is one-half the plate-to-plate voltage) and the difference between the 

currents to the two anodes (which is twice the a-c current in a plate-to-plate load 

resistance); t.e., the load line gives the voltages and currents in the output when the 

output transformer has a step-down ratio of 2. 

The power output and distortion can be obtained in the usual way from load lines 
drawn on this diagram. These load lines must pass through the point on the com- 
posite characteristic corresponding to the operating plate and grid voltages, and they 
have a slope corresponding to one-fourth of the actual plate-to-plate load resistance. 
In making use of Eqs. (24) and (25) in connection with data derived from the dynamic 
а also Leonard Tulanskas, Bridge-type Push-pull Amplifiers, Electronics, Vol. 6, р. 134, Мау, 


2B. J. Thompson, Graphical Determination of Performance of Push-pull Audio Amplifiers, Proc. 
I.R.E., Vol. 21, p. 591, April, 1933. 
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characteristic, it is to be noted that the value of J; used in the equations has the value 
zero, and that since Imin is in the lower half of the composite diagram, it is negative 
when substituted into the equations. In order to calculate the plate efficiency, it is 
necessary to know the d-c plate current existing in the presence of the signal. This 
depends upon the shape of the plate-current waves of the individual tubes, which can 
be derived by obtaining the instantaneous plate voltage for any given instantaneous 
grid voltage using the load line on the composite characteristic, and then, with the aid 
of the characteristic curve of the tube, finding the resulting plate-current wave. 
Waves for a typical case of Class AB operation are shown in Fig. 22. 

When the instantaneous plate current of the individual tube goes to zero, as in 
Class AB operation and, as is often the case, in Class A push-pull amplifiers as well, 
it is possible to draw an approximate load line without the necessity of first obtaining 
a composite characteristic.! This is done 
by noting that the load line crosses the 
zero plate-current axis at a potential cor- 1-4 
responding to the operating plate voltage P^" (plote-to-plate load resistance) 
and also by noting that since at the peak 
of the exciting voltage only one tube car- 
ries current, the composite characteristic 
at the extreme end of the load line 
coincides with the actual characteristic 
curve of the individual tube (see Fig. 22). 
This determines two points on the load 
line, the upper half of which can then be ME 
drawn on the Ep — I, curves of the indi- poirt Rx oos uk 
vidual tube, as in Fig. 23. In this way, ege Sy operat 
it is possible to determine the value of ing poirt 
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Emin Ep 
and Plate Voltage 
Emax (= 2Es — Emin) Fie. 23.—Upper half of load line for 
push-pull amplifier where the minimum 
corresponding to a given load resistance plate current of the individual tube reaches 
and instantaneous peak voltage on the Zero. This corresponds to the part of the 


load line above the horizontal axis in 


grid, or one can determine the values of Fig. 22. 


Emin, Emax, and load resistance corre- 
sponding to a desired Imex with a given instantaneous peak grid voltage. 

9. Output Transformers and Other Coupling Arrangements for Class A Power 
Amplifiers.—The load impedance of a Class A power amplifier is normally coupled 
to the plate circuits of the tube by means of a transformer, as shown in Figs. 16b and 
16c. This makes it possible, by the use of the proper turn ratio, to make any given 
load offer the desired impedance to the plate circuit of the amplifier. 

Frequency Response Characteristics of Power Amplifiers Using Output Transformers.? 
The variation of output voltage with frequency that results from the use of an output 
transformer can be analyzed with the aid of the equivalent circuits of Fig. 24. ‘The 
exact equivalent circuit shown at (b) can for most practical purposes be simplified by 
neglecting the capacities associated vith the transformer and also the eddy-current 
and hysteresis losses, giving the result at (c) when reduced to unity turn ratio. 
Further simplifications, as shown at (d), (е), and (f), are possible when only limited 


1E. W. Houghton, Class AB Push-pull Calculations, Electronics, Vol. 10, p. 18, June, 1937. 
2Е. Е. Terman and В. R. Ingebretsen, Output Transformer Response, Electronics, Vol. 9, p. 30, 
January, 1936. 
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frequency ranges are considered. These equivalent circuits also apply to push-pull 
Class A and Class AB amplifiers, provided that the plate resistance and amplification 
factor used in the circuits and in the equations based on the circuits are taken as 
twice the values for a single tube. 


(a) Actual Circuit of Power Tube with (b) Exact Equivalent Circuit of Power 
Output Transformer Tube and Transformer 





(c) Practical Equivalent Circuit Reduced (d) Simplified Eguivalent Circuit Accurate 
to Unity Turn Ratio for Middle Range of Frequencies 








(e) Simplified Equivalent Circuit (f) Simplified Equivalent Circuit Accurate 
Accurate for Low Frequencies for High Frequencies 
Шеп, 
n? Ro 
2 
2 : = An Ry 1 
nR, Беата | —= 
р RotRy \ (8) 
X 
м = amplification factor of tube Lp = primary inductance with appropriate d-c 
Rp= plate resistance of tube (in a push-pull saturation 
amplifier Rp is twice the plate resistance L, = leakage inductance of primary winding 
$ of one tube) uis ЕР L2 = leakage inductance of secondary winding 
‚= d-c resistance of primary winding г проф : 
Ёр= Rpt R,* effective plate resistance Li to unit тор leakage inductance reduced 
Ro= d-c resistance of secondary winding X = wLp=reactance of transformer primary 
R, = load resistance inductance 
Ri =n? (R К) е есіме load resistance Х= 0 М = reactance of transformer leakage 


reduced to unity turn ratio 

R = R/Rp/(R/* Rp)-resistance formed by 
Rp'and R, in parallel 

P' = уре sum of effective load and Bie output voltage 
effective plate resistances 


n = step down voltage ratio=ratio of 
primary to secondary turns 


inductance 
е5= input voltage 


Fic. 24.— Equivalent circuits of power amplifier using output transformer. 


In the middle range of frequency the output voltage of the transformer-coupled 
amplifier is 


unk, 
Er = Е, ae) (27) 


The notation is shown in Fig. 24. А+ low frequencies the output falls off because 
of the shunting reactance of the primary inductance aecording to the relation 
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Output voltage in 
Output voltage at middle-frequency range 
А = (28) 
low frequencies St 


where f is the actual frequency, and f: the frequency at R = X. The output voliage 
drops to 70.7 per cent of the mid-frequency value (output down З db) at the frequency fi 
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Fro. 25.— Universal amplification curve of transformer-coupled power amplifier. 
for which the primary reactance X equals the resistance R formed by the effective load and 


effective plate resistances in parallel. At high frequencies, the output falls off because 
of the leakage reactance of the transformer, according to the equation 





ate voltage in | 
Output voltage at middle-frequency range 
: | (29) 
high frequencies ap 
1+] h 


where f; is the frequency at which X’ = В’. The 70.7 per cent response point (output 
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down З db) occurs at a frequency fz such that the leakage reactance equals the sum of 
the effective load and effective plate resistances. 

The relative magnitude and phase of the output voltage of a power amplifier 
using an output transformer can be readily obtained with the aid of the universal 
amplification curve given in Fig. 25. 

In pentode and beam tubes the plate resistance is so high that the falling off in 
amplification calculated from Eq. (29) does not become appreciable until the frequency 
is very high. Under these conditions the capacities shown in the exact equivalent 
circuit of Fig. 24b may be of importance. 

Transformer Characteristics.—For uniform amplification over a wide frequency 
range, the output transformer should have a high primary and low leakage induct- 
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Fic. 26.—Curves giving frequency range of transformer-coupled power amplifier as a func- 
tion of the leakage coefficient of the transformer. 


ance. The ratio of the highest to lowest frequency over which the amplification is 
within 3 db of the mid-range value is given in Fig. 26 as a function of the leakage co- 
efficient L/L». The factors contributing to a small leakage coefficient are (1) core 
assembly, with a minimum possible air gap consistent with the d-c magnetization 
present, (2) the use of alloy cores, and (3) winding arrangements that minimize leak- 
age inductance. In the case of transformers for push-pull operation it is also desirable 
that the leakage inductance between the two halves of the primary be small, as should 
also the leakage inductance from each half of the primary to the secondary. 

The step-down ratio n for an output transformer should approximate a value such 
that n? times the load resistance equals the resistance to be presented to the tube. 
Actually, the turn ratio should be slightly less because of the resistances of the trans- 
former windings. When these resistances are taken into account, the resistance 
offered by the transformer primary to the amplifier tube in the middle-frequency 
range is 
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ff 
iube ne | L se, + ni, + Ri) (80) 


The notation is illustrated in Fig. 24. 

An output transformer consumes a fraction of the power that the tube delivers to 
it as a result of the winding resistances and the core losses. Practically, the primary 
and secondary resistances account for virtually all the power loss except at quite low 
frequencies. To the extent that the core losses can be neglected, one has 


Power delivered to load 1 


Power delivered to transformer Ri + Re 


= (31) 
1 + п?Ёт, 





The maximum current that an output transformer can carry is determined by the 
heating of the windings, while the maximum voltage that can be applied is limited 
by the permissible flux density in the core. These two factors operating together 
determine the power rating of the output transformer. 

The.relationship between the applied voltage and flux density in the core is given 
by the equation 


Effective value of 


= —8 
applied voltage | SAIN BA X 10 (32) 


where N = number of turns. 


f = frequency. 
B = flux density in the core in lines per unit area. 
A = net area of core. 


The voltage producing a given flux density is proportional to frequency, so that the 
voltage limit occurs at low frequencies. The allowable flux density is limited by the 
fact that with high densities the nonlinearity of the magnetization curve introduces 
distortion, and depends upon the amount of distortion that can be tolerated, the 
magnetic characteristics of the core material, the length of the air gap, the circuits 
associated with the transformer, and whether or not d-c magnetization is present. 
In general, the higher the flux density, the greater the d-c magnetization, and the 
smaller the air gap in the core, the greater will be the distortion. In ordinary output 
transformers operated within their power rating it is commonly found that distortion 
due to nonlinearity of the magnetization curve often becomes serious at frequencies 
for which the loss of gain is less than 3 db. 

Coupling Systems Employing Parallel Feed—The term parallel feed (or shunt feed) 
is used to denote systems in which a separate choke is provided for carrying the d-c 
plate current. Examples of such arrangements are shown in Figs. 16a and 16d. 
In such circuits the shunt-feed choke is sometimes referred to as a retard coil. 

The direct-coupled shunt-feed circuit of Fig. 16a is characterized by unusually 
good high-frequency response, with the point at which the response drops to 70.7 per 
cent of the mid-range value occurring when the reactance of the shunting capacity is 
equal to the equivalent resistance formed by the load resistance in parallel with the 
plate resistance of the tube. At low frequencies the amplification characteristic 
depends upon the inductance L and capacity C of the coupling network, and upon the 
ratio of plate to load resistance. Results in critical cases are shown in Fig. 27a. 
When the coupling condenser C is extremely large, the amplification falls off at low 
frequencies in the same way as with simple transformer coupling, with the 70.7 per 
cent point occurring at the frequency for which the reactance of the inductance L 
equals the resistance formed by the load and plate resistances in parallel. When the 
ratio of plate to load resistance is somewhat less than unity, as is the case with triode 
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tubes, a suitably chosen finite blocking-condenser capacity gives approximately the 
same falling off as does the infinite condenser. On the other hand, when the plate 
resistance of the tube is very high compared with the load resistance (corresponding to 
pentode tubes), Fig. 27a shows that substantially constant amplification can be 
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Fig. 27.—Characteristies obtainable at low frequencies by properly designed shunt-feed 
coupling systems. 

maintained down to the frequency at which the reactance of the choke. equals the 
load resistance, provided that the blocking capacity is such that its reactance at this 
same frequency is two-thirds the load resistance. The cutoff at lower frequencies is 
then quite sharp, however. 

Transformer coupling with shunt feed gives the possibility of a better frequency 
response than is obtainable with a simple transformer. This is because the elimina- 
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Ета. 28.— Filter coupling networks for improving the characteristics of power amplifiers, 
together with behavior of various low-frequency coupling systems. 
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tion of the direct-current magnetization from the transformer core permits the core 
to be assembled with a smaller air gap, and also makes it permissible to use high 
permeability core material. This reduces the ratio of leakage to primary inductance 
of the transformer, and so increases the frequency range that can be covered. The 
low-frequency characteristics obtained with an output transformer having shunt feed 
(о) Circuit depend upon the ratio of plate to load 
resistance and the inductance and ca- 
pacity of the shunt-feed inductance and 
blocking condenser, respectively. The 
behavior in the critical cases is shown in 
Fig. 27b. With pentode tubes, a pro- 
perly selected finite shunt-feed choke and 








(b) Voltage Acting on Grid blocking condenser will give a substan- 

Tube No.l tially better performance than the same 

a [Aa — transformer operated with an extremely 

А NS NS large condenser and infinite shunt-feed 

Es choke inductance ($.е., simple transformer 
Tube No.2 


coupling having the same transformer 
primary inductance Lp). 

Shunt-feed systems such as shown in 

(c) Voltage Acting at Plate Fig. 27 give appreciably sharper low- 

Tube Nal frequency cutoff than is obtained with 

simple transformer coupling. 

E Е Filter Coupling Systems..—The char- 

eS у мо. acteristic of a coupling system involving 

Tube №2 an output transformer can be improved 

by incorporating the primary and leakage 

inductance of the transformer into a 

coupling network designed according to 

(9) Plate Current in Individual Tubes filter theory. The benefits obtained in 

Tube Not this way are primarily an extension of 


es Ў, af N ГУ the low-frequency response when pentode 


tubes are employed and an extension of 
Die heey 5 / \ / \ the high-frequency response when triode 
tubes are used. There is also an im- 
(е) Output in Transformer Secondary provement of the impedance character- 
istic at extreme frequencies, which 
increases the power-handling capacity of 

Sia Зы oe the amplifier under these conditions. 
audio ТК "together wifi свора Filter-type coupling systems a aid 
showing voltage and current relations and frequencies, together with circuit con- 
showing how the pulses of plate current in stants, are shown in Fig. 28. The circuit 
the individual tubes combine to produce a of Fig. 28a consists of ordinary filter 
. sinusoidal output. sections arranged as shown, with the 
primary inductance of the transformer functioning as the full shunt inductance 
of an inverse-network (or constant К) section of a filter that is provided with 
terminating half sections. With pentode tubes, such an arrangement gives & 
substantially constant response down to half the frequency at which the 
response would be 70.7 per cent in the case of a simple transformer with the same 
primary inductance. With triode tubes there is little if any improvement in the 








1 Much of this material is from the thesis by C. A. Moreno, Circuit Design to Improve the Frequency 
Response of Output Transformers, Stanford University, 1940. : 
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low-frequency response, but a better impedance characteristic is realized at low fre- 
quencies. ‘The network of Fig. 28a can be simplified as shown in Fig. 285, with little 
loss in frequency characteristic, although at the expense of a less satisfactory impedance 
at low frequencies. The simplifications involved consist primarily in omitting the 
input terminating half section and then modifying the shunting inductance on the 
input side. The resulting frequency characteristic for the case of pentode tubes is 
shown in Fig. 28d. Still further simplification of the network is possible as in Fig. 
28c, although at the expense of a low-frequency cutoff about 25 per cent higher than 
for the circuit of Fig. 28b. 

Filter type of coupling networks for high frequencies are shown in Figs. 28e to 
28g. These are the high-frequency analogues of the low-frequency coupling systems 
discussed above. With triode tubes these arrangements offer the possibility of an 
appreciable improvement in the high-frequency response obtainable with a given 
leakage inductance. 

Filter coupling systems are useful under circumstances where it is otherwise diffi- 
cult to obtain the required frequency response or where a very sharp cutoff is wanted 
or where it is important to maintain normal impedance relations at extremes in fre- 
quency. They are not otherwise justified because of the expense of the coupling 
network and the necessity of adjusting its constants accurately to specified values. 

10. Class B Audio-frequency Power Amplifiers..—The Class B audio-frequency 
amplifier is a push-pull amplifier in which the tubes are biased approximately to cutoff. 
Operated in this way, one of the tubes amplifies the positive half cycles of the signal 
voltage while the other amplifies the negative half cycles, with the output transformer 
combining these in the output, as shown in Fig. 29. Such an amplifier is characterized 
by high plate efficiency and relatively high output in proportion to the average 
dissipation in the tubes. 

The output power, plate efficiency, and proper load resistance in a Class B ampli- 
fier can be determined with an accuracy sufficient for ordinary purposes by assuming 
that the characteristic curves of the tube are straight lines. This simplifying assump- 
tion gives 








Proper load resistance } _ _ q Eo — Emin 
from plate to plate | д 4 Imax (83) 
Power output _ Гьәх(Еь — Emio) (34) 
from two tubes f — 2 
. т Emin 
Plate efficiency = 1 (1 = A ) (35) 


Here Imax is the peak plate current and Emin the minimum plate potential reached in 
an individual tube during the cycle, and E; is the plate supply voltage. Exact 
determination of power output, efficiency, and distortion can be carried out with the 
aid of a load line drawn on composite characteristic curves of the push-pull com- 
bination exactly as described in connection with Fig. 22. 

The maximum possible efficiency as given by Eq. (85) is 78.5 per cent. Under 
practical conditions, efficiencies of the order of 50 to 60 per cent can be realized. 

The distortion in Class B audio amplifiers is minimized by employing a bias 
corresponding to the cutoff bias that would be obtained if the main part of the J, — E, 
curve for the operating plate potential were projected as a straight line, as shown in 
Fig. 30. Such a bias is termed projected cutoff, and gives an output voltage that is a 

1L. E. Barton, High Audio Output from Relatively Small Tubes, Proc. I.R.E., Vol. 19, p. 1181, 
July, 1931; Recent Developments of the Class B Audio- and Radio-frequency Amplifiers, Proc. I. R.E., 


Vol. 24, p. 985, July, 1936; True McLean, An Analysis of Distortion in Class B Audio Amplifiers, Proc. 
I.R.E., Vol. 24, p. 487, March, 1936. 
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substantially distortionless reproduction of the voltage acting on the grid, provided 
that operating conditions are such that Emin is not too low. Since projected cutoff 
is less than real cutoff, such operation causes the efficiency to be slightly lower than 
for true Class B operation, although much higher than for ordinary Class AB 
operation. 

Class B audio-frequency amplifiers are ordinarily operated so that the grid is 
driven positive when the applied signal is sufficient to develop full output. This 
tends to distort the exciting voltage acting on the grids of the tubes. When operation 
is such that the grid is driven positive only at the peak of the cycle, the situation is 
the same as discussed in connection with Eq. (26). In some types of Class B ampli- 
fiers the tubes are operated with zero bias. Under these conditions the exciter must 
have sufficient power capacity to supply the energy dissipated at the grid of the Class 
B tubes, and must also have sufficiently low internal impedance so that the variations 
in instantaneous impedance offered by the grids during the cycle do not produce 
excessive distortion of the exciting voltage. In 
order to achieve this it is commonly necessary to 
couple the exciter to the grids of the push-pull Class 
B amplifier by means of a step-down transformer. 

The plate- and bias-supply voltages must have 
good regulation if best results are to be obtained in 
Class B operation. This is because the grid and 
plate currents vary with the average amplitude of 
the exciting voltage, and if the voltage regulation 

7 is poor the operating conditions will vary according 
Ж royected to the amplitude of the applied signal. Regulation 
со t-off is much more important when the amplifier operates 
Grid Voltage with a bias than when zero bias operation is used. 

In high-power amplifiers special compensating sys- 
tems to improve the voltage regulation are often 
desirable.! 

The frequency-response characteristics of Class B amplifiers depend upon the 
output transformer in much the same way as in Class A amplifiers. Thus the falling 
off in amplification at low frequencies is determined by the primary inductance of 
the output transformer, while the leakage inductance controls the falling off in gain 
at high frequencies. The exact relationships existing in Class B operation are much 
more complicated than in Class A amplifiers, however, because the plate currents of 
the individual tubes contain numerous harmonics. In particular, the intermittent 
character of the plate currents of the individual tubes in a Class B amplifier makes it 
important that the leakage inductance from one-half of the primary winding to the 
other half be extremely small. If this is not the case, transients will be produced in 
the primaries that will produce serious distortion.? 

Class B amplifiers practically always employ triode tubes. The same tubes used 
in Class A and Class AB audio amplifiers and in Class C radio-frequency amplifiers 
are also suitable for Class В operation. In addition there are special tubes designed 
for Class B operation at plate voltages of the order of 400, and requiring zero grid 
bias. These tubes have such a high amplification factor that “projected cutoff” is 
approximated by zero bias, and are characterized by unusually small grid current 





Plate Current 





7rue 
cuf-off, 





Fie. 30.— Curve illustrating 
meaning of projeeted cutoff. 


1R. J. Rockwell and G. F. Platts, Automatic Compensation for Class B Bias and Plate Voltage 
Regulation, Proc. I.R.E., Vol. 24, p. 553, April, 1936. 

2 А, Pen-Tung Sah, Quasi Transients in Class B Audio-frequency Push-pull Amplifiers, Proc. 
I.R.E., Vol. 24, p. 1522, November, 1936. 

3 I. E. Mouromtseff and Н. М. Kozanowski, Comparative Analysis of Water-cooled Tubes as Class В 
Audio Amplifiers, Proc. Г.В.Е., Vol. 23, р. 1224, October, 1935. 
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with positive grid voltage, and a grid-current characteristic that is reasonably 
linear.! 


AUDIO-FREQUENCY AMPLIFIERS—MISCELLANEOUS 


11. Feedback Amplifiers.?—In the feedback amplifier, a voltage derived from the 
amplifier output is superimposed upon the amplifier input in such a way as to oppose 
the applied signal in the normal frequency range (see Fig. 31). When this is properly 
done, the properties of the amplifier are modified in ways that are desirable for many 
purposes. 

Effect of Feedback on Gain, Distortion, and Noise.—The amplification in the presence 
of feedback is given by the relation 


Voltage amplification _ A 
taking into account feedback § 1 — АВ 
SERE (86) 
Шү; 1 
1748 
where A = amplification in the absence of feedback. 
В = fraction of the output voltage that is superimposed upon the amplifier 


jnput. 
In this equation, the signs are so chosen that when the signal voltage is opposed by 
the voltage fed back, 8 is negative. 

The quantity АВ can be termed the feedback factor. It represents the ratio of the 
voltage fed back and superimposed on the applied signal to the net voltage acting on 
the input of the amplifier (netinput — applied 

рле 
of gain А 











signal plus feedback voltage). When the Signal es 
Yeedback factor АВ is large, Eq. (36) shows 
that the amplification becomes the reciprocal 
of the fraction 8 of the output voltage that is : 
superimposed upon the amplifier input, and is Feedback or B circuit 
substantially independent of the characteristics До tul E ess E УЗЕ) 
of the amplifier itself. "When the feedback 
voltage is developed by a resistance network, 
B has zero phase angle and is independent of 
‘frequency. Under these conditions, the amplification will be substantially inde- 
pendent of frequency and will have negligible phase shift for all frequencies for which 
АВ is large. Оп the other hand, when the amplification is to vary with frequency in 
some particular way, this can be accomplished by making the feedback or В circuit 
have the same transmission loss characteristic as the desired gain characteristic. 

Feedback reduces the nonlinear distortion produced in the amplifier for a given 
output according to the relation! 


Distortion _ Distortion in absence of feedback 
with feedback 1 — АВ 


1 Вее L. E. Barton, Application of Class В Audio Amplifier to A-c Operated Receivers, Proc. I.R.E., 
Vol. 20, p. 1085, July, 1931. 

2Н. S. Black, Stabilized Feed-back Amplifiers, Elec. Eng., Vol. 53, p. 114, January, 1934; also, U.S. 
Patent 2,102,671, Dec. 21, 1937, to H. S. Black. 

з The symbol и is frequently used in the literature of feedback to represent amplification, but has 
here been replaced by A in order to avoid confusion with amplification factor. 

4 This assumes that the amplifier produces no distortion when reamplifying the distortion voltages 
fed back by the В circuit, and is quite accurate if the distortion in the absence of feedback is not large. 
For an exact analysis without this limitation, see Robert W. Sloane, Distortion in Negative Feedback 
Amplifiers, Wireless Eng., Vol. 14, p. 259, May, 1937; also, p. 369, July, 1937; A. C. Bartlett, A Note or 
Negative Feedback, Wireless Eng., Vol. 15, p. 90, February, 1938. 







Fra. 31.—Schematie diagram of feed- 
back amplifier. 


(37) 
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If AB is made large by employing a large amount of feedback, the result is a great 
percentage reduction in distortion and cross-modulation. 
The signal-to-noise ratio is modified by feedback according to the relation 


Signal-to-noise ratio with feedback _ as (38) 
Signal-to-noise ratio without feedback а(1 — АВ) 





where ау and a are the amplification between the place at which the noise is intro- 
duced and the output, with and without feedback, respectively. This equation 
assumes that the amount of noise introduced is the same both with and without feed- 
back and that the output voltages are likewise the same in both cases. Feedback will 
greatly improve the signal-to-noise ratio when the noise is introduced in high-level 
parts of the amplifier, such as noise from a poorly filtered power supply in the plate 
eircuit of the power tube. 





= Feedback without Oscillations. —The 
= criterion for avoiding oscillations in feed- 
t back amplifiers is that when the real and 
8l imaginary parts of the feedback factor 
> =- AB and its conjugate are plotted on rec- 
8 SN tangular coordinates for frequencies from 
© N zero to infinity, with the real part along 
E 






\, 
ren] pact orap) the X axis and the imaginary part along 
the Y axis, as shown in Fig. 32, the result- 
ing curve must not inclose the point 
Х =1,Y = 0. With most amplifier cir- 
cuits, this means that the feedback 
factor АВ should be negative in the mid- 
frequency range and that at high and low 

Рта. 32.—АВ curves plotted on complex frequencies such that *he phase of АВ 
plane. The two cases shown do not oscillate is shifted + 180? from the mid-frequency 
perange the curves do not inclose the point value, the magnitude of Ag must be less 

УУ, than unity.’ 

The fundamental factors required in the design of the feedback loop to achieve 
stability are discussed at length in Par. 27, Sec. 3. Briefly, the phase shift of the 
feedback loop (i.e., phase of АВ) depends upon the rate at which the magnitude of Ag 
varies with frequency. The more rapidly the transmission (2.е., the magnitude of АВ) 
varies with frequency, the greater tends to be the phase shift. Hence, when the phase 
shift is to be kept below 180°, the magnitude of Af must not be allowed to vary too 
rapidly. Thus it is necessary in feedback amplifier systems to pay particular atten- 
tion to the way in which the system behaves at frequencies outside the useful range, 
since it is here that Ag drops off in magnitude and hence it is here that large phase 
shifts tend to be encountered. 

In the case of resistance coupling and output transformer coupling when no addi- 
tional phase shift is introduced from the bias and screen impedances, the maximum 
phase shift that a single-stage amplifier can possibly produce will not exceed 90°. 





7 | 
DE. X axis 


1H. Nyquist, Regeneration Theory, Bell System Tech. Jour., Vol. ll, p. 126, January, 1932; E. 
Peterson, J. @. Kreer, and L. A. Ware, Regeneration Theory and Experiment, Proc. I.R.E., Vol. 22, 
p. 1191, October, 1934; D. G. Reid, The Necessary Conditions for Instability (or Self-oscillation) of 
Electrical Circuits, Wireless Eng., Vol. 14, p. 588, November, 1937. 

? The rather special case illustrated by the dotted curve in Fig. 32 violates this rule but still does 
not give oscillations, because the curve does not inclose the point 1, 0. Such an arrangement will, 
however, oscillate when the gain is reduced. Accordingly, when such an amplifier is first turned on, 
it wil always break into oscillation as the filaments warm up and the gain is less than normal. If, 
however, these oscillations are momentarily stopped, as by short-circuiting one of the stages, they 
will not restart after the short circuit is removed. 
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Even with additional phase shift from bias and screen impedances, or from resonances 
in the coupling system (as, for example, at low frequencies in the case of a resonated 
primary transformer or at high frequencies in the case of an interstage transformer 
having leakage inductance and distributed capacity), it is still rather unusual for the 
phase shift of a single stage amplifier to reach 180° before the magnitude of АВ has 
become less than unity. 

With two-stage amplifiers it is still à relatively simple matter to avoid oscillation, 
but more care is needed in the design of the circuits. When the individual stages 
are such that the phase shift that each introduces does not exceed 90°, then any 
desired amount of feedback may be introduced by a resistance network without oscilla- 
tions being produced. However, if additional phase shifts are present from the 
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Fic, 33.—Amplifier characteristics showing different amplification and phase-shift char- 
acteristics at low frequencies. 
coupling networks, from the screen and bias impedances, etc., then oscillation will 
occur in two-stage amplifiers when the feedback is large. This is illustrated by the 
solid curve in Fig. 33, where, with a two-stage amplifier of the type shown by curve 3 
in Fig. 11, a 180° phase shift occurs at a frequency of 47.5 cycles, corresponding to an 
amplification that has dropped to 0.095 of the mid-range value. With a resistance 
network to develop feedback (2.е., phase shift of В is zero at all frequencies), this 
requires that А8 < 10.5 in the mid-frequency range if one is to have АВ < 1 at the 
frequency of 47.5 cycles for which the phase shift is 180°. The corresponding value of 
B is 0.00105. This behavior is to be contrasted with the case of infinite bias and 
screen bypass condenser (shown dotted in Fig. 33) for which the phase shift does not 
reach 180° until the amplification has dropped to zero, so that oscillations are not 
possible under any conditions. If for some reason it is not possible to realize conditions 
corresponding to infinite bias and screen bypass condensers, and at the same time more 
feedback than that corresponding to A = 10.5 in Fig. 33 is desired, then the amplifier 
must be redesigned so that the amplification characteristic of one of the stages at low 
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frequencies is constant to a substantially lower frequency than the other stage. 
Doing so reduces the rate at which the amplification falls off, and so reduces the phase 
shift. 

In amplifiers involving three or more stages the entire design revolves around 
controlling the amplification characteristics at high and low frequencies so that the 
rate at which the transmission АВ around the feedback loop falls off will not be so 
great as to lead to excessive phase shift and hence oscillation. When the three stages 
are identical, then even when the phase shift per stage has the minimum possible value 


GR 










Feedback volt- ж” 
age developed, 
here------ р 





(e) Voltage feedback (f) Current feedback 


Ета. 34.— Typical feedback circuits involving a single stage of amplification. 


of 90 degrees, it is necessary that АВ < 8. In order to obtain a greater value of feed- 
back it is necessary to reduce the rate at which the amplifier cuts off at high and low 
frequencies. A simple way of accomplishing this is to give one of the stages a flatter 
frequency response characteristic than the other two. Under these conditions the 
maximum value the feedback factor A8 can have, assuming a maximum possible phase 
shift of 90? per stage, is! 


Maximum value ° 
of feedback \ aoe D (39) 
factor AB i 


ae for 70.7 per cent ir 


where for high frequencies n — of flat stage | 


frequency for 70.7 per cent response 
of a less flat stage 





! Equation (39) was derived bv Dr. В. В. Buss, former graduate student at Stanford. 
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Pape for 70.7 per cent са. 


and for low frequencies n = 916 Teen flat stage 





frequency for 70.7 per cent response 
i flat stage 
When т is different at low and high frequencies, the smallest value is the one to use 
in Eq. (39). If the phase shift per stage exceeds 90°, or if 8 introduces a phase shift, 
the allowable mid-frequency feedback factor АВ will be less than given by Eq. (39). 
An alternative procedure for designing an amplifier with three stages, and the 
procedure that must be followed if more than three stages are involved, is described 
in Par. 27, Sec. 3. This consists in designing the amplifier initially to give a wider 
frequency response band than is actually required and then in modifying this charac- 
teristic at high and low frequencies by placing expedients such as are illustrated in 
Fig. 93, Sec. 3, in the amplifier network or in the feedback connection. 


Ro C 





(а) Voltage feedback (b) Current feedback 


Fra. 35.— Typical feedback circuits involving two stages of amplification. 


Practical Feedback Amplifiers.)— Typical feedback amplifier circuits are shown in 
Figs. 34 to 36. In these, a uniform notation is employed as follows: 

Е: = resistance across which feedback voltage is developed. 

R: = resistance that, in conjunction with R,, forms a voltage divider for making 

the feedback voltage the desired fraction of the output voltage. 

Ез = а high resistance for grid-leak or isolating purposes. 

В; = resistance across which bias voltage is developed. 
blocking condenser of such capacity as to introduce negligible reactance or 
phase shift at frequencies that are amplified appreciably. 

C5 — by-pass eondenser. 

When the feedback factor АВ is large, the feedback voltage developed across E 
has a value almost the same in both magnitude and phase as the signal voltage applied 
to the amplifier input. This fact determines the way in which the feedback will 
affect the output voltage, since the output voltage must be whatever value is required 
to make the feedback voltage developed across E; approximate the applied signal. 

The circuits of Figs. 34 to 36 can be divided into two general types, namely, those 
in which the feedback voltage is derived directly from the output voltage of the 
amplifier (voltage feedback), and those in which the feedback voltage is derived from 
the current flowing through the output of the amplifier (current feedback). The type 
of feedback involved is indicated on each of the circuits in Figs. 34 to 36. The effect 
of feedback upon the amplifier behavior is somewhat different with the two types of 
feedback. Thus voltage feedback in connection with an output transformer, as 
shown in Fig. 37a, makes the voltage across the primary reproduce accurately the 
signal voltage, and so improves the frequency response at low frequencies and 


1 Е, E. Terman, Feedback Amplifier Design, Electronics, Vol. 10, р. 12, January, 1937; J. R. Day 
and J. B. Russell, Practical Feedback Amplifiers, Electronics, Vol. 10, p. 16, April, 1937. 
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Fig. 36.—Typical feedback circuits involving three stages of amplification. 


In practice 


these circuits may be modified by expedients such as shown in Fig. 93, Sec. 3 in order to 


control АВ at high and low frequencies. 


reduces amplitude distortion. 
R С 


Load 





(a) Voltage feedback 


Load 


Ri 
L +E, 


(b) Current feed back 


Fic. 37.—Examples of voltage and current 
feedback. 


The arrangement does not, however, improve the 


response at high frequencies. On the 
other hand, when current feedback is used 
with the same output transformer, as in 
Fig. 375, the action of feedback is to tend 
to make the current through the trans- 
former primary reproduce the wave shape 
of the applied signal and be independent 
of the applied frequency. Тһе output 
then tends to be constant at high fre- 
quencies but falls off more at low fre- 
quencies than in the absence of feedback. 
Also, at low frequencies, amplitude distor- 
tion due to saturation in the core of the 


, output transformer will be increased. 


All the circuits shown in Figs. 34 to 36 
use a resistance network to obtain feed- 
back. It is possible to introduce react- 
ance elements in the feedback network, 
and this is sometimes done, although it 
may lead to additional phase shifts. 

Effect of Feedback om Frequency Re- 
sponse Characlerisiics..—1t was noted in 


connection with Eq. (36) that when the feedback factor 48 is large, the voltage amplifi- 


1F. E. Terman and W. Y. Pan, Frequency Response Characteristic of Amplifiers Employing 
Negative Feedback, Communications, Vol. 19, p. 5, March. 1939; George H. Fritzinger, Frequency 
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cation approximates —1/8, The voltage gain is hence the inverse of the loss charac- 
teristic of the 8 circuit. In particular, if the 8 network is a resistance, then sub- 
stantially constant amplification with zero phase shift independent of frequency will 
be obtained when A@ is large. However, at high and low frequencies the amplifica- 
tion A tends to fall off, so that even when АВ is large in the mid-frequency range, it 
will become small and ordinarily have a large phase shift at extreme frequencies. 
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Fic. 38.—Effect of feedback factor АВ on the frequency response characteristics of a two- 

stage resistance-coupled amplifier having no screen grid or bias impedance. 
This results in peaks of amplification at high and low frequencies if the feedback 
factor Ag is large in the mid-frequency range and the phase shift of A8 can approach 
or exceed 180° at extreme frequencies. Typical behavior of a feedback amplifier under 
such conditions is shown in Fig. 38. Although the use of a large amount of feedback 
improves the amplification and phase-shift characteristics in the middle range of 
frequencies, it is apparent that feedback may introduce undesirable characteristics 
at very low and high frequencies. 





Discrimination by Inverse Feedback, Proc. I.R.E., Vol. 26, p. 207, February, 1938; F. A. Everest and 
H. R. Johnston, The Application of Feedback to Wide-band Output Amplifiers, Proc. I. R.E., Vol. 28, 
p. 11, February, 1940. 
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When peaks such as shown in Fig. 38 are not too pronounced, they can be equalized 
at low frequencies by a resistance-condenser combination, and at high frequencies by 
a resistance-inductance network, as shown in Fig. 39. These circuit elements are 
placed outside the amplifier proper. ($.е., outside the feedback loop) and are so designed 
as to reduce the peak of amplification to the mid-frequency gain. In this way it is 
possible to obtain relatively flat responses up to the frequency at which the peak 
occurs, followed by a sharp drop in gain, as shown. 

Control of Effective Internal Impedance of Amplifiers by Feedback.1—The internal 
impedance of an amplifier can be defined as the impedance that the load observes 
when one looks back toward the plate circuit of the amplifier tube. The effective 
value of this impedance can be controlled over wide limits by the use of feedback. 


To feedback 
circuit 











Amplifier with 
voltage feedback 


] 
IA H В o 
Network for equalizing Network for equalizing 
/ow- frequency peak high frequency peak 


(a) Amplifier with equalization for high 
and low frequency peaks 
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(b) Frequency response characteristics 


Fie. 39.—Circuit for equalizing high- and low-frequency peaks produced by feedback, 
together with resulting characteristics. 
Thus negative voltage feedback tends to make the output voltage constant, irre- 
spective of load impedance. This effect is equivalent to decreasing the output 
impedance of the amplifier. The effect of feedback on the output impedance of an 
amplifier is given by the equation 
Effective output _ Вр — пАза 
impedance of amplifier 1 — uAi18 
where Rp = plate resistance. of output tube (equals output impedance in the absence 
of all feedback). 
amplification factor of output tube. 


amplification between grid of amplifier input and grid of last tube, in the 
absence of feedback. 


(40) 


ll 


и 
Ai 


ll 


feedback voltage oro 
by current in load 


о = current feedback factor = : 
current in load 





1H. F. Mayer, Control of the Effective Internal Impedance of Amplifiers by Means of Feedback, 
Proc. I. R.E., Vol. 27, p. 213, March. 1939. 
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Tooga voltage derived 
from output voltage 


В = = 
{ voltage feedback factor GU DUC КОРЕ 





The voltage and current feedback factors may be either positive or negative, accord- 
ing to whether the feedback aids or opposes the signal voltage, respectively. 

The various effects that can be produced on the output impedance by feedback are 
revealed by Eq. (40). When a = В = 0, there are no feedback effects, and the output 
impedance equals the plate resistance of the tube. When there is no current feed- 
back (æ = 0), then the output impedance is R,/(1 — иА 8), which will be greater or 
less than the plate resistance of the tube according to whether the feedback is positive 
or negative, respectively. On the other hand, when there is no voltage feedback 
(В = 0), the effective output impedance is (Rp — &A;o). This will be less or more 
than the plate resistance of the tube, according to whether the feedback is positive 
or negative, respectively. In the special case where „Ала = Rp, it will be noted that 
the effective output resistance is zero, while when „Але > Ry, the effective output 
impedance will be negative. 

The gain of the amplifier with combined voltage and current feedback is given by 
the equation 


Ao 


(9+2) 


where Zz is the load impedance and A, the voltage amplification without feedback. 





taking into account 
feedback 


Voltage amplification 
} = (41) 
1— Ao 


This is identical with Eq. (36) except that АВ has been replaced by Ao (в + zx) 
When the two types of feedback are of opposite sign and are so related that 


o 
--Z (42) 
it will be noted that the positive and negative feedbacks balance each other as far as 
gain is concerned, although they will still influence the output impedance. 
The criterion for avoiding cscillation with combined current and voltage feedback 
is the same as discussed in connection with Fig. 32, except that now the effective 


feedback factor is a(s + =) instead of being АВ. 


Modified Forms of Feedback.—A result equivalent to that given by negative feed- 
back can be obtained with other circuit arrangements. In the arrangement shown 
in Fig. 40a, one has an ordinary negative feedback amplifier in which the first stage is 
designed to have as nearly ideal characteristics as possible. Positive feedback is 
derived from the output of this first stage and is balanced against the negative feed- 
back so that in the mid-frequency range the two feedbacks cancel. The amplification 
characteristic of the entire amplifier will then tend to be the same as the amplification 
characteristics of the carefully designed first stage, since any departure of the output 
from this condition produces an unbalance between the feedbacks that opposes the 
departure. 

Another arrangement is shown schematically in Fig. 40b. Here A is an ordinary 
amplifier to which there is applied a signal voltage e that delivers an output voltage E. 
A fraction k of the output voltage is balanced against the signal voltage e, and a 
voltage proportional to the difference between e and kE is reinserted in the amplifier 
with such polarity that E is altered in a manner that makes |e — kE | less than would 


1 E, Т. Ginzton, Balanced Feedback Amplifiers, Proc. I.R.E., Vol. 26, p. 1367, November, 1938. 
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otherwise be the case. Such an amplifier acts in much the same way as one having 
negative feedback. t 

Practical Use of Negative Feedback іп Audio-frequency Amplifiers. —Negative 
feedback is widely used in audio power amplifiers for the purpose of reducing nonlinear 


‘Especialy designed stage 
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Positive feedback “+ Negative feed! ЕВ (b) 
developed here back developed here 
(a) 
Ета. 40.—Alternative methods of obtaining behavior similar to that obtained with negative 
feedback. 
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resistance, 








(a) Resistance coupling (b) Transformer coupling (с) Phase inverter 
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(d) Inverter excited from unbalance (е) Inverter excited from unbalanced 
in grid-leak currents current in cathode resistance R4 





Ета. 41.— Circuits for using feedback to minimize unbalances between the two sides of а 
push-pull amplifier. 


distortion. When pentode and beam tubes are used, negative feedback can also be 
used to reduce the effective output impedance of the tube to a value sufficiently low 
to damp out transients in loud-speakers. 

1 Unpublished results of the author show that this cireuit has all the important properties of negative 
feedback circuits. See also P. О. Pedersen, A Distortion-free Amplifier, Proc. I.R.E., Vol. 28, p. 59, 


February, 1940, who gives a slightly different arrangement. 
3 The application of negative feedback to radio transmitters is given in Sec. 9, Par. 1. 
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Negative feedback is extensively used in telephone repeaters to stabilize gain and 
reduce distortion and cross-modulation. Gain stability is important in long toll 
circuits containing many amplifiers, since the allowable variation in gain per individual 
amplifier with tube replacement- and variations of supply voltages is very small. 
The reduction of cross-modulation obtainable with negative feedback is very impor- 
tant where a number of carrier channels are amplified simultaneously. 

Feedback can be employed in push-pull amplifiers to reduce unbalance between 
the two sides of the push-pull system. Circuits for doing this are illustrated in Fig 
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(b) Reduction of regeneration (с) Reduction of regeneration supply 
by screen balance by cathode method 


Fie. 42.—A three-stage amplifier with common plate supply having an internal impedance 
2, and various means for reducing regeneration. caused by Ze. 


41. In the first three of these, unbalance in the push-pull stages produces a current 
through the resistance E. This results in the development of a feedback voltage 
that is applied to the tubes in such a manner as to reduce the difference in the output 
of the two sides. In these circuits, Ё 18 a resistance for developing ordinary negative 
feedback, and can be short-circuited or by-passed if negative feedback is not desired 
for other than balancing purposes. In the final two circuits, the excitation of the 
phase inverter tube is obtained, respectively, from a resistor Ёз used to return the 
two grid leaks to ground, and from the cathode resistor Ry. These resistors have a 
voltage developed across them corresponding to the unbalance between the two sides 
of the amplifier. This unbalanced voltage is then used to excite the grid of the phase- 
inverter tube in such a way as to make the output of the phase inverter reduce the 
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unbalance. By employing large gain in the inverter stage, the residual unbalance 
between stages will normally be less than 10 per cent, even with wide variations in 
circuit constants. 

Feedback is widely used in laboratory amplifiers and in amplifiers incorporated 
in measuring equipment. By making the feedback factor large and using a resistance 
feedback network, it is possible to obtain characteristics that approach very closely 
to perfection. In particular, nonlinear distortion can be made negligible, phase shift 
reduced virtually to zero, the amplification maintained almost absolutely constant 
over wide frequency bands, and the gain is substantially unaffected by tube replace- 
ments and ordinary variations in supply voltages. 

12. Regeneration in Multistage Amplifiers. — When several stages of amplification 
are connected in cascade, there is the possibility of amplified energy being transferred 
from stages of high power level back to stages of lower power level. Such energy 
transfer is termed regeneration, and is a form of feedback that is to be avoided, because 
it gives rise to undesired modifications of the frequency-response characteristic, and 
in some cases causes oscillations. 

Regeneration Arising from a Common, Plate Impedance.— Most regeneration troubles 
occurring in audio-frequency amplifiers arise from the internal impedance of the 
battery or rectifier-filter system used to supply plate voltage to several stages. The 
situation arising from the presence of such a common impedance is shown in Fig. 42a, 
where it is apparent that amplified current existing in the plate circuit of the final 
amplifier stage will develop voltage across the impedance Z, and that this voltage 
will be applied to the plate circuits of the stages of lower power level and cause regen- 
eration. This alters the amplification characteristic, and in severe cases gives rise 

‘to oscillations. 

In a practical analysis of the effect of a common plate impedance, it is necessary 
to consider only the energy transfer from the final stage of the amplifier back to the 
plate circuit of the first stage. This is because energy transfer between other stages 
is negligible by comparison, as a result of the smaller difference in power levels involved. 
To the extent that this is true, the total effect of regeneration on the entire system is 
to alter the effective amplification between the grid of the first (input) tube and the 
grid of the next amplifier tube by the factor? 


Actual amplification of | 








first stage = 1 (43) 
Amplification of first | 1—КА 4: \ 4 Es is) D 
Stage with no regeneration = Ву Zi Im ee 


where A = amplification from grid of second tube to the grid of the last tube, as 

indicated in Fig. 42a. 

actual amplification from grid of first tube to grid of second tube in the 

absence of regeneration. 

@iand у, = factors taking into account loss in amplification in first stage resulting 
from screen and bias impedances, respectively. 


Ai 


ALa amplification of first stage when screen and bias impedances produce no 


Віті 
falling off. 


1Е. E. Terman, В. В. Buss, W. В. Hewlett, апа Е. C. Cahill, Some Applications о, Negative 
Feedback with Particular Reference to Laboratory Equipment, Proc. I.R.E., Vol. 27, p. 649, October, 
1939. 

? Equation (43) assumes that the voltage developed across the common impedance produces 
negligible voltage upon the screen electrode of the first tube. Under practical conditions this 
assumption is always realized, since the impedance formed by RC, in the screen circuit serves as an 
additional decoupling filter having proportions such as effectively to isolate the screen even at very low 
frequencies. 
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gm = transconductance of first tube receiving anode voltage from the common 
plate supply. 

ga = transconductance of final tube of amplifier. 

К = factor such that Kg/,6’y’, multiplied by voltage on grid of last tube, gives 

the a-c current through the common plate impedance (see below). 

internal impedance of source of anode voltage. 

transmission factor of decoupling filters in lead from common plate 

supply to the plate circuit of first tube (see below). 

Z; = impedance between output of decoupling filter (or output of power supply 
when decoupling filters are not used) and the plate electrode of the first 
tube (in Fig. 42a Z, = Re). 

8' and y' = factors taking into account loss in amplification in last stage resulting 
from screen and bias impedances, respectively. 
The factor K in Eq. (43) is defined by the relation 


Ze 
D 


Admittance of circuit element 
{connecting plate supply to alatet 
K= electrode of foal e J (44) 
Zt E, 
where 7 is the total impedance in the plate circuit of the final tube and E is the plate 
resistance of this tube. The value of K depends upon the circuit constants, the fre- 
quency, and upon whether the tube is a triode or pentode. At low frequencies, K 
nearly always exceeds 0.5, and with practical amplifiers is always at least 0.2 under 
conditions where regeneration from the common plate impedance is important, At 
the same time K cannot exceed unity in practical cases. 

The factor D takes into account the effect of a decoupling filter such as RiC, in 
Fig. 42a. Such a filter is for the purpose of making the feedback voltage reaching 
the plate circuit of the first tube less than the voltage developed across the common 
impedance. On the assumption, usually justified, that Z. is considerably less than 
В! and that the reactance of C, is considerably less than the impedance seen in looking 
from C, toward the first tube, one has for a single-stage filter 


ЖОЕ Е 


р = сы AUi 
түү АЁ 
Ver C) 


Values of D can be obtained graphically with the aid of Fig. 43. When two filter 
stages are connected in tandem, the effective reduction factor is approximately the 
product of the reduction factors of the individual filters. 

Circuit Design to Minimize Regeneration and Eliminate Motorboating.—Multistage 
amplifiers should be so designed that there is negligible regeneration in the useful 
frequency range and so that there is not sufficient regeneration at frequencies outside 
the normal operating range to produce oscillations. 

In order for regeneration to have negligible effect, it is necessary for the factor 
KACAi/Byy) (Ze/Zs) (95/95) B1 D in Eq. (43) to be small compared with unity. To 
insure absence of oscillation, this quantity must have an absolute value less than 
unity.! 

1 Oscillations will not be present even when [KA(A1/8171)(Ze/Z1) (gm’/gm)8’y'D| = 1, provided that 
under these conditions, the phase of the quantity is such as to give negative rather than positive feed- 
back. For practical purposes, however, the somewhat simpler rule stated is a more convenient guide, 


and errs on the side of safety. The exact criterion for avoiding oscillation is the same requirement that 
AB must satisfy as discussed in connection with Fig. 32. 
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Regeneration can be easily made small or negligible for frequencies in and above 
the normal audio range, by shunting a capacity (C; in Fig. 42a) across the output of 
the ccmmon plate supply, and, where the gain is large, as is the case with more than 
two stages, by the use of one or two sections of decoupling filter (EC; in Fig. 42a). 
However, at low frequencies, the shunt condenser across the power supply is ineffec- 
tive as à by-pass, and the isolation obtained from the decoupling filters becomes small 
because of the increasing reactance of condensers at low frequencies. The result in 
practical amplifiers is that regeneration is frequently sufficient at low frequencies to 
produce oscillations even when the regeneration has negligible effect upon the ampli- 
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Fic. 43.—Curves giving the reduction D produced by resistance-capacity filter on the 
assumption that the impedance on the source side is small compared with Ri, and that 
the impedance on the load side is large compared with 1/wC1. 


fication in the normal frequency range. Such oscillations are referred to as motor- 
voating, and commonly have a frequency of only a few cycles per second. 
Motorboating cannot exist if |КА (A1/81y1) (Ze/Z1) (9/9) в'у'Р| < 1. То accom- 
plish this, it is necessary to rely mainly upon the low-frequency falling off in amplifi- 
cation produced by the tubes and circuits between the plate electrode of the first tube 
and the plate electrode of the final tube.! Accordingly, multistage amplifiers operated 
from а common plate supply should never be designed to have a better low-frequency 
response beiween the plate of the first tube and the plate of the final tube than 18 actually 
required. In particular, it is very desirable that whenever possible the design of the plate 
11% will be ncted that this includes the falling off due to screen grid and bias impedance of all tubes 


5ut the first ana the effect of coupling networks in all of the plate circuits except in the plate circuit 
of the final cube. 
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coupling networks and screen impedances in this section of the amplifier be so coordinated 
as to give maximum falling off in low-frequency amplification. 

A power supply having low internal impedance at low frequencies is also helpful 
in eliminating motorboating. At low frequencies, the common impedance has a value 
approximating the equivalent internal d-c resistance corresponding to the 4-е voltage 
regulation of the power supply; t.e., 


AEn 
Alg 





Equivalent Z, at low frequencies = (46) 
where АЁв is the drop in power-supply voltage produced by increasing the output 
current by A/g. The common impedance can be made small by using low-resistance 
chokes in the filter system and employing a rectifier tube with low voltage drop. 
'The common impedance can be made negligible at low frequencies by using a power 
supply provided with an electronic voltage regulating system that maintains the 
potential across Ze constant (see Par. 8, Sec. 8). 

'The tendency for regeneration and motorboating to exist can be greatly reduced 
by employing circuits in which the feedback from the common plate impedance to the 
plate circuit of the first tube is balanced by an equal and opposite feedback to some 
other point in the amplifier.! Arrangements for accomplishing this result are shown 
in Figs. 42b and 42c. In the first of these, the screen voltage is derived from a voltage 
divider В.В» connected across the plate supply, so that any feedback voltage developed 
across this common impedance will be applied to the screen-grid electrode as well as 
to the plate circuit.2 By selection of the proper ratio 2/2 for the voltage divider 
(which can be readily done by trial), it is possible theoretically to reduce to zero ali 
feedback (and also hum) from the common plate circuit to the amplifier stage thus 
balanced. This action is independent of frequency if the condenser C; that would 
normally be used to by-pass the screen to ground is balanced by a corresponding 
condenser C; so that С/С: = Ri/Rs. A similar result is achieved in the circuit of 
Fig. 42c, except that here the balancing voltage is applied between the cathode and 
ground of the following tube.? The required circuit proportions are 


e - 
E A u^ л") 

$-E( 2) 
The notation is illustrated in Fig. 42c. The circuit proportions called for by Eq. (46a) 
are of the approximate magnitude that would be used in ordinary audio-amplifier 
design. When carefully constructed, the balancing systems shown in Fig. 42b and c 
will give a reduction in the low-frequency feedback (and power-supply hum) to a 
partieular stage of 40 db or more. 

Additional means available for reducing regeneration at low frequencies include 
the use of push-pull amplification, particularly in the final stage, and the use of sepa- 
rate power suoplies for different stages. With push-pull amplification in the final 
stage, this stage develops voltage across the source impedance only to the extent that 
the two sides of the amplifier are unbalanced, so that a considerable reduction in the 
tendency to regenerate is obtained. Where the first stage of the amplifier is also 
push-pull, the voltage developed across the common impedance is applied to the two 


(46a) 


1 Such circuit arrangements also discriminate equally against hum in the power-supply system. 

2K. B. Gonser, A Method of Neutralizing Hum and Feedback Caused by Variations in the 
Plate Supply, Proc. I.R.E., Vol. 26, p. 442, April, 1938. 

3 A discussion of this method of balancing regeneration, together with experimental results, is given 
by W. Y. Pan, Circuit for Neutralizing Low-frequency Regeneration and Power-supply Hum. Proc. 
I.R.E., vol. 30, p. 411, September, 1942. 
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sides of this push-pull stage in the same phase, and so cancels out to the extent that 
the two sides of the input stage are balanced. 

In extreme cases, where the amplification involved is very great or where the 
amplifier must maintain its gain down to very low frequencies, it is always possible to 
resort to separate power supplies for the low-level and high-level stages of the ampli- 
fier, and thereby reduce the tendency toward regeneration. 

Regeneration from Stray Couplings.—Although the most troublesome regeneration 
problems arising in audio-frequency amplifiers come from the impedance of a common 
power supply, it is also possible for stray electrostatic and magnetic couplings to 
cause regeneration. Such sources of regeneration are most effective at the higher 
frequencies, and can be readily taken care of by proper shielding and by proper 
spacing and orientation of parts. 

Energy transfer between stages through electrostatic couplings can be eliminated 
by providing grounded shields for glass tubes or grounding the envelopes of metal 
tubes, by proper placing of wiring and parts that are at widely different power levels, 
and in severe cases by the use of supplementary electrostatic shielding. 


Volume Volume 
adjustment adjustment 
4 / 






+Ев +Ев 
(a) Resistance coupling (b) Transformer coupling 
Fig. 44.—Common methods of controlling volume in resistance- and transformer-coupled 


amplifiers. 


The chief source of magnetic coupling is the mutual inductance between trans- 
formers associated with stages operating at widely different power levels, as the input 
and output transformers of an amplifier. Regeneration from this source can be con- 
trolled by adequate spacing between transformers, by orientation of cores to reduce 
mutual inductance, and by use of transformers that are magnetically shielded or 
otherwise arranged to be relatively immune to external fields. 

Another form of energy transfer between stages arises from the grid-plate capacity 
of the amplifier tube. This has an effect equivalent to modifying the equivalent 
input impedance of the tube, and is discussed in Par. 25. 

13. Amplitude and Volume Control in Audio-frequency Amplifiers.—The volume, 
amplitude range, peak level, etc., in audio-frequency amplifiers can be controlled by 
a variety of devices,! the most important of which follow. 

Manual Control of Volume.—Manually operated volume controls in audio-fre- 
quency amplifiers must be so arranged that the frequency response is not adversely 
affected by the volume setting. The control must also be located at a point of suffi- 
ciently low-power level in the amplifier that there is no possibility of stages being 
overloaded before the control can reduce the volume level. 

The standard method of controlling volume in resistance-coupled amplifiers is 
shown in Fig. 44a, and makes use of a grid leak in the form of a high-resistance poten- 
tiometer. Such a volume control produces a slight improvement in the high-fre- 
quency response at low-volume settings. 

1 A discussion and classification of these devices is given by 8. B. Wright, Amplitude Range Control, 


Bell System Tech. Jour., Vol. 17, p. 520, October, 1938; and A. C. Norwine, Devices for Controlling 
Amplitude Characteristics of Telephonie Signals, Bell System Tech. Jour.. Vol. 17, p. 539, October, 1938. 
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Volume control in transformer-coupled amplifiers is difficult to obtain without 
causing serious variations in the frequency response characteristics. When an 
amplifier contains both resistance- and transformer-coupled stages, it is preferable to 
control the volume in the resistance-coupled stages. Where this is not possible, the 





















E S 

= 2 

9 E: 

g R-Q С 

Ж] Resonant frequency 5 | Resonant frequency 

E of LC---» E ie OF L6 

ч < <= 

Frequency Frequency 

Characteristics for high- Characteristics for low- 
frequency control frequency control 


г, "igh-frequency 
! control 


Low-frequency 
control 





Circuit for combined high and low frequency control 
(a) Typical tone control system 





+ Ев 
(b) Tone-compensated volume control 


Fig. 45.—Typical tone-control circuits. 


usual arrangement is to place a high-resistance potentiometer across the transformer 
secondary, as in Fig. 44b, and preferably employ a transformer designed to operate 
with resistance loading across its secondary. 

Tone Controls and Tone-compensated Volume Controls—Audio amplifiers are 
frequently provided with controls for altering the high-frequency and low-frequency 
characteristics. These are termed tone controls, and are for the purpose of modifying 
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the character of the amplifier output to give new esthetic effects, to compensate for 
acoustic characteristics, reduce hum, reduce hiss or scratch, etc. Typical tone- 
control circuits are shown in Fig. 450. Sucb circuits should preferably exert their 
control upon the high-frequency and. low-frequency amplification without altering 
the mid-frequency gain, although in many cases this ideal is not achieved. 

The characteristics of the ear are such that the apparent loudness of low-frequency 
tones relative to middle and high-frequency tones is less as the volume level is reduced. 
In order to correct for this effect, volume controls are sometimes arranged so that as 
the volume control reduces the gain, the reduction is less for low frequency than for 
middle and high-frequency components. Such an arrangement is termed a tone- 
compensated volume control. A typical example is shown in Fig. 455.1 

Volume Expanders and Compressors—Companders.—A volume compressor is а 
device that reduces the amplification when the signal being amplified is large and 
increases the amplification when the signal is small. Compressors are used to reduce 
the volume range in recording sound on film and disk, and аге also sometimes used in 
radio-telephone transmission, etc. 
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Fig. 46.—Schematic diagram of a volume compressor. 


A volume expander is a device that operates in such a way as to increase the ampli- 
fication wher. the average power level of the signal is high, and to reduce the amplifica- 
tion when the average power level of the signal is small, thereby causing the loud 
passages to be still louder and the weak passages to have their weakness accentuated. 
Expanders are used to counteract the compression of volume range that is necessary 
in sound recording, etc., and also to introduce added esthetic effects. 

Volume expanders (or compressors) are essentially amplifiers in which the ampli- 
fication is varied in accordance with the envelope amplitude of the signal. This 
control can be obtained in various ways. One method is illustrated schematically in 
Fig. 46. Here the signal to be compressed (or expanded) is amplified by an auxiliary 
amplifier A and then rectified in such a way that there is developed across a resistance- 
condenser combination a d-c voltage that tends to follow the envelope of the signal. 
This d-e voltage is used to vary the bias, and hence amplification, of a resistance- 
coupled amplifier tube using a variable-mu tube. By proper attention to circuit 
details, particularly the time constants, it is possible to control the character of the 
compression (or expansion) and also the quickness with which the amplification is 
increased and decreased.? 

1 Charts for assisting in the design of tone-compensated volume controls of this type are given by 
P. A. D’Orio and Rinaldo de Cola, Bass Compensation Design Chart, Electronics, Vol. 10, p. 38 
October, 1937. 

2 Circuit diagrams (with constants) of volume expanders are given by C. M. Sinnett, Practice! 
Volume Expansion, Electronics, Vol. 8, p. 14, November, 1935; Harry Paro, Public Address AVC 


Electronics, Vol. 10, p. 24, July, 1937. 
Another method of obtaining volume expansion (or compression) is to introduce feedback in an 
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A system involving a volume compressor to reduce the volume range for trans- 
mission, followed by an expander at the receiving point to restore the original range, 
is referred to аз a compander, and is used in radio-telephone extensions of telephone 
toll systems to improve the signal-to-noise ratio.! 

Automatic Volume Control—Vogads.—Automatic volume control (abbreviated 
A.V.C.) utilizes the rectified audio-frequency currents to control the gain of an ampli- 
fier in such a manner that the peak output is maintained at substantially constant 
level. A.V.C. systems are used for insuring full modulation in modulating a radio 
transmitter or recording sound on film, for maintaining the output of public-address 
systems more nearly constant when the speaker turns away from the microphone, eto.? 

The term vogad is derived from the first letters of the phrase “voice operated gain 
adjusting device." A vogad is a particular form of A.V.C. system, and is used in 
radio-telephone extensions of wire telephone systems for the purpose of maintaining 
full modulation of the transmitter, irrespective of the loudness of the speaker’s voice.® 

Volume Limiter.—A volume limiter is a device that aytomatically reduces the 
amplification when the average input volume to the amplifier exceeds a predetermined 
value, so that the output for all inputs in excess of this value is substantially constant. 
Volume limiters are used in radio-telephone transmitters to prevent overmodulation. 

Volume limiters ordinarily operate by rectifying a portion of the signal and using 
the rectified output to reduce the gain when the signal exceeds the desired level. 

Peak Limiters.—A peak limiter is an amplifier so controlled by rectified voice 
currents that the gain is quickly reduced and then slowly restored when the instantane- 
ous peak amplitude of the signal being amplified exceeds a predetermined value. A 
peak limiter differs from a volume limiter primarily in that it is controlled by the 
instantaneous peaks instead of by the average volume. 

Peak Chopper—A peak chopper is a device that prevents peak amplitudes from 
exceeding a critical value, and is ordinarily arranged to operate instantaneously. 


VIDEO-FREQUENCY AMPLIFIERS 


14. General Requirements of Video-frequency (Wide-band) Amplifiers.*—Ampli- 
fiers for the video-frequency currents of television circuits are required to handle a 
frequency range from about 60 cycles to about 4 megacycles with substantially uni- 
form gain and negligible phase distortion. ‘The maximum variation in over-all delay 





ordinary amplifier by means of a resistance that is supplied by the plate resistance of a triode tube. 
This resistance, and hence the gain, is then controlled by a bias voltage developed by rectification of the 
signal. Such an arrangement has the advantage that the negative feedback reduces distortion that 
frequently occurs in volume expanders and compressors. See B. J. Stevens, Low Distortion Volume 
Expansion Using Negative Feed-back, Wireless Eng., Vol. 15, p. 143, March, 1938; E. G. Cook, A Low 
Distortion Limiting Amplifier, Electronics, Vol. 12, p. 38, June, 1939; Н. Н. Stewart and Н. S. Pollock, 
Compression with Feedback, Electronics, Vol. 13, p. 19, February, 1940. 

1R. C. Mathes and S. B. Wright, The “ Compandor"—4An Aid Against Radio Static, Elec. Eng., 
Vol. 53, p. 860, June, 1934; R. A. Heising, Radio Extension Links to the Telephone System, Bell Sys 
Tech. Jour., Vol. 19, p. 611, October, 1940. 

2¥or typical A.V.C. circuits (including constants), see Harry Sohon, Supervisory and Contro, 
Equipment for Audio-frequency Amplifiers, Proc. I.R.E., Vol. 21, p. 228, February, 1933; Paro, loc. cit. 

38. B. Wright, S. Рођа, and A. C. Dickieson, A Vogad for Radiotelephone Circuits, Proc. I.R.E., 
Vol. 27, p. 254, April, 1939; R. A. Heising, loc. cit. 

5 Following is a selected bibliography on the theory, design, and construction of video-frequency 
amplifiers: R. L. Freeman and J. D. Schantz, Video Amplifier Design, Electronics, Vol. 10, p. 22, August, 
1937, and Vol. 10, р. 52, November, 1937; 8. W. Seeley and С. №. Kimball, Analysis and Design оі 
Video Amplifiers, Part II, R.C.A. Rev., Vol. 3, p. 290, January, 1939; А. V. Bedford and С. L, Fredendall, 
Transient Response of Multistage Video-frequency Amplifiers, Proc. I.R.E., Vol. 27, p. 277, April, 1939; 
Harold A. Wheeler, Wide-band Amplifiers for Television, Proc. I.R.E., Vol. 27, p. 429, July, 1939; 
Albert Preisman, Some Notes on Video-amplifier Design, R.C.A. Rev., Vol. 2, p. 421, April, 1938; E. W. 
Herold, High-frequeney Correction in Resistance-coupled Amplifiers, Communications, Vol, 18, p. 11. 
August, 1938; F. A. Everest, Wide-band Television Amplifiers, Electronics, Vol. 11, p. 16, January, 
1938, and p. 24, May, 1938; G. D. Robinson, Theoretieal Notes on Certain Features of Television 
Receiving Circuits, Proc. I.R.E., Vol. 21, p. 833, June, 1933. 
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time tolerable in a 441-line television system is commonly of the order of 1,000 
microseconds at the low-frequency end of the band and 0.1 microseconds at the high- 
frequency end. On the basis of 10 amplifier stages being involved, this corresponds 
to a phase shift per stage not exceeding 2° at 60 cycles, and linearity in the phase- 
shift characteristic up to the highest frequency of importance, with a deviation not 
exceeding 14° per stage at 4 ше. The amplification per stage should also be constant 
to within a few tenths of a decibel. 

15. Video-frequency Voltage Amplifiers—Low-frequency Considerations.— Video- 
frequency voltage amplifiers employ circuit arrangements based upon the ordinary 
resistance-coupled circuit used for audio-frequency amplification. The severe 
requirements with regard to uniformity of amplification and delay time that must be 
met are, however, most satisfactorily realized by modifying the ordinary resistance- 
coupled amplifier circuit by additional 
circuit elements that improve the charac- 
teristics at low and high frequencies. 

At low-frequencies, the circuit com- 
ponents causing phase shift and falling 
off in amplification are the coupling con- 
denser, bias impedance, and impedance in 
the screen-grid circuit. Each of these 
must have its effect compensated for in 
the amplifier. 

Compensation for Coupling Condenser. 

Fic. 47.—Cireuit of video-frequency The coupling condenser in the plate cir- 
amplifier, showing resistance-condenser com- сці of an amplifier tube causes the out- 
bination RıCı for equalizing low-frequency put to fall off and to lead in phase at low 
response. . : 

frequencies. On the assumption that a 
pentode tube is used and that the grid-leak resistance is very much larger than the 
coupling resistance (i.e, Ej > > R.), as is always the case in practical amplifiers, 
the behavior at low frequencies can be calculated from the equations 





t Eg 





1 
Phase shift (lead) = ¢ = tani E (47) 
g 
Falling off in gain at low frequencies — cos $ (48) 


where С, is the capacity of the coupling condenser and Ry the grid-leak resistance, as 
indicated in Fig. 47, and w is 2 times the frequency. These equations show that the 
effect of the coupling condenser is more serious on phase shift than on the amplifica- 
tion. Thus a grid leak-condenser combination that causes the output voltage to fall 
only 1 per cent below the mid-frequency voltage introduces a phase shift of about 8°. 
Equations (47) and (48) show that if the phase shift is not to exceed 2° at 60 cycles, 
itis necessary that РиС. > 0.076. Although this can be achieved by using a large 
condenser capacity and grid-leak resistance, it is usually more practicable to allow a 
reasonable phase shift and then provide equalization. 

Compensation for the effect of the coupling condenser in the plate circuit can be 
obtained by the use of а resistance-capacity combination ВС! in series with the plate 
coupling resistor, as shown in Fig. 47. In the practical case where Ви > > R, the 
impedance Z, formed by the combination Е.С, causes the output to be increased in 
magnitude by the factor (Re + Z1) /В. and to be shifted in phase in a lagging direction 
by an amount corresponding to the angle by which the impedance of Z, + R, is 
leading. 
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Perfect compensation for the effect of the coupling condenser is obtained when 


RC, = Ral. (49) 
and 
В, = œ (50) 
Under practical conditions an entirely satisfactory degree of compensation is obtained 
when №, > 10(1/eC)). 
The effects produced by various adjustments of the compensating circuit RiC,ina 
typical case are shown in Fig. 48. When Eq. (49) is satisfied, then the results are 
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Ета. 48.— Various effects obtainable in equalizing for the effect of plate coupling condenser 
in video-frequency amplifiers. 


more nearly perfect the higher the resistance Ri, as seen by comparison of curves (1), 
(2), and (5). With a fixed value for Ri, decreasing the capacity C, so that the time 
constant R.C, is slightly less than ВиС. will make the phase more lagging at low 
frequencies and tend to cause a rise in amplification, as seen by comparing curves (1) 
and (3) in Fig. 48. Increasing С, to give a larger time constant produces the opposite 
effect, as seen by comparing curve (4) with curves (1) and (3). 

Compensation for Bias Impedance.—The bias impedance ПС; in Fig. 47 causes the 
output voltage to lead in phase and fall off in magnitude by an amount that is excessive 
even when the largest practicable size of by-pass condenser is used. Bias impedance 
can be eliminated by obtaining the bias in other ways, but this is commonly not 
convenient. 
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The phase shift and change in amplification produced by the combination of the 
compensating network E;C; and the bias network R;C,; in Fig. 47 are given by the 
relation 


Relative output } 1+ 2 
7 (51) 


voltage at low $ = ———=- 
frequencies 1 + 0.27 


where Z; is the vector impedance of the combination RiC,, Z; the impedance of ће 
combination C,R;, Re the coupling resistance, and gm the transconductance. А posi- 
tive phase angle in Eq. (51) represents a leading phase angle for the output voltage. 
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Fia. 49.—Various effects obtainable in equalizing for the cathode impedance in video- 
frequency amplifiers. 


The right-hand side of Eq. (51) will be unity, corresponding to perfect equalization 
of the bias impedance CRs, when 


and 
- В.С = R;C; i (53) 

Equations (52) and (53) assume that Ви >> В. a condition always satisfied in 
practical amplifiers. When the requirements of Eqs. (52) and (53) are not satisfied, 
the behavior will vary according to the character and extent of the departure from 
optimum proportions. The performance is shown in Fig. 49 for several typical cases. 

Compensation for Impedance in Screen-grid Circuit.—The proper screen voltage is 
normally obtained by a screen dropping resistor R, by-passed to the cathode by a 
condenser C,,, as shown in Fig. 47. This arrangement places an impedance in the 
screen cireuit that can cause the amplification at low frequencies to shift in phase and 
fall off in magnitude in the same manner as caused by the coupling condenser. The 
magnitudes of these effects can be calculated exactly by Eq. (8). Under practical 
conditions, they are determined mainly by the by-pass condenser С, and the dynamic 
screen-cathode resistance Rss of the tube, and can be calculated with sufficient accu- 
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racy by Eqs. (47) and (48) by substituting С and Re, for С. and E, respectively, 
which appear in these equations. The phase shift will not exceed 2° at 60 cycles if 


В.С, > 0.076 (54) 


Compensation for the screen impedance under these conditions is not necessary. 
If Eq. (54) is not satisfied, it is necessary to introduce correction in some plate circuit, 
as discussed below. 

Equalization for All Low-frequency Effects.—1n practical amplifiers it is desirable 
to equalize each individual stage as completely as possible rather than attempt to 
equalize for the deficiencies of several stages at a single point. At the same time it is 
not feasible to compensate for the effects of the bias impedance and coupling condenser 


ele ea 


(a) Applied wave 


ta ер 


(b) Output wave when phase (с) Output wave when phase 
leads at low-frequency lags at low-frequency 


n А 


(d) Output wave when ampli- (е) Output wave when ampli- 


fication rises at low-frequency fication falls at low-fre- 
(No phase shift) quency (No phase shift) 
Fie. 50.—Effects produced by amplifier imperfections upon a square wave for idealized 
cases. 


in the same stage. The practical method of meeting this situation is to make the 
effects from the coupling condenser (and screen impedance) small in all stages employ- 
ing a bias impedance, and then for every two to five stages providing at least one stage - 
in which there is no bias impedance. In this one stage, the resistance combination 
В.С. in the plate circuit is then proportioned to compensate for the coupling condenser 
and screen impedance effects of all the stages. This arrangement operates satis- 
factorily as long as the total phase shift to be corrected is less than 20°. 

Experimental Check of Low-frequency Compensation.—After the low-frequency 
compensating circuits, with proportions as calculated, have been installed in an ampli- 
fier, it is always desirable to check the over-all behavior experimentally. Adjustments 
can then be made to correct for residual defects in performance as necessary. 

Low-frequency tests are preferably made by applying the output of a square-wave 
oscillator to the amplifier input (see Par. 32, Sec. 13). The shape of the resulting 
output wave can be interpreted in terms of amplifier characteristics at low frequencies, 
as indicated in Fig. 50. А tilt in the horizontal portion of the output wave is caused 
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primarily by phase shift at the fundamental frequency; curvature of the horizontal 
portion is largely caused by a gain characteristic that does not remain constant down 
to the fundamental frequency of the square wave. 

16. Video-frequency Voltage Amplifiers. High-frequency Considerations.— High 
gain over a wide frequency band with substantially constant amplification and con- 
stant delay time, as required in video-frequency voltage amplifiers, can be most readily 
obtained by adding further reactance elements to the ordinary resistance-coupled 
amplifier circuit. The resulting networks can be classified as two-terminal or four- 
terminal networks according to whether the plate lead of the amplifier tube and the 
grid lead to the succeeding tube are connected at the same or different points in the 
coupling network, 

T'wo-terminal Coupling Networks—General Properties—Types of two-terminal 
networks used in television amplifiers are shown in Fig. 51. "These all have as their 





(9) 


Fig. 51.—Two-terminal coupling networks used in video-amplifiers, together with 
recommended circuit proportions for optimum high-frequency characteristics. The 
numbers indicate element impedances at the top frequency fi that is to be amplified 
(reactance of C at fı taken as unity). 


first element a shunting capacity C across the input that represents the sum of the 
output capacity of the amplifier tube plus the input capacity of the succeeding tube 
plus wiring capacity plus any padding capacity that may be added. The coupling 
network also includes a resistance R, that provides the coupling impedance at the 
lower frequencies. 

The object of the remaining reactive elements in the two-terminal network is to 
build up across the terminals of the condenser C the highest possible impedance that 
is constant in magnitude and has a phase angle proportional to frequency up to the 
highest frequency to be amplified. Analysis of the properties of networks shows that 
the highest possible constant impedance that can be built up across a capacity C is 
2X, where X, is the reactance of the capacity at the highest frequency for which the 
impedance is to be constant, t.e., the highest frequency to be amplified. 

The amplification obtained with a two-terminal coupling network having an 
impedance Z, can be taken as! 


‘Voltage amplification = g,Z, (55) 


1 This equation assumes that the plate and grid-leak resistances are both large compared with Z., 
a requirement readily satisfied by all wide-band amplifiers. 
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where gm is the transconductance of the tube. In the region where the coupling 
impedance is constant, one has Z. = R., and Eq. (55) becomes 


Amplification of flat | = gnRe 


part of characteristic (56) 
Since the maximum possible value of R, is 2X1, one has 


Maximum possible voltage 
gain with two-terminal = 2gmX1 (57) 
coupling network 


Design оў Two-terminal Coupling Networks.—The two-terminal coupling networks 
having greatest use in video amplifiers are shown in Fig. 51. Suitable circuit propor- 
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Fra. 52.—Effect of circuit proportions on the performance от the shunt-peaking circuit. 


tions for good performance are indicated by the numbers associated with each circuit 
element. These give the impedance of the element at the top frequency fı to be 
amplified, in terms of the impedance Xi; of the shunting capacity С at this frequency. 
Thus for Fig. 515, В. has a resistance equal to 0.85 times the reactance of C at the 
frequency fi, and the inductance L is of such size that its reactance at the frequency 
h is 0.30Х 1. 
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The suggested circuit proportions are a compromise between proportions giving 
the most uniform amplification characteristic up to the top frequency fı and the 
proportions giving the most constant delay-time characteristic. This is illustrated 
by Fig. 52, which shows the amplification and time-delay characteristics of the circuit 
of Figs. 51а and 51b. This particular arrangement, which is termed the shunt-peaking 
circuit, is a low Q resonant circuit such as is discussed in Par. 2, Sec. 3, and can have 
its properties expressed in terms of the resonant frequency fo of the inductance and 
capacity of the circuit, and the circuit Q at resonance (denoted by Qo). The gain is 
most nearly constant up to a frequency fi when fo = 1.41 fi(i.e., fi/fo =0.707) and Qo 
equals 0.707, corresponding to the proportions of Fig. 51а. On the other hand, the 
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Ета. 53.—Amplification and time-delay characteristics of circuits of Figs. 51 and 54. 


time-delay characteristic will be most nearly constant up to a frequency fi by making 
fo = 1.67/\ (i.e., fi/fo = 0.6) and Qo = 0.585. А good compromise is 


fo = 1.825 fi (1.е., fi/fo = 0.55) 


and @ = 0.65, corresponding to the proportions of Fig. 51b. In general, it will be 
found that the circuit proportions recommended by different writers will vary some- 
what in accordance with the relative emphasis placed upon the importance of uniform 
amplification, as against uniform time delay, and may differ somewhat from those 
given in Fig. 51. 

Amplifier performance obtained in using two-terminal coupling networks with the 
proportions indicated in Fig. 51 are given by curves 1 to 4 of Fig. 53, and are also 
summarized in Table 2. It will be noted that the gain obtainable with satisfactory 
constancy of amplification and delay time increases with the complexity of the coupling 
network, and approximates 75 per cent of the theoretical maximum possible gain in 
the case of the circuit of Fig. 51d. 

Four-terminal Coupling Networks—General Properties.—Vigure 54 shows types of 
four-terminal coupling networks used in video-frequency amplifiers to obtain desir- 
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able performance at high frequencies. In these circuits the capacity C’ associated 
with the plate circuit of the amplifier tube is separated from the capacity C" associ- 
ated with the grid electrode of the following tube, with the result that the gain 
obtainable over a given frequency band is greater than when the two capacities are 
paralleled, as in the case of the two-terminal coupling system. 

An analysis of the properties of four-terminal coupling networks shows that the. 
maximum possible amplification that can be obtained depends upon whichever of the 
capacities C’ or C" is maximum. The properties of tubes are such that normally 
C" > C', with the ratio being approximately 2. The effective ratio can be modified 
somewhat by proper disposal of circuit elements, such as blocking condensers, which 
have capacity to ground. Assuming that C" is the larger capacity and denoting the 
reactance of this condenser as X1 at the highest frequency f: that is to be amplified, 
then the maximum theoretically possible amplifieation obtainable with tbe four- 
terminal network under practical conditions is 


Maximum possible amplification = 2gmX1 (58) 


This equation is of the same form as Eq. (57) for the two-terminal case, but since 
X! in Eq. (58) is the reactance of C” instead of С” + С”, the four-terminal network 
gives greater gain in accordance with the relation 


Maximum practical gain 

with four-terminal ! 

coupling system с +С” (59) 
Maximum possible gain С" 

with two-terminal } 

coupling system 


For a given total shunting capacity С’ + C”, the most favorable division of capacities 
is C’ = C", corresponding to twice as much gain from the four-terminal system as 
obtainable with a two-terminal network. When C" = 2C’, the four-terminal system 
has a possible amplification that is 34 times the theoretical possible gain for a two- 
terminal network. 

Design of Networks Used in Four-terminal Coupling Systems.—Four-terminal 
coupling networks having desirable characteristics for video-frequency voltage 
amplifiers are shown in Fig. 54. Network proportions that give good performance 
are indicated by the numbers associated with the circuit elements. ‘These numbers 
give the impedances of the elements at the top frequency f; in terms of the impedance 
X1 of the capacity С” at the top frequency fı to be amplified (assuming that С” > C"). 
In the event that C" < С”, one uses the same proportions, except that X7 is replaced 
by X, the reactance of C" at the frequency fi, and the circuit is altered by exchanging 
the points at which the plate and grid electrodes connect to the network (as illustrated 
in Fig. 57). By the reciprocity theorem, the amplification and phase-shift charac- 
teristics will be unchanged by such an exchange of input and output terminals. 

The circuits of Fig. 54 call for specified values of capacity ratio C"/C'. In 
practice, this can be obtained by padding out one or the other of the capacities by 
means of an adjustable trimming condenser to give the required ratio. Since the 
impedance level of the coupling network is determined by the largest shunting 
capacity, the maximum gain is obtained when the circuit is so arranged that the 
required capacity ratio can be achieved by padding out the smaller of the two con- 
densers rather than by adding capacity in shunt with the larger. 

The performance of the four-terminal networks of Fig. 54 with the proportions 
indicated is given in Fig. 585. The essential properties are summarized in Table 2. 
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Comparison of Different Coupling Systems.—Examination of Fig. 53 and Table 2 
shows that the amplification obtainable with satisfactory constancy of amplification 
and for small delay error is greater for the four-terminal networks than the two-termi- 
nal systems. Also, the amplification obtainable with each type of coupling system 





Fig. 54.—Four-terminal coupling networks used in video-frequency amplifiers, together 
with recommended circuit proportions giving optimum performance. The numbers shown 
are the element impedances at the top frequency fi that is to be amplified (reactance of 
C" at fi taken as unity). The capacities С” and С” include the tube capacities. 


more closely approaches the theoretical possibilities as the number of reactive elements 
in the coupling network increases. Four-terminal systems give decidedly more gain. 


TABLE 2.—PznroRMANCE OF Some TYPICAL VIDEO-AMPLIFIER Circuits Havine 
HIGH-FREQUENCY COMPENSATION 
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на Maximum delay 
А Variation in - 
м: Relative voltage : : time error up to 
Circuit ; amplification up 
gain top frequency fi 
to top frequency fi me, in us 
Two-terminal cases 
13729: PPP лана 1.0 0.02 0.023/f, 
ОРИ еар: 0.85 0.035 0.0077 /f, 
Fig. 51с 1.20 0.02 0.0127, 
а 1.50 0.035 0.012/f. 
Idesl c crest ius 2.00 0 0 
Four-terminal cases 
і 
Fig. 54а*................. 1.50 0.02 0.012/f. 
Fig. 54b41........ esses 2.25 0.04 0.055/f. 
Ideal. RU 3.00 0 0 











* For case m — 2. 

+ Figure 54c acts substantially the same as Fig. 545, but permits the use of a larger capacity С”. 

t Amplification and time-delay characteristics calculated on assumption of perfect filter match to 
load. This assumption is almost perfectly realized up to the top frequency fi. 


The four-terminal networks are, however, more complicated than the two-terminal 
ones, are more difficult to adjust, and require more care in construction. Also, the 
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more complicated networks, particularly the more complicated four-terminal arrange- 
ments, have a far sharper cutoff and a much more rapid deterioration of the phase 
characteristics around the top frequency. This is a disadvantage in most cases, and 
makes it necessary in practice to use a higher top frequency than would be required 


with the simple shunt-peaking circuit. Constant . „7 Terminating 

Coupling . Networks Considered as K \ “half section 
Filiers..— The  two-terminal coupling section [e Te 3 “| (m=06) 
networks of Fig. 51 can be considered | 










as special cases of general types of two- 
terminal coupling impedances based 
upon the properties of low-pass filters. 
These general two-terminal coupling 
networks are shown in Fig. 55. They 
consist of a filter that is matched on 





/ 
F age 
Auxiliary condenser 


an image-impedance basis by an m- (a) First general form 

derived half section (m = 0.6) to a load Constant ~ „77 Terminating 
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This terminating section is then built section Г T Е (m=06) 










out by adding sections on an image- 
impedance basis so that the input of the 
filter is at the mid-shunt point of a Type 
II (see Table 2, Sec. 3) (sometimes 
called constant k) п section. The in- - 
put is then shunted by an auxiliary Auxiliary condenser 

condenser С» of such size as to make (b) Second general form | 
the impedance across the input termi- Fra. 55.—General two-terminal coupling net- 
nals more nearly constant with fre- works based upon low-pass filters. The con- 
quency than is the mid-shunt impedance stant k sections are Type II sections of Table 2, 
of a constant-k section. If X, is the See3. 

reactance of the total capacity across the filter input (auxiliary capacity Cm plus first 
shunting capacity С» of the filter) at the cutoff frequency of the filter, then, on the 
assumption that there is a perfect impedance match of E. to the filter, one has 


Magnitude of 
impedance 











TE Ooo “ 
(8) 


Phase angle of impedance = ф = tant Nic (61) 
с 

=: 

where E, = load impedance with which filter is designed to operate. 
Xe = reactance of total capacity (C, + Cn) across filter input terminals at the 

cutoff frequency f.. 
f. = cutoff frequency of filter. 
The behavior for various values of R./2X. is shown in Fig. 56. For X, = R,/2, the 
impedance that is developed (and hence the amplification obtained) is precisely con- 
stant up to the cutoff frequency fe of the low-pass filter, and has a value 2X... This is the 
highest constant impedance that can possibly be developed across a capacity Cm over this 
1 бее Wheeler, loc. cit. 

2 The condition X. = R-/2 is obtained when the auxiliary shunting capacity С» equals the capacity 
Cn of the filter, since for a constant k section, (1/2z/.C,) = Re. Hence the total shunting capacity 


required across the input for uniform impedance is exactly the same as the full shunt capacity of the 
constant k or Type II section. 
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frequency range. The most linear phase characteristic is obtained when X, = 0.37R., 
which corresponds, however, to a moderate falling off in impedance as cutoff is 
approached. The best compromise is when X, is approximately 0.48£.. 

The four-terminal networks of Fig. 54 are special cases of a general four-terminal 
coupling system based on the properties of wave filters, and illustrated in Fig. 57a. 
Here the impedance offered to the plate circuit of the amplifier tube is developed in 
the same way as in the case of the two-terminal coupling network, but now the 
impedance that can be developed is greater because part of the shunting capacity 
provided by the tubes is displaced along the filter to supply the shunting capacity 
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Fic. 56.—Effect of reactance X. of the total capacity shunted across filter input at the 
cutoff frequency f. upon the performance of the general coupling network of Fig. 55. 


required at another shunting point. The increase in impedance level, and hence 
the increase in amplification, obtainable with the four-terminal arrangement depends 
upon the ratio of capacities C’ and С” associated with the input and output circuits 
of the coupling network. The impedance level is greatest when С’ = С”, and is then 
exactly twice the impedance that can be developed in a two-terminal coupling system 
having the same total shunting capacity. The maximum possible gain obtained using 
a four-terminal network under such conditions is therefore exactly twice that obtain- 
able with a two-terminal network. With other capacity ratios the relative advantage 
of the four-terminal arrangement is given by Eq. (59). 

The separation of the grid and plate terminals existing in a four-terminal coupling 
system produces no effect except to introduce an extra phase shift. This is because 
the frequencies to be amplified are in the pass band of the filter and so are transmitted 
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Ета. 57.—General forms of four-terminal coupling systems based upon filters. The constant 
k sections are Type II sections of Table 2, Бес. З. 
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В = Constant К half section 
С = Constant К (inverse network) section 


Ета. 58.— Circuits of Figs. 51 and 54 redrawn in the form of filter coupling networks. The 
dotted vertical iines show the division into sections (or half sections). The constant k sec- 
tions are Type II sections of Table 2, Sec. 3. 
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through the filter sections between plate and grid without attenuation, but only with 
phase shift. 

The circuits of Figs. 51 and 54 are special cases of the general two- and four- 
terminal coupling systems, as is apparent when the circuits are redrawn as in Fig. 
58. It will be noted in both the two- and four-terminal cases that the performance 
approaches more closely to the ideal as a terminating half section (m = 0.6) is used 
to match the filter to the coupling resistance, and as enough sections are added to 
provide full mid-shunt constant-k capacities at the points on the filter with which the 
input and output terminals are associated. 

In four-terminal coupling systems it is theoretically possible to introduce phase- 
correcting sections between the input and output points, as illustrated schematically 





Fra. 59.—Diagram illustrating schematically the use of phase-correcting sections in & 
four-terminal coupling system. 


in Fig. 59. In this way it is possible to obtain absolutely constant time delay, as 
well as absolutely constant amplification, up to the cutoff frequency of the filter. It 
is also possible in four-terminal systems to provide an impedance-transforming 
section when С” ғ C" as indicated in Fig. 60. In this way full use is made of the 
existing shunting capacities, and maximum possible gain is obtained. Phase- 
correcting and impedance-transforming sections have not as yet had practical use, 
however. | 

Practical Adjustment of High-frequency Coupling Networks.—To obtain the desired 
high-frequency performance, it is necessary that the coupling network be adjusted 
in a systematic way. Trial-and-error procedure does not yield satisfactory results 
because of the many variables involved. 





C5Cn*Cm 


Fra. 60.— Diagram illustrating schematically the use of an impedance transforming-section 
jn à four-terminal coupling system. 


In the design of practical television amplifiers the high-frequency coupling network 
is caleulated on the basis of shunting capacities C' and C" slightly larger than those 
supplied by the tubes and wiring. Small trimming condensers are then used to pad 
out the capacities to the required value. In this way, it is possible to take care of 
variations in the capacities of individual tubes. 

In four-terminal coupling systems, the network is built up by measuring the sepa- 
rate inductances, capacities, and resistance involved, and adjusting them separately 
to the calculated values, with the use of a bridge, Q meter, or other measuring device. 
In evaluating the capacities, the most accurate results will be obtained when the 
measurements are made after the coupling circuit has been mounted in final form so 
that the wiring capacities will be included. 
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In the case of two-terminal wiring systems one can obtain the proper circuit 
proportions either by separately measuring the individual circuit elements, as in the 
four-terminal case, or by using an experimental method to determine when the ele- 
ments have the correct value. The former method is preferable when the network is 
complicated; the latter, when it is simple. 

The experimental procedure for the shunt-peaking circuit consists in first connect- 
ing the input and output tubes in place and biasing the output tube so that it acts as 
a vacuum-tube voltmeter. The coupling resistance В. is then short-circuited, and 
the inductance Гл. is adjusted by trial and error until the curve of amplification versus 
frequency has its peak at the frequency fo corresponding to the desired ratio fi/fo. 
With Lı shorted, E. is then adjusted until the amplification at the frequency Qofo is 
0.707 times the amplification at a moderate frequency, where Qù is the desired circuit Q 
(see Fig. 52). The experimental adjustment of the circuit shown in Fig. 51c follows 
an analogous procedure. First C;is disconnected, after which Гл and Re are adjusted 
as in the shunt-peaking case to give Qo = 0.62, and fo = 1.3671. The proper value 
for C; is then obtained by short-circuiting В. and adjustmg Сз until the peak of 
amplification occurs at the frequency 0.95f1. 

After the proper circuit proportions have been installed according to calculations 
or experiment, it is desirable to check the final results by taking a curve of amplifica- 
tion as a function of frequency. If the resulting gain has the expected uniformity up 
to the top frequency f: to be amplified, it is then almost certain that the phase-shift 
characteristics will likewise be satisfactory. An alternative method of checking the 
high-frequency characteristics of an amplifier is to apply to the amplifier a steep wave 
front, such as is obtainable from a square-wave oscillator, and to observe the output 
wave that results. 

Reproduction. of High-frequency Transients by Video Amplifiers.|—The severe 
requirements that video amplifiers must meet at high frequencies arise from the need 
of accurately reproducing abrupt changes in amplitude of the applied voltage, such 
as is represented by the unit pulse in Fig. 61a. The analysis of amplifier behavior 
under the action of a unit pulse is quite involved, but the general character of the 
relations that exist between amplifier characteristics and the effects produced in 
amplifying a pulse are indicated in Fig. 61. It will be noted that the amplifier causes 
the pulse to rise gradually instead of abruptly, and also that there is a tendency for 
the amplifier output to overshoot its final value. The character of the behavior 
depends upon the constants of the amplifier, as indicated in Fig. 61b, which applies 
to the shunt-peaking circuit. It will be noted that the best reproduction of the pulse 
is when @о is in the range 0.7 to 0.6, which corresponds to gain and time delay charac- 
teristics that are most nearly constant. 

The rate at which the amplifier output rises as the pulse is applied is inversely 
proportional to the top frequency that can be amplified without serious loss in gain. 
This means that the greater the band width the more abruptly will the output rise, 
and hence the more closely will the applied. pulse be reproduced. 

The effect of applying a pulse to a multistage amplifier is shown in Fig. 61c. As 
the number of stagings increases, the rate of rise of output becomes more gradual, and 
the tendency to overshoot is more pronounced. 

The result of applying a pulse to an amplifier having an ideal filter type of coupling 
is shown in Fig. 61c for the case where there are constant amplification and delay 
time up to the filter cutoff and no amplification at higher frequencies. For compari- 
son, a dotted curve is shown for a shunt-peaking circuit having the top frequency 
equal to the cutoff frequency of the filter. The shunt-peaking circuit is superior to 
the filter circuit in spite of the fact that below its top frequency the shunt-peaking 


1 Bedford and Fredendall, loc. cit. 
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arrangement does not have exactly constant amplification and constant time delay. 
This superiority is because the shunt-peaking circuit gives amplification at frequencies 
appreciably greater than the top frequency, whereas the ideal filter does not. This 
emphasizes the fact that sharp cutoff, such as is obtained with filter coupling systems, 
is not always desirable. 
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circuit with same nominal top frequency 


Fig. 61.—Response obtained with various amplifying systems when an impulse is applied 
to the amplifier input. 


Combination of High-frequency Coupling Network with Low-frequency Equalizing 
Circuits —In practical video amplifiers the low-frequency equalizing circuits аге 
placed on the low potential side of the high-frequency network, as shown in Fig. 62. 
With this arrangement the presence of the high-frequency network has no effect upon 
the low-frequency equalization, because at very low frequencies the high-frequency 
network simply reduces to the coupling resistance Re. At the same time, the low- 
frequency equalizing circuits are by-passed to ground at high frequencies by the shunt- 
ing capacity that is a part of this circuit, and so become inoperative at high frequencies. 
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Inasmuch as large condensers frequently possess a certain amount of inductance, 
it is desirable to shunt the equalizing condenser in the plate circuit, and also the bias 
and screen by-pass condensers, with small mica condensers having a capacity of the 
order of 0.001 to 0.01 uf, to ensure low impedance to the higher video frequencies. 

17. Video-frequency Power Amplifiers.— Video-frequeney power amplifiers differ 
from voltage amplifiers in that the objective is power developed in a load impedance 
rather than voltage developed acrossa ^ „у. peaking 
capacity. The chief use of video-fre-  jp,ayctance, 
quency power amplifiers is the produc- 
tion of energy to be transmitted over a 
cable or transmission line. Amplifiers 
for this purpose present special prob- 
lems, since the load impedance is small, 
and the wide-frequency band involved 
makes it impossible to use transformers 





for impedance matching. Small condensers |--^ Equalizing net- 
Circuit arrangements for video-fre- fo bypass high Pise k fc or low 
quency power amplification are shown frequencies requercies 


in Fig. 63. Of these, cathode coupling Fic. 62.—Video-amplifier circuit showing 
is generally used for reasons discussed combination of high-fregueney and low- 
below. The d-c plate current of the течшепһсу даал умоп, 

tube can, if necessary, be blocked from the load by a coupling condenser С, and shunt- 
feed resistor R, as shown in Figs. 63b and 63d. This is to be avoided wherever pos- 
sible, however, since the shunt-feed resistance reduces the power output obtainable, 
and the blocking condenser must be of tremendous size if excessive phase shift is to be 
avoided at low frequencies.! : 


Cc 







Shunt- 
feed -7 


resistor 


(a) (b) 








(4) 
Cathode coupling (cathode follower) 


(c) 


Ето, 63.—Circuits for video-frequency power amplifiers. 


The maximum power that a Class A amplifier tube can develop in a load resistance 
Rz that is small compared with the plate resistance of the tube is 


Power that can be delivered | _ Ї>°Ёһ 


to lead resistance 2 (62) 


1 Values of the order of 1,000 uf are required when the load is a cable. 
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where Г, is the d-c plate current. Equation (62) assumes that the plate current varies 
from zero to twice the d-e value during operation. If amplitude distortion is to be 
kept small, the power actually realizable with practical tubes is of the order of one- 
half to three-fourths that given by Eq. (62). 

Examination of Eq. (62) shows that if à large amount of energy is to be delivered 
to a fixed load impedance such as that represented by a cable or transmission line, 
it is necessary that the d-c plate current belarge. When a single tube is not capable of 
delivering the desired power, tubes can be paralleled. The power output that is 
obtained will then be proportional to the square of the number of tubes, with the 
maximum number of tubes that can be employed limited by the fact that the top 
frequency to be amplified sets a limit to the capacity that can be allowed in shunt 
with the load. 

Cathode-coupled Power Amplifier.— The cathode-coupled (also called cathode- 
follower) circuit of Fig. 63c is generally preferred for power amplification at video 
frequencies. Compared with arrangements that place the load impedance in the 
plate circuit, the cathode-coupled amplifier has the advantages of (1) permitting one 
of the load terminals to be grounded; (2) better amplitude and phase characteristics 
at high frequencies as a result of negative feedback action; (3) higher input impedance 
as a result of negative feedback; (4) less amplitude distortion as a result of negative 
feedback; (5) a source impedance presented by the tube to the load that is smali 
enough so that it can be readily matched to a transmission line. 

The voltage developed across the load in the cathode-coupled stage of Fig. 68с 
is related to the applied voltage by the equation 


Er = mA eg His (63) 


where Ё = voltage developed across the load. 

E, — voltage applied to the amplifier input. 

gm = transconductance of tube. 

Zeq = equivalent load impedance formed by the actual load impedance in 
parallel with a resistance Rp/(1 + р), where Вр is the plate resistance 
and и, the amplification factor, respectively, of the tube. 

Examination of Fig. 63c shows that the voltage Ег developed across the load opposes 
the applied signal E, as far as potential between the grid and cathode is concerned, 
so that the circuit exhibits negative feedback characteristic. If the equivalent 
impedance Ze, and also the transconductance gm are not too low, the voltage Ех 
developed across the load will be almost but not quite equal to the applied signal 
voltage E,. Under no conditions can the voltage developed across. the load exceed 
the applied signal. 
Equation (63) can also be rewritten as 


в Hr 
и +1 у (i) 
Ег, + IF; 


The notation is the same as before. Examination of Eq. (63a) shows that as far as 
the load impedance is concerned, the presence of negative feedback cause the tube 
to act as though it had an amplification factor u/(u + 1) and a plate resistance? of 
Е,/ (1 + a). 

The low equivalent tube impedance that is presented to the load in a cathode- 
coupled circuit is of considerable practical importance. First, it has the effect of 
improving the response characteristics at high frequencies. Second, it makes possible 


Er 





(63a) 


1 This discussion follows Albert Preisman, Some Notes on Video Amplifier Design, R.C.A. Rer., Vol. 
2, p. 421, April, 1938. 
2 This reduction of equivalent plate resistance by the action of negative feedback is the same here 
. as discussed in Par. 11. 
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an impedance match between the tube and the load presented by a cable or other 
transmission line. Such matching eliminates reflections at the sending end of the 
cable, and so reduces echoes. When a match between a tube and transmission line 
is required, a triode tube is selected such that with normal operation the equivalent 
tube impedance E,/(l-- и) will approximate the characteristic impedance of the 
transmission line. A final adjustment is then made by adding resistance in shunt 
with the input of the line if the tube resistance is too high or placing a resistance in 
series if the tube resistance is too low, as shown in Fig. 64. 

The negative feedback action in the cathode-coupled stage causes the voltage e, 
in Fig. 63c that exists between control grid and cathode to be considerably less than 
the signal E.. As a result, any impedance Z, from cathode to control grid appears 







+Ев +Ев 
, Added 


/ resistance Added 
г Cable resistance™ ; Cable 






(a) Impedance matching when (b) Impedance matching when 
equivalent tube resistance is equivalent tube resistance is 
too high too low 


Fia. 64.—Methods of obtaining exact impedance match between a transmission line and a 
cathode-follower stage. 


to the applied voltage Е, to have a value greater than the actual impedance in accord- 
ance with the relation 


Equivalent grid-cathode | _ actual grid-cathode impedance (64) 
impedance 1 — (Er/E,) 
Equation (64) has three important consequences. First, if the grid-leak resistance 
of the driver stage is connected from grid to cathode, a low resistance that may be 
needed to carry gas currents will still appear to be a high resistance to the applied 
signal. Second, the effective capacitive loading on the driver stage is reduced accord- 
ing to the relation 


Equivalent input | Е; aoe nee x (: _ Er (64a) 
capacity capacity Е, 
Third, placing tubes in parallel to increase the output power of а cathode-coupled 
stage does not make the impedance that is offered to an applied voltage E, vary 
inversely as the number of tubes in parallel because with usual circuit, proportions 
(1 — Еь/Е») is at least roughly inversely proportional to the number of tubes.! 
High-frequency Characteristics of Video-frequency Power Amplifiers.—The amplifi- 
cation and phase shift of video-frequency power amplifiers at high frequencies can be 
calculated from the equivalent circuit of Fig. 65. Here the tube is considered as 
supplying a constant current 9. Е. to an equivalent impedance formed by the parallel 
combination of the actual load impedance Zz, the effective internal resistance of the 
tube, and the shunting capacity C. The internal resistance of the tube is taken 
as the plate resistance for all cases except cathode coupling,? where it is Rp/(1 + и). 
1 Lmpeaances between control grid and other electrodes, such as screen grid ог plate, are not reduced 


by the negative feedback action, unless the return circuit for these electrodes is to the cathode instead. 
of to ground. 


2 With cathode coupling, the effective transconductance is, however, taken as the actual transcon- 
ductance, 
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The shunting capacity will depend upon the method of coupling. With coupling in 
the plate circuit (Fig. 63a) it consists of the output capacity of the tube. With 
cathode coupling it consists of the capacity between cathode and ground, plus the 
cathode-heater capacity when the heater is grounded, or the capacity between the 
primary and secondary of the filament transformer if the heater is connected to 
the cathode or if a filament tube is used. 
When the actual load impedance is a resistance independent of frequency, as is 
normally the case, the amplification and the time-delay characteristics will depend 
upon the ratio X/R, where X is the reactance of 
7 dm Es the shunting condenser and Ё is the equivalent 
ес load resistance formed by the actual load resist- 
ance in parallel with the effective internal resist- 









тасма ance of the tube. The amplification and 
РО о time-delay characteristics that result are shown 
of tube in Fig. 66. For the same perfection in behavior 


as normally required with video-frequeney volt- 
ў age amplification, the top frequency should not 
‚ Fre. 65.— Equivalent plate cir- exceed one-half of the frequency fy at which the 
cuit of a video-frequency power B 
amplifier. reactance of the shunting condenser equals the 
equivalent resistance R. It is to be noted that 
cathode coupling employing a triode tube will give a better high-frequency charac- 
teristic than cathode coupling with a pentode tube or any form of plate coupling, 
because of the lower effective plate resistance in the equivalent circuit of Fig. 68c. 
Video-frequency Amplifiers for Developing Large Voltages.\—Amplifiers in which 
the objective is to develop the maximum possible output voltage without excessive 
distortion, irrespective of the applied signal required, are special forms of power 
amplifiers of practical importance. Such amplifiers are employed to operate cathode- 
ray tubes in television receivers, and also for grid modulation of television transmitters. 





Time Delay x fg 





Relative Amplification 








02 04 0.6 08 10 


X. Actual frequency 
Frequency fo at which X=R 


Tra. 66.—Amplitude and time-delay characteristics of a video-frequency power amplifier. 


The coupling arrangements used to develop large output voltages depend upon the 
character of the impedance to which this voltage is applied. When this impedance 
is a capacity, as in the case of a cathode-ray tube, one can employ one of the usual 
two- or four-terminal networks, such as are used in voltage amplification, with the 
capacity of the load taking the place of the mput capacity of the next stage in the 
vorresponding voltage amplifier case. On the other hand, when the load across which 


1 Further discussion is given by D. E. Foster and J. A. Rankin, Video Output Systems, R.C.A. 
Rev., Vol. 5, р. 409, April, 1941. 
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the large voltage is to be developed consists of a resistance, or a resistance shunted 
by a capacity, then one is restricted to the circuits of Figs. 54a and b. 
The maximum output voltage that can be developed by an amplifier tube is 


Peak a-c output voltage = I Rz (65) 


where Ip = 4-с plate current of amplifier. 
Rz = load resistance used in coupling network. 

When the output capacity of the tube is the biggest capacity involved in the coupling 
network, paralleling tubes to increase the current Г, in Eq. (65) will make it neeessary 
to use a proportionately lower load resistance Rz, and so will not increase the output 
voltage obtainable. The only way in which more voltage can be realized under such 
restrictions is to change the type of tube to one having more favorable characteristics. 
On the other hand, as long as the capacity associated with the load determines the 
design of the coupling network, then paralleling tubes will enable increased output 
voltages to be obtained. 

18. Tubes for Video Amplification.—The merit of a tube as a video amplifier 
depends upon the particular application involved. In the case of video-frequency 
voltage amplifiers using two-terminal networks, the amount of amplification obtain- 
able over a given band width is proportional to the figure of merit: 


Figure of merit for 
voltage amplification V _ ба 
with two-terminal Q0, 6, 
coupling networks 


(66a) 


where C, is the input capacity of the tube (sum of grid-cathode and grid-sereen capaci- 
ties) and C, is the output capacity (sum of plate-screen and plate-ground capacities). 
With four-terminal networks, Eq. (66a) becomes 


Figure of merit for 
; voltage amplification V _ gm 


with four-terminal с 
coupling networks 


(66b) 


where C is either the input or the output capacity of the tube, whichever is the larger. 
Finally, in the ideal! case of a four-terminal coupling network maintaining the same 
impedance level at the input and output terminals, the merit is 


= Gm 
VEL? 





voltage amplification 
m ideal case 


Figure of merit for 
} (66c) 


Examination of these relations shows that, irrespective of the exact conditions, 
what is desired is a large transconductance in proportion to electrode capacities. In 
order to achieve this, it is necessary to make the interelectrode spacings of the tube 
very small: It is of no avail to increase the area of the electrode structures, since 
doing so increases the capacities in proportion to the gain in transconductance. 
Commercial tubes with closely spaced electrodes (such as the 1852) are capable of 
giving several times as much voltage amplification as the corresponding tubes ordi- 
narily used in resistance-coupled amplification. 

The figure of merit of an amplifier tube intended to develop as large an output 
voltage as possible is 


1 бее А. P. Kauzmann, New Television Amplifier Receiving Tubes, R.C.A. Rev., Vol. З p. 271, 
January, 1939. 
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Figure of merit I 
for large output } = a (67) 
voltage ? 


When tubes having the same figure of merit according to Eq. (67) differ in input 
capacity, then the one with the lower input capacity is to be preferred. In particular, 
triode tubes, because of their high effective input capacity, are always to be avoided, 
even though their figure of merit may be quite satisfactory. Tube characteristics 
favoring high merit in Eq. (67) are a large cathode, large electrode areas, and rela- 
tively large spacing. These are the characteristics of power tubes, leading to the 
conclusion that pentode and beam power tubes are best for developing large voltages. 

Figures of merit of various representative tubes for voltage-amplifier service and 
for developing large output voltages are given in Table 3. 


TABLE 3.—CHARACTERISTICS OF TYPICAL TELEVISION TUBES 

















Figures of merit for 
Trans- 
Rated | COn uct- 
ance at | Input | Output В 
Тирә 4-с plate rated | capac- | capac- Voltage gain 
ype Men '| plate | ity, вы | ity, ий |__| Large 
current, output 
и mhos Two Four | voltage 
terminal | terminal 
Receiver 
pentodes: 
6D6 8.2 1,600 6 6 125 250 1.4 
954 2.0 1,400 3 3 230 465 0.7 
1851 10.0 9,000 | 15 5 450 600 2.0 
1853 12.5 5,000 10 5 330 500 2.5 
"Transmitter 
pentodes: 
802 20.0 2,250 12 8.5 110 190 2.3 
803 62.5 4,000 17.5 29 85 140 2.2 
837 24.0 3,400 | 16 10- 130 210 2.4 
Beam power 
tubes: 
6L6 72.0 6,000 | 13 11 250 460 6.6 
807 72.0 6,000 | 11 7 330 550 10.3 











TUNED AMPLIFIERS 


19. Tuned Voltage Amplifiers.—A tuned voltage amplifier is a Class A voltage 
amplifier in which the load impedance is supplied by a resonant circuit. Circuits of 
typically tuned amplifiers are shown in Fig. 67. Such amplifiers are used to amplify 
signal frequency voltages in radio receivers, in which case they are referred to as 
tuned radio-frequency amplifiers, and also to amplify intermediate-frequency voltages 
in superheterodyne receivers. 

The important characteristics of a tuned voltage amplifier are the amplification 
at resonance, the variation of amplification with frequency in the immediate vicinity 
of resonance, and the way in which the amplification obtainable changes as the 
resonant frequency of the tuned circuits is varied. 

Characteristics of Simple Tuned Amplifiers. —Tuned amplifiers using only a single 
resonant circuit to provide the load impedance, as in Figs. 67a and 67b, have a curve 
of amplification as a function of frequency that approximates the shape of an ordinary 
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resonance curve having a Q somewhat lower than the actual Q of the resonant circuit 
(see Fig. 69). It is accordingly possible to describe the amplification characteristic 
of such an ampiifier in terms of the amplification at resonance and the effective Q of 
the amplification curve. This leads to the following formulas: 





(a) Direct coupling (b) Transformer (с) Вопа-раѕѕ 
coupling coupling 
Ета. 67.— Typical tuned-amplifier circuits. 


For direct-coupled circuit of Fig. 67a: 











Amplification at ) _ LQ 
resonance | Im 1+ eLQ , eLQ (68) 
Rp Rot 
Effective Q of | 
amplification curve } _ 1 (69) 
Actual Q of tuned z 1+ eLQ , eLQ 
circuit Rp Rai 
For transformer-coupled circuit of Fig. 675: 
Amplification _ М 
at resonance | cfe 1 (oM)?/R, (70) 
хе ыы 
Е, 
Effective Q of | 
amplification curve = 1 (71) 





Actual Q of tuned (wM)?/R, 
AR І + -—5— 
circuit Rp 


In these equations, gm is the transconductance and Rp the plate resistance of the 
amplifier tube; Q is the actual Q of the resonant circuit; and the remaining notation 
is as illustrated in the figures. 

In the case of pentode tubes, the plate resistance Rp is very much greater than the 
parallel impedance or coupled impedance of the resonant circuit. Also, in practical 
amplifiers, the grid-leak resistance E, is likewise much larger than the resonant 
circuit impedance. Accordingly, with pentode tubes the effective Q of the amplifica- 
tion curve can be taken as approximating the actual Q of the resonant circuit, while 
the amplification at resonance is given by the following relations: 

For direct-coupled circuit of Fig. 67a: 


Approximate amplification ) _ 
at resonance | = gnoLQ (72) 
For transformer-coupled circuit of Fig. 67b: 
Approximate amplification р _ 
at resonance | = 9^әМӘ (73) 
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With triode tubes, the effective Q of the amplification curve depends greatly upon 
the coupling between the resonant circuit and the plate circuit of the tube. Also 
there is an optimum coupling that gives maximum gain. Because of this necessity 
of impedance matching, the transformer-coupled circuit of Fig. 67b is normally used 
with triodes. The amplification, as given by Eq. (70), is maximum when the resist- 
ance (oM)?/R, coupled into the plate circuit of the tube by the tuned circuit equals 
ihe plate resistance of the tube. The effective Q under these conditions is one-half 
of the actual Q of the resonant circuit. With greater coupling the effective Q is 
reduced and the amplification becomes less, whereas with smaller coupling, the 
amplification drops, and the effective Q increases, as shown in Fig. 68. 
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Fie. 68.—Effect of matching between load impedance and plate resistance upon the relative 
amplification and effective Q of a tuned amplifier. 


Band-pass Amplifiers—Band-pass coupling gives a band-pass type of amplifica- 
tion characteristic as shown in Fig. 69. The shape of the curve obtained, however, 
differs from the band-pass characteristic of the actual coupled circuits, corresponding 
instead to the band-pass characteristic obtained with a primary circuit having an 
effective Q lower than the actual Q of this circuit according to the relation! 


Effective Q of | _ Actual Q of primary 
primary circuit + Gee c9)? 
EG 
1 


where the notation is as in Fig. 67c, with the addition that E; is the series resistance 
of the primary tuned circuit. With pentode tubes, the effective Q closely approxi- 
mates the actual Q. If Eq. (74) is taken into account, the shape of the amplification 
characteristic obtained with band-pass coupling can be readily determined with the 
aid of the principles given in Par. 9, Sec. 3. It was there shown that when the 
primary and secondary circuit Q’s were approximately the same, then the width of 


1 For derivation, see Е. E. Terman, “ Radio Engineering," 2d ed., p. 216, McGraw-Hill, New York, 
1937. 





(74) 
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the response band was determined by the coefficient of coupling k according to the 
approximate relation 


Width of response band _ 


Mean frequency iar (75a) 





Substantially constant response is then obtained over the band when the primary 
and secondary Q’s, Qı and Qs, respectively, are so related that 


VAR: = 175 (75b) 


When the primary and secondary Q's are considerably different, as, for example, 









Single tuned circuit Band- pass circuit 

vo v 

D De 

Bs 2$ 

ot HE 

ve о Е 

2а 20 

$E SE 

z“ 2 

Frequency Frequency 
Amplification characteristics 
ИВ ae 
Lag | Band-pass circuit 
90 






£ t 
€ Lag T 
Zo 50 оо 
$ Lead 9 
& 90 & 
Lead 


jag == =н тшен ъз 
Phase characteristics 


Fig. 69.—Curves showing amplification and phase-shift characteristic as а function 
of frequency with tuned amplifiers having a single tuned circuit and having a band-pass 
characteristic. 


when practically all the losses of the system are in one of the resonant circuits, then 
the proper coefficient of coupling is given by the equation 


Desired coefficient of coupling = k M І + 0.33а2 (75с) 


where k = coefficient of coupling that would be required if the primary and secondary 
had equal Q's, as given by Eq. (75a). 
a= Qi NS Qs 
Qi + ©» 


When the two circuits are resonant at the same frequency, the amplification at 


resonance is 
Amplification at | = g k 2 м Liles (76) 
resonant frequency oe "m 1 
Q1Qs 





where gm = transconductance of tube. 


k — coefficient of coupling between primary and secondary inductances. 
w = 2r times resonant frequency. 
Qı = effective Q of primary circuit as obtained from Eq. (74). 
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Qe = Q of secondary circuit. 
LiL4 = primary and secondary inductances, respectively. 
The amplifieation is maximum when the coefficient of coupling has the critical value, 
i.e., when k = 1/4/Q1Q;, and for this condition becomes 


Maximum possible ТГ. \'д.б; 
amplification = n s VE VO (77) 


at resonance 


Band-pass behavior can also be obtained by combining a double-humped curve 
of one stage having an overcoupled pair of resonant circuits, with a peaked curve of 
another stage having a single tuned circuit. Such systems are discussed in connection 
with Fig. 37, Sec. 3. Band-pass action can also be obtained by tuning primary and 
secondary circuits to slightly different frequencies, or by similarly detuning alternate 
stages of a multistage amplifier. These last arrangements are very seldom used, 
however, because of the difficulty of adjusting the circuits properly under field 
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Fra. 70.—Variation of equivalent mutual inductance with frequency in a typical complex 
coupling system. 


conditions, together with the fact that the gain with detuning is less than when 
the same pass band is obtained with primary and secondary resonant at the same 
frequency. а 

Variation of Amplification with Resonant Frequency—Use of Complex Coupling.— 
With direct and transformer coupling, the amplification tends to be proportional to 
resonant frequency when the circuit Q is approximately constant. In the case of 
tuned radio-frequency amplifiers that must be adjustable to amplify signals over a 
considerable frequency range, this results in greater amplification (with-a consequent 
increased tendency to--ard regeneration) at the higher frequencies. This undesirable 
tendency can be controlied by the use of complex coupling systems such as discussed 
in Par. 8, Sec. 3, in which the equivalent mutual inductance varies with frequency. 
An example of such a circuit is shown in Fig. 70, and other possible coupling networks 
are given in Figs. 28 to 34 in Sec. 3. By proper proportioning of these circuits it is 
possible to control the variation of equivalent mutual inductance with frequency so 
that the amplification will be the same at two or more widely different frequencies. 

Tuned amplifiers involving complex coupled systems can be reduced to an equiva- 
lent transformer coupled case by the expedient of reducing these circuits to an equiva-~ 
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lent inductively coupled circuit, as discussed in connection with Fig. 35, Sec. 3, and 
then calculating the behavior of the resulting equivalent circuit by the formulas for 
transformer coupling. 

Regeneration in Multistage Tuned Amplifiers —Multistage tuned amplifiers must 
be carefully arranged to avoid regeneration. Coils in the tuned circuits of different 
stages must be either shielded, or spaced a considerable distance apart with suitable 
orientation. Tuning condensers must likewise be either shielded or otherwise 
arranged to minimize coupling between stages. With triode tubes the grid-plate 
capacity must be neutralized (see Par. 25). High potential leads associated with 
stages of widely different power levels must be carefully located, and in some cases 
shielded. By-pass condensers are required to prevent currents from the different 
stages from flowing through impedances that are common to several stages. Grounds 
must be arranged so that the chassis does not serve as a common return for circuits 
of different power levels and so become a source of coupling between stages. 

The essential factors involved in locating grounds are illustrated in Fig. 71. If 
the coils of resonant circuits are returned to ground, as shown by b; and b4, instead 





N . bi 
= Chassis 


a- Correct method of connection 
b- Incorrect method of connection 


Fie. 71.— Correct and incorrect methods of locating ground connections in a multistage 
tuned amplifier. 


of directly to the condensers, as by аз and a4, then the chassis will carry tuned circuit 
currents from b; to c; and b, to сл. The paths of these currents through the chassis 
will inevitably overlap to some extent, resulting in energy transfer between stages 
that will cause regeneration. A similar situation exists for the point at which the 
by-pass condenser returns to ground, the proper arrangements in Fig. 71 being ai 
and аз and the improper ones, bı and bz. 

The prineipal effect of regeneration in multistage tuned amplifiers is ordinarily 
an increase in the effective Q of опє or more of the individual tuned circuits together 
with a slight change in the capacity required to tune these circuits to a given fre- 
quency. ‘The increase in effective Q produces an increase in the amplification and in 
the selectivity. 

When tuned radio-frequency amplifiers were first used, regeneration was fre- 
quently introduced intentionally in order to increase the amplification and selectivity. 
The development of improved amplifiers has caused this to be considered poor 
practice, because the regeneration varies with the resonant frequency, the volume 
setting, etc., is critical with respect to tube voltages, and causes oscillations when 
excessive.! 

When regeneration is carried as far as possible without the production of oscilla- 
tions, the amplification obtained is greater for weak than for strong signals. This is 


1 The use of negative feedback makes it possible to stabilize the regeneration, and thereby obtain 
selectivity corresponding to a much higher Q than that of a resonant circuit without the necessity of 
critical adjustments. See F. E. Terman, R. R. Buss, W. R. Hewlett, and F. C. Cahill, Some Applica- 
tions of Negative Feedback with Particular Reference to Laboratory Equipment, Proc. I.R.E., Vol. 27, 
p. 649, October, 1939; Shepard Roberts, Stabilized Regenerative Amplifier, Rev. Sci. Instruments, Vol. 
9, p. 429, December, 1938. 
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because the third-order curvature of the tube characteristie causes the effective plate 
resistance of the tube to be slightly greater for large signals than for small signals, 
thus reducing the regeneration for large signals. Analysis shows that when the 
regeneration is as great as possible without oscillation in the absence of a signal, the 
amplification is inversely proportional to the two-thirds power of the signal voltage 
and directly proportional to the response obtained when no regeneration is present! 
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Fie. 71a.—Phase-shift and envelope-delay characteristics of typical tuned amplifiers, 


Tubes.—Tuned voltage amplifiers practically always employ pentodes. Such 
tubes have negligible direct grid-plate capacity and so do not need be neutralized as 
do triodes. Also, they give more gain per stage and result in an effective Q of the 
amplification curve that more closely approaches the actual Q of the resonant circuit. 

Volume Control.—Volume control of tuned amplifiers is normally obtained by 
using variable-mu tubes, and varying the bias or the screen voltage. This varies the 
transconductance and hence the gain, without appreciably affecting the resonant 
frequency of the circuits.? Variable-mu tubes are preferred to those having sharp 

1 Balth. van der Pol, The Effect of Regeneration on the Received Signal Strength, Proc. I.R.E., 


Vol. 17, p. 339, February, 1929. 
2 The effect on tuning is discussed on p. 473. 
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cutoff, because they give a less critical control, and introduce less eross-modulation 
with low volume settings. 

Phase and Delay Characteristics of Tuned Amplifiers.—Tuned amplifiers introduce 
a phase shift that varies with frequency, and so give rise to time-delay effects in the 
same manner as audio- and video-frequency amplifiers. "The characteristic of impor- 
tance in the case of tuned amplifiers is the variation in phase of the envelope of the 
wave with modulation frequency, since this introduces a time delay in the envelope 
that appears as time delay in the output after demodulation. The envelope delay 
for a modulated wave is 


Envelope delay in | _ АФ (78) 
весопав 
where АФ = amount side bands are shifted in phase with respect to the carrier 
frequency. 
wm/2r = modulation frequency. 
In this equation it is assumed that the 
upper and lower side bands suffer equal 
phase shifts of opposite polarity, t.e., that 
the amplifier is adjusted so that its mid-fre- 
quency coincides with the carrier frequency. р VN 

The envelope delay will be constant (a) Single tuned circuit 
only to the extent that the phase shift of 
the tuned amplifier is a linear function of 
frequency over the range of side-band fre- 
quencies involved. The phase-shift char- 
acteristics of typical tuned amplifiers are 
shown in Fig. 7la, together with the cor- 
responding delay characteristics on the 
assumption of a modulated wave with the 
carrier centered at the middle of the pass 
band. Fie. 72.—Typical circuits for tuned 

20. Wide-band Tuned Amplifiers for radio-frequency amplification of television 
Television Signals.— Tuned amplifiers for Bass 
television signals differ from ordinary radio-frequency and intermediate-frequency 
amplifiers in that the carrier frequency is much higher and that the band width is a 
larger percentage of the carrier frequency. The requirements as to uniformity of 
amplifieation and linearity of phase shift within the pass band are also more severe. 
Intermediate-frequency amplifiers for video signals must likewise provide effective 
discrimination against the adjacent sound channels. 

Tuned Radio-freauency Amplification of Television Signals.—Ihe usual tuned 
radio-frequency wide-band amplifier consists of either a single resonant circuit or a 
band-pass arrangement as shown in Fig. 72, with most of the tuning capacity supplied 
by the tubes, and with resistance loading provided to give the wide band required. 
Although band-pass circuits are harder to tune to an incoming signal because two 
circuits must be adjusted, they are better than the single circuit from the point of 
view of gain, selectivity, uniformity of amplification in the pass band, phase charac- 
teristics, ete. Still more complicated coupling arrangements will give further 
improvement in performance, but are never used because of the added problems 
involved in tuning. 

The behavior of tuned amplifiers employing the coupling methods shown in Fig. 72 
is discussed in Par. 19. In applying these results, the effect of a resistance R shunted 








(b) Band- pass circuit 
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across a tuned circuit is to make the effective Q of the circuit have the value 
Effective Q of i 

resonant circuit | — Qi Qi 

à їі + = 

2 





(79) 


where Qs; is the actual Q of the resonant circuit without the resistance loading and 
Qi = R / cL. 

Intermediate-frequency Amplifiers..—The converter of a television receiver ordi- 
narily changes the incoming carrier to an intermediate frequency of the order of 
12me. The band width that must be handled at this carrier frequency approximates 
4.5 mc and so is an unusually large percent- 
age of the carrier frequency. The inter- 
mediate-frequency amplifiers for television 
signals must also provide special means for 
eliminating the sound associated with the 
picture signal being handled and the sound 
of the adjacent television channel. It is 
also to be noted that inasmuch as ordinary 
television signals are of the single side-band 
type wherein one side band is largely sup- 
pressed, the carrier frequency is at the 
edge of the transmission band rather than 
in the middle. 

A great variety of circuit arrangements 
can be employed to give uniform amplifi- 
cation over the required intermediate-fre- 
quency band, and at the same time provide 
(b) Band-pass with tuned tertiary ^ reasonable selectivity. Examples in prac- 
tical use are showr in Fig. 73, and involve 
at least two resonant circuits in each of 
which the tuning capacity is supplied largely 
either by the input or output capacity of 
an associated tube. 

The circuit of Fig. 73a is the same as 
that of Fig. 72b and needs no further discus- 

` (c) Filter band-pass circuit sion. The addition of tuned tertiary L;C; 

Fie. 78.— Examples of coupling net- containing the circuit damping and coupled 
works used in intermediate-frequency фо the secondary, as shown in Fig. 73c, gives 
amplifiers for television signals. more gain, flatter response within the 
pass band, and better selectivity than Fig. 73a. In this three-circuit system mutual 
inductance Mı largely dictates the band width, and M; and В determine the flatness 
of response. The coupling system of Fig. 73c is a band-pass analogue of the circuits 
of Fig. 58, and is one of a class of band-pass circuits that can be built up on filter 
theory. Such band-pass filters, although having excellent characteristics, are too 
expensive and complicated to be generally used in television receivers. 

In addition to the circuits of Fig. 73, band-pass coupling can also be obtained by 
suitably detuning successive stages or by combining a double-humped resonance 
curve of one stage with a peaked curve of the following stage, as in Fig. 37, Sec. 3. 

In practical intermediate-frequency amplifiers, it is necessary to provide special 
trap circuits for suppressing the accompanying sound that is present at the low- 


1 Further discussion, together with designs (including all circuit constants) for intermediate- 
frequency amplifiers with 4 and 2.3-me band widths, is given by Garrard Mountjoy, Simplified Televi- 
sion I-F Systems, R.C.A. Rev., Vol. 4, p. 299, January, 1940. 





Tertiary winding! 
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frequency edge of the pass band, and the sound of the adjacent television channel 
that is present at the other edge of the pass-band. In the case of a 12.75 mc inter- 
mediate-frequency carrier, these sound carriers have frequencies of 8.25 me and 14.25 
me, respectively. Typical methods of providing such attenuation are illustrated 
in Fig. 74. А+ а suppression is accomplished with the aid of a low resistance resonant 
cireuit LC tuned to the undesired frequency and coupled as shown, so that a large 
resistance will be introduced into 
the interstage network at the fre- 
quency to be suppressed. Circuit b 
employs a resonant trap in the grid 
lead of the amplifier tube, and cir- 
cuit c makes use of a coupling net- 
work that is in series resonance at 
the undesired frequency and so gives 
no coupling for this frequency. 
The arrangement of Fig. 74d em- 
ploys a resonant trap LC in the 
cathode circuit that reduces the 
amplification at the undesired fre- 
quency as a result of the large neg- 
ative feedback at the resonant 
frequency of LC. 

In practical intermediate-fre- 
quency systems, it is customary to 
provide about two traps for the 
accompanying sound, and one or 
two traps for the interfering sound 
of the adjacent channel. These can 
be distributed among the various 
intermediate-frequency coupling net- 
works and tubes as is convenient. 

Envelope Delay.—Envelope delay network 
is of particular importance in tuned 
amplifiers handling television sig- 
nals, because any variation in the 
envelope delay with modulating fre- 
quency adds to the total delay error 
of the system. The relation be- ` 
tween the envelope delay and phase Tuned cathode impedance 
shift in the case of a modulated wave 
is given by Eq. (78). This equation 
also gives the envelope delay for a 
signal with suppressed side-band 
(single side-band television signal), 
provided that the phase shift is defined as the phase shift of the side-band frequency 
in question relative to the carrier. 

In the case of either ordinary modulated waves or waves with one side band 
suppressed, the envelope-delay error produced by a single tuned circuit or a band-pass 
coupling network is much greater than for a stage of properly compensated video- 
frequency amplification, unless the band width of the tuned amplifier is appreciably 
greater than is necessary to accommodate the highest side-band frequency (see Fig. 
7la). In transmitters the envelope-delay error can be kept small by using an extra 


„Tuned trap 
x 











(d) Tuned cathode impedance 


Fie. 74.—Trap circuits for discriminating 
against the sound signals on the edge of a tele- 
vision picture channel. 
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wide pass band, although this reduces the power-handling capacity of the tuned 
amplifier. There is also the possibility in transmitters of compensating for errors 
introduced by the tuned circuits by suitably proportioning the video-frequency stages. 
With receivers, the problem of minimizing the delay error in the tuned circuits is more 
difficult, particularly in the intermediate-frequency amplifier, because of the necessity 
of obtaining high discrimination against the sound channels on either side of the 
picture band. Fortunately, only several stages of tuned amplification are required in 
the intermediate-frequency system of a receiver. By designing the remainder of the 
television system with the smallest possible delay error, a moderate phase distortion 
can be tolerated in the intermediate-frequency amplifier without seriously detracting 
from the reproduced picture. 

21. Class C Amplifiers.—4A Class C amplifier is an amplifier so operated that the 
plate current flows in the form of pulses lasting for less than half a cycle. Such 











h при? 3 Weufralizing condenser Neutralizing condenser 
(a) Direct coupling with fixed bias, (b) Shunt-feed couplin ,grid-leak 
capacitively coupled load, and bias,direct coupled load , and 
Rice neutralization Hazeltine (Neutrodyne) neu- 


tralization 


‹ Neutralizing condenser 





-———— 


6 = 
Neutralizing condenser 


Input 3 JaN 


‘Neutralizing condenser 


(c) Neutralized push-pull amp- (d) Shunt-feed coupling, combined grid- 
lifier with grid-leak bias and leak and fixed bias, direct- coupled 
inductively coupled load load,and Hazeltine (Neutrodyne) 


neutralization 
Fie. 75.—Typical circuit arrangements for Class C amplifiers. 


amplifiers employ a load impedance consisting of a tuned circuit, and are characterized 
by relatively high plate efficiency. They are used primarily for the production of 
large quantities of power at a single frequency, as is necessary, for example, in radio 
transmitters. 

Typical Class C amplifier circuits are shown in Fig. 75. These differ from each 
other in such respects as method of coupling the load to the tuned circuit, method of 
neutralization, and the way in which the grid bias is obtained. 

Voltage, Current, and Power Relations in Class C Amplifiers Employing Triode 
Tubes.—The fundamental voltage and current relations existing in a properly adjusted 
Class C amplifier are shown in Fig. 76. The voltage acting on the grid electrode of 
the tube consists of a bias voltage E. greater than the cutoff value, upon which is 
superimposed an alternating signal voltage E, that is normally of sufficient amplitude 
to drive the grid positive at the peak of each cycle by an amount Emax, as indicated. 
The voltage acting on the plate electrode of the tube is the d-c plate supply voltage 
E, minus the voltage drop Ez in the tuned load circuit. This drop is sinusoidal 
because of the resonant character of the load circuit, and with proper adjustment 
has a peak amplitude almost but not quite equal to the plate-supply voltage. The 
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minimum instantaneous plate potential Emin reached during the cycle is hence small 


but not zero. 


The phase relations are such that the minimum instantaneous plate 


potential Emin occurs at the same part of the cycle as the maximum grid potential 


Emax. 

The plate and grid currents that flow in 
the tube at any instant are the result of the 
combined action of the plate and grid 
potentials at that instant, and can be 
obtained from these potentials with the 
aid of characteristic curves of the tube. 
These currents are in the form of pulses 
having angles of flow 0, and @,, respectively, 
that are less than 180° (Figs. 76e and 76f). 
These angles of current flow can be 
expressed as follows: 








0 o» Е, = Emax 23 Ес 
cos (2) = Ё, =, (80) 
BN _ 1 
cos (2) Cp Ese F Enn (810) 
Е. = E, 
An alternative form for Eq. (81a) is 
Grid bias = F; = Ё'+ (5... jg Eum 
D H 
cos (2) 
^^ _ (81b) 





1 — cos (3) 


In these equations, Emax, Emin, and E, have 
the definitions given above, and р is the 
amplification factor of the tube. The aver- 
age of the pulses of current flowing to an 
electrode represents the direct current drawn 
by that electrode. 

The power input to the plate electrode 
of the tube at any instant is the product of 
plate-supply voltage and instantaneous plate 
current, while the corresponding power lost 
at the plate is the product of instantaneous 
plate-cathode voltage and instantaneous 
plate current (see Fig. 76g). The difference 
between these two quantities represents the 
useful output being developed at the mo- 
ment. The average input, output, and loss 
are obtained by averaging the instantaneous 
powers. 





(a) Circuit (not including the neutralizing 
arrangement) 





(c) Grid voltage 





] + N^verage(I 


(d)Total space current 





(e) Plate current 


М i ,"Average lg 
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(f) Grid current 





-Total input power 
-Useful output power 
-Power loss at plate 


(g) Power relations in the plate circuit 
„Total driving power 
„с Power lost in bias 
-Power loss at grid 
(h) Power relations in the grid circuit 


Fic. 76.—Voltage, current, sand 
power relations in a typical Class C 
amplifier. 


The efficiency is the ratio of average output to average input and is commonly of 


the order of 60 to 80 per cent. 


The efficiency is high in a Class C amplifier because 


current is permitted to flow only when most of the plate-supply voltage is used as 
voltage drop across the tuned load circuit, and only a small fraction is wasted as 
voltage drop at the plate electrode of the tube. 
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The instantaneous power absorbed from the exciting voltage applied to the grid 
electrode of the tube is equal to the product of instantaneous exciting voltage and 
instantaneous grid current (Fig. 76h). A portion of this instantaneous power is 
dissipated at the grid electrode of the tube, and the remainder is dissipated in the 
grid-leak resistance (or is used to charge the bias battery). 

Calculation of Class C Amplifier Behavior with Triode Tubes—Ezact Method.—The 
first step in the procedure is to calculate the instantaneous plate and grid potentials 
at various points of the cycle according to the relations 


Instantaneous plate voltage = ep = E, — (Ey — Emin) cos 8 (82a) 
Instantaneous grid potential = e, = (Е, + Emax) cos В — E, (825) 


where 8 is the number of electrical degrees from the crest of the cycle at which ep and 
€, are to be evaluated and where the remaining notation is as before. For each com- 
bination of instantaneous grid and plate potentials, the corresponding instantaneous 
grid and plate currents can be obtained from characteristic curves of the tube. In 
this way the plate- and grid-current pulses can be calculated and plotted point by 
point. Curves of instantaneous power input to the plate circuit of the tube and of 
power dissipated at the plate electrode can be obtained by multiplying the instantane- 
ous plate current by the plate-supply voltage E, and the instantaneous plate voltage 
ер, respectively. Similarly, the instantaneous power supplied by the exciting voltage 
E, is equal to the instantaneous value of exciting voltage E, cos 8 times the grid 
current at that instant. The part of this power that is dissipated at the grid is the 
product of instantaneous grid current and the grid-cathode voltage e, at that instant. 

The d-c plate and grid currents represent the average of the current pulses over 
the full cycle, and the mean powers are obtained in the same way by an averaging 
process. These averages can be obtained by planimetering the areas under the 
pulses, by plotting the curves on cross-section paper and counting the number of 
squares under the pulses, or by averaging values calculated for regular steps in 8 from 
В = 0 to В = 180°. 

The exact method of calculating Class С amplifier performance results in an 
accuracy limited only by the extent to which the tube characteristics used actually 
apply to the particular tube involved under the operating conditions. The method 
has the disadvantage of being very laborious, even when the point-by-point calcula- 
tions are carried out in a systematic manner.! Accordingly, the exact method of 
Class C amplifier analysis is used only where the approximate method given below 
is not satisfactory, as, for example, in some types of modulated-amplifier calculations. 

Calculation of Class C Amplifier Behavior with Triode Tubes—A pproximate M ethod.2 
Àn approximate calculation of Class C amplifier performance with accuracy sufficient 
for ordinary design purposes can be obtained without point-by-point calculations by 
taking advantage of the fact that the total space current (Ip + I,) can be expressed 
rather accurately by the relation 


Total space current = J,+ 7; =k (2 + „у (83) 


1 A method of organizing the procedure so that results can be obtained with the minimum of time is 
given by D. C. Prince, Vacuum Tubes as Power Oscillators, Proc. I.R.E., Vol. 11, p. 275, June, p. 405, 
August, and p. 527, October, 1923. 

2 This follows F. E. Terman and W. C. Roake, Calculation and Design of Class C Amplifiers, Proc. 
I.R.E., Vol. 24, p. 620, April, 1936. 

Other approximate methods of less accuracy but about equal complexity are given by W. G. 
Wagener, Simplified Methods for Computing Performance of Transmitting Tubes, Proc. I.R.E., Vol. 
25, p. 47, January, 1937; W. L. Everitt, Optimum Operating Conditions for Class C Amplifiers, Proc. 
I.R.E., Vol. 22, p. 152, February, 1934. 
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Here ep and e, are the instantaneous plate and grid potentials, respectively, р is the 
amplification factor of the tube (assumed constant), k is a constant, and а is another 
constant normally having a value very close to 35. To the extent that Eq. (83) holds, 
the pulses of plate current in a Class C amplifier have a definite form in which the 
direct-current and fundamental-frequency components are functions only of the angle 
of plate current flow 05, the peak value Im of the space current, and the exponent a. 
This relationship has been worked out and is presented in Fig. 77 for values of a 
between 1 and 2. 

The direct-current and fundamental frequency components of the total space 
currents divide between the grid and plate electrodes. The portions going to the 
grid electrode can be calculated from the fact that with normal amplifier adjustment, 
the pulses of grid current usually have a shape that approximates the square of a 
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Pia. 77.— Curves giving relation of direct-current and fundamental-frequency components 
of the space-current pulse as a function of angle of flow 0 and the peak amplitude I5. 
section of a sine wave.! Accordingly, by assuming that a = 2, Fig. 77 can be used 
to determine the direct-current and fundamental-frequency components of the grid 
current when the angle of grid-current flow 0, and the peak d-c grid current corre- 
sponding to instantaneous grid and plate electrode potentials Ema and Emin are 
known. The components flowing to the plate electrode are obtained by subtracting 
the parts going to the grid from the corresponding components of the total space 

eurrent. 
The power input to the Class C amplifier is now the product of battery voltage 
and d-e plate current, or 


Power input = Eja. (84) 


1'This is the ease under the usual conditions where secondary emission at the control grid is not 
excessive. See W. L. Everitt and Karl Spangenberg, Grid-current Flow as a Factor in the Design of 
Vacuum-tube Power Amplifiers, Proc. I.R.E., Vol. 26, p. 612, May, 1938. With water-cooled tubes, 
it is sometimes found that the secondary emission may modify the shape of the grid current pulse 
greatly, and even make the d-c grid current slightly negative. Under these conditions, the grid current 
wave can be sketched and its 4-с value estimated. The fundamental frequency component then has а 
crest value approximately twice the d-c value. 
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where 14 is the 4-с plate current obtained with the aid of Fig. 77. Likewise, the 
power delivered to the load is equal to half the product of a-c plate current 11, obtained 
with the aid of Fig. 77, and the alternating-current voltage developed across the load, 


or 


Power output = веш (85) 


The plate dissipation is the difference between these two powers, and the efficiency 
is their ratio. 
The required load impedance is 


Load impedance between | LES — Emin 


plate and cathode li (86) 


The driving power is half the product of the crest values of exciting voltage E, 
and the fundamental-frequency component 7,: of grid current, or 


Grid driving power — Bla (87) 


The portion of this power delivered to the bias is equal to the product I,E. of bias 
voltage and d-c grid current. The difference between the driving power and the bias 
power is dissipated at the grid electrode of the tube. 

The only approximations involved in this analysis of Class C amplifiers is the 
assumption that и and the exponent о in Eq. (83) are constant, and that the grid- 
eurrent pulse follows a square law. Under ordinary conditions, the results are 
accurate to within about 5 per cent. 

An example showing the details involved in calculating Class C amplifier per- 
formance by the approximate method is given below. 

Design Considerations.—In designing a Class C amplifier, the customary objectives 
are high efficiency, large power output, and low exciting power. Efficiency can be 
made high by using a small angle of plate-current flow Ө, and a minimum instantane- 
ous plate potential Ёш that is small compared with the plate-supply voltage. Low 
exciting power is obtained by making Emax small and also considerably less than the 
minimum plate potential Emin, and by adjusting so that the angle of plate-current 
flow 0, is large. А large output power is obtained by making 6, large, combined with 
Emax and Emin great enough so that the maximum space current In is large. 

The best compromise between. these various conflicting factors involved in the 
design is obtained when the angle of plate-current flow 6, is of the order of 120 to 
150 electrical degrees. The exciting voltage should drive the grid sufficiently positive 
so that the plate-current pulse will give an average plate current equal to the rated 
value. The load impedance should then be adjusted so that the voltage drop in the 
load with this plate-current pulse gives a minimum plate potential moderately greater 
than the maximum grid potential. 

The maximum allowable peak amplitude Г» of the pulse of space current is the 
maximum electron emission that the filament can be depended upon to produce 
throughout its useful life. With tungsten filaments, it is common practice to make 
Im very nearly the full emission from the filament, while in the case of thoriated- 
tungsten and oxide-coated filaments, the deterioration during life is such that Im 
must be made much less than the emission initially obtainable from the filament. 
In the case of thoriated-tungsten filaments, a safety factor of 3 to 10 is typical, while 
with oxide-coated filaments a still larger margin of safety, such as 5 to 10, must be 
provided. When no information is available that gives directly the permissible peak 
space current, this can be taken as being four times the sum of the d-e plate and 


Par. 21] VACUUM-TUBE AMPLIFIERS 449 


grid currents specified by the manufacturer as being permissible 1n normal Class C 
amplifier operation. Alternatively, one may assume that the allowable peak milli- 
amperes per watt of heating power is 2 to 4 for tungsten (or 0.65 this value for linear 
and modulated amplifiers) and 10 to 40 for thoriated and oxide-coated filaments. 

Design Procedure for Class C Amplifiers Employing Triode Tubes.—The design of a 
Class C amplifier can be systematically worked out on paper according to the follow- 
ing steps: 

First, select the peak space current Im on the basis of the electron emission of 
which the filament is capable, as discussed above. 

Second, select a suitable combination of maximum grid potential Ёшах and minimum 
plate potential Emin that will draw this total space current. The minimum plate 
voltage must not be less than the maximum grid potential, and, if low driving power 
is important, the minimum plate potential should be appreciably larger than the 
maximum grid potential, although still relatively small compared with the plate- 
supply voltage. | 

Third, decide upon a suitable angle of plate-current flow 0p», making a reasonable 
compromise between the high efficiency, small output, and large driving power 
obtained with small angles of flow, and the large output, small driving power, and low 
efficiency with large angles. Under most circumstances, the angle of flow will lie 
between 120 and 150°. 

Fourth, calculate the grid bias by the use of Eq. (815). This also determines the 
signal voltage required since the crest signal voltage is Е, + Emax. 

Fifth, determine the d-c plate current, d-c grid current, plate dissipation, power 
output, efficiency, grid driving power, etc., either by the exact or by the approximate 
methods. 

Sixth, examine the results obtained to see if they are satisfactory. If not, revise 
the design, and recalculate the performance. 

Seventh, design the tank circuit in accordance with the principles discussed below. 

The design procedure and the details involved in calculating the performance by 
the approximate method can be understood with the aid of the following example: 

Example.—A Class C amplifier is to be designed employing a Type 800 tube operating at 1,000 volta 
plate potential. 

The peak emission Im will be taken as 407 ma, which is arrived at by assuming an electron emission 
of 100 ma per watt of filament power and a factor of safety of 6. A suitable combination of Emax and 
Emin for drawing this current without excessive grid current is Emin = 150, Emax = 120. The corre- 
sponding peak grid current is 85 ma. The next step is the selection of a suitable angle of flow, which 
will be taken as 140° as a reasonable compromise between efficiency and output. On the assumption 
that « equals 34, Fig. 77 gives the direct-current and fundamental-frequency components of the total 
space current as 0.22 and 0.39, respectively, of the peak space current Im. The direct-current com- 
ponent of the total space current is hence 407 X 0.22 = 89.5 ma, and the crest fundamental-frequency 
component of the total space current is 407 X 0.39 = 159 ma, crest value. It is now necessary to 
make allowance for the part of the total space current diverted to the grid. With the use of Eq. (80) 
8; is found to be 116°; so from Fig. 77, assuming a = 2, the 4-с and fundamental frequency components 
of the grid current are 0.17 and 0.31 times the peak value, or 14.4 ma and 26.3 ma, respectively. The 


d-c plate current is then 89.5 — 14.4 = 75.1 ma, and the fundamental-frequency component is 
159 — 26.3 = 132.7 ma crest value. The power input to the plate is found from Eq. (84) to be 


1,000 X 0.0751 = 75.1 watts. 
The power delivered to the load is obtained from Eq. (85), and is 
(1,000 — 150) X 0.1327/2 = 56.4 watts. 


The plate loss is 75.1 — 56.4 = 18.7 watts, and the plate efficiency 56.4 Х 100/75.1 = 75.1 per cent. 
The grid bias calculated by Eq. (81b) is 134 volts, and can be developed by a grid-leak resistance of 
134/0.0144 = 9,300 ohms. The peak exciting voltage is 134 + 120 = 254 volts, and Eq. (87) shows 
the exciting power to be 254 X 0.0263/2 = 3.3 watts, of which 134 X 0.0144 = 1.9 watts is dissipated 
in the bias, and 3.3 — 1.9 = 1.4 watts at the grid of the tube. The load impedance is given by Eq. (86) 
as (1,000 — 150)/0.1327 = 6,400 ohms. К 


Tank-circuit Design.—The tuned circuit connected between the cathode and plate 
of the Class C amplifier, commonly called the tank circuit, must supply the proper 
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impedance and must not consume an undue proportion of the power output of the 
amplifier. 

The efficiency of the tank circuit is the fraction of the total power delivered to 
this circuit by the tube that is transferred to the load, and is 

рл | .99 Qi Ss 100 per cent (88) 
where Qı is the Q of the tank resonant circuit with no load coupled, and Q: is the 
effective Q of the tank circuit when the load is coupled to it. From the point of 
view of efficiency, it is desirable that the effective Q of the tank circuit, when the load 
is taken into account, be as low as possible, with the actual Q of the cireuit in the 
absence of load as high as is practicable. А low effective Q tank circuit also reduces 
the reactive energy that must be stored, and so permits the use of inductances and 
capacities with smaller volt-ampere ratings, an important item in large amplifiers. 
At the same time, a low tank-circuit Q results in an appreciable impedance being 
offered to harmonie components of the plate-current pulse.! 

The effective Q of the tank circuit is usually made at least 8 or 10, although in the 
case of some very large push-pull Class C amplifiers, values of effective Q as low as 2 
or З аге employed. With such very low values of Q it is necessary to use a tuning 
procedure such that the tank circuit is adjusted to offer à resistance impedance to 
the tube, even though the magnitude of the resulting impedance may not necessarily 
be maximum for this condition (see Par. 2, Sec. 3). 

When the desired Q of the tank circuit has been decided upon, the inductive 
reactance eL can then be determined in terms of the required load impedance. In 
the case of direct coupling with a tank circuit Q not too low, one has 


required load impedance 


oL = effective Q 


(89) 
When wL is known, the tank-circuit inductance and capacity for a given frequency are 
then calculated by obvious methods. 

A useful relation in the design of tank circuits is the connection that exists between 
the voltage across the tank circuit, the effective Q, and the power delivered to the 
circuit. This relation is 


Effective voltage | = VPaLQett (90) 


across tank circuit 


where P = power, watts, delivered to tank circuit. 
wL = reactance of inductive branch of tank circuit. 
Ош: = effective Q of tank circuit, when the effect of the coupled load Tesistanec 
is taken into account. 
Equation (90) applies to all types of tank circuits, including arrangements such as in 
Figs. 75b, 75c, and 75d, where the plate-cathode connection is made across only a 
portion of the tank circuit. 


ll 


1 The relationship between the harmonic and fundamental frequency voltages developed across the 
tank circuit and the effective Q for the case where the harmonic voltage is small is approximately 


1» 

Per cent second } = 67 т.) 
="9 T. 
Im 


(88a) 


harmonie 


where Ii/Im and I2/Im are coefficients obtained from Fig. 86 for the angle бр of plate-current 
flow involved. See E. H. Schulz, R-f Power Amplifier Chart, Electronics, Vol. 12, p. 33, December. 
1939. 
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Practical Adjustment of Class C Amplifiers —The adjustment of Class C amplifiers 
to realize the design conditions is usually carried out by a cut-and-try process, using 
the d-c grid current, the d-c plate current, and the output power as guides. 

In carrying out the adjustment, one ordinarily starts either with a complete paper 
design giving the conditions desired, or with data for Class C amplifier operation 
given by the tube manufacturer. In both cases one knows the proper grid bias, the 
desired d-c plate current, and the expected power output, and in most instances will 
also have available the necessary exciting voltage and the approximate d-c grid 
curreut. The procedure will then depend upon whether fixed or grid-leak bias is 
employed. 

In the former case, after the bias has been given the proper value, the tank circuit 
is tuned to resonance with the exciting voltage. The exciting voltage and effective 
load impedance (2.е., coupling of the load to the tank circuit) are then varied by trial 
until the expected d-c plate current and output power are obtained without excessive 
grid current. This procedure can be simplified by keeping in mind that the total 
space current depends primarily on the maximum grid potential Ema: and hence upon 
the excitation, while with a given excitation the minimum plate potential depends 
upon the load impedance. The ratio of grid current to plate current is accordingly 
less the higher the impedance in the plate circuit of the tube. The adjustment 


Input 3 





Sensitive meter Wigh resistance 
Fra. 78.—Peak voltmeter arrangement for measuring maximum positive potential reached 
by the grid. 
procedure hence involves coupling the load to the tank circuit a reasonable amount, 
after which the excitation is varied until the total space current approximates the 
expected value. The effective load impedance is then varied by changing the coupling 
of the load to the tank circuit until a point is found where decreasing the coupling to 
the load slightly (7.e., increasing the load impedance) causes the grid current to become 
excessive. The power output, power input, and grid current are then noted, and the 
entire procedure is repeated over and over again until the desired operating conditions 
are obtained. In carrying out the adjustments, it is necessary to pay attention to 
the plate dissipation (5.е., difference between power input and power output), since 
there is always danger of damaging the tube by accidentally overheating the electrodes. 

When the bias is obtained from a grid-leak resistance, the best procedure is to 
start with the grid-leak resistance that is required to produce the desired grid bias 
with the estimated grid current, and then to follow out the procedure outlined above 
to obtain the best operating point. The actual grid bias that results is then calcu- 
lated from a knowledge of the grid-leak resistance and the grid current; if it is not the 
desired value, the grid-leak resistance is altered as necessary, and the process is 
repeated until the grid bias, space current, power output, and power input approxi- 
mate the caleulated values and the grid current is not excessive 

Much of the cut-and-try involved in the foregoing procedure can be eliminated 
by the use of a peak voltmeter to measure directly the amount the grid is driven 
positive. Such a voltmeter is described in Par. 15, Sec. 13, and its use is illustratec 
in Fig. 78. 
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In making adjustments on a Class C amplifier, it is desirable to check the tuning 
repeatedly, particularly after each change in the load coupling. With triodes this 
is done by adjusting the tuning condenser for minimum plate current. This condi- 
tion normally corresponds to maximum load impedance (i.e, to the lowest possible 
Emin), maximum grid current, and a unity-power-factor load. It also gives the 
maximum possible power output unless the effective Q of the tank circuit is so low 
that the points of unity power factor and maximum impedance do not coincide. In 
this case, the tank circuit is tuned for maximum power into the load. 

Neutralization can be accomplished by turning off the plate voltage of the tube 
(but leaving the tube in place) and applying the exciting voltage. The neutralizing 
condenser is then adjusted until turning the tank circuit through resonance has no 
effect on the d-c plate and grid currents of the exciting stage, or until tuning the tank 
circuit has no reaction on the rectified grid current. 

Class C Amplifiers Employing Screen-grid, Beam, and Pentode Tubes.—Screen-grid, 
beam, and pentode tubes can be operated as Class C amplifiers by making the grid 
bias greater than the cutoff value corresponding to the screen-grid potential. The 
performance obtained is then similar to that of triode Class C amplifiers, but with the 
advantage that no neutralization is required. Also, pentode and beam tubes have 
the added advantage of requiring smaller driving power than triode tubes. The 
disadvantage of pentode, beam, and screen-grid tubes is that they are, in general, 
more expensive than triodes, and are not available in water-cooled types. 

The analysis, calculation of performance, and design are the same with screen- 
grid, beam, and pentode tubes as with triodes except for minor modifications intro- 
duced by the screen grid.! In particular, the relation between the grid bias and angle 
of flow is 

Eso -+ Emax COS (5) 
Grid bias = E, = Pe... А 


1 — eos (5) 


where Es is the screen-grid potential and ps is as defined by Eq. (48), Sec. 8. In 
selecting operating conditions, it is essential that the maximum grid potential Emax 
should not exceed the screen-grid potential. 

The minimum plate potential Emin in the case of beam and pentode tubes must be 
great enough that a virtual cathode does not form in the tube when the space current 
has its peak value. This minimum allowable value in practical tubes is of the order 
of 15 to 20 per cent of the plate-supply voltage. In the case of screen-grid tubes, the 
minimum plate potential also must not be less than the screen-grid potential, since 
otherwise the plate will lose secondary electrons to the screen. Otherwise the 
situation is the same as with triodes, and the analysis can be carried out by either 
point-by-point calculations or the approximate method based upon the curves of 
Fig. 76. 

In adjusting screen-grid and pentode Class C amplifiers, it is sometimes found that 
the plate potential has so little effect on the plate current that it is impossible to 
tune the tank circuit by adjusting for minimum plate current. Under such cireum- 
stances, the tuning adjustment can be made to give maximum current in the load. 

22. Linear Amplifiers. —A linear amplifier is a tuned amplifier operated with a 
bias approximating the cutoff value, so that the amplified output voltage that is 
developed is proportional to the exciting voltage applied to the amplifier. The linear 
amplifier is a form of Class B amplifier, and its most important use is as а power 
amplifier of modulated waves. 


iF, E. Terman and J. H. Ferns, The Calculation of Class C Amplifier and Harmonic Generator 
Performance of Screen-grid and Similar Tubes, Proc. I. R.E., Vol. 22, p. 359, March, 1934. 


(91) 
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Distortion in Linear Amplifiers.—The most important characteristic of a linear 
amplifier is the relationship between output voltage and exciting voltage, since this 
shows the extent to which the amplifier is actually linear. A typical characteristic 
of this type is shown in Fig. 79 and is characterized by an approximately linear charac- 
teristic up to a critical exciting voltage, after which the output levels off or saturates. 
The saturation takes place when the alternating voltage developed in the plate 
circuit across the load impedance has a crest value approaching the plate-supply: 
voltage, and results from the fact that this alternating voltage cannot be greater than 
the plate-supply voltage, irrespective of how large the applied signal is. 

The linearity of the amplifier characteristic below saturation is greatest when the 
amplifier tube is biased to projected cutoff exactly, as in the case of the Class B audio 
amplifier (see Par. 10). 

Distortion may arise in a system involving a linear amplifier as a result of the 
variable load that the linear amplifier presents to its exciter. The remedy for this 
is to employ an exciter of relatively large power capacity, or to use negative feedback 
or some other system of distortion 
correction. 

The distortion in the modulation 
envelope that results when a modulated 
wave is amplified by a linear amplifier 
ean be readily calculated when the 
linearity curve is known. The proce- 
dure is to determine the output voltage 
at certain points on the modulation 
cycle and then to use Eq. (24) or (25) 
to determine the harmonic components. 
These critical points are the outputs o= Point af which 
corresponding to carrier excitation, peak saturation begins 
of the modulation cycle, trough of the 
modulation cycle, and when the modu- 
lation is 70 per cent of its peak and 


Output Voltage 





Exciting Voltage 
trough values, as indicated in Fig. 80. Fra. 79.—Typical linearity curves of linear 


amplifier with different load impedances in the 


Design and Calculation of Linear plate ООШ, 


Amplifiers.—In the design of linear 

amplifiers, the first step is to determine the bias voltage corresponding to projected 
cutoff. The bias must be constant, irrespective of the degree of modulation and of 
the grid current, and so must be obtained from a fixed source or by self-bias. 
Grid-leak arrangements are not permissible under any circumstances. 

A load impedance is then selected such that saturation is just beginning to occur 
when there is sufficient excitation to develop full load output corresponding to the 
modulation peaks; t.e., the load impedance is chosen so that with the rated peak power 
the crest voltage across the load is slightly less than the plate-supply voltage. The 
type of relationship existing between load impedance, exciting voltage, and output 
power is shown in Fig. 79. The power output corresponding to the beginning of 
saturation is inversely proportional to the load impedance, whereas the exciting 
voltage required to produce saturation is greater as the load impedance is reduced. 
The proper load impedance in any given case can be obtained either by experiment or 
by approximate calculations. In the latter case, the method of calculation is exactly 
that used for Class C amplifiers. 

After the load impedance and exciting voltage corresponding to the peak output 
have been determined, the linearity is obtained by calculating the amplifier output 
with lesser exciting voltages. This must be done by a cut-and-try process, since the 
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methods that have been developed for calculating amplifier performance, both the 
exact and approximate methods, give the load impedance as the answer for an 


Output voltage 
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Fia. 80.—Linearity curve of linear amplifier, showing critical points on modulation cycle 
used in calculating distortion. 


assumed value of alternating voltage between plate and cathode, but cannot be 


rearranged to do the converse. 
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Ета. 81.—Determination of 
the actual output voltage for 
a known load impedance by 
plotting a curve of load imped- 


ance required for several 
assumed values of output 
voltage. 


detect excessive nonlinearity. 


The procedure for calculating a linearity curve after 
already having determined the conditions for the 
peak exciting voltage is to estimate the output volt- 
age expected for a given exciting voltage on the basis 
that the output voltage is approximately propor- 
tional to the exciting voltage. One then calculates 
the load impedance corresponding to this assumed 
output voltage, using either the exact or approximate 
methods of calculation, according to the accuracy 
desired. If the resulting load impedance determined 
in this way is greater than the actual load impedance, 
then one revises the estimate of output voltage to a 
smaller value (or, conversely, if the calculated load 
impedance is too small) Ву repeating this process 
two or three times, it is possible to draw a curve such 
as that shown in Fig. 81 and by interpolation to 
obtain the output voltage that would be obtained for 
the assumed exciting voltage with the load impedance 
actually present. 

In determining linearity curves, the approximate 
method of calculation outlined for Class C amplifiers 
will give the general shape of the characteristic and 
However, if distortion is to be exactly evaluated, it is 


necessary to employ the exact method of calculation. 
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Practical Adjustment of Linear Amplifiers.—The procedure to be followed in adjust- 
ing linear amplifiers depends upon the circumstances and the measuring equipment 
athand. When ample exciting voltage is available, the combination of load imped- 
ance and exciting voltage that gives full peak output with satisfactory linearity can 
be readily determined experimentally, as can the bias voltage giving best linearity. 
When the exciting voltage available is barely sufficient to supply the desired carrier, 
it is then necessary to modulate this carrier, and make use of a cathode-ray oscillo- 
graph or a modulation meter to determine when satisfactory linearity is obtained. 

When a linear amplifier is excited by a modulated wave, the d-c component of the 
plate current should not vary with the degree of modulation. Any change in the d-c 
current with modulation indicates either distortion or a carrier shift (i.e. change in 
carrier amplitude), although the absence of variation does not guarantee that there 
is no distortion. 

The fact that the d-c current of a linear amplifier should be constant means that 
the grid bias may be obtained by a cathode resistor. 

Efficiency and Power.—The efficiency of an ideal linear amplifier having a linear 
characteristic and operating so that the plate current flows exactly 180? during each 
cycle is 





Efficiency = = ( — 


4 E 


Te) 100 per cent (92) 
where E, is the plate-supply voltage, and Emin is the minimum instantaneous plate 
voltage during the cycle. The plate efficiency at full output is usually of the order of 
50 to 65 per cent under practical conditions. With less than the full output, the 
efficiency is proportional to the exciting voltage. 

When the signal to be amplified is a carrier wave modulated 100 per cent, the 
carrier amplitude is half the peak amplitude to be handled. The efficiency for the 
unmodulated carrier is then half of the maximum efficiency, or about 30 per cent 
under ordinary conditions. 

The peak power that can be developed by a tube operating as a linear amplifier 
is approximately the same as the power that can be developed by the same tube in 
Class C operation. In the case of completely modulated waves, the peak power is 
four times the carrier power, so that the carrier power that a linear amplifier is capable 
of developing is approximately one-fourth of the output obtainable from the same tube 
operated as a Class C amplifier. 

High-efficiency Linear Amplifier (Doherty Amplifier)..—The average plate efficiency 
obtained when an ordinary linear amplifier is handling a modulated wave can be 
increased by a system devised by Doherty and illustrated schematically in Fig. 82a. 
Here the amplifier is divided into two parts: Ai, which delivers power to the load 
through a quarter-wave length line, and А», which delivers power to the load directly. 
In order that the outputs of the two amplifiers will add directly at the load, a 90? 
phase shift, normally obtained with the aid of an artificial quarter-wave line, is intro- 
duced in the exciting voltage of one of the amplifiers to compensate for the 90? phase 
shift of the quarter-wave line connecting the two amplifiers. 

Tube A; is biased to projected cutoff, as in linear amplifier operation. This 
tube is operated so that when the exciting voltage is the unmodulated carrier, the 
tube is just beginning to saturate with a load impedance that is twice the impedance 
that would be used to develop full output. 

Tube А» is operated with an exciting voltage and bias adjustment such that at 
the peak of modulation, 5.е., when the exciting voltage is twice the carrier, this tube 


1 W. Н. Doherty, A New High Efficiency Power Amplifier for Modulated Waves, Proc. I. R.E., Vol. 
24, p. 1168, September, 1936. 
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develops an output equal to twice the carrier power when operating as an ordinary 
Class C amplifier, but has its output just reduced to zero when the exciting voltage 
is the unmodulated carrier. The tank circuit is proportioned so that its impedance 
is half the impedance that would be used with amplifier A, with this tube functioning 
as a conventional linear amplifier developing its full output. The characteristic 
impedance of the line is made twice the tank-circuit impedance. 

The operation of the high-efficiency system can be described briefly as follows: 
When the amplitude of the exciting voltage does not exceed the carrier level, 4 is 
inoperative, and A: functions as a conventional linear amplifier with a load impedance 
twice the impedance that would be used to develop full output.! Tube A; therefore 
gives linear amplification of the exciting voltage during the portions of the modulation 
cycle where the envelope of the exciting voltage does not exceed carrier level. When 
the exciting level is greater than carrier level, Az also passes current. The voltage 
developed across the tank circuit is then greater than previously in proportion to the 


Grid- 
phasing —M Је -- Ta п k 
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Ета. 82.—Schematic diagram of high-efficiency linear amplifier. 


current delivered from A, over the quarter-wave line. This results in an increase 
in the apparent load impedance that the tank circuit offers to the transmission line. 
Because of the impedance inverting properties of the quarter-wave line, the impedance 
across the sending end of the line is reduced, thereby causing A; to deliver more power 
to the line in spite of the fact that this tube was already operating under saturation 
conditions. At the peak of a completely modulated wave, tube А is carrying half 
of the power, and the apparent load impedance that the tank circuit offers to the line 
is increased to equality with the characteristic impedance. Tube A; then operates 
with half the impedance in its plate circuit present at carrier level, and so carries the 
remaining half of the peak power. Curves showing behavior as the exciting voltage 
varies are given in Fig. 83. 
1 The impedance offered to A1 by the sending end of a quarter wave line is related to the load imped- 
ance by the equation 
Zo? 
2 = z; (93) 


where Z, = sending-end impedance offered by the line. 
Z: = impedance of the load connected to the line. 
Zo = characteristic impedance of the line. 
In the case where His inactive, Zr = 20/2, so that Zs = 4Zr. 


Par. 22) VACUUM-TUBE AMPLIFIERS 457 


The average efficiency of the system is high for all degrees of modulation. When 
the exciting voltage is an unmodulated carrier, tube A: functions as a linear amplifier 
under saturation conditions corresponding to an efficiency of about 60 per cent. 
At the positive peaks of modulation, А; is still functioning as a linear amplifier under 
saturation conditions, and А» operates as a Class C amplifier with a plate efficiency 
of the order of 75 per cent. The result is an average efficiency for the modulation 
cycle that varies only slightly with the degree of modulation, and approximates the 
efficiency of a linear amplifier operating under peak conditions, i.e., about 60 per cent. 

A practical circuit for a high-efficiency amplifier is shown in simplified form in 
Fig. 82b. Неге the capacity C” of the quarter-wave line is combined with the tank 
circuit, and the capacity reactance of С” is obtained by resonant circuit Г.О: detuned 
а proper amount. 

In setting up and tuning the circuit of Fig. 82, the first step is to determine the 
plate load impedance Z; required to develop full output from A, with this tube 
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Fra. 83.—Curves showing performance of a high-efficiency linear amplifier. 


functioning as a conventional linear amplifier. The characteristic impedance Zp of 
the line must then be equal to Zz, and Г, should be such that oL = Zo = Zz. Reso- 
nant circuit L,C; is then tuned by short-circuiting Г», applying exciting voltage to A1, 
and tuning Г.С. for minimum plate current. Similarly, the resonant circuit Г.О, is 
tuned by short-circuiting Lı, applying voltage to Az, and tuning Г.С for minimum 
plate current. This ensures correct tuning and also ensures that the line is exactly 
one-quarter wave length long. The characteristic impedance of the line can be 
checked by the fact that when exciting voltage is applied to A; and Ах isinoperative, 
the voltages across C; and C; should be in the ratio of 2:1 when the load impedance 
across Ls is 21/2. An alternative way of checking the characteristic impedance of 
the line is to make Аз inoperative, and observe the plate current in A1 with the appro- 
priate resistance 21/2 shunted across С. The load resistance is then transferred 
to shunt with C, and made 2Z;. If the characteristic impedance of the line is the 
proper value, the plate current of A; will not change. 

After the circuit adjustments have been made in this way, it remains only to 
obtain the proper exciting and bias voltages. If these are to be obtained experi- 
mentally, a systematic procedure must be followed because of the numerous variables 
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present. The first step is to make Аз inoperative and determine the carrier voltage 
required to cause А; to be on the edge of saturation. The bias and excitation on А» 
are then adjusted so that when the carrier is unmodulated, A; just shows signs of 
passing plate current, while with an exciting voltage equal to twice carrier level, Az 
is operating as a normal Class C amplifier delivering half of the total power output 
and having a d-c plate current approximately 80 per cent of the d-c plate current of 
tube A;.! Ttis to be noted that the carrier voltages applied to A: and A; will normally 
differ. It is also to be noted that at the peak of modulation it is not necessary for 
the grid of А, to be driven much farther positive than at carrier level. The grid of 
А! can be prevented from going excessively positive at the modulation peaks and 
thereby drawing an undesirably large grid current by designing the quarter-wave line 
in the grid circuit to have a high characteristic impedance, and also by using a grid 
leak with А; so that the bias will increase when grid current flows. 

The linearity of a high-efficiency amplifier is generally not all that could be desired. 
Accordingly, when the distortion must be low, as is the case in broadcast transmitters, 
it is necessary to provide some means of distortion correction, as discussed below. 

Distortion Correction by Feedback and Remodulation Systems.—Distortion pro- 
duced in radio transmitters by linear amplifiers, as well as distortion in the modulator 
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Ета. 84.—Remodulation system for reducing distortion in a linear amplifier. 


and audio-frequency system, can be greatly reduced by rectifying a portion of the 
transmitter output, and properly feeding the resulting audio-frequency developed by 
the rectifier back into the audio-frequency system. This is a form of negative feed- 
back, and is discussed in greater detail in Par. 1, Sec. 9. 

The distortion produced in a linear amplifier can also be corrected by the remodu- 
lation system shown schematically in Fig. 84.? Here samples of the modulated waves 
existing in the input and output of the linear amplifier are rectified and the resulting 
audio-frequency voltages balanced against each other. The adjustment of the 
balancing device is such that when no distortion is produced in the linear amplifier 
the unbalanced output will be zero. Distortion, however, produces an output that 
is amplified and then modulated on the linear amplifier, preferably by grid modu- 
lation, in such a manner as to correct for the distortion produced in the amplifier. 

Both the preceding arrangements are capable of giving substantially linear over-all 
performance even when there is considerable nonlinearity in the individual stages 
involved. These arrangements also greatly reduce hum modulation of the output 
wave resulting from alternating filament current and from alternating-current hum in 
the plate supply. 

23. Harmonic Generators.— The ordinary vacuum-tube harmonic generator is 
essentially a Class C amplifier in which the tank circuit is tuned to an harmonic 


1 The difference in plate currents of А: and А: arises from the fact that А: operates as a Class В 
amplifier, while 4» operates as a Class C amplifier and so has higher efficiency. 

? 'This arrangement is due to F. E. Terman and R. R. Buss, Some Notes on Linear and Grid-modu- 
lated Radio-frequency Amplifiers, Proc I.R.E., Vol. 29, p. 104, March, 1941. 
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component of the pulses of plate current instead of to the fundamental-frequency 


component.! 


Harmonie generators of this character are used in radio transmitters 


for developing appreciable amounts of power on harmonic frequencies. 


Oscillograms showing voltage, current, 
and power relations existing in a typical 
harmonic generator are given in Fig. 85. 
These are very similar to the corresponding 
oscillograms for the Class C amplifiers 
shown in Fig. 76. The significant factors 
determining the performance of harmonic 
generators are the same as for the Class C 
amplifier, «namely, the maximum grid 
potential Emax, the minimum plate volt- 
age Emin, peak space current Im, and the 
angle of plate current flow 6». The con- 
siderations involved in the design of har- 
monic generators are also the same as in 
the case of the Class C amplifier, except 
that since the harmonic content of the 
plate current pulse is fairly sensitive to the 
angle 6, of plate-current flow, this angle 
must be carefully chosen. The experi- 
mental procedure followed in realizing 
desired operating conditions for harmonie 
generators is much the same as in the case 
of Class C amplifiers. 

Factors Governing Harmonic-generator 
Performance.—The most desirable angle 0 
of plate-current flow is a compromise be- 
tween conflicting factors. The shorter 
the length of current pulses in the case of 
a particular harmonie the higher will be 
the plate efficiency, but the bias, exciting 
voltage, and driving power are increased. 
Also, if the pulse is too long or too short, 
the output power drops off appreciably. 
Desirable values for 06, under practical 
conditions are given in Table 4. 

The harmonie power output that is 
obtainable decreases with the order of the 
harmonic. The relative harmonic output 
obtainable from a given tube compared 
with Class C output with the same peak 
space current is given approximately by 
Table 4. The load impedance is inversely 
proportional to the output power [Eq. (90)] 
and so increases with the order of the har- 
monic, as shown by Table4. The exciting 
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Fic. 85.—Voltage, current, and power 
relations in a typical Class C harmonic 
generator. 


power required by a harmonic generator is greater than with corresponding Class C 


1 Other types of harmonie generators using vacuum tubes are described by H. J. Scott and L. J. 
Black, Harmonic Generation, Proc. Г.Е.Е., Vol. 26, p. 449, April, 1938; F. E. Terman, D. E. Chambers, 
and E. H. Fisher, Harmonic Generation by Means of Grid Circuit Distortion, Trans. A.I.E.E., Vol. 50, 


p. 811, June, 1931. 
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operation because of the smaller angle of current flow, and increases rapidly with the 
order of the harmonic. 

Design and Analysis of Harmonic-generator Performance.—The maximum instan- 
taneous grid voltage Emax and the peak space current Im have the same significance 
and are determined by the same considerations in harmonic generators as in Class C 
amplifiers. The angle of current flow 0р is selected in accordance with Table 4, and 
the bias required to produce a given angle of flow is 

Emax COS (5) 


Е, [1 — cos (3) | + Emin cos (2) 
1 — cos (2) 


Grid bias = E, = ТЕ 
TABLE 4.—PrLATE-CURRENT PULSE LENGTH AND Power Ovreut or HARMONIC 





(94) 


[mG] 








GENERATORS 
Optimum length of Approximate power Relative load 
2 pulse, electrica output, assuming that | impedance, assuming 
Harmonic degrees at the funda- normal Class C that Class C 
mental frequency output is 1.0 case is 1.0 
2 90-120 0.65 1.5 
3 80-120 0.40 2.5 
4 70- 90 0.30 3.3 
5 60- 72 0.25 4.0 











The notation is the same as in Eq. (816), with the addition that п is the order of 
harmonic involved. 

With Ешь, Emax, Ev, 05, grid bias, and the signal voltage determined, oscillograms 
of plate and grid currents, instantaneous grid and plate losses, power input, ete., can 
be drawn from characteristic curves of the tube exactly as in the case of a Class C 
amplifier. Averaging these curves over a full cycle of fundamental frequency then 
gives power output, plate losses, d-c plate current, etc. 

An approximate analysis of triode harmonic-generator behavior can be made 
by modifying the approximate analysis used with triode Class C amplifiers.! It 
is to be noted first that the pulse of total space current in an harmonic generator for a 
given Emax, Emin, E», and 05 has practically the same shape as in the case of a Class C 
amplifier. To the extent that the shape is exactly the same in these two cases, the 
harmonic content of the.space-current pulse is given by Fig. 86. The modifications 
in the shape of the space-current pulse resulting from the fact that the voltage drop in 
the plate circuit is a harmonic of the applied frequency instead of being of the same 
frequency can be allowed for by subtracting from the coefficients given by Fig. 86 a 
correction factor equal to k times the factor obtained from Fig. 87, where 

E, = En 
b ibas d a oe 
Here и is the amplification factor of the tube. The corrected coefficients are then 
used to calculate the amplifier performance, exactly as the coefficients obtained from 
Fig. 77 were used in the Class C amplifier case. The details involved are illustrated 
by the following example: 


1F. E, Terman, Analysis and Design of Harmonic Generators, Trans. A.I.E.E., Vol. 57, p. 640, 
November, 1938. 
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Example.—It is desired to design and calculate the performance of a third-harmonic generator 
employing a Type 204A tube having р = 23, a rated plate dissipation of 200 watts, and operating at a 
plate potential of 1,500 volts. 

The first step in the design is the selection of a suitable peak space current and corresponding values 
of Emin and Emax. Reference to the data supplied by tube manufacturers indicates that Im = 1,260 ma 
will be satisfactory, and that this could be obtained by Emin = 375, Emax = 250. With this combina- 
tion, the peak grid current will be 225 ma, which is small enough to keep the driving power low, and 
yet at the same time Emin will be small compared with the plate-supply voltage. 

The next step is the selection of a value of 05. From the discussion given above, combined with 
an examination of Fig. 86, it appears that êp = 100° would be reasonable. With this value of бр and 
assuming a 34 power law, Fig. 86 then gives Io/Im = 0.161, and In/Im = 0.177. The fractional correc- 
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Fra. 86— Curves giving relation of direct-current and harmonic components of the space- 
current pulse as a function of angle of flow 6 and the peak amplitude Im. 


tions that Fig. 87 indicates would be applied to these for a 34 law and for k = 1 are —0.33 for the d-c 
term and — 0.060 for the third harmonie component. However, since # is 


[1,500 — 375)] 


28 x 250 + 375 ^ 0-19, 


the actual corrections to be subtracted are —0.063 and —0.012, respectively. The d-c and third- 
harmonie components of the total space current are then 1,260 X 0.161(1 + 0.063) — 216 ma, and 
1,260 X 0.177(1 + 0.012) = 226 ma, respectively. From Eq. (14), the grid bias is found to be 751 volts, 
which makes the peak signal voltage 1,001 volts. The angle 65 of grid-current flow is then given by Eq. 
(80) аз 82.8°. Assuming a square-law grid-current pulse, veference to Fig. 86 shows that for a peak grid 
current of 225 ma, the d-c, fundamental-frequency, and third-harmonic components of the grid current 
are 27, 52, and 39 ma, respectively. Since the peak signal voltage is 1,001 volts, the grid driving power is 


1,001 X 0.052 


2 = 26 watts. 

If grid-leak bias is used, the leak resistance is 751/0.027 = 28,000 ohms. Next, subtracting the d-e 
and third-harmonic components of the grid current from the total space current gives 189 and 187 ma, 
respectively, as the d-c and third-harmonic components of the plate current. This calls for a tank- 
circuit impedance of 1,125/0.187 = 6,000 ohms. The power input to the plate is 284 watts, while the 
third-harmonic power delivered to the tank circuit is 0.187 X 1,125/2 = 105 watts. The plate effi- 
ciency is hence 37 per cent and the plate dissipation is 179 watts. Inasmuch as this loss is slightly less 
than the rated value for normal operation, the assumed Emin, Emax, and 0p represent a suitable operating 
condition. . 
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The approximate analysis of harmonie-generator performance can be extended to 
include pentode, beam, and screen-grid tubes by obvious modifications.! 
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Fic. 87—Curves giving the fractional corrections that must be subtracted from the 
results obtained from Fig. 86 to obtain correct results for harmonic generator action. 
These curves assume k = 1. 


MISCELLANEOUS AMPLIFIER PROPERTIES 


24. Exact Equivalent Circuit of Class A Amplifier and Application to Analysis of 
Distortion and Cross-modulation.?— The exact behavior of a Class A amplifier can be 
determined with the aid of the equivalent circuits of Fig. 88. 


1 F. E. Terman and J. H. Ferns, Calculation of Class C Amplifier and Harmonic Generator Perform- 
ance of Screen-grid and Similar Tubes, Proc. Т.В.В., Vol. 22, p. 359, March, 1934. 
? For further details, see John R. Carsfn, A Theoretical Study of the Three-element Vacuum Tube, 


Par. 24] VACUUM-TUBE AMPLIFIERS 463 


In the voltage-generator form, the current that flows in the plate circuit as a result 
of a signal voltage e, applied to the control grid can be considered as being produced by 
a series of hypothetical voltages acting in a circuit consisting of the plate resistance of 
the tube in series with the load impedance, as in Fig. 88a. These equivalent generator 





4*7 9m eg 
APR ] дат 2 
t27 21а? Eg ©! 
z=- — ПТ е?+— -2m 
'3la3 DEZ 61" д2 aeg 6162 
— 
(a) Constant-voltage generator form (b) Constant-current generator 
form 


Fie. 88.—Equivalent circuits of a vacuum-tube amplifier, taking into account first-, 
second-, and third-order components of plate current. 


voltages are proportional, respectively, to the first, second, third, etc., powers of the 
signal voltage and are given by the expressions 





Equivalent voltage producing 
first-order component of ! = — ред (96) 
plate current 
Equivalent voltage producing 
second-order component of | = — b d не; Ry ) 
| 
plate current 2100 9E, Rp +21 (97) 
= __1 Jma 
> lugn 98, 
Equivalent voltage produc- 1 9 1 
ing third-order component } = Tu aig 615 + — qim ele (98) 
of plate current 3108 9E, hn Bg 


where e; = a-c voltage applied to the control grid. 
н = amplification factor of tube. 
f» = transconductance of tube. 
E, = grid bias at the operating point. 
E, = plate resistance at the operating point. 





Proc. I.R.E., Vol. 7, p. 187, 1919; F. E. Terman, “Radio Engineering," 2d ed., pp. 153-157, 264—273, 
MeGraw-Hill, New York, 1937. 

The discussion in this section assumes either that the amplification factor of the tube is constant 
[Eqs. (96) to (101)], or that the load resistance is small compared with the plate resistance of the tube 
[Eqs. (100a) and (101a)]. Analyses that are more general, but correspondingly more complicated and 
80 less useful, are given by F. B. Llewellyn, Operation of Thermionic Vacuum Tube Circuits, Bell 
System Tech. Jour., Vol. 5, p. 433, July, 1926; E. Peterson and H. P. Evans, Modulation in Vacuum 
Tubes Used as Amplifiers, Bell System Tech. Jour., Vol. 6, p. 442, July, 1927; J. G. Brainerd, Mathe- 
matical Theory of Four-electrode Tube, Proc. I.R.E., Vol. 17, p. 1006, June, 1929, 
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N 
І 


load impedance. The subscripts 1, 2, and 3 denote the impedance 
offered to the first-, second-, and third-order components of the plate 
current. When any one order of plate current contains components of 
several frequencies, the appropriate value of Z must be used for each 
component. 


€1 == не, ) = voltage drop produced in plate resistance by first-order 


(mtz 

Ry + Zi 

баг of current. 
1 89m 

Rp + as) 2!ugm 0 E, 

Za by the second-order component of current. 





ез = €i? voltage drop produced.across the load impedance 


The derivatives in these equations are all to be evaluated at the point on the tube 
characteristics at which the tube is operated. 

In the constant-current generator form, the action taking place in the plate circuit 
is represented by a number of constant-current generators delivering current to an 
impedance consisting of the plate resistance in parallel with the load impedance, as in 
Fig. 885. Тһе currents produced by these constant current-generators are propor- 
tional, respectively, to the first, second, third, ete., powers of the applied signal, and 
are given by the equation. 


Equivalent first-orde 
mum re |a ren e» 
Equivalent second- | l gm ( Rp y 
order current 220k, V" R, +Z 
BAA (100) 
= Fiat aE, © 
Equivalent third- 1 9, єз 
order current | "Stans t +5 и? E ds (101) 
where Rp > > Z, as in pentodes, Eqs. (100) and (101) can be written 
Equivalent second-order | _ 1 39m 6 
current in pentodes | ом ӘЕ,° (100a) 
Equivalent third-order | = 1 9? 99m „ (1014) 
current in pentodes ~ — 8! ak, 1° а 


The first-order effects in the exact equivalent circuits of the Class A amplifier 
lead to the same results as the equivalent circuits discussed in Par. 3. The second- 
order effect is a correction of this simple equivalent circuit and depends upon d9mn/dE,, 
i.e., upon the curvature of the tube characteristic. The third-order effect is a sec- 
ond-order correction that depends upon the rate of change of curvature of the tube 
characteristic. 

The exact equivalent circuit of the Class A amplifier is useful in calculating dis- 
tortion, cross-modulation, etc. Its use is not limited to the simple case of resistance 
load and a sine-wave voltage, as is the method of distortion analysis involving the 
dynamic characteristic and load line. 

Experimental Evaluation of Second- and Third-order Coefficients.—In order to make 
quantitative calculations based upon Eqs. (96) to (101), it is necessary to evaluate 
0g / 9E, and 0°g,/dE,2, as well as the plate impedance, transconductance, etc., at the 
operating point. 

These partial derivatives can be determined experimentally by applying to the 
grid of the tube a sine-wave voltage of known amplitude when the load impedance 
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in the plate circuit is negligibly small.! One then has 
д4» _ AAT 





Se = aE (102) 
927 247 
s m (103) 


where АЈ is the change іп d-c plate current, 7; the crest value of the third-harmonic 
component of the plate current, and E is the crest value of the signal voltage applied 
to the grid. 

The Application of Exact Equivalent Circuit to Simple Cases.—The first-, second-, 
and third-order components of the equivalent voltage in the exact equivalent circuit 
for the case of signals consisting of a sine wave and of two superimposed sine waves 
are summarized in Table 5. An examination of this table shows that the first-order 
etfects account for the undistorted part of the amplified output. The second-order 
effects give rise to second harmonics, to sum and difference frequencies, and to a direct- 
current or “rectified” component, all of which are proportional to the square of the 
signal. The third-order effect gives rise to third harmonics and odd-order combina- 
tion frequencies. There is also a third-order component having the same wave shape 
as the applied signal (7.e., as the first-order output) but an amplitude proportional to 
the cube of the signal, so that when this combines with the first-order part of the out- 
put, the result is a lack of proportionality between the amplitude of the input signal 
and the amplitude of the output. Finally, when the applied signal consists of more 
than a single frequency, the third-order action causes the part of the output that is at 
one frequency to depend upon the amplitude of the other components present, giving 
rise to cross-modulation. 

Fourth, sixth, and other higher even-order components give effects similar in 
character to those produced by the second-order action, namely, even-order harmonics, 
even-order combination frequencies, and a rectified d-c current. Fifth, seventh, and 
other higher odd-order components give effects similar to those produced by the third- 
order action, t.e., odd harmonics, odd-order combination frequencies, lack of pro- 
portionality between input and output, and cross-modulation. 

Cross-modulation (Cross Talk).—Cross-modulation is said to be present in a circuit 
when the conditions are such that when two signals of different frequencies are applied, 
the amplitude of the output of one frequency depends upon the amplitude of the 
other frequency that is present. In the case where one of the signals is a modulated 
wave, cross-modulation results in the amplitude of the other wave depending on 
the envelope amplitude of the modulated wave. This causes the modulation of the 
first wave to be transferred to the second wave. Cross-modulation occurs in amplifiers 
as a result of third-order action. 

The amount of cross-modulation can be expressed in terms of a cross-talk or cross- 
modulation factor that is defined as the percentage modulation that a modulated wave 
produces on an unmodulated superimposed wave, divided by the percentage modu- 
lation of the modulated wave. In the case of pentode and other tubes where the load 
resistance is small compared with the plate resistance, the cross-talk factor is? 


Cross-talk factor | _ E:* 8°gm 
in pentodes ^ 29m Eg? 





(104) 


where Ез is the crest amplitude of the carrier applied to the grid, whose modulation is 


1 An alternative procedure for measuring the third-order coefficient is given by E. W. Herold, Simple 
Methods for Checking R. F. Distortion or Cross-modulation of Pentode Amplifiers, Electronics, Vol. 13. 
p. 82, April, 1940. 

2Stuart Ballantine and H. A. Snow, Reduction of Distortion and Cross Modulation in Radio 
Receivers by Means of Variable-mu Tetrodes, Proc. I.R.E., Vol. 18, p. 2102, December, 1930. 
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being transferred to the other carrier frequency. In triode tubes the cross-talk 
factor depends upon the load impedance to the first- and second-order currents, as 
well as upon the square of the carrier amplitude and the second derivative of the 
transconductance. 

Distortion of Modulation Envelopes.—It was noted above that third-order action 
introduces a nonlinear relation between output and input voltage of an amplifier. 
When the input voltage is a modulated wave, the third-order action therefore causes 
the output voltage to fail to follow exactly the amplitude variations of the input 
voltage. This results in a distortion of the modulation envelope, and also makes the 
degree of modulation of the output voltage differ from that of the applied signal. 
When the modulation of the applied signal is sinusoidal, and the degree of modu- 
lation m is not too great, the second-harmonic distortion introduced in the modulation 
envelope by third-order action in the case of pentode tubes is 


Second-harmonic | _ т (105) 
component of modulation 24 49m 
9?gm 
2 € Өт 
Eo 9E, 


where Е, is the carrier amplitude of the applied signal, and the remaining notation is 
as above. It will be noted that when the third-order action is large, the distortion 

approaches m/2. Practically, it is found that 

when modulation distortion is enough to be of 
‚ Significance, cross-modulation is excessive. 
Cross talk rather than modulation distortion 
accordingly limits the amount of third-order 
action permissible over the operating range of 
an amplifier under ordinary conditions. 


Hypothetical 

resistance repre- 
senting the equi- 
valent input 
resistance, 







Hypothetica/ \ 
condenser repre- 
senting equivalent 
при! capacity 





Ета. 89.—Input impedance of a Fie. 90.—Diagrams illustrating how 
vacuum-tube represented as a resist- the interelectrode capacities permit grid 
ance shunted by a capacity. current to flow when alternating voltage 


is applied to a negative grid. 


25. Input Admittance and Output Impedance of Vacuum-tube Amplifiers. Input 
Admittance.—The input admittance of a vacuum-tube amplifier is defined as the 
current flowing into the control-grid electrode divided by the voltage that is applied 
between this electrode and the cathode. The input admittance of a vacuum-tube 
amplifier can be represented by a capacity shunted by a resistance, as shown in Fig. 
89. The capacity is called the input capacity, and the resistance is termed either the 
input resistance or the input conductance. 

Input Admittance of Triodes with Particular Reference to Interelectrode-capacity 
Effects —The input capacity and resistance of triodes is determined primarily by the 
capacities existing between the electrodes of the tube. When an alternating signal 
voltage is applied between grid and cathode, current flows from grid to cathode and 
from grid to the plate as a result of the electrostatic capacity between these electrodes, 
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as indicated in Fig. 90. The input admittance is equal to this totat current divided 
by the voltage applied to the control grid. Since the part of the current that flows to 
the plate depends upon the difference between the signal applied to the control grid 
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(a) Neutrodyne (or Hazeltine) (b) Modified neutrodyne 
system of neutralization 





(c) Rice system of (d) Cross neutralization 
neutralization 


Neutralizing coil, C," Blocking condenser 





(e) Coil neutralization 
Ета. 91.— Typical neutralizing circuits. 


and the amplified voltage developed in the plate circuit, the input admittance is 
affected by the magnitude and phase of the amplification. The exact relation is! 





Input capacity = Cj + С,(1 + A cos 0) (106) 
( 1 
Input resistance — — Wang | (107) 


where C,, = grid-plate tube capacity. 

Ca = grid-cathode tube capacity. 

‚ А = voltage amplification of the tube alone, not taking into account any 
step-up in voltage existing in the load impedance, such as is present in 
the case of transformer coupling. 

6 — phase angle of load impedance in the plate circuit, taken positive for 
inductive loads. 


1 For derivation, see Е. E. Terman, “Radio Engineering," 2d ed., p. 232, MeGraw-Hill, New York. 
See also J. M. Miller, Dependence of the Input Impedance of a Three-electrode Vacuum Tube upon the 
Load in the Plate Circuit, Bur. Standards Sci. Paper 351; M. von Ardenne and W. Stoff, On the Values 
and the Effects of Stray Capacities in Resistance-coupled Amplifiers, Proc. I.R.E., Vol. 15, p. 895, 
November, 1927; E. L. Chaffee, Equivalent Circuits of an Electron Tube and the Equivalent Input and 
Output Admittances, Proc. I.R.E., Vol. 17, p. 1633, September, 1929. 
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The input admittance of a triode amplifier depends largely upon the magnitude A 
and phase 6 of the amplification, because with practical tubes the grid-plate capacity 
has approximately the same magnitude as the grid-filament capacity, and the amplifi- 
cation is normally considerably greater than unity. Under these conditions the 
input capacity is approximately proportional to the amplification, and is much greater 
than the interelectrode capacities themselves. 

The input resistance takes into account the energy transferred between the plate 
and grid electrodes through the grid-plate capacity. With capacitive load impedances 
in the plate circuit (@ negative), energy is transferred directly from the grid to the 
plate circuit, with théresult that the input resistance is positive. On the other hand, 
with inductive load impedances in the plate circuit (0 negative), amplified energy is 
transferred from the plate circuit of the tube back to the grid circuit, with the result 
that the equivalent input resistance is negative. A resistance load impedance in the 
plate circuit (0 = 0) gives rise to infinite input resistance, corresponding to zero energy 
transfer between input and output electrodes. The input resistance for a given phase 
shift 0 is inversely proportional to the product of frequency and amplification. 

Neutralization of Grid-plate Capacity in Triode T'ubes.—Most of the input capacity 
and practically all the input resistance of triode tubes results from the current that 
flows through the grid-plate capacity of the tube. The effect of this capacity can be 
eliminated or neutralized by the arrangements illustrated in Fig. 91. In the neutro- 
dyne circuit the coil Г, is closely coupled to the primary, and so polarized that it 
applies a voltage to the neutralizing condenser C, that is of opposite phase from the 
a-c voltage between plate and cathode. The current through the neutralizing con- 
denser is hence of opposite phase from the current through the grid-plate capacity 
C,» of the tube, and by proper adjustment of C; the energies represented by the two 
currents can be given the same magnitude. The input capacity of such an amplifier 
with perfect neutralization is Со + Cop + Cn, and the input resistance is infinite, If 
the neutralizing coil Ln is closely coupled to its primary and the leads have negligible 
inductive reactance, the neutralization is substantially independent of frequency over 
a wide frequency band.! 

An alternative neutralizing arrangement is the Rice circuit (Fig. 91c). Here the 
neutralizing capacity C, is adjusted so that the current through it neutralizes the 
effect of the current through the grid-plate capacity as far as the tuned circuit asso- 
ciated with the grid of the tube is concerned. This form of neutralization is theo- 
retically independent of frequency, just as is the neutrodyne type, but has the 
disadvantage that only half of the signal voltage developed across the input circuit is 
applied to the grid of the tube, and that neither side of the tuning condenser in the 
input circuit can be grounded. Also, if several stages are in cascade, Rice neutraliza- 
tion is more likely to cause trouble from parasitic oscillations. 

Cross neutralization is used with push-pull amplifiers and requires the addition 
of no special circuits other than the neutralizing condensers. It can be thought of as 
a form of neutrodyne that takes advantage of the fact that the voltages on the two 
sides of a push-pull amplifier are of opposite polarity, thus giving the phase relations 
required for neutralizing. 

In coil neutralization, the neutralizing inductance Г» is resonated with the grid- 
plate capacity С,» at the frequency for which neutralization is to be effective. In 
this way the current flowing from controi grid to plate is reduced practically to zero, 
thus eliminating the grid-plate capacity as far as input admittance effects are con- 
cerned. In order that the neutralizing coil will not short-circuit the plate-supply 


1 At very high frequencies the variation in the reactance of the leads cannot be neglected. If 
neutralization is to be maintained over a wide frequency band under these conditions, it is necessary to 
use modified circuits (see Fig. 20, Sec. 6). 


470 RADIO ENGINEERS’ HANDBOOK [Sec. 6 


battery, it is necessary to place the blocking condenser C in series with the inductance. 
The circuit proportions are then arranged so that the combination L,C offers 
the inductive reactance required to resonate with С, at the frequency of neutraliza- 
tion. Coil neutralization is simpler than the other types, but is effective for only one 
frequency. It is used extensively with transmitters, such as broadcast transmitters. 
that operate only at a single frequency. 
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Ес. 92.— Curves showing the effect of an improper neutralizing capacity С» on input 
resistance and capacity of a tuned radio-frequency amplifier. 

In all neutralizing systems it is necessary to adjust the circuit proportions so that 
neutralization is exactly correct. Overneutralization produces results similar in 
character to and just as bad as underneutralization, as illustrated in Fig. 92. 

Grounded-grid Self-neutralized Circuit—The necessity of neutralization can be 
avoided by means of the grounded-grid circuit of Fig. 93. Here the grid is grounded, 
the input voltage is applied between cathode and ground, and the output impedance 
is placed between plate and ground. With this arrangement, capacity currents 
flowing between plate and grid as a result of the output voltage Е, developed in the 
plate circuit do not flow through the input circuit. There is hence no interaction with 
the source of exciting voltage Е, as a result of grid-plate tube capacity. 
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Analysis of the voltage and current relations in the grounded-grid circuit shows 
that since the driving voltage E, is in series with the external circuit connecting plate 
and cathode, the tube acts, as far as the output Ho is concerned, as though it were 
excited in the usual manner and had an amplification factor (и + 1) instead of д. 
Also, the exciting voltage delivers some energy directly to the plate circuit, because 
the amplified plate current flows through Е, in the same polarity as E.. "This places a 
load on the exciting voltage E.. "This load reduces the gain obtained as compared with 
a neutrodyne cireuit, for example, although appreciable amplifieation is still possible. 

'The grounded-grid circuit finds its chief use under conditions where triode tubes 
must be used, and either (1) it is impractical to obtain the degree of capacity neutral- 
ization required for satisfactory operation or (2) the tube or circuit design is such that 
the natural method of operation is with the grid at ground potential. These condi- 
tions are most likely to exist where the tube is to be operated over an enormous fre- 
quency range or at a very high frequency, or with special tubes designed for operation 
at extremely high frequencies.! 

Input Conductance of Pentodes.—' The input conductance of a pentode tube, if 
negative grid operation is assumed, arises primarily from the transit time of the 





Rp [£e 
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Ета. 93.—Grounded-grid self-neutralized circuit. 


electrons and from the fact that the lead from the cathode electrode to the cathode 
pin on the base of the tube is common to the grid and plate circuits of the tube. 
Dielectric losses in the grid-cathode and grid-screen capacities are occasionally of 
importance.? The grid-plate capacity contributes very little to the input conductance 
of a pentode tube, because although this capacity acts the same in pentodes as in 
triodes, its magnitude is so small (0.005 uf for a typical voltage amplifier pentode) that 
the energy transfer taking place between plate and grid is too small to be important. 

The input resistance arising from the fact that the electrons require a finite time to 
travel from cathode to plate is given by? 


Input resistance resulting | __1 (108) 
from finite transit time KGmf?r® 

where gm = transconductance of the tube. 

f = frequency. 

т = time required for the electron to travel from the cathode to the grid plane. 

The constant K is determined by the grid and plate voltages and by the ratio of 

transit times from cathode to grid plane and grid plane to anode. The component of 
input resistance arising from transit time is directly proportional to the square root 
of the electrode voltages and inversely proportional to the square of the linear dimen- 
sion of the tube. 


1 


1 Discussion of the grounded grid circuits, with particular reference to high-frequency high-power 
amplifiers, is given by C. E. Strong, The Inverted Amplifier, Electronics, Vol. 13, p. 14, July, 1940. 

2 A discussion of dielectric losses is given by C. J. Franks, Measured Input Losses of Vacuum Tubes, 
Electronics, Vol. 8, p. 222, July, 1935. 

з W. В. Ferris, Input Resistance of Vacuum Tubes as Ultra-high-frequency Amplifiers, Proc. Г.Е.Е., 
Vol. 24, p. 82, January, 1936. See Par. 9, Sec. 4 for further discussion of transit time effects, 


472 RADIO ENGINEERS’ HANDBOOK [Sec. 5 


The inductance of the cathode lead causes the voltage existing across the grid- 
cathode capacity to differ from the signal voltage applied to the tube by an amount 
equal to the voltage developed across the lead inductance by the amplified plate cur- 
rent (see Fig. 94). This fact causes the current flowing through the grid-cathode 
capacity to have a component in phase with the applied voltage.! "The corresponding 
input resistance, on the assumption that the reactance of the lead inductance Lx is 
small compared with the grid-cathode capacity C, is 


Input resistance resulting 1 
о: inductance of cathode ! = ЕО (109) 


It will be noted that the input resistance caused by the inductance of the cathode 
lead varies with frequency and transconductance in exactly the same manner as does 
the input resistance resulting from transit time action. In ordinary pentode tubes, 
these two effects are of the same order of magni- 
tude. The combined action of cathode lead induc- 
tance and transit time is of great importance at the 
higher radio frequencies.. This is evident from 
Table 6, which gives results of measurements on 
input resistance of a pentode tube. 

The input conductance resulting from the com- 
bined effects of cathode-lead inductance and transit 
time can be neutralized by the arrangement in 

Юа. 94.—The equivalent input Fig. 95a.2 Here a small inductance Г, is placed 
circuit of a tube taking into ac- between the cathode terminal on the tube socket 
count the inductance of the cath- and the ground. The grid-return lead is brought 
ode lead. н я 

i directly to the tube socket, and a capacity Cy, 
is connected between grid and ground. Neutralization is obtained when 
Ln _ Cox 
T0. (110) 





With these proportions, the in-phase component of the current through C,, is equal 
in magnitude but opposite in phase to the in-phase component of current through 
C, resulting in complete neutralization of the input resistance independently of fre- 
quency, provided that eL; < < 1/eC,. In practical amplifiers, the neutralizing 
inductance La ean be a short length of wire of the order of one inch long connecting 
the cathode terminal of the tube socket to the ground lug, as shown in Fig. 95b. 

An alternative method of neutralizing the input conductance is to place a small 
inductance (about 0.1) in the screen lead. This method is especially adaptable to 
converter tubes. 

The effect of the cathode lead inductance can be eliminated by using especially 
constructed tubes having two cathode leads, as shown in Fig. 95c.? In this way the 
voltage developed in the cathode lead by the plate current does not appear in series 
with the voltage applied to the control grid. 

Input Capacity of Pentodes, with Particular Reference to the Effect of Control-grid 
Bias.—The input capacity of a pentode is given by the equation 


Input capacity = Съ + C4, + C,,(1 + A eos 0) (111) 


1M. J. O. Strutt and A. van der Ziel, The Causes for the Increase of the Admittances of Modern 
High-frequency Amplifier Tubes on Short Waves, Proc. I.R.E., Vol. 26, p. 1011, August, 1938. 

з К Г. Freeman, Input Conductance Neutralization, Electronics, Vol. 12, p. 22, October, 1939. 

з Such tubes are discussed by Е. Preisach and I. Zakarias, Input Conductance, Wireless Eng., Voi, 
17, p. 147, April, 1940. 
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where Cj, = grid-cathode capacity. 
Cys = grid-screen capacity. 


Сор = grid-plate capacity. 
A — voltage amplification (magnitude) of tube alone (not including any 
voltage step-up in plate coupling network). 
9 = phase angle of amplification. 


The component С,„(1 + A cos 6) is the smallest of the three because of the small grid- 
plate capacity in pentode tubes, but may be of the order of lyf in radio-frequency 
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Fig. 95.— Methods of neutralizing the effects of cathode lead inductance and transit time 
on input resistance. 


pentodes when the amplification is large, and somewhat more in audio-frequency 
pentodes. 

The input capacity of a pentode varies somewhat with the grid bias.! This is in 
part due to a change in the component C,,(1 + А cos 0) as the grid bias varies the 
amplification, and in part due to the fact that as the bias varies the plate current the 
effective position of the space charge surrounding the cathode changes. The total 
variations produced by varying the grid bias аге of the order of 1 to 3 ри? in typical 


1 R. L. Freeman, Use of Feedback to Compensate for Vacuum-tube Input-capacitance Variations 
with Grid Bias, Proc. I.R.E., Vol. 26, p. 1860, November, 1938; T. Iowerth Jones, The Dependence of 
the Inter-electrode Capacitances of Valves upon the Operating Conditions, Wireless Section, Г.Е.Е., 
Vol. 13, p. 11, March, 1938; also, Jour. I. E.E., Vol. 81, p. 658, 1937. 
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radio-frequency pentodes. This wil detune an ordinary 450-ke intermediate-fre- 
quency coupling circuit by about 5 kc. 

The change in input capacity is approximately proportional to the change in the 
transconductance of the tube, and so can be neutralized by the arrangements shown in 
Fig. 96. Неге а resistance E, is placed between cathode and ground and is so related 
to the capacity Cj; between grid and cathode as to satisfy the relation 

AC 


В, = 112 
mm (112) 





where gm is the transconductance for some particular operating point and AC is the 
increase in input capacity of the tube when the transconductance is gm over the input 
capacity when the tube biased to cutoff. When the secondary trimmer condenser C; 
is returned to ground, as in Fig. 965, the value of resistance №, required approximates 
that normally used for self-bias. Ор the other hand, if Ск is made large by returning 
the trimmer condenser of the input circuit to the cathode, instead of to ground, as in 
Fig. 96a, the neutralizing resistance R, is then of the order of 20 ohms with ordinary 
r-f pentodes used as intermediate-frequency amplifiers.! 





(b) 


Fia. 96.—Circuits for neutralizing the variation of input capacity of a Class A pentode 
amplifier with variation in grid bias. 


Input Admittance of Amplifier Tube Subjected to a Negative Feedback Voltage. — 
When a negative feedback voltage is superimposed upon the signal applied to an 
amplifier, the equivalent input admittance offered by the system to the applied 
signal voltage is less than in the absence of negative feedback according to the factor 


Input admittance with 
о feedback | _ 1 
Input admittance without) 1 — АВ 

а feedback | 





(118) 


where АВ is the feedback factor as defined in connection with Eq. (36). The reduction 
in input admittance is considerable when Ag is large, and arises from the fact that most 
of the signal voltage is used to overcome the negative feedback voltage and only a small 
fraction is applied across the grid-cathode terminals of the tube. 

Practical Importance of Input Admittance in Audio-frequency and Radio-frequency 
Amplifiers.—In audio-frequency amplifiers, the input capacity is one of the largest 
shunting capacities in the coupling network in the plate circuit of the preceding ampli- 

1 Another means of compensating for variations in input capacity caused by variation in the control- 
grid bias by the A.V.C. system is to apply A.V.C. voltage in appropriate amount to the No. 3 grid. See 


J. F. Farrington, Compensation of Vacuum Tube Input Capacitance Variation by Bias Potential Con- 
trol, R.M.A. Eng., Vol. 4, p. 13. November, 1937. 
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fier stage. A pentode is accordingly preferable to a triode tube from the point of view 
of response obtainable at high frequencies unless the triode is neutralized. In the 
case of push-pull triodes, neutralization can be easily applied and will reduce the input 
capacity to the same order of magnitude as that obtained with pentodes, resulting in 
considerable improvement in high-frequency response.! The resistance component of 
the input admittance is of negligible importance at audio frequencies, since the input 
resistance is so large as to produce only slight modification of the amplification char- 
acteristic, even at the higher audio frequencies with unneutralized triodes. 

In tuned radio-frequency amplifiers, the input capacity of the tube is an important 
factor in fixing the minimum circuit capacity. With unneutralized or partially 
neutralized triodes, the input capacity varies with frequency, as illustrated in Fig. 92. 
This dependence of the capacity on frequency can distort the resonance curve of the 
tuned circuit developing the signal voltage applied to the grid of the tube. 

The input resistance at broadcast and lower frequencies is normally caused by the 
action of the grid-plate tube capacity. With a load impedance supplied by a resonant 
circuit, the input resistance depends primarily upon frequency, being infinite at reso- 
nance and minimum at the 70.7 per cent points of the amplification curve. This 
minimum value for the case of a simple tuned load circuit is 


i о сы 


where 1/®С is a reactance of the grid-plate capacity С, and Ao is the amplification 
from grid to plate electrodes at resonance.? The input resistance is negative at fre- 
quencies below resonance and positive for frequencies greater than resonance, and so 
tends to distort the resonance curve of the input tuned circuit. If the input resistance 
is low, oscillations will be produced when the input tuned circuit is resonant at a 
slightly lower frequency than the output circuit. The effects of the input resistance 
are so great in tuned amplifiers using triode tubes that such amplifiers must always be 
neutralized. With pentode tubes, however, the minimum input resistance at broad- 
cast frequencies is so high because of the small grid-plate capacity that it can ordinarily 
be ignored unless it becomes cumulative through a series of stages. 

In the high-frequency and ultra-high-frequency bands, the input resistance is 
determined primarily by the transit time and cathode lead effects, since these produce 
effects proportional to the square of frequency, whereas the action of the grid-plate 
capacity is proportional to frequency. The input resistance at very high frequencies 
is low enough to produce serious loading, with consequent loss of gain and selectivity. 

Output Impedance of Vacuum Tubes.—The output impedance of a vacuum tube is 
defined as the impedance that the plate circuit of the tube offers to an external voltage 
applied between the plate and cathode electrodes of the tube. This impedance can be 
represented by a resistance shunted by a capacity and is the impedance seen by a load 
looking toward the tube. 

In triode tubes the resistance component of the output impedance approximates 
the plate resistance of the tube up to very high radio frequencies. The output capac- 
ity also approximates the sum of the grid-plate and plate-cathode interelectrode 
capacities. ‘These approximations neglect the effect of dielectric losses, inductance in 
leads, and energy transfer between the input and output circuits of the tube through 
the grid-plate capacity, but give satisfactory results for the usual triode operating 
conditions, In particular, the energy transfer between input and output circuits 


Minimum input resistance = 


1P. W. Klipsch, Applying Neutralization to A. F Amplifiers, Electronics, Vol. 7, p. 252, August, 
1934. 

? When the tuned load circuit is coupled to the plate circuit of the tube, as with transformer coupling, 
the value of Ao is less than the actual voltage amplification of the stage by the factor M/Ls, where M is 
the mutual inductance between primary and secondary and Lz, the inductance of the secondary. 
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has a relatively small effect upon the output circuit as compared with the effect on the 
input circuit because of the difference in power levels. 

In pentode and beam tubes the output capacity is equal to the sum of the plate- 
cathode capacity and the plate-screen capacity. The output resistance, however, 
depends very greatly upon frequency, being equal to the plate resistance of the tube 
only at audio and the lower radio frequencies. As the frequency is increased, the 
output resistance becomes less, first because of dielectric losses associated with the inter- 
electrode capacities of the tube, and at still higher frequencies as a result of the induct- 
ance of the lead wires from the electrodes to the base pins of the tube and capacities 
between electrodes. The equivalent shunting resistance as measured for a particular 
pentode tube is shown in Table 6,1 and it is seen that the output resistance at the higher 
radio frequencies is far less than the plate resistance of the tube. 

26. Tube and Circuit Noise in Amplifiers.— The term noise as applied to vacuum- 
tube amplifiers is commonly used to designate spurious voltages of a random character 
that represent energy more or less uniformly distributed over an appreciable frequency 
band. In the case of audio-frequency amplifiers, such noise produces a characteristic 
hiss. 

Thermal Agitation Noise.?—' The random motion of free electrons in a conductor 
causes small potential differences to be developed across the terminals of the conductor. 


TABLE 6.—INPUT AND OUTPUT RESISTANCE OF A PENTODE AMPLIFIER* 














Input resistance Output resistance 
Wave length, | —— — — —— — — — ————-, Wave length, 
meters Tube cold, Normal, meters Tube cold, Normal, 
megohms megohms megohms megohms 
230.0 3.9 3.3 62.5 0.75 0.43 
39.5 1.6 0.38 20.4 0.35 0.19 
21.2 0.74 0.11 5.05 0.045 0.022 
12.4 0.40 0.036 
5.6 0.19 0.0086 

















* Data from M. J. O. Strutt and A. Van der Ziel, The Causes for the Increase of the Admittances of 
Modern High-frequency Amplifier Tubes on Short Waves, Proc. I.R.E., Vol. 26, p. 1011, August, 1938. 


This action is termed thermal agitation, and the resulting voltage is 


Square of effective value of fa 
voltage components lying be- = E? = 4kT Í Rdf (115) 
tween frequencies fı and f; j 


where k = Boltzmann’s constant = 1.374 X 107% joule per °K. 
T = absolute temperature, °K. 
Е = resistance component of impedance across which the thermal agitation is 
developed (a function of frequency). 
f = frequency. 


1 From Strutt and van der Ziel, loc. cit. 

2J. B. Johnson, Thermal Agitation of Electricity in Conductors, Phys. Rev., Vol. 32, p. 97, July, 
1928; H. Nyquist, Thermal Agitation of Electronic Change in Conductors, Phys. Rev., Vol. 32, p. 
110, July, 1928; J. B. Johnson and F. B. Llewellyn, Limits to Amplification, Elec. Eng., Vol. 53, p. 1449, 
November, 1934; F. C. Williams, Thermal Fluctuations in Complex Networks, Wireless Section, J.E.E., 
Vol. 13, p. 53, March, 1938, Jour. I.E.E., Vol. 81, р. 751, 1937; Е. C. Williams, Coexistent Thermal and 
Thermionic Fluctuations in Complex Networks, Wireless Section, I. .E.E., Vol. 13, p. 327, September. 
1938; Jour. I.E.E., Vol. 83, p. 76, 1938. 
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In the special case where the resistance component of the impedance is constant over 
the range of frequencies from ў; to f», Eq. (114) reduces to the much simpler form 


E? = 4kTR(f2 — fi) (116) 


In a network involving two or more conductors at different temperatures, the com- 
bined thermal agitation effect can be obtained by considering that each impedance 
involved acts as a generator having the mean square voltage specified by Eq. (115) in 
series with the impedance.! The mean square thermal agitation voltage is by Eq. (116) 
proportional to the resistance component of the impedance across which the voltage is 
developed, and to be proportional to the band width. The peak amplitude is of the 
order of 3 to 4 times the equivalent rms value.? The energy represented by the 
thermal agitation voltages developed across a given resistance is uniformly distrib- 
uted over the entire frequency spectrum from zero frequency to frequencies well 
above the highest used in communication. 

The voltages developed by thermal agitation set a limit to the smallest voltage that 
can be amplified without being lost in a background of noise. This limit is determined 
by the band width being amplified and not by the position in the frequency spectrum 
at which the band is located. The magnitude of the effect can be estimated from the 
fact that the rms thermal agitation voltage developed across a }4-megohm resistance 
at 300°К is 6.4 uv for a frequency band of 5,000 cycles. 

Noise from Granular Resistances.*—Resistances composed of carbon granules (such 
as &n ordinary carbon resistor) generate noise far in excess of the thermal agitation 
noise when a direct current is passed through the resistance. This high noise arises 
from fluctuations in the contact resistance between adjacent granules. The noise 
voltage that results is proportional to the current, and also tends to increase somewhat 
faster than the resistance. 

This effect makes the ordinary carbon resistor unsatisfactory as a plate-coupling 
resistance in low-level stages of a resistance-coupled amplifier. Carbon resistors are, 
however, always suitable for bias and screen-grid voltage dropping resistors where 
by-pass condensers are used. 

Tube Noise.—Noise voltages are generated within tubes as a result of a number of 
actions, the most important of which are (1) random variations in electron emission 
from the cathode; (2) random variations in the current division between the plate and 
other positive electrodes, such as the screen grid (this effect is absent in triodes operated 
with the grid negative); (3) variations in the grid current resulting from positive-ion 
current. These effects are discussed in Pars. 5 and 13, Sec. 4, where formulas for 
calculating their magnitudes are also given. Under practical conditions the smallest 
voltage that can be amplified is sometimes limited by tube noise rather than thermal 
agitation. . 

27. Hum.—The term hum is applied to alternating currents appearing in the out 
put of an amplifier as a result of the effect of power-frequency voltages, currents, and 
fields. 

Hum in Audio-frequency Amplifiers.—In audio-frequency amplifiers, hum results 
from the introduction into the amplifier circuits of currents of the power frequency 
and its harmonies that are amplified directly by the amplifier. Hum is particularly 


1F. C. Williams, The Representation and Computation of Fluctuation Voltages, Wireless Section, 
I.E.E., Vol. 14, p. 325, September, 1939, Jour. I.E.E., Vol. 85, p. 280, 1939. 

? V. D. Landon, A Study of the Characteristic of Noise, Proc. I. R.E., Vol. 24, p. 1514, November, 
1936; The Distribution of Amplitude with Time in Fluctuation Noise, Proc. I.R.E., Vol. 29, p. 50, 
February, 1941. 

3 C. J. Christensen and С. L. Pearson, Spontaneous Fluctuations in Carbon Microphones and Other 
Granular Resistances, Bell System Tech. Jour., Vol. 15, p. 181, April, 1936. 
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troublesome in high-gain audio-frequency amplifiers, since any effects introduced 
in low-level stages are subjected to large amounts of amplification. 

The possible causes of hum in audio-frequency amplifiers are stray electrostatic and 
magnetic fields, alternating current in the filaments or heaters of the tubes, and poorly 
filtered power-supply systems. These last two sources of hum are considered in 
Pars. 9 and 5, Sec. 8. The types of hum that are usually most troublesome in audio- 
frequency amplifiers are those arising from the presence of electrostatic and magnetic 
fields. 

The chief sources of magnetic fields in audio-frequency amplifiers are the filament 
leads and the power transformer. These fields induce voltages in coupling transform- 
ers, particularly transformers in low-level parts of the amplifier, may induce voltages 
in closed loops in improperly arranged wiring, and in severe cases may even affect the 
flow of electrons within the tubes. The most effective way to minimize hum from 
magnetic fields is to arrange the filament leads in the form of a twisted pair, employ 
adequate spacing between the low-level parts of the amplifier and the power trans- 
former, and avoid as far as possible the use of coupling transformers in low-level 
stages. Where coupling transformers cannot be avoided, induced voltages from mag- 
netic fields can be minimized by use of adequate spacing between coupling and power 
transformers, orientation of the coupling transformers to give minimum mutual 
inductance, and the use of shielded coupling transformers. It is also helpful to employ 
a nonmagnetic chassis, or at least to isolate the coupling and power transformers from a 
sheet-iron chassis by mounting them upon a nonmagnetic base that is then fastened to 
the chassis. 

Electrostatic fields may arise in an amplifier from unshielded wires carrying alter- 
nating currents of power frequency, but are more commonly the result of power 
wires external to the apparatus itself. Hum arising from electrostatic fields can be 
eliminated by electrostatically shielding all leads that have a high impedance to 
ground, such as grid leads, by shielding the tubes and the filament wires of low-level 
stages, and by grounding the chassis to a metal stake driven in wet earth or a water 
pipe. The use of electrostatic shielding between primaries and secondaries of all 
transformers (power, input, filament, output, etc.) on the amplifier chassis is also 
helpful. 

Hum in Radio-frequency Amplifiers.—Hum is less troublesome in radio-frequency 
amplifiers than in audio-frequency amplifiers, since the hum voltages are not amplified 
directly. However, the same effects that produce hum in audio-frequency amplifiers 
also will cause any radio-frequency voltage that is being amplified to be modulated at 
least slightly by the hum. 

28. Microphonic Effects..— The term microphonic, as applied to vacuum-tube 
amplifiers, refers to effects produced by mechanical vibration, and may arise from the 
vibration either of tubes or of the associated circuits. 

Microphonic Action in Tubes.—The most important source of microphonic action in 
amplifiers is the amplifier tube. Vibrations of the tube elements produce variations 
in plate current that are amplified directly in audio- and video-frequency amplifiers, 
and that modulate any signal being amplified by radio-frequency amplifiers. 

Microphonic effects in tubes can be minimized by preventing vibrations from reach- 
ing the tube, by selection of individual tubes for low microphonic action, and by the use 
of special tubes of unusually rigid construction. The chief way in which vibrations 
reach a tube is through the base, and this can be greatly reduced by supporting the 
tube оп a shockproof mounting. Individual tubes of the same type may vary as much 


1D. B. Penick, Measurement and Reduction of Microphonie Noise in Vacuum Tubes, Bell System 
Tech. Jour., Vol. 13, p. 614, October, 1934; Alan C. Rockwood and Warren R. Ferris, Microphonie 
Improvements in Vacuum Tubes, Proc. I.R.E., Vol. 17, p. 1621, September 1929. 
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as 70 db in their tendency to microphonic action, so that there is considerable gain in 
selecting the least noisy tubes from a large number. A very low susceptibility to 
vibrations can be obtained by tube constructions that provide unusual rigidity and 
bracing of the tube electrodes, particularly the filaments and heaters. Improvements 
of the order of 20 db over standard tubes are obtainable with such special low micro- 
phonic tubes. 

Mierophonie action in tubes sometimes produces a harsh crackling or sputtering 
type of noise. This is caused by poor contacts between conducting members, or by 
intermittent electrical leaks across insulation. Such sputter noise contains frequency 
components in the radio-frequency band, whereas ordinary microphonic noises do not. 

Microphonic Action in Circuits —Mechanical vibration of circuits associated with 
an amplifier tube will modulate the voltages being amplified. This effect is partic- 
ularly important in radio-frequency amplifiers and oscillators. The circuit elements 
that are the most frequent offenders are the coils and variable condensers of resonant 
circuits. Місгорћопіс effects of this sort can be controlled by rigid construction of the 
affected circuit elements, by mounting the entire unit on rubber, and by protection 
against the direct action of sound waves 


SECTION 6 
OSCILLATORS 


POWER OSCILLATORS 


1. Circuits for Power Oscillators..—_A vacuum-tube oscillator is essentially a 
vacuum-tube amplifier arranged so that an exciting voltage of the proper magnitude 
and phase to produce the amplified output is obtained from this output. The tube in 
such an arrangement acts as an inverter that changes d-c plate power into a-c energy. 
Tn power oscillators, the tube is usually operated under conditions of bias, exciting 
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Fig. 1.—Schematic circuits of common types of power oscillators. 


voltage, etc., corresponding to Class C amplifier conditions in order to give a large 
output with good efficiency. 

Circuits.—Typical oscillator circuits are shown schematically in Fig. 1. Of these, 
the ones most frequently used in power oscillators are the Hartley, Colpitts, and the 
tuned-grid tuned-plate arrangements. In the Hartley and Colpitts circuits an exciting 
voltage of the appropriate phase is obtained by connecting the grid and plate electrodes 
to opposite ends of the tank circuit with respect to the cathode connection, with the 
ratio of exciting voltage to alternating plate-cathode voltage determined by the relative 
reactances on the two sides of the cathode connection. 

1 For a general discussion of power oscillators, see R. A. Heising, The Audion Oscillator, A.J.E.E. 


Jour., Vol. 39, p. 365, April; p. 471, May, 1920; D. C. Prince, Vacuum Tubes as Power Oscillators, 
Proc, I.E. E., Vol. 11, p. 275, June, р. 405, August, and p. 527, October, 1923. 
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In the tuned-grid tuned-plate circuit, the grid tuned circuit L,C, and the plate 
tuned circuit ГС are both adjusted to offer an inductive reactance at the frequency to 
be generated. The circuit can accordingly be redrawn as shown in Fig. 1h, and is 
seen to be the equivalent of a Hartley circuit in which the ratio of exciting voltage to. 
alternating plate-cathode voltage is determined by the relative amounts of detuning of 
the plate and grid circuits. The capacity С, is usually supplied by the interelectrode 
capacity of the tube, although at lower frequencies added shunting capacity is helpful. 

In the electron-coupled circuit, the cathode, grid, and screen grid of a pentode or 
screen-grid tube are operated as a triode oscillator, with the screen serving as the 
anode.! Only a small fraction of the space current is intercepted by the screen, but the 
oscillator circuits are so designed that this will maintain the oscillations properly. 
The remaining electrons, which represent most of the space current, go on to the plate 
and produce power output by flowing through the load impedance that is connected in 
series with the plate electrode. This arrangement has the advantage of making the 
oscillations independent of the load, and is used where frequency stability is important 
(see Par. 3). Ral 

The various oscillator circuits shown in 9 
Fig. 1 are all capable of giving the same 
power output, efficiency, etc., when used 
with a particular tube. The choice be- 
tween them is accordingly one of con- 
venience, when such factors as circuit 
details, ease of adjustment, tendency for 
parasitic oscillations to be produced, etc., 
are taken into account. 

The d-c plate voltage can be introduced C2 
in the oscillator either by shunt feed or Fic. 2.— Hartley oscillator circuit with 
series feed exactly as in the case of the shunt feed, 

Class C amplifier. Shunt feed is required in the Colpitts circuit, and is usually pref. 
erable in the Hartley circuit. 

Bias in power oscillators is practically always obtained by means of a grid-leak grid- 
condenser arrangement, as shown in Fig. 2, since this makes the oscillator self-starting, 
and is more likely to give a stable operating point under conditions corresponding to 
high efficiency operation. The use of a grid leak also tends to make the oscillators 
self-adjusting at conditions corresponding to good efficiency, and improves the fre- 
quency stability. 

The grid condenser should have a low enough reactance at the frequency of oscilla- 
tion so that the alternating voltage drop is small. The condenser should not be too 
large, however, since then intermittent oscillators may be produced (see below). 
Also, some capacitive reactance between the grid electrode and the tank circuit is use- 
ful in improving the frequency stability (see Par. 3). 

Oscillators developing considerable power often have resistances or chokes or both 
placed in series with leads going to the grid and plate electrodes of the tube in order to 
eliminate parasitic oscillations (see Par. 5). 

Design Considerations.—The voltage and current relations existing in the tube of a 
power oscillator are exactly the same as in the case of the corresponding Class C 
amplifier. The performance of the tube can accordingly be determined by calculation 
as outlined in Par. 21, Sec. 5, except that since the driving power is now obtained from 
the amplified output, the net output of the oscillator is less than that of the correspond- 
ing Class C amplifier by the amount of the driving power. 







R-f choke 






{BY-PASS 
y condenser 


1J. B. Dow, A Recent Development in Vacuum Tube Oscillator Circuits, Proc. I.R.E., Vol. 19, p. 
2095, December, 1931. 
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The circuits of a power oscillator are designed in the same manner as for the Class C 
amplifier, with the addition that provision must be made so that the grid of the tube 
obtains from the amplified output an exciting voltage of the proper magnitude and 
phase. The procedure for laying out the circuits of a power oscillator is illustrated by 
the following example: 

Example.—aAn oscillator is to be designed to operate under the same conditions as the Class C 
amplifier in the example of Par. 21, Sec. 5, using a Hartley circuit having an effective Q of 50. Assuming 


the grid and plate taps are to be at the ends of the tank-circuit inductance, the total alternating voltage 
across the tank circuit will be the sum of the exciting and alternating plate voltages, or 


254 + 850 = 1,104 volts. 


The filament tap is located so that the ratio bétween grid and plate voltages is 2544 50. The tank- 
circuit inductive reactance oL required is found by Eq. (90), Sec. 5, to be 


(1,104/4/2)'/(56 x 50) = 218 ohms 


for a tank-circuit power of 56 watts. From this the required tank-circuit inductance and capacity for 
any frequency can be calculated. The tank-circuit circulating current is 1,104/218 = 5.06 amp crest. 
Since the grid bias required is 134 volts, with a grid current of 14 ma, the grid-leak resistance can be 
estimated as 134/0.014 = 9.600 ohms. The grid-condenser capacity should be larger than the grid- 
cathode tube capacity and also large enough to have a low reactance at the operating frequency, but 
not so large as to cause intermittent oscillations (see below). 

If shunt feed is used, as in Fig. 2, the tank-circuit inductance L required to obtain 218 ohms of 
reactance will be influenced by the fact that the reactance of the radio-frequency choke is in parallel 
with a portion of the tank circuit. The blocking condenser Сз for the shunt-feed arrangement must be 
capable of withstanding the d-c plate voltage Ёв and should, at the same time, be large enough to have 
relatively low reactance compared with the impedance seen by the plate of the tube in looking toward 
the tank circuit. 

If the grid and plate connections were not made to the ends of the coil, the voltage across the tank 
circuit would have to be increased accordingly, and a higher tank-circuit inductance would be required 
to obtain the required conditions with the same effective circuit Q. If other oscillator circuits than the 
Hartley had been employed, minor modifications of this general procedure would be necessary. 


Practical Adjustment of Oscillator Circuits —The procedure to be followed in placing 
an oscillator in operation depends upon the completeness with which the preliminary 
design has been worked out. When every detail has been predetermined, including 
even such things as the proper points on the tank circuit to connect the plate, grid, and 
cathode leads and the appropriate coupling to the load, it is necessary merely to apply 
voltage to the oscillator, check the resulting grid bias, power output, frequency, ete., 
and then make minor readjustments as required to realize exactly the desired behavior. 

In the more usual case, the paper design has been carried only to the point where the 
tank-circuit inductance and capacity, the expected power output, operating grid bias, 
d-c plate current, etc., are known, while such things as the coupling to the load, the grid- 
leak resistance, the cathode connection to the tank circuit in Hartley circuits, and the 
exact tuning in a tuned-grid tuned-plate circuit, are to be determined by trial and error. 
Under such conditions the adjustment process should start with relatively loose cou- 
pling between the load and tank circuit and with the other circuit adjustments at 
estimated values. After oscillations are obtained, the coupling to the load is increased 
until the output approximates the rated value and the input power, efficiency, grid bias, 
etc., noted. Readjustments are then made of grid-leak resistance, exciting voltage, 
load coupling, etc., as required. 

The trial-and-error adjustment of oscillators can be systematized by keeping in 
mind the fact that oscillators adjusted for reasonable efficiency have the following 
characteristics: (1) The bias is determined primarily by the exciting voltage. Increas- 
ing the excitation increases the bias and reduces the angle of flow while at the same 
time increasing the maximum grid potential somewhat. (2) The maximum positive 
grid potential Ema: is determined both by the exciting voltage and by the grid-leak 
resistance, being greater as the grid-leak resistance is reduced and as the excitation is 
increased. (3) The tank-circuit current is determined primarily by the coupling 
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between the tank circuit and plate circuit of the tube, since the tank current is normally 
such that the crest alternating voltage developed between plate and cathode is just 
less than the plate-supply voltage. Hence more coupling between the plate and tank 
circuits reduces the tank-circuit current. (4) The minimum plate potential Ej is 
determined largely by the coupling between the load and the tank circuit, as is also the 
d-c plate current. Close coupling increases the dissipation in the load for a given tank- 
circuit current. This tends to reduce the amplitude of oscillations, thereby increasing 
the minimum plate potential and increasing the d-c plate current that the plate draws. 
(5) The grid current is determined by the exciting voltage, grid-leak resistance, and 
load coupling, and for practical purposes is fixed by the maximum grid voltage Emax 
and the minimum plate potential Emin. 

2. Miscellaneous Considerations in Power Oscillators. Starting of Oscillations.— 
Oscillators employing grid-leak bias are always self-starting. This is because when the 
plate voltage is first applied, the grid is at zero potential, and the resulting trans- 
conductance is so large that if oscillations will exist at all they will build up, with 
thermal agitation voltages in the circuit acting as the initiating impulse.! 

Oscillators employing a fixed bias that places the initial operating point close to or 
beyond cutoff may not be self-starting, because the plate current, and hence the trans- 
conductance, will either be low or zero when the plate voltage is first applied. In such 
cases oscillations may persist if once started by a momentary reduction in the bias or 
by a sufficiently large transient voltage induced in the circuits. 

Amplitude of Oscillations.—After being started, the oscillations increase in ampli- 
tude until the power generated by the tube is equal to the energy dissipated in the 
load and tank circuits. In practical power oscillators employing grid-leak bias and 
operating under normal full-load conditions, this equilibrium occurs when the peak 
alternating voltage developed by the tank circuit between plate and cathode is just 
slightly less than the plate-supply voltage, corresponding to a small minimum plate 
potential Emin. As the load on the tank circuit is reduced, the output voltage will 
increase, but even with zero load will never exceed the d-c plate voltage, since this 
would reduce the minimum plate potential to zero and give zero plate current. Vary- 
ing the load on an oscillator within reasonable limits therefore has only a small effect 
upon the amplitude of oscillations. The grid and plate currents are, however, quite 
sensitive to load, the former increasing and the latter decreasing as the load becomes 
less. 

Intermittent Operation —When a grid leak is used to develop the bias in an oscil- 
lator, it is sometimes found that the oscillations obtained are periodically interrupted 
at an audio- or radio-frequency rate. Such behavior results when the time constant 
ВС, of the grid leak-condenser combination is too large to permit the bias to readjust 
itself with the rapidity necessary to follow changes in amplitude produced by random 
effects. When interrupted oscillations are produced, the rate of interruption is of 
the order of 1/R,:C, times per second, where Ry: and C, are in ohms and farads, 
respectively. 

Interrupted oscillations can be eliminated by reducing the time constant R,iC;. 
In practice this means reducing the grid-condenser capacity, since the grid-leak resist- 
ance is fixed by the bias requirements. 

The tendency for interrupted oscillations to be produced is greatest when the excit- 
ing voltage and grid bias are both large, corresponding to conditions with a small angle 
of plate-current flow and high efficiency. 

Blocking —The phenomenon of blocking appears аз a sudden stoppage of oscilla- 
tions, accompanied by a reversal of grid current, and an increase of plate current toa 


1 Actually, the tendency for oscillations to start will be increased slightly if a few volts of negative 
bias is applied to the control grid, since in this way the grid current will be initially zero and less energy 
will be required to sustain a small amplitude of oscillations than when the bias is zero. 
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value much higher than can be obtained with the full direct-current supply voltage and 
zero grid potential. A high-power tube is usually destroyed by blocking, since the 
energy dissipated at the plate is enormous. Blocking is caused by operating condi- 
tions that permit secondary electron emission to take place at the grid to such an 
extent that the grid loses more electrons by secondary emission than it gains from the 
cathode by direct flow. This causes a reverzal of the grid current, resulting in the 
development of a positive grid-bias voltage by the grid leak, and consequently an 
excessive plate current flow. In order that blocking may exist, it is necessary that 
the minimum instantaneous plate voltage and the maximum instantaneous grid poten- 
tial obtained during the cycle both be high and that the grid leak have a high resistance. 

Blocking, when it occurs, is the result of attempting to force the output of the 
oscillator by increasing the load resistance coupled into the plate circuit. This results 
in a reduction in the amplitude of oscillations, which increases the minimum plate 
voltage. If the grid excitation is then increased, the secondary electron emission at 
the grid will be increased because of the increased positive potential reached by the 
grid. Under unfavorable conditions this will cause the net grid current to become less, 
which reduces the grid bias and makes the maximum positive grid potential still 
greater, causing a further reduction in the grid current, etc. 

In order for blocking to occur, the grid must emit secondary electrons. In modern 
air-cooled tubes the grid structures have usually been so treated that the grid current 
will never reverse under conditions encountered in ordinary operation, so that blocking 
cannot occur in these tubes. However, with water-cooled tubes, or where very high 
electrode voltages are employed, it is not always possible to construct the tube in 
such a way that negative grid current can be avoided. Such tubes are therefore 
susceptible to blocking, and either must be operated with considerable care or must 
be provided with a grid rectifier similar to that shown in Fig. 21, which has the resist- 
ance R adjusted so that the rectified current always exceeds the most negative grid 
current obtainable. In this way the current through the grid leak can never reverse, 
and all possibility of blocking is avoided. 

Wave Shape.—The output of a power oscillator contains harmonics as a result of the 
fact that the plate and grid currents of the tube flow in the form of pulses. The factors 
controlling the amplitude of the harmonic voltages developed in the load are the same 
as in the Class C amplifier. In general it may be said that the harmonics will be 
reduced if the angle of plate current flow is large (corresponding to low efficiency) and 
if the effective Q of the tank circuit is large, corresponding to low L/C. 

Tubes.—The same tubes are used for power oscillators as for Class C amplifiers. 


FREQUENCY STABILITY OF OSCILLATORS—CRYSTAL OSCILLATORS 


8. Frequency and Frequency Stability of Ordinary Oscillators.— The frequency 
generated by a vacuum-tube oscillator adjusts itself to à value such that the voltage 
that the oscillations apply to the grid of the tube is of exactly the proper phase to 
produce the oscillations that supply this grid-exciting voltage. This frequency 
approximates the resonant frequency of the tank circuit,! but is also influenced by such 
factors as the voltages acting on the tube, the effective Q of the tank circuit, the har- 
monies generated, the resistance and reactance coupled into the tank circuit by the 
load, etc. All these modifying factors tend to produce small phase shifts between the 
exciting voltage and the output voltage of the tube, and in order to compensate for 
these, the oscillator must operate slightly off the resonant frequency of the tank 
circuit in order to introduce a compensating phase shift. 

1 When there is more than one resonant circuit, as in the tuned-grid tuned-plate arrangement, the 


frequency tends to be controlled by the circuit in which the circulating reactive volt-amperes are 
greatest. 
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Tank-circuit Design for Stable Frequency Operation —Resonant Line Oscillators.—The 
resonant frequency and the effective Q of the tank circuit are the two most important 
factors affecting the frequency generated by an oscillator. The generated frequency 
will vary with the resonant frequency of the tank circuit, while the effect of the tube 
voltages, load impedance, etc., on the frequency are inversely proportional to the effec- 
tive Q of the tank circuit. 

The resonant frequency of the tank circuit will vary as a result of the temperature 
coefficient of the inductance and capacity. Included in the temperature effect is the 
capacity of the tubes that are associated with the resonant cireuit and so affect the 
frequency. In considering the effect of temperature, one must include not only 
changes in ambient temperature but also the heating of the inductance, capacity, 
and tubes that occurs during normal operation. 

The effect on frequency of unavoidable variations in tube capacity can be mini- 
mized by arranging the oscillator circuits so that the electrostatic energy stored in the 
tube capacities is as small as possible compared with the total electrostatic energy 
stored in the resonant circuit.t This means a high circuit Q, the highest possible 
ratio of transconductance to changes in tube "ED 
capacities, and the smallest possible coupling posi ше Е Load 

Y ГА 


from the tank circuit to the grid and plate / 
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electrodes of the tube that will permit oscillations 
to be maintained. In practical oscillators the 


ratio of electrostatic energy in the resonant cir- 1 - 
2 Grid leak “Regeneration 


cuit to the electrostatic energy stored in the tube Tap on control 
capacities can be made greater the lower the line 
resonant frequency. As a result, an oscillator Ета. 3.— Tuned-grid tuned-plate 


oscillator using resonant line for the 


directly generating the desired frequency can be рода са circuit. 


expected to have poorer frequency stability with 

respect to temperature changes in the tube, and to tube replacements, than a com- 
bination consisting of a harmonic generator and an oscillator operating at a fraction 
of the desired frequency. 

The effective Q of the tank circuit is important because the percentage change in 
frequency required to vroduce a given compensating phase shift between input and 
output voltages of the tube is inversely proportional to the effective Q. A high effec- 
tive Q corresponds to a load not too closely coupled, and either to a low L/C ratio in 
the tank circuit, or an arrangement in which the plate is coupled to only a small part of 
the tank circuit so that the voltage across the circuit is much greater than the plate- 
cathode voltage. 

High tank-circuit efficiency with high effective Q requires a low loss (high ©) reso- 
nant circuit. At frequencies greater than 15 mc to 20 mo, this can be most con- 
veniently realized by the use of resonant lines for the tank cireuit.5 Such lines have 
high Q (see Par. 16, Sec. 3), are simple to construct, and are mechanically stable. 
They are also able to dissipate their losses with only a small temperature rise, and where 
desired can be compensated for temperature changes. An example of a resonant-line 
oscillator is shown in Fig. 3. This is a tuned-grid tuned-plate arrangement with the 
line supplying the grid tuned cireuit. High frequency stability is achieved by design- 
ing the line to have high Q and then connecting the grid so that the section of the line 
" 1 Walter Van B. Roberts, The Limits of Inherent Frequency Stability, R.C.A. Rev., Vol. 4, p. 478, 

т An Improvement in Constant Frequency Oscillators, Proc. I.R.E., Vol. 27, р. 199, 
March, 1939. 

8]. W. Conklin, J. L, Finch, and C. W. Hansell, New Methods of Frequency Control Employing 

Long Lines, Proc. I.R.E., Vol. 19, p. 1918, November, 1931; С. W. Hansell, Resonant Lines for Fre- 


quency Control, Elec. Eng., Vol. 54, p. 852, August, 1935; Clarence W Hansell and Philip S. Carter. 
Frequency Control by Low Power Factor Line Circuits, Proc. I.R.E., Vol. 24, p. 597, April, 1936. 
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between grid and cathode is only a small part of the total, so that the reactive energy 
stored in the line will be large. 

Effect of Load on Frequency—M aster-oscillator and Electron-coupled Arrangements.— 
The load affects the frequency of an oscillator as the result of the resistance and react- 
ance coupled into the tank circuit. For maximum stability the load should be a 
resistance, and the coupling to the tank circuit small, so that the oscillator operates 
only lightly loaded. 

The influence of the load on frequency can be minimized by using the oscillator to 
excite a power amplifier that develops the power required by the load. Such an 
arrangement is termed a master-oscillator power-amplifier system (abbreviated MOPA) 
and is most effective when the power amplifier consists of several stages employing 
pentodes, screen-grid tubes, or neutralized triodes. The stage following the master 
oscillator is then operated as a “buffer amplifier,” 7.e., with relatively low grid current, 
so that the loading on the master-oscillator stage is а minimum, Changes in the grid 
current of the buffer amplifier such as might be produced by variations in the plate- 
circuit conditions in the amplifier then have minimum effect on the frequency. 

The electron-coupled oscillator is equivalent to an oscillator and power amplifier 
combined in one tube, and can be made to give a frequency practically independent of 
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Fic. 4.—Electron-coupled oscillator circuits. 


the load impedance that receives the output. To achieve this result, the minimum 
instantaneous plate potential must be great enough so that there is no tendency for a 
virtual cathode to form in the tube and return electrons to the screen and cathode, or 
for secondary electrons to be lost by the plate. This means that the load impedance 
must not be too great. Further, in the case of screen-grid tubes, the screen grid must 
be operated at ground potential as at Fig. 4a, or the plate-screen capacity must be 
neutralized as in Fig. 4b, in order to prevent capacitive coupling from the plate or out- 
put portion to the oscillator section of the tube. 

Electron-coupled oscillators using screen-grid tubes generate a frequency practi- 
cally independent of plate-supply voltage, provided that the ratio of screen to plate 
voltage is maintained at a suitable value. "This desirable result can be obtained by 
deriving the screen voltage from a voltage divider connected across the plate voltage as 
in Fig. 4 and adjusting the screen tap by trial until the frequency does not change with 
a small variation in supply voltage. 

Effect of Tube Voltages on Frequency.—The plate and filament voltages acting on the 
tube affect the frequency by influencing the alternating currents that flow between the 
tank circuit and the grid and plate electrodes of the tube. ‘This can be minimized by 
using tank cireuits having a high effective Q (low L/C), by the use of grid-leak bias, 
particularly a high-resistance grid leak, and by employing the closest possible couplir.g 
between the different parts of tapped coils, such as are employed in the Hartley 
circuit, or between the separate coils used in arrangements such as the reversed 
feedback. 

‘The frequency can be made substantially independent of plate and filament volt- 
ages by inserting suitable reactances in series with the leads going to the plate and grid 
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electrodes.! This is shown in Fig. 5, which also gives the formulas for calculating the 
required reactance in the ideal case of infinite effective Q. Under actual conditions 
these idealized formulas give only approximate results and the required reactance 
must be determined by trial. Examination of the circuits of Fig. 5 shows that the grid 
condenser associated with the grid-leak resistance, or the plate blocking condenser 
used in shunt-feed arrangements, can be used to supply the required reactance. Thus 
the frequency of any ordinary oscillating circuit can be made substantially independent 
of plate and filament voltage for one frequency by a proper choice of these condensers. 

When circuits are compensated in the manner illustrated in Fig. 5, the frequency 
will also be independent of the load, provided that the load is a resistance and is con- 
nected either from grid to cathode or from plate to cathode. 

The frequency can also be made independent of electrode voltages by means shown 
in Fig. 6.2 Here the tap a on the inductance L divides the tank-circuit voltage in the 
same ratio as do the two condensers С, and Сз. А resistance (or coil) is connected 
between the junction of the condensers and the point a as shown, and the cathode 
return brought to a point on this resistance that trial shows gives the best frequency 
stability. 

Effect of Harmonics on Frequency Stability —Harmonic voltages in the circuits of an 
oscillator adversely affect the frequency stability. This arises from the fact that the 
harmonics cross-modulate with each other 
and with the fundamental to produce 
fundamental frequency currents that are 
not necessarily in phase with the funda- 
mental frequency currents arising from 
the normal mode of operation. The 
phase of the resultant fundamental fre- 
quency current affects the frequency of 
Fre. 6.—Method of improving frequency operation, which accordingly becomes 

stability of an oscillator. sensitive to the amount and distribution 
of the harmonics in the circuits. The effect of harmonic voltages on frequency 
stability can be minimized by employing a tank circuit having high effective Q, so 
that the impedance to the harmonics will bea minimum, and by selecting operating con- 
ditions that keep the amplitude of the harmonic voltages and currents at a minimum. 

4. Crystal Oscillators.*—The frequency stability of an oscillator can be made very 
high by replacing the usual resonant circuit that controls the frequency by a mechan- 
ically vibrating piezoelectric quartz crystal and utilizing the piezoelectric effect to give 
energy transfer between the electric circuits and the mechanical vibrations. 

Properties of Piezoelectric Quartz Crystals—A piezoelectric quartz crystal in its 
natural state has a hexagonal cross section and pointed ends, as illustrated in Fig. 7. 





1 Е. B. Llewellyn, Constant Frequency Oscillators, Proc. I.R.E., Vol. 19, p. 2063, December, 1931; 
G. H. Stevenson, Stabilized Feedback Oscillators, Bell System Tech. Jour., Vol. 17, p. 458, July, 1938. 

? Y, Kusunose апа В. Ishikawa, Frequency Stabilization of Radio Transmitters, Proc. I.R.B., Vol. 
20, p. 310, February, 1932. 

3 Following is a small bibliography on crystal oscillators selected from the very extensive literature 
on the subject W. G. Cady, The Piezo-electric Resonator, Proc. I.R.E., Vol. 10, p. 83, April, 1922; 
G. W. Pierce, Piezo-electric Crystal Resonators and Crystal Oscillators Applied to the Precision Cali- 
bration of Wavemeters, Proc. Am. Acad., Vol. 59, p. 81, 1923; W. G. Cady, Bibliography on Piezo- 
electricity, Proc. I.R #., Vol. 16, p. 521, April, 1928, F. R. Lack, Observations on Modes of Vibration 
and Temperature Coefficient of Quartz Crystal Plates, Proc. I.R.E., Vol. 17, p. 1123, July, 1929, F. R. 
Lack, G. W. Willard, and I. E. Fair, Some Improvements in Quartz Crystals Circuit Elements, Bell 
System Tech. Jour., Vol. 18, p. 453, July, 1934; W. P. Mason, Electrical Wave Filters Employing Quartz 
Crystals as Elements, Bell System Tech. Jour., Vol. 13, p. 405, July, 1934; W. P. Mason, Low Tempera- 
ture Coefficient Quartz Crystals, Bell System Tech. Jour., Vol. 19, p. 74, January, 1940; Isaac Koga, 
Notes on Piezoelectric Quartz Crystals, Proc. I.R.E., Vol. 24, p. 510, March, 1936; C. F. Booth, The 
Application and Use of Quartz Crystals in Telecommunications, Jour. I.E.E., Vol. 88, Part III, p. 97, 
June, 1941. 
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The properties of such a crystal can be conveniently referred to three sets of axes as 
shown in the figure. The first of these, designated as the optical or Z axis, passes 
through the apexes of the crystal. The second set, termed the electrical or X axes, 
consists of the three axes that lie in a plane perpendicular to the optical axis and pass 
through the corners of the crystal, The third set, termed к 
the mechanical or Y axes, consists of three axes that lie in ^ 
the same plane as the X axes, but are perpendicular to the 
faces of the crystal. The exact location of the axes can be 
determined even when the crystal is imperfectly formed, or 
when a complete crystal is not available, by using a polari- | d 
scope or an X-ray spectrometer. 
When an electric stress is applied to a quartz crystal in 
the direction of the X axis, a mechanical stress is produced 
in the direction of the Y axis at right angles. Conversely, 
a mechanical stress along the Y axis will cause electrical 
charges to appear on the faces of the crystal perpendicular 
to the X axis that goes at right angles to the Y axis involved. 
The polarity of the electric stress and the direction of the | 
corresponding mechanical force are directly related, a | 
reversal in one causing a reversal in the other. This rela- | 
tionship between electrical stress and mechanical force is | 
| 
| 





























termed the piezoelectric effect, and provides a means of 
relating mechanical vibrations to electrical circuits. "The 
piezoelectric effect is present to some extent with electrical | 
stress applied in any direction, smce there will nearly |. 
always be a component of the stress parallel to an X axis. | 
Similarly, any mechanical force will usually produce some | 
mechanical stress in the direction of a Y axis. | 

An alternating voltage applied across a quartz crystal |. 
will cause the crystal to vibrate, and if the frequency of 
the applied alternating voltage approximates a frequency 








| Ета. 7.— Illustration 
showing the natural 
quartz crystal and the 


at which mechanical resonance can exist in the crystal, the 
amplitude of vibrations will be very large. Any crystal has 
a number of such resonant frequencies that depend upon the 
crystal dimensions, the type of oscillation involved, and the 
orientation of the plate cut from the natural crystal. 
Various modes of oscillation are possible in crystal resona- 
tors. Those most commonly used are simple longitudmal 
and shear oscillations, but it is also possible to generate 
flexural and torsional vibrations and various harmonic 
modes.! 


relation of the electric 
or X, the mechanical or 
Y, and the optical or Z 
axes to the crystal 
structure. The upper 
section shows a Y (or 
30°) cut plate, while the 
plate in the center sec- 
tion is X- (or Curie-) 
eut. The third Y axis, 
Y"Y", is not shown 
because the perspective 


of the drawing makes it 
coincide with the ZZ 
axis. 


The desirable properties for a piezoelectric resonator to 
possess are a low temperature coefficient of resonant fre- 
quency, a high piezoelectric activity, and a frequency 
spectrum containing only one resonant frequency in the vicinity of the desired oscilla- 


1 Some examples of crystal oscillators employing such special modes of vibration are given by J. В. 
Harrison, Piezo-electric Resonance and Oscillatory Phenomena with Flexural Vibrations in Quartz 
Plates, Proc. I.R.E., Vol. 15, p. 1040, December, 1927; August Hund and R. B. Wright, New Piezo 
Oscillations with Quartz Cylinders Cut Along the Optical Axis, Jour. Research, Vol. 4, p. 383, March, 
1930; Proc. I.R.E., Vol. 18, p. 741, May, 1930; N. H. Williams, Modes of Vibration of Piezo-electric 
Crystals, Proc. I.R.E., Vol. 21, p. 990, July, 1933; Harold Osterberg and John W. Cookson, Piezoelectric 
Stabilization of High Frequencies, Rev. Sci. Instruments, Vol. 5, p. 281, August, 1934; Tsi-Ze Ny, Long- 
Chao Tsien, and Sun-Hung Fang, Oscillations of Hollow Quartz Cylinders Cut Along the Optic Axis, 
Proc. Г.В.Е., Vol. 24, p. 1484, November, 1936. 
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tion. Temperature can alter the frequency of mechanical resonance through its 
effects on the density, the linear dimensions, and the moduli of elasticity of the crystal. 
Inasmuch as some of the elastic constants of a crystal are positive, while others are 
negative, the temperature coefficient of frequency may be either positive or negative 
or zero, according to the mode of oscillation, the orientation of the crystal plate, and 
the shape of the plate. 

The term activity applied to a quartz crystal indicates the ease with which the 
desired oscillations can be excited, and is affected by the orientation of the crystal 
plate with respect to the axes. The activity will be high when the orientation is such 
that an electric stress applied across the faces of the crystal will produce a large 
mechanical stress of the type required to maintain the oscillations. 

The resonance properties of a vibrating crystal are determined by the crystal 
dimensions, orientation, and six elastic constants, and can be calculated for those 
shapes that are sufficiently simple to permit of mathematical solution. The temper- 
ature coefficient of frequency can also be calculated from the crystal orientation and 

the temperature coefficient of the elastic con- 
2 stants, and conditions giving low ог zero tem- 
perature coefficients thereby predicted. 

Common Crystal Cuts.—An infinite variety 
of shapes and orientations of crystals can be 
used in crystal oscillators. The crystals used 
in practice are, however, practically always in 
the form of plates that are either circular or 
approximately square if the frequency is high, 
or sometimes in the form of bars if the frequency 
is low. 

The commonly used orientations of plates 
with respect to the crystal axes are designated 
as АТ, CT, GT, V, X, Y, ete., cuts. 

The AT-cut crystal! is extensively used for 
frequencies ranging from about 500 ke upward 

Ета. 8.—Diagram showing how to about 10 ше. This type of plate is cut from 
erystal plane is rotated about the X К А 
axis to obtain the АТ cut. a plane that is rotated about an X axis so that 

the angle 0 made with the Z axis, as indicated 
in Fig. 8, is approximately 35.5?. When voltage is applied across the flat sides of 
such a plate, shear vibrations are set up, causing displacements indicated by Fig. 9a. 
The resonant frequency is related to the thickness of the crystal by the equation 


1,675 
thickness, mm 





X 


Frequency, ke, for AT cut = (1) 
The AT-cut crystal is characterized by substantially zero temperature coefficient at & 
temperature determined by the exact value of 6, and has a high piezoelectric activity. 
Furthermore, the elastic coupling between the desired mode of oscillation and har- 
monics of the width vibration is almost zero, so that the frequency spectrum is very 
simple. This is in contrast with the complicated frequency spectrum of Y-cut plates. 

The CT-cut plate is suitable for operation in the frequency range of 50 to 100 ke.? 
It is essentially an A7-cut plate operating in а mode such that vibrations cause dis- 
placements as shown in Fig. 9b. The frequency of vibration is accordingly determined 


1 бее Lack, Willard, and Fair, loc. cit. 

28. C. Hight and С. W. Willard, A Simplified Circuit for Frequency Substandards Employing 
a New Type of Low-frequency Zero-temperature-eoefficir ut Quartz Crystal, Proc. I.R.E., Vol. 25, p. 549, 
May, 1937. 
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by the large dimension of the plate, and, in the case of plates, s mm square is given 
by the equation 


Frequency, ke, for CT-cut plates = 3070 (2) 


When the plates are square and are cut so that the angle 0 in Fig. 8 is approximately 
37.5°, the temperature coefficient of vibration will be zero at a temperature approxi- 
mating room temperature. The CT plate has the very desirable feature that its 


І 





(а) Displacement in 


AT-cut crystal (b) Displacement in CT- (c) Displacement in GT-cut 
cut crystal crystal and relation of 
GT and CT cuts 


Fra. 9.—Displacements produced by the vibrations in various crystal cuts. 


frequency can be decreased slightly by grinding in the center of the plate and increased 
slightly by grinding near the edges, as indicated by D and J, respectively, in Fig. 10a. 
Also, the temperature coefficient can be adjusted either upward or downward by 
grinding on edges P or N, respectively, as indicated in Fig. 10b. 

The AT- and CT-cut plates are particular cases of a general class of shear vibra- 
tions having zero temperature coefficient, and obtained by rotating the plane of the 
plate appropriately about two axes.! Most of these zero temperature cuts are not 
particularly useful, however, either because of low activity or because of a complicated 


CT Plafe 


CT Plates 
e 


(a) (b) 
Ес. 10.— Diagram illustrating how the temperature coefficient and resonant frequency of 
CT plates may be controlled by edge grinding. 





Y 


frequency spectrum. An exception to this is the V-cut crystal, which has high activity 
combined with low temperature coefficient. 

The frequency of most low-temperature-coefficient cuts depends upon the tem- 
perature in the manner illustrated by the AT and CT plates in Fig. ll. The 
temperature coefficient of frequency is zero only in the vicinity of a particular 
temperature that is determined by the exact orientation of the plate. An exception 


1 See W. P. Mason, Low Temperature Coefficient Quartz Crystals, Bell System Tech. Jour., Vol. 19, 
p. 74, January, 1940, 
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is the GT cut, for which the temperature coefficient of frequency is zero over a wide 
temperature range, as illustrated in Fig. 11. 

The GT plate! is a modified CT type in which the plane of the crystal in Fig. 9 
corresponds to 0 = 51.5° instead of 37.5°. The crystal is rectangular instead of square 
with a ratio of width to length of 0.855. The length is in the direction of the diagonal 
of the CT plate, as indicated in Fig. 9c. Such a crystal has two principal modes of 
vibration, both of which are longitudinal, as indicated in Fig. 9c, and correspond to 
resonant frequencies determined by the length and width, respectively. The GT 
crystal uses the width vibration and has a temperature coefficient that depends upon 
the angle 6 of the crystal plane and the ratio of width to length. For each value of 
6 over a wide range, there is a particular ratio of width to length at which the tem 
perature coefficient at a given temperature із zero. For the particular value of 6 corre- 
sponding to the GT' cut, this coefficient is substantially zero over a wide temperature 
range, as indicated in Fig. 11. The frequency of a GT plate is determined primarily 











Frequency Change in Parts per Million 














0 20 40 60 80 100 
Temperature in Deg. C. 


Ета. 11.— Variation of resonant frequency with temperature with various types of crystals. 


by the width, while the temperature coefficient is controlled by the ratio of width 
to length. The frequency and temperature coefficient can hence be adjusted 
independently. 

Y-cut crystal plates? were once widely used, but have now largely been displaced 
by other cuts having superior characteristics. The orientation of a Y-cut plate is 
shown in Fig. 7. Such a plate has one resonant frequency determined by the thick- 
ness, and involves the same shear mode of vibration used in AT-eut plates. This 
resonant frequency is given approximately by the equation 


Thickness frequency, Ес } _ 1,960 3 
of Y-cut crystal ^ thickness, mm (3) 


Y-eut plates also possess a low-frequency resonance corresponding to a single longi- 
tudinal (or width) vibration, having the frequency 


1 W, P. Mason, A New Quartz Crystal Plate, Designated the GT, Which Produces a Very Constant 
Frequency over à Wide Temperature Range, Proc. I.R.E., Vol. 28, p. 220, May, 1940. 

2 A good discussion of X- and Y-cut plates is given by Lack, loc. cit. Also see Geoffrey Builder and 
J. E. Benson, Contour Mode Vibrations in Y-cut Quartz-crystal Plates, Proc. I.R.E., Vol. 29, p. 182, 
April, 1941. 
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2,860 


Width frequency, | " 
width, mm, along electric axis 


ke, of Y-cut crystal (4) 
Y-cut plates operating at the thickness frequency possess a very complicated frequency 
spectrum as a result of elastic couplings to 
harmonics of the width vibration. In a 
limited frequency range, there are commonly 
a series of resonant frequencies, as illustrated 
in Fig. 12. These are affected: by the width 
of the crystal, and although they can be 
changed by edge grinding to change the width, 
such grinding merely causes a new series of 
resonant frequencies to move in to replace 
those thereby moved out. Thickness vibra- 
tions of Y-cut crystals are characterized by a 
discontinuous temperature-frequency charac- 
teristic, as illustrated in Fig. 13. This is a 
result of elastic couplings to harmonies of the 
width vibration, and arises from the fact that 
the width vibration has a negative tempera- 
ture coefficient of approximately —20 parts 
in a million per°C, whereas a pure thickness 
vibration has a positive coefficient. The 
resultant temperature coefficient of the thickness vibration may vary between —20 2 
and +100 parts in a million per°C, with the exact value depending upon the temper- 

ature and the ratio of width to thickness. It will be noted from Fig. 13 that in limited 

temperature ranges the temperature 

| coefficient may be zero. This was the 

| earliest method discovered for obtaining 

| a temperature coefficient of zero.! 

| The X-cut crystal plate is oriented in 

| relation to the crystal axis as shown in 

Fig. 7. When voltage is applied across 

the two faces of the crystal, it vibrates 

with simple longitudinal vibrations, with 

| two possible resonant frequencies cor- 


Amplitude of Response 


720 728 736 


Frequency, Kilocycles 


Fig. 12.—Typical frequency spec- 
trum of thin quartz plate showing how 
several closely spaced resonant fre- 
quencies sometimes occur. The length 
of each vertical line indicates in a 
rough way the relative tendency to 
oscillate at that frequency. 
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3000 responding to the thickness of the crystal, 
or the width in the direction of the Y 
2000 axis, according to the relation 
Resonant frequency, 
1999 | ke, of X-cut plate | 
0 ы) 2,860 (5) 
20 30 40 50 60 70 thickness or width, mm 


Temperature, Deg.C. 


Fig. 13.—Temperature-frequency char- 
acteristic of a Y plate showing the discon- 
tinuities in frequency and the dependence 
of temperature coefficient upon the exact 
temperature. 


The X-cut crystal tends to have a com- 
plicated frequency spectrum similar to 
that obtained with Y cut, and is not quite 
so active as the Y or AT cuts. The tem- 
perature coefficient under ordinary con- 


ditions is approximately —20 parts in a million per°C. However, if the width 
vibration is used, and the length in the direction of the Z axis is very small compared 


1 W. А, Marrison, A High Precision Standard of Frequency, Proc. I.R.E., Vol. 17, p. 1103, July, 1929. 
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with the width, then the temperature coefficient of frequency is small, and will be zero 
when the bar is square and has sides that are 0.272 times the width along the 
mechanical axis. 

Equivalent Electric Circuit of Crystal Oscillator.——As far as an electrical circuit 
associated with a vibrating crystal is concerned, the crystal can be replaced by the 
electrical network of Fig. 145, in which C; represents the electrostatic capacity between 
the crystal electrodes when the crystal is in place but not vibrating, and the series 
combination L, C, and E represents.the equivalent mass, compliance, and frictional 
loss of the vibrating crystal, respectively. The impedance offered by the crystal to 
the electrical cireuits accordingly is of the character shown in Fig. 14c, being large at 
the resonant frequency of Z and C + C; and low at a near-by frequency for which L 
and C are in series resonance. The behavior of electrical circuits containing a crystal 
can be analyzed by replacing the crystal by its equivalent electrical network and then 
determining the behavior of the resulting system. 

The magnitudes of Г, C, and Ci, used to represent the crystal in Fig. 14, depend 
upon the type of vibration involved, the dimensions of the crystal, and the orientation 


006, X a 
| 3L 3 
песо FUE UU C E 
Е: ee 
= 
(a) Actual arrangement ( 5 Equivalent electrical 
circuit 





(c) Impedance across XX near 
resonont frequency 
Fie. 14.— Circuit of crystal oscillator together with equivalent circuit in which the crystal is 
represented by an electric network. 


of the crystal plate with respect to the axes. Numerical values for an X-cut plate 
ean be calculated from the equations 


C = 0.0029 E m (6a) 
С. = 0.40 ы "T. (65) 
Г = 118 henrys (thickness vibration) (6c) 

= 118 = henrys (width vibration) (6d) 


where w, l, and $ are the dimensions in centimeters measured in the direction of the 
Y axis parallel to the surface of the crystal, in the direction of the X axis perpendicular 
to this Y axis, and in the direction of the Z axis, respectively. "Typical numerical 
results are shown in Table 1. It will be noted that since the ratio C/C, is very much 
less than unity, the coupling between the crystal and an external electrical circuit 
associated with the crystal is quite small. The equivalent Q of a crystal resonator is 
affected by the method of mounting, etc., and is generally very high. Thus etched 

1K. S. Van Dyke, The Piezo-electric Resonator and Its Equivalent Network, Proc. I.R.E., Vol. 16, 
p. 742, June, 1928; D. W. Dye, Piezo Electric Quartz Resonator and Its Equivalent Electrical Circuit, 
Proc. Phys. Soc. (London), Vol. 38, p. 399, 1926; P. Vigoreaux, Phil. Mag., p. 1140, December, 1928; 


W. P. Mason, An Electromechanical Representation of a Piezo-electric Crystal Used as a Transducer, 
Proc. I.R.E., Vol. 23, p. 1252, October, 1935. 
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crystals with plated electrodes, mounted in a vacuum, have been found to give Q’s 
of the order of 500,000.1 

Crystal Oscillator Circuits —A quartz crystal can be used to control the frequency 
of an oscillator by utilizing the crystal to provide the resonant circuit that determines 
the oscillator frequency. The commonest such circuit arrangement employed with 
crystals is that shown in Fig. 15a. This is equivalent to a tuned-grid tuned-plate 
circuit, with the crystal supplying the grid tuned circuit. То obtain oscillations, the 
resonant circuit in the plate is tuned to a frequency higher than that of the crystal, 
so that the reactance in the plate circuit is inductive at the crystal resonance. The 
amplitude of oscillation is determined by the amount of inductive reactance in the 


TABLE 1.—CHARACTERISTICS OF TYPICAL QUARTZ CRYSTAL 


Dimensions: 
Euh sr EM CRT 0.636 cm 
WAGE sso а Mer d e Cera um e 3.38 cm 
Length..2veme бале ш» X beso ARE wave eR 2.75 cm 
Resonant frequency (thickness vibration)............... 430 ke 


Equivalent electrical characteristics: 
L = 3.3 henrys 


C = 0.042uuf 
C, = 5.8uuf 
R = 4,500 ohms Hai | 
арргох. 
Q = 2,300 i | 
approx. 


plate circuit, and by the grid-plate tube capacity. In some instances, such as with 
pentodes, or with crystals operating at low frequencies, it is desirable to supplement 
the grid-plate tube capacity by an auxiliary condenser C2, as in Fig. 15b. The fre- 
quency of oscillation in Fig. 156 can be made insensitive to circuit adjustments and 
to the electrode voltages of the tube by proper choice of the capacities C; and Cp. 
The optimum conditions can be readily realized by first adjusting C» so that the 
generated frequeney is maximum and then adjusting C, for maximum generated 
frequency, after which the process is repeated in the same order to take care of slight 
interactions that may be present.? 

In the circuits of Fig. 15c and 15d, the crystal is placed in the network that couples 
the output of the vacuum-tube amplifier to the input, and thereby controls the fre- 
quency through its effect on the magnitude and phase of the feedback.? In these 
arrangements, the resonant frequency approximates very closely the series resonant 
frequency of LC in the equivalent crystal circuit, and so is lower than in the 
arrangements of Figs. 15a and 156. 

The circuit of Fig. 15e utilizes the crystal as one arm of a bridge, in which the 
other arms are the resistances 21, В», and Рз. These resistances are arranged so 
that, together with the equivalent series resistance R of the crystal, the bridge would 
be in balance except for Ri. This last resistance is provided by a lamp in which the 
resistance of the filament is sensitive to temperature and hence to the current passing 
through the bridge. For proper operation, the value of E, with the lamp cold is 
lower than required to balance the bridge, while with the lamp at full brilliancy Rı is 
higher than needed for balance. Output from the amplifier tube is applied across 

! Karl В. Van Dyke, A Determination of Some of the Properties of the Piezo-electric Quartz Reso- 
nator, Proc. I. R.E., Vol. 23, p. 386, April, 1935. 

2 See Hight and Willard, loc. cit. 

з An analysis of the circuit of Fig. 15d is given by M. Boella, Performance of Piezo Oscillators and the 
Influence of Decrement of Quartz on the Frequency of Oscillation, Proc. I.E.E., Vol. 19, р. 1252. July, 


1931. 
4 See L, A. Meachem, The Bridge-Stabilized Oscillator, Proc. I. E.E., Vol. 26, p. 1278, October, 1938. 
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Fie. 15.—Common crystal circuits, together with the equivalent electrical circuits. 
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one diagunal of the bridge, and input to the same amplifier is derived from the other 
diagonal. When plate voltage is first applied, the bridge is out of balance because 
К; is too low. Energy is then transferred from the plate of the tube, through the 
bridge, and back to the grid, thereby starting oscillations at the series resonant fre- 
quency of the crystal. As these oscillations build up in amplitude, the resulting 
current through R increases its resistance, bringing the bridge more nearly in balance 
and reducing the tendency to oscillate until finally an equilibrium amplitude is reached 
with a current that causes the bridge to be almost but not quite balanced. If the 
amplification of the tubes is large, the generated frequency will be substantially 
independent of the tube constants, the voltages applied to the tube, or the electrical 
circuits outside the bridge. 

One of the factors contributing to the very high frequency stability obtained with 
the circuit of Fig. 15e is that the equilibrium amplitude can be limited so that the 
tubes are able to function as Class A amplifiers. The frequency stability of any of 
the other oscillator circuits of Fig. 15 can likewise be increased by using some form 
of automatic amplitude contro] that limits the operation to small amplitudes, corre- 
sponding to Class A conditions. ‘The disadvantage of doing this, however, is that 
the power output obtained from the crystal is then quite small. 

A circuit combining a crystal oscillator and harmonie generator is shown in Fig. 15f. 
This is commonly used by amateurs, and is known as the tritet circuit. Here the 
control grid, screen grid, and cathode of a pentode or screen-grid tube function as a 
triode crystal oscillator with the screen serving as the plate, while the plate tank 
circuit is tuned to a harmonic. This arrangement is convenient where it is not 
necessary to attain the utmost in frequency stability. 

The frequency of a crystal oscillator can be controlled to the extent of a few parts 
in a million without regrinding the crystal by adding inductance or capacity in series 
with the crystal in circuits such as Fig. 15e, where the crystal operates at its series 
resonant frequency, or in shunt in cases where the crystal operates at its parallel 
resonant frequency as in Fig. 15a. The extent of the control obtained in this way 
over frequency can be analyzed by replacing the crystal by its equivalent resonant 
circuit and then determining the resonant frequency of the combination of crystal 
and associated reactances. 

Crystal Mountings..—The crystals used in piezo electric oscillators are normally 
mounted between two electrodes to which the voltage developed by the vacuum tube 
is applied. In some instances these electrodes are deposited directly on the crystal 
faces by sputtering or by chemical means. More commonly, however, the electrodes 
are metal plates. The upper plate in some cases will be in contact with the crystal, 
either resting lightly or under spring pressure, while in other cases a clearance of a few 
thousandths of an inch is provided between the upper plate and the crystal. When 
an air gap is used, it is necessary either that it be small in order to avoid standing 
supersonic waves or that the entire mounting be evacuated.? 

The method of holding the crystal in place depends upon the type of crystal, mode 
of vibration, and the kind of service. For ordinary commercial applications where 
the frequency stability must be good but ruggedness is also important, it is desirable 
to have a rigid mounting. This can be obtained with Y- and АТ-сиф crystals vibrating 
in their thickness mode by arranging the upper plate so that it touches the crystal 
only at a few points around the periphery, and then is held firmly against the 


10. M. Hovgaard, Application of Quartz Plates to Radio Transmitters, Proc. I.R.E., Vol. 20, p. 767, 
May, 1932; Vincent E. Heaton and E. G. Lapham, Quartz Plate Mountings and Temperature Control 
for Piezo Oscillators, Proc. I.R.F., Vol. 20, p. 261, February, 1932; В. C. Hitchcock, Mounting Quartz 
Oscillator Crystals, Proc. I.R.E., Vol. 15, p. 902, November, 1927. 

? August Hund, Notes on Quartz Plates, Air Gap Effect, and Audio-frequeney Generation, Proc. 
I.R.E., Vol. 16, p. 1072, August, 1928. 
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crystal by a spring. Crystals vibrating at low frequencies, such as the CT and 
GT cuts, and X- and Y-cut plates using longitudinal (width) vibrations, possess nodal 
points at which rigid clamping is possible without introducing appreciable damping. 

In primary and secondary standards it is usually preferable to arrange the mount- 
ing so that the crystal rests on the lower plate and does not touch the upper plate. 
This reduces the damping and avoids the possibility of irregularities. The air gap 
with such mountings is preferably controlled by the use of pyrex or other spacers 
having the same temperature coefficient of expansion as quartz. When a spaced 
upper plate is used, it is necessary to employ a retainer to hold the crystal in place, 
for otherwise it will creep. In some cases the crystal holder is sealed and evacuated. 

When the utmost in frequency stability is required, it is customary to use a 
mounting provided with a heater and thermostat that maintain the crystal at approxi- 
mately constant temperature. This is desirable even with crystals such as the AT- 
and AC cuts having a low temperature coefficient, even though under these conditions 
the temperature need not be regulated very closely. If high frequency stability is 
to be obtained with X- and Y-cut crystals, it is necessary that the design of the 
thermostat and heater be such as to maintain crystal temperature to 0.01°C or less.! 

Performance of Crystal Oscillators.—Crystal oscillators are capable of operating in 
the frequency range 50 to 15,000 ke. The low-frequency limit arises from the diffi- 
culty of obtaining large quartz plates, while the high-frequency limit comes from the 
fact that if the plate is extremely thin it becomes too fragile to be practicable. 

The power that can be controlled by a crystal oscillator is limited at low frequencies 
by the tendency of the crystal to crack from mechanical stress due to large amplitudes 
of vibration, and at high frequencies by the tendency of the crystal to overheat as a 
result of dissipation of radio-frequency energy in the crystal. In high-frequency work, 
the radio-frequency current passing through the crystal is commonly taken as a 
measure of the load on the crystal, with 100 ma generally considered as a reasonable 
upper limit. Practical crystal oscillators operating in the range 1.5 to 10 me com- 
monly develop 5 to 15 watts output. Although larger powers can be obtained, 
particularly if pentode tubes are used, this causes the frequency stability to be lowered 
and introduces danger of damaging the crystal. When frequency stability is very 
important, operation at still smaller outputs is desirable. 

The frequency of a crystal oscillator such as is used in commercial broadcast 
stations will normally remain constant to at least 10 parts in a million over long periods 
of time, and not infrequently the variations will not exceed one part in a million. 
When the utmost care is taken to minimize every possible cause of frequency variation, 
stabilities of the order of one part in 107 to one part in 108 can be maiutained over 
long time intervals. 


MISCELLANEOUS TYPES OF OSCILLATORS AND OSCILLATIONS 


b. Parasitic Oscillations.— The term parasitic is applied to undesired oscillations 
occurring in ordinary power amplifiers, oscillators, etc. Parasitic oscillations are 
very likely to occur when large tubes are employed because of the long leads, 
large interelectrode capacities, and relatively high values of transconductance 
involved. Parasitics cause reduction in the power at the desired mode of operation, 
introduce spurious frequencies, give rise to distortion in linear amplifiers and modu- 
lators, may produce spurious side bands, can cause flashovers, etc. 

1 The design of thermostats and heaters is discussed by James К. Clapp, Temperature Control for 
Frequency Standards, Proc. I.R.E., Vol. 18, p. 2003, December, 1930; W. A. Marrison, Thermostat 
Design for Frequency Standard, Proc. I.R.E., Vol. 16, p. 976, July, 1928; W. Е. Diehl, А New Piezo- 


electric Quartz Crystal Holder with Thermal Compensation, R.C.A. Rev., Vol. 1, p. 86, October, | 
1936. 
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Examples of Parasitic Oscillations.: —Parasitic oscillations сап be classed as high- 
frequency, i.e., higher in frequency than the desired mode of operation, low-frequency, 
and dynatron types. 

In the high-frequency parasitic oscillations the leads between the tube and tank 
circuit serve as the inductance for the parasitic circuits, and the interelectrode capaci- 
ties of the tube, sometimes augmented by the neutralizing condensers, act as the 
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Fig. 16.—Actual oscillator and amplifier circuits, together with high-frequency parasitic 
circuits that can exist. 


capacities, At these high frequencies the normal tank-circuit tuning capacity can be 
considered as a short circuit, while the tank-circuit inductance acts approximately 
as an open circuit. 

Typical examples of such high-frequency parasitic oscillations are given in Fig. 16. 
Thus the tuned-grid tuned-plate oscillator circuit (which may be a erystal oscillator 
circuit) can have a high-frequency parasitic oscillation as shown, in which the induct- 


1 Additional examples of parasitics are given by G. W. Fyler, Parasites and Instability in Radio 
Transmitters, Proc. I.R.E., Vol. 23, p. 985, September, 1935. 
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ances of the tuned circuits are supplied by the one-turn loops from the tube electrodes 
through the tuning capacities back to the cathode. The Colpitts circuit can likewise 
produce a high-frequency parasitic of the tuned-grid tuned-plate variety, as shown, 
while the Hartley oscillator circuit can give parasitie operation by acting as a Colpitts 
circuit with the inductance supplied by the one turn lead from grid through the tuning 
condenser and back to the plate electrode. 

An ordinary Class C amplifier will act as a tuned-grid tuned-plate oscillator circuit, 
as shown at Fig. 16d. It will be noted that the neutralizing condenser not only fails 
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Fie. 17.—Push-pull amplifier circuits and high-frequency parasitic circuits that can exist. 
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to reduce the energy transfer through the grid-plate capacity of the tube but, as far 
as the parasitic oscillation is concerned, acts to increase the effective capacity between 
these electrodes. Even when a different system of neutralization is used, as, for 
example, in Fig. 16f, the circuit can still give a high-frequency parasitic by acting as 
a tuned-grid tuned-plate oscillator. A push-pull amplifier employing cross-neutrali- 
zation, with either the coil or condenser center-grounded, has a tendency to develop 
oscillations of the tuned-grid tuned-plate type, as shown in Fig. 17, with the two tubes 
acting in parallel. Under these condi- 
tions, the neutralizing condensers do not 
prevent energy transfer from grid to 
plate, but actually act to increase this 
transfer. When neither coil nor con- 
denser center is grounded, a high-fre- 
В { Я quency tuned-grid tuned-plate parasitic 
7 Е а шда is possible unless the neutralization is 
to produce a high-frequency parasitic. maintained at the parasitic frequency. 
Similarly, à neutralized power amplifier 
employing tubes connected in parallel, as shown in Fig. 18, has a tendency to produce 
parasitie oscillations of the tuned-grid tuned-plate type, with the two tubes acting in 
push-pull. 

Parasitic oscillations of relatively low frequency are caused by radio-frequency 
chokes. Examples are shown in Fig. 19. At a, it is seen that a push-pull power 
amplifier with grid and plate chokes can produce a low-frequency parasitic in which 
the grid and plate tuning inductances are the corresponding radio-frequency chokes 
and in which the tubes act in parallel in a tuned-grid tuned-plate circuit. It will be 
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noted that the neutralization is not effective in reducing this type of parasitic. It is 
shown at b how a Colpitts oscillator with grid and plate chokes can have a low- 
frequency parasitic. 

During the portion of the cycle when the grid of a power oscillator or amplifier 
is positive, the grid-cathode circuit of some tubes will display negative resistance 
characteristics as a result of secondary electron emission at the grid. During this 
portion of the cycle, the negative grid-cathode resistance shunts any parasitic resonant 
cireuit existing between grid and ground, and may introduce high-frequency oscilla- 
tions of the dynatron type. 

Elimination of Parasitic Oscillations.—Parasitic oscillations can be expected as a 
matter of course in any new design of power amplifier or power oscillator involving 
large tubes. In the case of Class C amplifiers, the simplest method of investigating 
the presence of parasitic oscillations of all types except those produced by dynatron 
action is to remove the exciting voltage, make the grid bias small or even zero, and 





Parasitic circuit Parasitic circuit 
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Fia. 19.—Amplifier circuits together with low-frequency parasitic circuits that can exist. 


operate the tube at à lowered plate voltage so that the rated plate dissipation will not 
be exceeded. This ensures a high transconductance and so gives conditions favor- 
able for the excitation of the parasities, which can then be searched for by means of a 
neon tube on a stick or simply by drawing a spark to a wire on the end of a stick. 
If oscillations are present, their character is found by determining the points on the 
circuit that are at highest voltage and measuring the frequency. The equivalent 
circuit can then be deduced and remedial means devised. It is frequently found that 
upon elimination of one parasitie oscillation, another oscillation of a different type 
will appear, etc. 

Various expedients are available for eliminating parasitics. Where the parasitics 
are of the tuned-grid tuned-plate type, the use of short grid leads and long plate leads, 
or the insertion of a small choke in the plate lead next to the tube, will cure the trouble. 
In this way the plate circuit is tuned to a lower resonant frequency than is the grid 
tank circuit, and oscillations cannot occur. The use of resistors connected in the 
grid and plate leads next to the tube is also effective, since these resistors are in series 
with the tank circuits of the parasitics. At the same time they are not in the tank 
circuit for normal operation, and so have little effect on the desired oscillations. 

The use of neutralizing arrangements that maintain neutralization over wide 
frequency bands will eliminate certain types of parasitics. A schematic circuit of 
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an ordinary neutralizing system showing how the inductances of the leads will prevent 
neutralization from being obtained except at a single frequency is given in Fig. 20, 
together with two symmetrical arrangements in which the lead inductances are so 
arranged that the neutralization is effective over a wide frequency band. 
Low-frequency parasitics normally arise from radio-frequency chokes, and can be 
eliminated by circuit arrangements that do not require chokes. Where it is not 
possible to eliminate all chokes, it is desirable to avoid the use of chokes in both the 
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Fie. 20.—Neutralizing systems with push-pull tubes showing how bringing the input 
and output leads to the proper points will make the neutralization effective over very wide 
frequency bands. 


grid and plate sides of the same tube. Where two chokes must be employed, low- 
frequency parasities of the tuned-grid tuned-plate type can be avoided by arranging 
matters so that the resonant frequency produced in the plate circuit by the plate choke 
is less than the corresponding resonant frequency resulting from the grid choke. 

Parasitics of the dynatron type can be eliminated by connecting a rectifier between 
grid and cathode, as illustrated in Fig. 21, and adjusting the resistance Ё in this 
rectifier so that the equivalent resistance formed by the parallel combination of 

Grid rectifier and the negative tube resistance will 
rectifier ~ always be positive. 

3 Screen-grid and pentode power-amplifier 
tubes are practically immune from most types 
of parasitic oscillations, provided that the 
screen grid is really at ground potential, since 
then no energy transfer through the tube is 
possible. However, the circuit from the 

Ета. 21.—Grid rectifier for neu-  screen-grid electrode through the by-pass 
tralizing dynatron effect at grid of condenser to the cathode has inductance, and 
tupe. it is possible for parasitic oscillations of the 
tuned-grid tuned-plate type to exist in such tubes, with the screen grid serving the 
same function as the plate in the ordinary triode circuit. 

Parasitic Oscillations in Audio Amplifiers —Audio-frequency amplifiers, particu- 
larly those using large tubes, are frequently troubled with parasitics. Such amplifiers 
commonly employ triode tubes and are seldom neutralized. This, together with the 
fact that the input and output transformers are complicated networks involving 
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inductance and distributed capacities, introduces the possibility of a variety of para- 
sitic oscillations. 

6. Laboratory Oscillators. Special Considerations in Laboratory Oscillators —In 
oscillators used in testing audio amplifiers, etc., the most important considerations are: 
(1) frequency stability with tube voltage changes, tube replacements and changes in 
load impedance, (2) good wave shape, and (3) constant output over a wide frequency 
range. The efficiency is only of secondary importance, since the power required 
ordinarily does not exceed a few watts, and is usually obtained from a power 
amplifier that isolates the load from the oscillator proper. 

Ordinary oscillator circuits such as the Hartley, electron-coupled, etc., are used 
extensively in radio-frequency laboratory oscillators. However, many laboratory 
oscillators, particularly those used in testing audio and video amplifiers, are special 
types not used for other purposes. The more important of these are described below. 
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Ета. 22.—Typical laboratory oscillators with resistance stabilization. 


Resistance-stabilized Oscillator.—-The resistance-stabilized oscillator is à conven- 
tional oscillator, usually of the tuned-plate or Hartley types, with the addition of a 
resistance between the plate and the tuned circuit as shown by E; in Fig. 22. Such 
oscillators are widely used in laboratory work at audio and the lower radio frequencies. 
When properly designed, they are characterized by excellent wave shape, a frequency 
that is substantially independent of tube voltages and tube replacements, and an 
output that is substantially constant over wide frequency ranges. 

The tube in a resistance-stabilized oscillator is adjusted to operate as a Class A 
amplifier with fixed bias (usually self-bias) and with the “feedback” resistance E; in 
Fig. 22 so high that oscillations are just barely able to start. Upon the application of 
plate voltage, oscillations then build up until the grid goes positive at the peak of the 
cycle, when the added losses resulting from the grid current thus drawn prevent further 
increase in amplitude. For good wave shape, the tube, when considered as an ampli- 
fier, must be so adjusted that it will amplify without distortion an alternating voltage 

1 Зее Е. E, Terman, Resistance Stabilized Oscillators, Electronics, Vol. 6, p. 190, July, 1933; J. М. 


Horton, Vacuum Tube Oscillators—A Graphical Method of Analysis, Bell System Tech. Jour., Vol. 3, 
p. 508, July, 1924. 
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on the grid having a crest value several volts greater than the grid bias. This corre- 
sponds to a bias slightly less than would be used at the same plate voltage for normal 
Class A operation without grid current. The frequency gencrated will be sub- 
stantially independent of the voltages applied to the tube and will not change with 
tube replacements, provided that the feedback resistance Е; is considerably greater 
than the plate resistance of the tube. 

The design of a resistance-stabilized oscillator is built around the fact that when 
the impedance of the plate choke is much greater than the plate resistance, oscillations 
are just barely able to start when the feedback resistance has the value 


Starting feedback resistance = Rrz(un — 1) — В, (7) 


where Rz = parallel resonant impedance of tuned circuit between feedback resistance 
and cathode. 

и = amplification factor of tube. 

^ — ratio of voltage transformation from plate to grid of coil of tuned circuit. 
Rp = plate resistance of tube. 

In order to obtain certainty of starting, it is desirable to make В, 5 to 15 per cent less 
than given by Eq. (7). For good frequency stability the feedback resistance should 
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Frc. 23.—Schematic circuit diagram of a laboratory oscillator and associated power amplifier 
for covering the entire audio-frequency range. 
also be at least twice and preferably not less than five times the plate resistance of the 
tube, and at the same time is preferably not greater than 500,000 ohms. Most satis- 
factory designs are obtained with triode tubes having an amplification factor of the 
order of 5 to 8 and coil ratios n of unity. The grid bias should be at least 3 to 5 volts, 
and the plate potential should be so selected that with a signal having a crest value 
several volts greater than the bias, the tube will not approach too closely to cutoff on 

the negative peaks. 

The circuit diagram of a complete audio-frequency oscillator of the resistance- 
stabilized type is shown in Fig. 23. Continuous variation of frequency is obtained by 
using a variable tuning condenser supplemented by a decade condenser, together with 
provision for switching coils in and out of the circuit. The feedback resistance is 
adjustable for each particular frequency to a value slightly less than that for which 
oscillations start. The proper setting of this resistance will depend upon the fre- 
quency and can be given on the frequency calibration chart, or the resistance can be 
adjusted to a value such that a microammeter in the grid circuit of the oscillator will 
show a small predetermined grid current. ; 

Oscillators with Resistance-capacity Tuning.—In this type of oscillator, the fre- 
quency is determined by a resistance-capacity network that provides regenerative 


1 F, E. Terman, R. R. Buss, W. R. Hewlett, and Е. C. Cahill, Some Applications of Negative Feed- 
back with Particular Reference to Laboratory Equipment, Proc. I.R.E., Vol. 10, p. 649, October, 1939; 
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coupling between the output and input of a feedback amplifier, as shown in Fig. 24a. 
Here the network consists of RiCiR2C2, and by proportioning so that Е.С: = R2C2 
under all conditions, the ratio of the voltage developed across the input (point b) of 
the amplifier to the voltage existing across the output (point a) varies with frequency 
as shown in Fig. 24b. Oscillations tend to take place at the maximum of this curve, 
which is at a frequency of 1/(2r 4/ RıR2C1C2) cycles per second. 





Relative Frequency 
(b) Amplitude and phase characteristics 





(c) Phase-shift oscillator 


Fie. 24.— Cireuit; of resistance-capacity tuned oscillator and phase-shift oscillator. 


For proper results the amplifier associated with the resistance-capacity network 
must have negligible phase shift, and provision must be made for controlling the 
amplitude of the oscillations. The phase shift can be made negligible down to very 
low frequencies by using as few by-pass condensers as possible, making these of very 
large capacity, and then employing a large amount of negative feedback. Phase Shift 
at high frequencies can be minimized by designing the amplifier for wide-band response. 





H. H. Scott, A New Type of Selective Circuit and Some Applications, Proc. I.R.E., Vol 26, p. 226, 
February, 1938. 
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The amplitude can be most satisfactorily controlled by using a lamp to provide the 
feedback resistance 2з. When the amplitude of oscillations is small, the alternating 
current through Rs is likewise small, making the resistance and hence the amount of 
feedback low. This increases the amplification and allows oscillations to build up. 
However, increased output increases the current through £s, which increases the resist- 
ance and hence the amount of negative feedback, and reduces the tendency to oscillate. 
The result is an amplitude that can be made to stabilize at a value substantially con- 
stant under widely varying conditions and at a value that does not overload the tubes 
and distort the wave shape. 

Resistance-capacity tuned oscillators have many advantages over beat frequency, 
resistance-stabilized, and other audio- and video-frequency oscillators used in general 
laboratory work. The frequency generated is inversely proportional to tuning capac- 
ity instead of inversely proportional to the square root of the tuning capacity, as in 
ordinary oscillators. A 10:1 frequency 
range can therefore be conveniently ob- 
tained from an ordinary variable con- 
denser, with decimal multiplying factors 
available by changing the resistances Ki 
and Rz in decimal values. Тһе wave 
shape is extremely good, frequency stability 

7 М is high, and the output virtually constant 
Introduce modula ting vol tage ` over enormous frequency ranges. The 
here, also bias cathode positively oscillations will also readily synchronize in 
if delay action is desired harmonic relation with voltages injected 
(a) Simple amplitude control almost anywhere in the circuit, a useful 

Fj property for certain applications. 

CAEG Phase-shift Oscillators..—' The phase- 
shift oscillator is a special type of resist- 
ance-capacity tuned oscillator that operates 
with a single tube. The basic circuit ar- 
rangement is illustrated in Fig. 24c. Here 
a three-mesh resistance-capacity phase- 
shifting network RC is connected between 
the output and input of an amplifier tube, 
with the circuit so proportioned that the 
total phase shift between plate and grid 
= - TOFOA terminals is 180° at the frequency of 

Introduce modulating voltage here oscillation desired. When the gain of 
Fia. 25.—Conventional oscillator with such an amplifier is adjusted either manu- 

amplitude control. ally or by an automatic-volume-control cir- 

cuit barely to maintain oscillation, almost 

pure sine-wave output is obtained. The frequency stability of the circuit with 
respect to voltage changes is then also very good. 

Phase-shift oscillators are particularly suitable for operation at fixed frequencies. 
and probably represent the simplest satisfactory audio oscillator for this purpose, 
Variable frequency operation can be obtained by simultaneously adjusting all con- 
densers, or all resistances, from a common control, but the complications thus 
introduced are such that the arrangement of Fig. 24a is usually preferable for variable- 
frequency operation. 





Oscillator tube, 





1 Further information on phase-shift oscillators, including a discussion of modified circuit arrange- 
ments, design information, and a sample design, is given by E. L. Ginzton and L. M. Hollingsworth, 
Phase-shift Oscillators, Proc. I.R.E., Vol. 29, р. 43, February, 1941. 


Par. 6] OSCILLATORS 507 


Conventional Oscillators with Special Amplitude Control..——Any conventional oscil- 
lator, such as the Hartley or Colpitts, can be made to generate waves with good wave 
shape and good frequency stability, provided that the amplifier tube is operated аз ғ. 
Class A amplifier, and some form of amplitude control is used to maintain the oscilla- 
tions on the straight-line part of the tube characteristic. 

An example of such an oscillator is shown in Fig. 25. This is an ordinary oscillator 
in which an automatic-volume-control arrangement operating from the oscillator 
output is used to increase the plate resistance as the oscillations build up. With proper 
circuit proportions, equilibrium will be reached with a small amplitude such that Class 
A operation is realized with no grid current. The result is excellent wave shape, good 
frequency stability, and substantially 
constant amplitude of oscillations as Diode for 
the frequency is varied. These advan- /imiting 
tages are realized to the greatest extent СИЕ 
when the automatic volume control is 






of the type having both delay and Delay = 
amplification. bias 
The amplitude of oscillations can 
also be limited by means of a diode that +E 
is shunted across the tuned circuit, as Fic. 26.—Resistance-stabilized oscillator 


in Fig. 26,2 and then biased so that employing feedback, provided with diode for 


when the oscillations build up to the limiting she amplitude: ; 
desired amplitude, current begins to be drawn. This places added load 
on the circuit and causes an equilibrium to be established. By the use of a large 
amount of feedback in the amplifier tube, substantially all distortion in the tube is 
eliminated, and at the same time the tendency to oscillate is stabilized to the point 
where the oscillations can always be depended upon to start, even when the margin of 
regeneration is very small. Oscillators of this type can be built to have distortion of 
the order of 0.01 per cent and less. 

Beat-frequency Oscillators.—In the beat-frequency oscillator, voltages obtained 
from two radio-frequency oscillators operating at slightly different frequencies are 
combined and applied to a detector or converter tube, as shown schematically in Fig. 
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Ета. 27.—Schematic diagram of beat-frequency oscillator. 


27. The difference-frequency current that is thus produced represents the output of 
the oscillator. The practical value of the beat-frequency oscillator arises from the fact 
that a small percentage variation in the frequency of one of the individual oscillators, 
such as can be obtained by the single turn of a dial controlling a variable condenser, 
will vary the “beat” or difference-frequency output continuously from a few cycles per 
second throughout the entire audio range, or, if desired, through the entire video- 


1L. B. Arguimbau, An Oscillator Having a Linear Operating Characteristic, Proc. Г.В.Е., Vol. 21, 
p. 14, January, 1933; Janusz Groszkowski, Oscillators with Automatic Control of the Threshold of 
Regeneration, Proc. I.R.E., Vol. 22, p. 145, February, 1934. 

2 See Terman, Buss, Hewlett, and Cahill, loc. cit. 
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frequency range. At the same time, the oscillator output can be made substantially 
constant as the frequency is varied. 

The principal factors affecting the performance of a beat-frequency oscillator are 
the frequency stability of the individual oscillators, the tendency of the oscillators to 
synchronize at very low difference frequencies, the wave shape of the difference- 
fréqueney output, and the tendency for spurious beat notes to be produced. Good 
frequency stability requires that the two oscillators be as nearly alike as possible, as to 
both electrical and thermal characteristics. It is particularly important that differ- 
ential heating of the oscillator circuits be avoided and that heat-producing elements 
such as rectifier tubes, etc., be so located as to produce a minimum temperature change 
in the circuits of the oscillators. In this way, the difference frequency will be unaf- 
fected by variations in supply voltage and ambient temperature effects. It is then 
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Fie. 28.—Complete circuit diagram of a typical beat-frequency oscillator. 


merely necessary to set the frequency of the fixed oscillator so that the calibration is 
correct at one frequency on the dial as tested by a reed, beats with 60 cycles, ete., in 
order for the entire dial calibration to be correct. The usual practice is to make the 
frequency of the fixed oscillator of the order of five times the maximum beat-frequency 
desired. 

With very low difference frequencies, the two oscillators tend to synchronize unless 
the circuits are properly shielded and isolated. This tendency is to be avoided, since it 
affects the frequency calibration, and tends to distort the output wave. 

The wave shape of the difference-frequency voltages developed by the detector out- 
put is determined largely by distortion in the detector, if it is assumed that no troubles 
from synchronization are present. To ensure low distortion, one of the waves applied 
to the detector, preferably the one derived from the fixed oscillator, should be free of 
harmonies and be considerably smaller than the other wave. 

Beat-frequency oscillators are commonly troubled with spurious beat notes, some- 
times termed ‘‘whistles” and “birdies,” when the difference frequency is large. These 
are usually the result of cross-modulation in the audio-frequency amplifier of high- 
order harmonics of the oscillator frequencies produced by the detector. These 
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spurious beats can be eliminated by operating the detector tube so as to minimize the 
production of harmonics, and by placing filters in the output of the detector to prevent 
the harmonics that do exist there from reaching the following tubes. It is also helpful 
to operate the audio-frequency stages following the detector with less exciting voltage 
than that giving full output, and to use Class A operation in these tubes, to minimize 
the tendency toward cross-modulation. 

A typical beat-frequency oscillator circuit is shown in Fig. 28. This particular 
arrangement uses resistance-stabilized oscillators and a 6L7 mixer tube, although these 
and other details may be modified. In particular, other types of mixers may be 
employed, including balanced modulators, and other types of oscillators, notably 
electron-coupled oscillators, are commonly used. 

Dynatron and Other Negative-resistance Two-terminal Oscillators.—Oscillations can 
be produced by shunting a tuned circuit with a negative resistance as illustrated sche- 
matically in Fig. 29a, and making the absolute magnitude of this resistance less than the 
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(a) Two- terminal oscillator (b) Dynatron 





(c) Kallitron (d) Transitron oscillator (e) Feedback oscillator 


Fic. 29.— Miscellaneous types of two-terminal oscillators. 


parallel resonant impedance of the circuit. The negative resistance may be any one of 
several types.| A common arrangement is the dynatron illustrated in Fig. 29b, in 
which the negative resistance exists between plate and cathode of a screen-grid tube as 
a result of secondary emission at the plate with screen voltages greater than the plate 
voltage. Another negative-resistance device is the kallitron circuit? of Fig. 29c, in 
which two tubes are connected as shown to produce a negative resistance between the 
terminals zz. А third negative-resistance oscillator circuit is shown in Fig. 29d, 
where the negative resistance is obtained by the retarding field or transitron connec- 
tion.? Still another means of obtaining a two-terininal negative-resistance consists in 
coupling the output of a two-stage resistance-coupled amplifier back to the input, as 
shown in Fig. 29e. In this arrangement, there is considerable advantage in using 
negative feedback in the amplifier to stabilize the negative resistance.* 


1In particular, see E. W. Herold, Negative Resistance and Devices for Obtaining It, Proc. I.R.E.; 
Vol. 23, p. 1201, October, 1935. 


2 Herbert J. Reich, А Low Distortion Audio-frequency Oscillator, Proc. I.R.E., Vol. 25, р. 1887, 
November, 1937. 

з See Herold, loc. cit.; also, Cledo Brunetti, The Transitron Oscillator, Proc, I. R.E., Vol. 27, p. 88, 
February, 1939. See also Par. 14, Sec. 4. 

f Bee Terman, Buss, Hewlett, and Cahill, loc. cit. 
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In all the two-terminal arrangements of Fig. 29, the frequency stability is maximum 
and the wave shape best when the adjustment is such that oscillations can barely 
exist, and have small amplitude. This desirable condition can be obtained by the 
use of automatic amplitude control, by some form of limiting device, or by manual 
control. 

A different type of two-terminal oscillator is shown in Fig. 30.! Here if 


Ry = —Ё„ = NE (8) 


where R, is a negative resistance, then the impedance of the circuit АСС В is a resistance 
at all frequencies with a magnitude that depends upon frequency and which is 
negative for о < 1/4/LC. By placing a variable resistance Rs in series with the 
circuit as shown, the frequency of zero series impedance, and hence the frequency oi 
oscillation, will then be controlled by the variable resistance Rs, which may be a 
potentiometer or the plate resistance of a tube. 

7. Synchronization of Vacuum-tube Oscillators.?— Vacuum-tube oscillators tend 
to synchronize with an injected voltage of approximately the same frequency. This is 
a result of third-order curvature in the tube characteristics. Тһе amount by which the 
oscillator frequency will deviate in order to synchronize with the injected oscillations 
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Fic. 30.—Schematic diagram of resistance-tuned oscillator. 


increases with the amplitude of the injected voltage and as the frequency stability of 
the oscillator is reduced. When the frequencies of the oscillator and the injected 
voltages are approximately in simple harmonie relation, synchronization will tend to 
occur at the corresponding ratio of integers, although this tendency is less pronounced 
than when both frequencies are the same. In cases where the injected voltage is 
almost but not quite large enough to produce synchronization, the frequency of the 
oscillator is still shifted or “attracted” toward the frequency of the injected voltage. 
The tendency toward synchronization can be greatly accentuated by the use of’ 
suitable auxiliary equipment to increase the factors causing synchronization. The 
fundamental principle involved is illustrated in Fig. 31a. Here the combination of 
generated oscillation and injected voltage is applied to a detector, and the rectified 
output used to actuate a frequency-control system that operates on the oscillator 
frequency. If synchronization is assumed, the vector sum of the two voltages depends 
on their relative phase. "Thus if the oscillator frequency should for some reason tend 
to become greater than the value corresponding to synchronization, the resulting 
advance in phase of the oscillator currents with respect to the injected voltage changes 
the vector sum and hence the rectified output of the detector, thereby operating the 
automatic-frequency-control system to decrease the frequency and so restore syn- 


1 W. G. Gordon and В. E. B. Makinson, Resistance-tuned Oscillators, Wireless Eng., Vol. 14, p. 467 
September, 1937; Sewell Cabot, Resistance Tuning, Proc. I. R.E., Vol. 22, p. 709, June, 1934. 

2E. V. Appleton, Automatic Synchronization of Triode Oscillators, Proc. Cambridge Phil. Soc. 
Vol. 21, p. 231; Isaac Koga, A New Frequency Transformer or Frequency Changer, Proc. I.R.B., Vol. 
15, p. 669, August, 1927; Balth. van der Pol, The Nonlinear Theory of Electric Oscillations, Proc. I.R.E., 
Vol. 22, p. 1051, September, 1934; ae 

3 S, Sabaroff, Frequency Controlled Oscillators, Communications, Vol. 19, p. 7, February, 1939. 
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chronism. The method of Fig. 31a can be extended to maintain synchronism between 
two frequencies that are in harmonic or subharmonic relationship, as shown in Fig. 316. 
In this way, it is possible to control the relative frequency of oscillator and injected 
voltage at ratios up to 10:1. 

8. Oscillators Capable of Operating at More. Than One Frequency.—Oscillators 
not infrequently have more than one possible frequency of oscillation. Parasitic 
oscillations (Par. 5) are an important example of this. Another example is the case 
where a tuned load circuit is coupled to the tank circuit to give a double-humped 
resonance curve corresponding to two possible frequencies of oscillation.! 

When two possible osciliation frequencies do not differ greatly, oscillations will 
normally occur on one or the other frequency, according to whichever has the lowest 
losses, 7.e., whichever frequency corresponds to the lightest loading. If the tendency 
to oscillate at the two frequencies is equal, then it is a matter of chance which one 
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Fia. 31.— Methods for synchronizing an oscillator with a control frequency. 


happens to get started, but when a particular frequency is once established, it will 
suppress the other and persist until interrupted, as, for example, by keying, when the 
frequency may flip to the other possible value the next time the oscillator is started. 
When the possible frequencies of oscillation differ greatly, both tend to occur 
simultaneously, with the low-frequency oscillation modulating the high-frequency one. 
9. Relaxation Oscillators.?— The term relaxation oscillator is applied to those 
oscillators in which the frequency is controlled by the charge or discharge of a con- 
denser or inductance through a resistance. Such oscillators are characterized by 
highly distorted wave shapes and can be used to generate short pulses, saw-tooth, 
square, or triangular waves according to the detailed circuit arrangements and adjust- 
1 In order that there may be only one possible frequency of oscillation when the load is supplied by 
such a resonant circuit, it is necessary that the reactive volt-amperes circulating in the secondary circuit 
be less than the reactive volt-amperes in the primary (reactive volt-amperes = eL X (current squared)). 
This corresponds to a coefficient of coupling between the two resonant circuits that is less than the 
reciprocal of the effective Q of the secondary. 
2 For some general considerations relating to relaxation oscillators, see Balth. van der Pol, On Relaxa- 
tion Oscillations, Phil. Mag., vol. 2, p. 978, November, 1926; Ph. Le Corbeiller, The Non-linear Theory 
of the Maintenance of Oscillations, Jour. I.E.E., Vol. 79, p. 361, 1936; also, Wireless Section, I.E.E., 


Vol. 11, p. 292, September, 1936; Donald L. Herr, Oscillations in Certain Non-linear Driven Systems, 
Proc. I.R.E., Vol. 27- p. 396, June, 1939. 
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ments. The frequency of relaxation oscillators is also readily controlled by voltages 
injected into the circuits. 

- Multivtbrator.\—The multivibrator is a two-stage resistance-coupled amplifier in ` 
which the output of the second stage supplies the input to the first stage, as shown in 
Fig. 32a. Such an arrangement will oscillate because each tube introduces 180° phase 
shift. The oscillations produced by a multivibrator have a shape such as is shown in 
Fig. 32b. The frequency of oscillations is determined primarily by the time constants 
of the grid-leak grid-condenser arrangements, and is of the order of magnitude of 
1/ (С, + Вис") cycles рег second.? 
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Fra. 32.— Circuit of multivibrator, together with oscillograms showing the way in which the 
instantaneous grid potential and plate eurrents vary during the cycle of operation. 











The usefulness of the multivibrator arises from the fact that the wave is so irregular 
that harmonics up to at least the several hundredth are present, and that the frequency 
is readily controlled by an injected voltage. 

Synchronization of Multivibrator with Injected Voltage—When a voltage is intro- 
duced into the circuits of a multivibrator, the oscillations of the latter tend to increase 
in frequency until the catio of the injected to multivibrator frequency can be exactly 
expressed by a ratio of integers. This ratio may be unity, or greater or less than 
unity. 

1 H. Abraham and E. Block, Mésure en valeur absolué des périods oscillations électriques de haute 
fréquence, Annal d. Phys., Vol. 12, p. 237, September—October, 1919. 

2 The frequency and pulse width can be calculated accurately by methods described by E. H. B. 
Bartelink, A Wide-band Square-wave Generator, Trans. A.I.E.E., Vol., 60, p. 371, 1941. 

з This stability with which the multivibrator oscillations hold in synchronization with an injected 


voltage in harmonic relation is greatly increased by returning the grid-leak resistances to a high positive 
bias. The frequency can also be conveniently controlled over a wide range by varying such a bias. 
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The most important application of the synchronizing possibilities of the multi- 
vibrator is in frequency division, i.e., in controlling the multivibrator frequency so 
that it is 1/n of the injected frequency, where nisaninteger.! When the uncontrolled 
frequency of the multivibrator is less than the frequency of the injected voltage, then 
as the amplitude of the injected voltage is progressively increased, the multivibrator 
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tend to favor either even or odd harmonics. ` 


frequency will increase in discontinuous steps, 2.е., will be “drawn” toward the fre- 
quency of the injected voltage. The exact details of the behavior depend upon how 
the controlling voltage is introduced, and the extent to which the circuits of the two 
multivibrator tubes are dissymmetrical? With perfect symmetry one can favor 


1 Other methods of frequency division are referred to in Par. 8, Sec. 9. 
2L. M. Hull and J. К. Clapp, A Convenient Method for Referring Secondary Frequency Standards 


to a Standard Time Interval, Proc. I.R.E., Vol. 17, p. 252, February, 1929; Е. E. Terman, '' Measure- 
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either even- or odd-frequency ratios, or can show no discrimination, according to 
whether the injected voltage is introduced in the same or opposite phases in the two 
tubes, or is introduced only in one tube, respectively. This behavior is illustrated 
in Fig. 33. 

.By making the time constant of the grid-leak and grid-condenser combinations 
of the two multivibrator tubes differ, it is possible to make the tendency for synchroni- 
zation greatest at some particular ratio m/n of integers. 

Blocking Oscillators —The blocking oscillator is widely used in television work to 
produce pulses that can be synchronized by a control voltage: The circuit of a 
blocking oscillator is shown in Fig. 34, and the arrangement can be thought of as an 
ordinary tuned-grid oscillating circuit having a very high ratio of inductance to 
capacity and very close coupling between the grid and plate circuits, together with 
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Fra. 34.—Circuit of blocking oscillator, together with typical wave shapes developed at 
various points. 


an extremely high grid-leak resistance. Such an arrangement presents an extreme 
case of intermittent oscillations, since, as the oscillations start to build up, the gric 

leak-condenser combination develops a bias far beyond cutoff within a single cycle. 
Because of the circuit proportions, instability then occurs and the oscillations stop. 
This is because any tendency for the amplitude to decrease produces progressively 
greater tendency for the amplitude to become less, since the bias on the grid-leak- 
condenser combination cannot quickly readjust itself to the reduced amplitude, but 
rather causes the tube to act momentarily as though it had a fixed bias much greater 
than cutoff. After the oscillations cease, the grid-leak resistance slowly discharges 
the charge on the grid condenser until the bias becomes less than cutoff, at which 
point oscillations start to build up very rapidly, and the cycle repeats. The resulting 
voltages appearing at various places in the circuit have the wave shape shown in 
Fig. 34, and it is seen that pulses and saw-tooth waves are generated. The frequency 





ments in Radio Engineering," pp. 129-136, 15+ ed., McGraw-Hill, New York; Victor J. Andrew, The 
дое of the Multivibrator for Frequency Division, Proc. I.R.E., Vol. 19, р. 1911, November, 
1. i 
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of the pulses can be controlled by making the uncontrolled frequency slightly less 
than the desired frequency, which is then injected as shown. For the generation of 
saw-tooth waves and pulses, the frequency at which the coils oscillate should be 
considerably higher than the frequency of the relaxation oscillations. 

Miscellaneous Types of Relaxation Oscillators ——A large number of relaxation oscil- 
lator circuits have been devised. Some typical examples are shown in Fig. 35. In 
the arrangement a, the frequency is determined by the rate at which the condenser C 
discharges through a resistance corresponding to R, and Р, in series.! The wave 
shape obtained depends upon the circuit constants and the place of observation. 
When the resistances external to the tube are large, the voltage at the plate (and also 
the control grid) is in the form of brief pulses as shown. 

The single-tube circuit in Fig. 35b operates as follows:? When anode voltage is 
applied, the screen-grid potential rises until space current begins to flow, at which 
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Fie. 35.— Miscellaneous types of relaxation oscillators, together with voltage wave shapes 
developed in circuits. 


point the plate loses electrons due to dynatron action and so rises in potential as a 
result of the negative plate current flowing through the series resistance AK. The 
plate is coupled to the control grid through condenser C, so that this rise in plate 
voltage inereases the control-grid potential, increasing the space current and so 
causing a rapid discharge of condenser C; through the tube, followed by cutting off 
of the plate current and repetition of the cycle. The result is that the voltage across 
C, is a saw-tooth wave having very rapid flyback. Various modifications can be 
introduced, such as the use of pentode tubes to increase the output voltage obtainable. 

Any ordinary oscillator tube with very high-impedance tank circuits and close 
coupling between grid and plate electrodes can be.expected to produce relaxation 
oscillations under appropriate conditions. Thus the tuned-plate oscillator circuit of 
Fig. 35c, in which the tank circuit LC has much higher parallel impedance than the 
plate resistance of the tube and a Q that is not too low, will produce relaxation oscil- 
lations controlled by the rate of charge and discharge of inductance and capacities 
through the plate resistance of the tube.? A typical wave shape obtained with such 

1 В. M. Page and W. Е. Curtis, The van der Pol Four-electrode Tube Relaxation Oscillation Circuit, 
Proc. I.R.E., Vol. 18, p. 1921, November, 1930. 

? D. H. Black, A New Hard Valve Relaxation Oscillator, Elec. Comm., Vol. 18, p. 50, July, 1939 


3 F. Vecchiacchi, Oscillations in the Circuit of a Strongly Damped Triode, Proc. I.R.E., Vol. 19, 
p. 856, May, 1931. 
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an arrangement is shown in the figure, and the oscillations readily synchronize with 
an injected voltage. 

A gas triode (thyratron) tube, connected as shown in Fig. 35d, is commonly used 
to generate saw-tooth waves for sweep circuits of oscilloscopes. Here, when voltage 
is applied, condenser C charges up through В until the plate voltage is sufficient to 
cause plate current to start flowing. This gives ionization that causes the grid to 
lose control, with the result that the plate current becomes very large. The condenser 
C therefore discharges almost instantaneously to the point where there is not sufficient 
plate voltage to maintain ionization, whereupon the cycle repeats. "The result is & 
voltage across C that is approximately of saw-tooth shape and that readily syn- 
chronizes with an alternating voltage applied to the grid of the gas triode. The 
highest frequency obtainable in this way is limited by the deionization time of the gas 
in the tube, and the tube design. 

10. Polyphase Oscillators..—It is possible to arrange л tubes in an electrical 
symmetrical order to obtain n phase oscillations. Examples of two- and three-phase 





(a) Three-phase oscillator (b) Two- phase oscillator 
Fie. 36.— Polyphase oscillator circuits. 


oscillator circuits are shown in Fig. 36. Such systems oscillate spontaneously in a 
polyphase manner, provided that there is reasonable symmetry between the tubes 
and electrical circuits associated with the individual phases and provided that the 
mutual inductances have been suitably chosen. 


ULTRA-HIGH-FREQUENCY OSCILLATORS 


11. Triode Oscillators for Very High Frequencies.— The characteristics desired 
in tubes to be used at ultra-high frequencies are: (1) smallest possible transit time 
of the electrons; (2) high transconductance in proportion to electrode capacities; 
(3) short leads of large diameter to minimize lead inductance and power losses in the 
leads; (4) electrode and lead arrangements that facilitate operation with resonant 
transmission lines, with the preferred arrangements those in which the leads and 
electrodes of the tube are as closely as possible extensions of the transmission-line 
System external to the tube. 

Tubes especially designed for amplifier and oscillator operation at ultra-high 
frequencies are physically small, and have small clearances between electrodes. 
This is because it can be shown that if all the dimensions of a tube are reduced in the 
same proportion, the amplifieation factor, plate resistance, and transconductance are 
unchanged, while the electrode capacities, lead inductances, and transit time effects 

! René Mesny, Generation of Polyphase Oscillations by Means of Electron Tubes, Proc. I.R.E., 


Vol. 15, p. 471, August, 1925; I. Takao, Fundamental Considerations on Four-phase Oscillation Cir- 
cuits, Electrotech. Jour., Vol. 3. p. 75, April. 1939. 
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are proportional to the linear dimension.! However, these same factors that favor 
high-frequency operation also limit the power-dissipating ability of the tube, so that 
the amount of power that can be generated with triode tubes becomes progressively 
less as the frequency limit is pushed to higher values. Some increase in dissipating 
ability is obtained by employing cooling fins attached to the plate, and in some cases 
also to the grid. Water cooling is also employed with larger tubes. However, these 
expedients at best only help a bad situation. 

Tubes especially designed for ultra-high-frequency use are frequently provided 
with more than one lead from the same electrode. These leads can be connected in 
parallel to give lowered lead inductance and loss, or they may be used as described 
in Par. 25, Sec. 5, so that the return currents from different electrodes will be sep- 
arated. Double-lead arrangements that pass through opposite sides of the glass 
envelope also enable the tube to become the center portion of a continuous half-wave 
transmission line (see Fig. 37e). 

Tank circuits in ultra-high-frequency oscillators are always either resonant 
transmission lines or cavity resonators. This is because of the high Q and high 
impedance that can be developed by such circuits, and because of their large physical 
dimensions in proportion to wave length at resonance. Furthermore, by designing 
the tube so that the inductance and capacity of the leads and electrodes are extensions 
of the distributed constants of the line, the inductance and capacity of the tube are 
less harmful than otherwise. This is because the same amount of total capacity 
and total inductance will resonate at a higher frequency when in distributed form 
than when constituting a lumped circuit. Furthermore, in arrangements such as 
illustrated in Fig. 37e only half of the tube inductance and capacity are chargeable 
to each quarter wave length of the transmission line. Finally, if tubes are so designed 
that their electrodes represent extensions of resonant-line tank circuits, it is possible 
to operate these resonant lines at higher order modes, such as three-quarters wave 
length. The first quarter-wave length section may then be entirely within the tube, 
and yet one can control the tuning by adjustments of the length of line external to 
the tube. 

Circuits for Ultra-high-frequency Oscillators.—Typical circuits for ultra-high- 
frequency oscillators are shown in Fig. 37. In all these arrangements lines are used 
for obtaining resonant cireuits.? In certain of the arrangements, the cathode is 
isolated from ground as far as radio-frequency potentials are concerned by cathode 
chokes (see Figs. 37a, d, e, f) or by a quarter-wave resonant line, as in Fig. 376. In 
other cases, such as Fig. 375, the cathode is brought to ground potential by associating 
it with a half-wave-length grounded transmission line. It is not possible to ground 
the cathode directly by means of a by-pass condenser, as at lower frequencies, because 
of the cathode lead reactance at very high frequencies. In order to obtain proper 
circuit operation, it is accordingly desirable either to employ a half-wave-length 
line or to isolate the cathode from ground by means of a choke or a quarter-wave- 
length line. 

Two-tube arrangements such as shown in Figs. 37c and 37f have the advantage 
over single tube circuits of increased power output. They also preserve symmetry 
to ground, and thereby avoid the troubles that otherwise tend to be present from 
excessive unbalanced currents to ground. Double-tube arrangements also tend to 
have a higher upper frequency limit than single-tube circuits. This is particularly the 

1 This is the basis of the “ Acorn" tubes. See B. J. Thompson and G. М. Rose, Jr., Vacuum Tubes 
of Extremely Small Dimensions for Use at Extremely High Frequencies, Proc. I.R.E., Vol. 21, р. 1707, 
December, 1933. 

2 All the wave lengths indicated in the figure are the effective values, and include the loading pro- 


duced by the capacity and inductance of the tube electrodes and leads. The actual length of line 
external to the tube will be somewhat less than indicated. 
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case in Fig. 37e, where only half of the interelectrode capacity is chargeable to each 
quarter-wave-length section of line. 

12. Klystron (Velocity Modulation) Oscillators..—A klystron, ог velocity-modu- 
lation tube, as it is frequently called, has a structure such as shown in Fig. 38. Неге 
heater cathode A with associated focusing electrode C produces an electron beam 







7 Grid leak 














A 
= Grid leak 





“Cathode 


Cathode a 
chokes UE 


e е Cathode 
chokes 


SE chokes 





(е) КЭ) 


Fig. 37.—Typical circuit arrangement for ultra-high-frequency oscillators. 


indicated by arrow G. This beam passes through grids D in the sides of a reentrant- 
type cavity resonator, termed the buncher, then through a tube termed the drift tube, 
which is at the same electrical potential as the buncher, and finally enters a second 


1The klystron was invented at Stanford University by the Varian brothers. А good descrip- 
tion of the fundamental considerations involved in such tubes is given in the paper by Russell H. Varian 
and Sigurd F. Varian, A High Frequency Oscillator and Amplifier, Jour. Applied Phys., Vol. 10, p. 321, 
May, 1939. A similar and parallel development is described by W. C. Hahn and С. Е. Metcalf, Velocity 
Modulated Tubes. Proc. I. R.E.. Vol. 27, p. 106, February, 1939. 
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cavity resonator termed the catcher, which is provided with a grid at E. The d-e 
potentials of the various electrodes are arranged as shown. The cathode and its 
associated focusing electrodes are maintained at a high negative potential with respect 
to the remaining part of the structure (all of which is at the same d-c potential). The 
entire arrangement illustrated in Fig. 38 is inclosed ina vacuum. In practical designs 
this is normally accomplished by providing a glass segment between the cathode 
and the remaining structure, as indicated schematically in the figure. 

The operation of the klystron oscillator is explained as follows; Assume first that 
oscillations have by some means been already established, so that the buncher cavity 
resonator is excited, and alternating fields exist between the surfaces D of the buncher 
grids. Then consider an electron that enters the buncher at the instant, when this 
alternating field is zero but just becoming 
positive. This electron passes through 
between the two grids D of the buncher 
resonator and travels on through the drift 
tube and into the catcher resonator with 
unchanged velocity. Next consider an 
electron that arrives at the buncher slightly 
later. This electron finds that there is 
now a positive field between the grids D as 
a result of the oscillation within the 
buncher resonator. This later electron 
accordingly receives acceleration in passing 
through the buncher, and enters the drift 
with increased velocity and therefore tends 
to overtake the earlier electron. Similarly, 
an electron that arrives at the catcher 
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slightly before the first or reference electron m. Output 
encounters a field between grids D that Y 
opposes its motion. This early electron Fie. 38.—Seale drawing of a typical 


hence enters the drift tube with reduced ^ klystron oscillator designed to operate at 
velocity, and tends to drop back and be about 13 centimeters wavelength. (After 
overtaken by the reference electron. As "e Varians.) 
a result of these actions, the electrons tend to bunch together as they travel down the 
drift tube, and this effect is maximum at certain distances down the tube, as shown 
in Fig. 39. The catcher of the klystron is located at such a distance, and accordingly 
the electrons enter the catcher in pulses, one pulse per cycle. These pulses of elec- 
trons correspond to the pulses of current that arrive at the plate of a Class C ampli- 
fier, and excite oscillations in the catcher resonator. 

With proper adjustment the ainount of power required to produce the bunching 
effect is relatively small compared with the amount of energy delivered by the electron 
beam to the catcher.? As a result the klystron tube is a power amplifier, and can be 


1The mathematical theory of klystron tubes and of the bunching principle is given by David L. 
Webster, Cathode-ray Bunching, Jour. Applied Phys., Vol. 10, p. 501, July, 1939; The Theory of Kly- 
stron Oscillations, Jour. Applied Phys., Vol. 10, p. 864, December, 1939; Simon Ramo, The Electronic- 
wave Theory of Velocity-modulation Tubes, Proc. I.R.E., Vol. 27, p. 757, December, 1939; В. 
Kompfner, Velocity Modulation, Wireless Eng., Vol. 17, p. 478, November, 1940. 

Graphical methods of analyzing bunching are given by D. Martineau Tombs, Velocity-modulated 
Beams, Wireless Eng., Vol. 17, p. 54, February, p. 202, May, and p. 262, June, 1940; Rudolf Kompfner, 
Velocity-modulated Beams, Wireless Eng., Vol. 17, p. 262, June, 1940. These two papers also contain 
many mathematical relations useful to one studying the details of these tubes. 

? The energy delivered to the electron beam by the bunching.effect is discussed by Webster, loc. cit., 
and Rudolf Kompfner, Velocity Modulating Grids, Wireless Eng., Vol. 19, p. 158, April, 1942. This 
energy is very small, and most of the required buncher power represents energy dissipated by the resist- 
ance losses of the buncher resonator. 
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used either as the equivalent of a Class C power amplifier or for the amplification 
of very small radio-frequency voltages. By providing coupling between the catcher 
and buncher resonators, as shown by F in Fig. 38, a small fraction of the energy 
developed in the catcher can be diverted to excite the buncher, thus giving an oscillator. 

The efficiency of klystron oscillators or power amplifiers compares favorably 
with other oscillators for generating very high-frequency oscillations. Theory 
indicates that the maximum possible efficiency is 58 per cent.! Practical efficiencies 
are much less than this, although still substantially greater than obtained with electron 
oscillators of the Barkhausen type. 

Klystron tubes are particularly suitable for use at very high frequencies. The 
tube dimensions are large in proportion to a wave length. Also, the physical struc- 
tures involved are inherently capable of dissipating large amounts of heat, so that 
large powers can be handled. The first klystron oscillator ever built operated at a 
wave length of 13 centimeters and was physically as large as a power triode tube. 





x 


M Time of one cycle ерте of one cycle 3 
Time => 
Fic. 39.— Diagram illustrating bunching of electron beam in klystron tube. In this 
diagram the reference electron is assumed to enter the drift tube at a time corresponding 
to the lower left-hand corner of the diagram. ‘The width of the various lines represent the 
variation of electron density with time at various distances along the drift tube, with the 
distance S’ representing the optimum distance for maximum bunching effect. 


The klystron is suitable only for very high frequencies because of the impracti- 
cally large physical sizes required by cavity resonators and the drift tube for lower 
frequencies. 

The frequency generated by a klystron oscillator is controlled primarily by the 
resonant frequencies of the cavity resonators. These can be adjusted over limited 
ranges by flexing the sides and by the use of bellows. The resonant frequency can 
also be controlled to a slight extent by the use of electrical reaction on the resonators, 
as described in Par. 34, Sec. 3, and is affected by the anode voltage. 

Proper operation of a klystron oscillator requires that the anode voltage, beam 
current, resonant frequencies of cavities, coupling between buncher and catcher 
(2.е., ratio of buncher to catcher voltages), and also the coupling of the load to the 
catcher be carefully adjusted for optimum results. The klystron tube is far more 
critical in such respects than is the ordinary triode tube, because of the fact that the 
bunching in the electron beam must be maximum at the location of the catcher, and 
this bunching is affected by the anode voltage, the length of the drift tube, and the 
exciting voltage across the grids D of the buncher. | 


1 Webster, loc. cit. 
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Klystron tubes can be used as detectors, and as power harmonic generators. 
Theoretical analysis indicates that in performing the latter function, it is theoretically 
quite feasible to obtain relatively high-order harmonic operation without great loss 
in anode efficiency or power output.! 

13. Electron (Barkhausen) Oscillations in Triode Tubes.*—Oscillations of 
extremely high frequencies can be generated in a triode tube by operating the grid 
at a moderately high positive potential, and placing the plate at zero or a slightly 
negative potential. Under these conditions most of the electrons attracted by the 
grid pass between the meshes of the grid toward the plate, after which they slow down 
and return back toward the grid, to oscillate about the grid at a frequency determined 
by the electrode voltages and the distances involved. The resulting oscillations are 
termed electron or Barkhausen oscillations. 

Mechanism of Operation.—In order for such electron oscillations to develop 
power, it is necessary that the electrons vibrating about the grid structure tend to do so 
in synchronism, rather than in purely random phase. The conditions of voltage, 
cathode emission, etc., which give rise to oscillations in an electron oscillator inher- 
ently provide for such synchronization, The mechanism involved can be described 
briefly as follows:* Assume that there is superimposed upon the positive grid voltage, 
an alternating voltage having a frequency corresponding approximately to the time 
taken by an electron to travel from cathode to plate. Consider now an electron that 
leaves the cathode at the instant that this superimposed alternating grid voltage is 
going through zero and is just beginning to be negative. This electron is attracted 
to the grid, but the superimposed alternating grid voltage is of such polarity during 
the transit from cathode to grid as to reduce the acceleration that the electron would 
otherwise experience. Furthermore, as the electron passes the grid plane, the polarity 
of the superimposed alternating grid voltage reverses, so that as the electron travels 
toward the plate, it is subjected to an increased braking force, and comes to rest 
before reaching the plate. At the instant that the electron starts back toward the 
grid, the superimposed voltage again reverses; so the return electron is subjected to 
less acceleration than corresponds to the d-c grid voltage. Upon reaching the grid 
plane, the superimposed alternating grid voltage reverses again, causing still more 
slowing down of the electron as it travels away from the grid toward the cathode. 
This process is repeated over and over again as the electron under consideration 
oscillates back and forth between the plate and cathode sides of the grid structure. 
The result is that this electron in its oscillations always works against the alternating 
voltage assumed superimposed on the d-c grid voltage, and therefore delivers energy 
to this oscillation. This process continues until the electron ultimately strikes the 
grid and is lost. р 

If now one considers a second electron that leaves the cathode a half cycle earlier, 
i.e., when the alternating voltage on the grid is going through zero and just starting 
positive, the situation is quite different. The alternating voltage on the grid is of 
such polarity with respect to this electron as to cause it to accelerate more in traveling 


1 Вее Webster, loc. cit. 

? The literature on electron oscillations in triode tubes is extensive, but is not in a too satisfactory 
state for the reader. An excellent survey of work published prior to 1933 is given by E. C. 8. Megaw, 
Electronic Oscillations, Jour. Г.Е.Е., Vol. 72, p. 313, 1933; also Wireless Section, I.E.E., Vol. 8, p. 59, 
June, 1933, which includes an extensive bibliography. Other references that are recommended are 
Е. B. Llewellyn, ' Electron Inertia Effects," Cambridge University Press, 1941, рр. 96-98; Е. B. Llew- 
ellyn, The Barkhausen Oscillator, Bell Lab. Rec., Vol. 13, p. 354. August, 1935; C. E. Fay and A. L. 
Samuel, Vacuum Tubes for Generating Frequencies above One Hundred Megacycles, Proc. I.R.E., 
Vol. 23, p. 199, March, 1935; H. N. Kozanowski, A New Circuit for the Production of Ultra-short-wave 
Oscillations, Proc. I.R.E., Vol. 20, p. 957, June, 1932; H. E. Hollmann, On the Mechanism of Electron 
Oscillations in a Triode, Proc. I.E. E., Vol. 17, p. 229, February, 1929; William Alexander, The Retarding 
Field Oscillator, Wireless Engr., Vol. 19, p. 143, April, 1942, 

з This follows Llewellyn, loc. сї. 
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from cathode to grid than would be the case without this superimposed oscillation. 
Furthermore, as the electron passes through the grid toward the plate, the oscillation 
on the grid reverses, with the result that the braking force tending to slow down the 
electron as it travels from grid to plate is less by the amount of the superimposed 
alternating voltage. Accordingly, by the time this electron approaches the plate it is 
traveling faster than if only the 4-с grid voltage were present. This extra velocity rep- 
resents energy that has been abstracted from the superimposed oscillation. Because 
-of the energy thus obtained from the superimposed oscillation, this electron may 
acquire sufficient velocity to reach the plate even if the plate is made slightly negative. 
Hence this particular electron, which is detrimental to the production of oscillations 
because it abstracts energy, tends to remove itself. 

The end result is a sorting-out process, whereby those electrons which deliver 
energy to the oscillation on the grid oscillate about the grid more cycles than do those 
electrons which abstract energy. Thus there is a net resultant energy available to 
sustain oscillations, and there is a tendency for the majority of the electrons in the 
tube at any one time to be oscillating together. 

While the above explanation gives a qualitative picture of the mechanism involved 
in electron oscillators, the details of the actual behavior are complicated by a number 
of factors. Among these are the tendency for space charge to form around the 
cathode and in the vicinity of the plate, the tendency of the grid to intercept the 
vibrating electrons, and a bunching effect similar to that in the klystron tube whereby 
electrons out of phase with the main oscillation tend to gain in phase and catch up 
with the useful electrons, and so finally assist in sustaining the oscillations. Also of 
fundamental importance is the fact that as a vibrating electron gives up more and 
more of its energy after successive oscillations, the excursions of its vibrations become 
progressively less. This causes the electron to drop back in phase (3.е., to oscillate 
at a lower frequency) until the electron will, if not removed in time, finally get a half 
cycle out of synchronism and actually begin to absorb rather than to deliver energy." 

Properties of Electron Oscillators Using Triode T'ubes.—The frequency of the 
electron oscillation is determined primarily by the dimensions of the tube and the grid 
potential, but the external tuned circuit, space charges, negative potential of the 
plate, etc., may alter the frequency by perhaps 30 to 50 per cent. With cylindrical 
electrodes and equal grid-cathode and grid-plate spacings, the wave length is given 
approximately by the relation 


Wave length in centimeters — 6704. (9) 


УЕ, 


where d is the diameter of the plate in centimeters and Ё, is the grid voltage. It is 
thus apparent that the higher the frequency to be generated the greater must be the 
grid potential and the smaller the dimensions of the tube. 

Typical circuit arrangements suitable for use with electron oscillators are shown in 
Fig. 40. All these employ a resonant-line tank circuit. The arrangement a is the 
one most commonly employed, but that at b has been claimed? to give increased output 
and efficiency and together with the arrangement at c appears to be more logical. 

The power output and the efficiency of an electron oscillator are quite critical with 
respect to circuit adjustments and electrode voltages on the tubes. Best results are 
usually obtained with the plate potential slightly negative and with the cathode 
emitting only a limited number of electrons so that conditions are intermediate 
between space-charge limited and temperature-limited space current. The efficiencies 





1 This tendency can be controlled by designing the grid so that it will on the average capture an 
oscillating electron by the time the phase has shifted sufficiently to cause absorption of energy. 
2 See Kozanowski, loc. cit. 
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obtainable are low because of the inherent nature of the generating process, with 
values of 1 to 3 per cent being typical for favorable conditions. The power output 
obtainable is also low because of the low efficiency, and because the grid that must 
absorb most of the power lost is necessarily small and is a type of structure not 
capable of dissipating large amounts of energy. 

Most electron oscillators employ tubes having cylindrical grid and plate electrodes, 
but oscillations have been obtained with tubes having plane electrodes, and with 
tubes having more than one grid. | 

A given electron oscillator is capable of exciting a variety of types of oscillation. 
For example, oscillations of approximately twice the frequency given by Eq. (9) are 
frequently observed, provided that the tuning of the external circuit is suitably 
adjusted. Such oscillations can be considered as a second harmonic of the funda- 
mental electronic oscillation, in the sense that the oscillation frequency actually 
generated is about twice the electron vibration frequency. 

It is also possible to obtain electronic oscillations in which a resonance determined 
by the grid spiral plays an important part.! In such oscillations the behavior is 
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Fie. 40.— Possible circuits for electron oscillations of the Barkhausen type. 


affected by the character of the grid spiral, as well as by the external resonant-line 
circuit and the electrode voltages, and in order to obtain optimum results for a given 
frequency, all these factors must be properly arranged.? 

14. The Magnetron Oscillator.—There are two basic types of magnetron oscil- 
lators. The first of these involves electronic oscillations analogous to electron oscilla- 
tions in a triode tube, in which the frequency is determined primarily by the transit 
time of electrons. "The second type of magnetron oscillation is obtained by employing 
a split-anode arrangement, and taking advantage of the fact that under certain 
conditions a negative resistance can be obtained between the anodes. 

Magnetron Oscillators of the Electronic Type.*—A typical oscillator of this type 
employs a cylindrical magnetron tube with a split anode, associated with a resonant 


1 бее Е. Pierret, Compt. rend., Vol. 186, p. 1284, 1928, 

2 A good discussion is given by M. J. Kelly and A. L. Samuel, Vacuum Tubes as High- frequency 
Oscillators, Trans. A.I.E.E., Vol. 53, p, 1504; also, Bell System Tech. Jour., Vol. 14, p. 97, January, 1935. 

3 The literature related to magnetron oscillators of the electronic type Е voluminous. 113, however, 
іп а very unsatisfactory state, in that most of it consists of experimental observations for specific cases, 
together with some theory that is far from complete. This situation is an indication of the fact that the 
magnetron oscillator is not yet completely understood. The treatment given here represents merely a 
brief summary of the more important literature on the subject. Itis suggested that the reader who wishes 
to pursue the subject further should consult first the paper by E. C. 8. Megaw, An Investigation of the 
Magnetron Short-wave Oscillator, Jour. I.E.E., Vol. 72, p. 326, 1933; also, Wireless Section, I.E.E., 
Vol. 8, p. 72, June, 1933, which gives an excellent summary of the state of knowledge at the time of its 
publication. A later, very valuable summary paper is by G. Heller, The Magnetron as a Generator of 
Ultra-short Waves, Philips Tech. Jour., Vol. 4, p. 189, July, 1939, which gives a very good account of 
the mechanisms of both the electronic and negative resistance oscillators. An important article on the 
operation'of magnetrons having two and four anodes, in which the treatment is in terms of a rotating 
electric field resulting from the generated oscillations, is given by K. Posthumus, Oscillations in a Split 
Anode Magnetron, Wireless Eng. and Exp. Wireless, Vol. 12, p. 126, March, 1935. Other references 
that are suggested in addition to those mentioned elsewhere in this section are O. Groos, The Magnetic 
Field Transmitting Valve with Special Reference to the Decimetre Waves, Elekirische Nachrichten 
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transmission line, as shown in Fig. 41a, and with the magnetic field so adjusted as to 
exceed somewhat the critical value at which the anode current is cut off. In the 
absence of oscillations the electrons emitted from the cathode follow the paths shown 
dotted in Figs. 416 and 41c, and have an electron oscillation frequency corresponding 
to the transit time consumed in this path. Аз in the triode electron oscillator, there 
is a mechanism involved in the magnetron tube whereby these oscillating electrons 
tend to synchronize together.! Thus, assume that the magnetic field is just greater 
than cutoff, and postulate that an alternating voltage having a frequency equal to 
the frequency of the electron oscillations already exists between the anodes. Con- 
sider first an electron emitted as shown in Fig. 416, with the instant of emission corre- 
sponding to the moment at which the alternating voltage on the upper plate is zero 
and just ready to become positive. This electron, instead of following the dotted 
path, as in the absence of a superimposed alternating voltage, follows the heavy path 
and reaches the upper anode because of the extra positive potential that this eleetrode 
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as funed circuit ^ 
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“Fie. 41.—Circuit of electron oscillator of split-anode magnetron type, together with 
electron paths for typical conditions. The magnetic field is perpendicular to the plane 
of the paper. 


possesses during the period that the electron is under the influence of the upper elec- 
trode. The added energy that this electron must acquire in order to reach the anode 
has been absorbed from the superimposed oscillation and so tends to damp it out. 
Next consider an electron emitted at the same instant as the first electron, but from 
the side of the cathode indicated in Fig. 41c. If there were no superimposed alter- 
nating voltage, this electron would follow the dotted path, but because of the alter- 
nating voltage between the anodes, the lower anode is less positive than it would 
otherwise be. The second electron is accordingly attracted less strongly, and hence 
follows a path such as is indicated by the solid line. This electron does not reach the 
anode immediately but circles about and comes to rest near the cathode, after which 
it starts another cycle of oscillations. This electron delivers energy to the super- 
imposed oscillation, and in a complete cycle of oscillation delivers twice as much energy 
as is absorbed by the first electron. Furthermore, this useful electron is still available 
for more cycles of oscillation, whereas the first electron was removed at the end of the 
first half cycle. The end result is seen to be that those electrons that absorb energy 
from the superimposed oscillation tend to reach the anodes relatively soon and so are 





Technik, Vol. 14, p. 325, 1937; G. R. Kilgore, Magnetostatic Oscillators for Generation of Ultra-short 
Waves, Proc. I.R.E., Vol. 20, p. 1741, November, 1932; I. Wolff, E. G. Linder, and В. A. Braden, Trans- 
mission and Reception of Centimeter Waves, Proc. I.R.E., Vol. 23, p. 11, January, 1935. 

' 1 This explanation was apparently first published by Е. E. Terman, “Radio Engineering," 2d ed., 
p. 389, McGraw-Hill, New York, 1937. 
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removed before they can do much harm, whereas those which give up energy to the 
anode circuit, and hence tend to sustain the oscillations, remain and continue to 
deliver energy for a considerable length of time. Thus a net amount of energy is 
available to maintain the oscillation assumed to act between the anodes. 

This picture of the operation of electron oscillators of the magnetron type should 
be considered as only qualitative. Thus space-charge effects and their modifying 
influences are ignored. Likewise, no account is taken of the bunching action that 
necessarily occurs because electrons emitted at different times from a particular part 
of the cathode suffer different accelerations during their travel, and therefore tend 
to bunch under certain conditions. Thus an electron that absorbs energy (the 
case of Fig. 41b), and does not quite reach the anode on the first half cycle of oscilla- 
tion will advance in phase because of the increased velocity acquired. If this con- 
tinues for several oscillations, this electron that has been absorbing power gains a 
half cycle, and is in a position where it becomes a useful electron, and starts deliver- 
ing power to the external circuit. 

The behavior of a magnetron oscillator { 
is complicated by the fact that the elec- | 
trons do not rotate through exactly 860 f 
degrees around the cathode in making one Tq 
cycle of oscillation. Accordingly, after a 
number of cycles have been traversed, an 
electron that started in such a way as to 
deliver energy to the superimposed voltage 
ultimately begins to absorb energy. It is 
hence necessary to remove the electrons 
from the tube after they have completed a DENM 
number of oscillations. This can be ac- pec 
complished by tilting the axis of the tube | field ~. 
slightly with respect to the superimposed 
magnetic field, as illustrated in Fig. 424.1 (4) Magnetron with axis (o) Magnetron with 








Such a tilt gives the electrons a component — //faz with respect fo елд plates 
of velocity parallel to the axis of the tube, magnetic field 
causing them to spiral and ultimately Fie. 42.—Means of causing electrons 


in a magnetron oscillator to spiral out of 


either to pass beyond the ends of the the interelectrode space: 


anodes or to strike the anodes. Experi- 
ment indicates that the optimum tilt angle is of the order of 3 to 6 degrees in typical 
tubes. An alternative method of accomplishing the same result is to provide the tube 
with end plates, as illustrated in Fig. 42b.? These end plates are made positive with 
respect to the cathode, and so produce an axial field that causes the electrons to 
follow a spiral path leading to the end plates, where they are ultimately collected.? 

The frequency of the oscillations generated by a magnetron oscillator depends 
upon the electron transit time. This is, however, influenced by the mode of operation 
of the oscillator, by the presence of space charge, the strength of the magnetic field, 
and by the design of the tube (as, for example, whether one, two, or four anode seg- 
ments are employed). Another factor is the tuning of the external cirċuit, since the 

1 бее Kilgore, loc. cit. 

2 Ernest С. Linder, Description and Characteristics of the End-plate Magnetron, Proc. I.R.E., Vol. 
24, p. 633, April, 1936. 

3 This explanation as to why a magnetron must either be tilted with respect to the magnetic field 
or be provided with end plates in order to function with maximum effectiveness was presented by the 
author in “ Radio Engineering," 2d ed., р. 390, McGraw-Hill, New York, 1937. Calculations by Е. B. 
Pidduck, Theory of Short Wave Oscillations with the Magnetron, Wireless Eng., Vol. 18, p. 404, October, 


1941, indicate that this is apparently the true explanation, and also indicate that on the average an 
electron should make five or ten oscillations before falling into the anode or an end plate. 
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magnitude and phase of the voltage developed in this circuit influence the oscilla- 
tions of the electrons. The wave-length corresponding to the electron oscillations for 
a cylindrical structure with a magnetic field barely able to cut off the plate current 
under nonoscillating conditions is given by the empirical equation! 


13,000 


Хв 


I 


(10) 


where ^ is in centimeters and B is in lines per square centimeter. The magnetic 
field B appearing in Eq. (10) is determined by the dimensions of the tube and the 
anode voltage according to the relation, 


in B lines per sq cm = $72 VE (11) 


where r is the anode radius in centimeters and E is the anode voltage. It is in general 

found that best results are obtained when the strength of the magnetic field is some- 

what greater than the “cutoff” value given by Eq. (11), with a frequency corre- 
_-Cathode spondingly higher. 

Z Magnetron oscillators can be con- 

structed in a variety of types. It is 

possible to obtain electron oscillations 







+ A - nup 
Qo Ев with the use of а single cylindrical 
n anode, but best results are obtained 
\ - Sene aret with a split-anode arrangement, such 
Short-cireulting as illustrated in Fig. 41, or with four 
conmections anodes, as in Fig. 43, with the opposite 


Fra. 43.—Four-anode magnetron with anodes connected together. Mag- 
opposite electrodes short-circuited, together netrons have also been built with 
with associated transmission line. 

more than four anode segments. 
Very high efficiencies and large power outputs have been claimed for a magnetron 
consisting of a single cylindrical anode with four quadrantal end plates at each open 
end of the anode, with the output being taken from the end plates. The tank cir- 
cuit of a magnetron oscillator is normally a resonant-line arrangement connected 
externally to the tube, but the line can be placed inside the tube for very high- 
frequency operation, and can, if desired, be made an integral part of the tube to aid 
in heat dissipation. It has also been proposed that a cavity resonator be used with 
a magnetron, and this has been reported to result in a very large power output.* 

For best operation the filament of a magnetron oscillator should be adjusted so 
that the current in the tube is emission-limited, or at least so that the space charge 
about the cathode is far from complete. It is necessary to pay particular attention to 
the cathode-heating current, because of the fact that some high-velocity electrons are 
returned from the anode region, and bombard the cathode. This raises the temper- 
ature and supplies at least part of the necessary heating power. Under certain 
operating conditions the energy dissipated in the cathode by such electronic bombard- 
ment is greater than the normal cathode heating power, with the result that a cumula- 


1 Theory shows that in the absence of space charge the constant in Eq. (10) is 12,300, while with 
space-charge saturation it is 16,700. See E. С. 8. Мераж, Note on the Theory of the Magnetron 
Oscillator, Proc. I.R.E., Vol. 21, p. 1749, December, 1933; J. Barton Hoag, A Note on the Theory of the 
Magnetron Oscillator, Proc. I.R.E., Vol. 21, р. 1132, August, 1933. 

? Kinjiro Okabe, Electron-beam Magnetrons and Type-B Magnetron Oscillations, Proc. I.R.E., 
Vol. 27, p. 24, January, 1939. 

з E. С. Linder, The Anode-tank-circuit Magnetron, Proc. I. R.E., Vol. 27, р. 732, November, 1939. 

4K. Owaki, On the Magnetron with a Bowl Type Resonator, Electrotech. Jour., Vol. 4, p. 188, 
August, 1940. 
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tive action takes place that results in the destruction of the cathode.! It is necessary 
either that care be taken to operate the magnetron under conditions of anode voltage 
and current such that this action does not take place or that there be an automatic 
regulating device that lowers anode voltage whenever the cathode temperature reaches 
an excessive value, as indicated by excessive emission. 

Magnetron oscillators are capable of developing relatively large power output at 
reasonably good efficiencies at extremely high frequencies. Examination of Eq. (10) 
shows that very short wave lengths are entirely practical with a magnetic field that 
can be readily realized. Powers of the order of 100 to 200 watts at wave lengths of 
50 to 80 centimeters have been reported with air-cooled tubes at efficiencies of the 
order of 40 to 70 per cent. Many investigators have obtained smaller amounts of 
power at much shorter wave lengths with efficiencies of the order of 5 to 25 per cent. 


+100 Electron +150 Electron 
rpath 





+100 +50 
(a) Zero voltage difference (b) Voltage difference 
between anodes between anodes 100% 


Fia. 44.—Electron paths in split-anode magnetron. The contour lines represent equi- 
potential lines, on the basis that the anode supply voltage is 100 (or 100 per cent). 

Magnetron oscillators can operate in a number of modes, and the exact behavior is 
somewhat critical with respect to various details of circuit adjustments. Thus, if the 
magnetic field is considerably greater than that corresponding to cutoff as given in 
Eq. (11), there is a possibility of two or more oscillation frequencies being obtained. 
These can usually be differentiated by suitable adjustment of the filament emission, 
but under some conditions several oscillations of different frequencies will be present 
simultaneously. 

Magnetron Oscillators of the Negative Resistance or Dynatron Type.2—A split-anode 
magnetron operated with a combination of anode voltage and magnetic field such that 
the conditions correspond approximately to cutoff possesses a negative resistance to 
voltages applied symmetrically between the anodes. This arises from the fact that 


1E. G. Linder, Excess Energy Electrons and Electron Motion in High-vacuum Tubes, Proc. I.R.E., 
Vol. 26, p. 346, March, 1938. 

2 J. S. McPetrie and L. Н. Ford, An Experimental Investigation of Resonance and Electronic Oscilla- 
tions in Magnetrons, Jour. I.E.E., Vol. 86, p. 283, 1940; also, Wireless Section. Г.Е.Е., Vol. 15, p. 27, 
March, 1940. 

* О. R. Kilgore, Magnetron Oscillators for the Generation of Frequencies between 300 and 600 Mega- 
cycles, Proc. I.R.E., Vol. 24, p. 1140, August, 1936; Hsu Chang, The Characteristics of the Negative- 
resistance Magnetron Oscillator, Proc. I.R.E., Vol. 28, p. 519, November, 1940; А. Е. Harvey, Output 
and Efficiency of the Split-anode Magnetron Oscillating in the Dynatron Regime, Jour. Г.Е.Е., Vol. 
84, p. 683, 1939; also, Wireless Section, J.E.E., Vol. 14, p. 161, June, 1939. 
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the electron paths under these conditions are as illustrated in Fig. 44. Many of the 
electrons that are attracted by the anode having the highest potential actually are 
deflected in the course of their travel in such a way as ultimately to arrive at the 
anode with less potential. This leads to a negative resistance effect, which can be 
utilized to produce oscillations by the circuit of Fig. 45. 

By employing resonant circuits of high impedance it is possible to obtain very 
high efficiency in split-anode magnetrons of the negative resistance type. In order to 
achieve this result it is necessary that the magnetic field be considerably greater than 
eutoff, and that the amplitude of the oscillations across the tuned circuits be large. 
Then when the superimposed oscillation makes one electrode enough more positive 
than the battery voltage to exceed 
cutoff, the other anode (7.e., the anode 
receiving the current) is at a much 
lower potential than the battery volt- 
age. The losses in the tube are then 
small. 

Magnetron oscillators of the nega- 

Ета. 45.—Circuit for generating oscillations tive-resistance type, unlike those of 
of the negative-resistance type, with the use of the electronic type, generate a fre- 
a split-anode magnetron. quency determined solely by the tank 
circuit. Oscillations from audio frequencies upward can be obtained with the upper 
limit occurring when the transit time of the electrons from emission to arrival at the 
anode becomes an appreciable part of the cycle. In practice, oscillations up to fre- 
quencies of 300 to 600 me can be developed. 

The efficiency of a magnetron oscillator of the negative-resistance type depends 
largely upon the design of the tank circuit. Under favorable conditions efficiencies 
of the order of 30 to 60 per cent are possible at low and medium frequencies. Because 
of these good efficiencies, combined with the 
fact that the anode structure is of a type 
capable of dissipating considerable heat, rela- 
tively large power outputs can be obtained. 

15. Miscellaneous Ultra-high-frequency 
Tubes. Diode Oscillator.!— Transit-time effects 
in a diode tube are such that in certain fre- 
quency ranges that occur at very high fre- 
quencies, the diode offers a negative resistance 
between cathode and anode, as explained in 
Par. 9, Sec. 4. It is possible to utilize this Te ; 
negative resistance to give a negative-resistance 7 Tank circuit 
type of oscillator similar to those of Par. 6, (may be resonant line) 
except that the frequency is very much higher, Га. 46.—Schematic diagram of Heil 
and the mechanism by which the negative tube. 
resistance is obtained is different. This type of oscillator does not appear to be very 
practical, however, since the efficiencies are very low. 

The Heil Tube.2—The fundamental features involved in the construction of the 
Heil tube are shown in Fig. 46. A beam of electrons is produced from the cathode 
that passes through the hole in the anode cylinder Аз, transverses through a hollow 


1 Е, B, Llewellyn and А. E. Bowen, The Production of Ultra-high-frequency Oscillations by Means 
of Diodes, Bell System Tech. Jour., Vol. 18, p. 280, April, 1939; J. S. McPetrie, A Diode for Ultra-H-F 
Oscillations, Exp. Wireless and Wireless Eng., Vol. 11, р. 118, March, 1934. 

2 А conveniently accessible description of this tube is given by Н. E. Hollmann, Theoretical and 
Experimental Investigation of Electron Motions in Alternating Fields with the Aid of Ballistic Models, 
Proc. 1. R.E./; Vol. 29, p. 70, February, 1941. The original paper describing the tube is by A. Heil and 
O. Heil, Z. Physik, Vol. 93, p. 752, 1935. 
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cylinder 7, after which it is intercepted by a catching anode А». The cylinder Z is 
connected to the anodes through a high-impedance parallel resonant circuit that 
represents the tank circuit of the oscillator. It can be shown that under certain 
conditions of electron beam velocity and tube proportions, the interchange of energy 
between the cylinder Z and the electrons entering and leaving it is such as to result in 
the delivery of energy to the cylinder at certain very high frequencies. This comes 
about as a result of a bunching effect that takes place within the cylinder Z, which 
can be utilized in such a way that the electrons emerging from the cylinder and travel- 
ing to the anode А have a distribution with time different from the substantially 
uniform distribution with time of the electrons entering the cylinder. 

Inductive-output Tube..—The essential features of an inductive-output tube are 
shown in Fig. 47. Неге there is a cathode provided with a control electrode and 
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magnetic material that, when acted upon by current passing through the coil, produces a 
flux distribution having a focusing effect on the electron beam that is helpful in preventing 
the beam from striking the glass walls of the tube. 


whatever focusing electrodes are required to produce an electron beam that travels 
through the anode cylinder C and onward toward the collector electrode. The 
cathode with its control grid and focusing structure is operated at a high negative 
potential with respect to the anode electrode C, so that the beam that emerges from C 
has a high velocity. The number of electrons in this beam is controlled by the grid 
in the usual manner, the grid electrode performing exactly the same function as the 
grid of an ordinary triode tube. Thus pulses of electrons travel down the tube at high 
velocity. These pass by a cavity resonator with cylindrical symmetry, provided 
with an air gap ab, as shown, that enables the pulses of electrons passing this air gap to 
induce oscillations in the cavity resonator. The electrons then pass on to the collector 
electrode, which is operated at a potential moderately positive with respect to the 
cathode (but much less positive than the anode C). In order to prevent secondary 
electrons produced at the collector from traveling back down the tube toward electrode 
C, a suppressing field must be established near the entrance of the collector. One 


1 А, V. Haeff and L. 8. Nergaard, A Wide-band Inductive-output Amplifier, Proc. I.R.E., Vol. 28 
p. 126, March, 1940. 
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method of doing this is illustrated in Fig. 47. Here a ring suppressor electrode is 
placed just inside the entrance to the collector, and a rod at cathode potential is 
placed along the axis of the collector as shown. 

The inductive-output tube, as described in the literature, is suitable for operation 
at frequencies up to the order of 500 me, and is capable of giving good efficiency under 
these conditions. It can be used as a power amplifier, or the output can be coupled 
back to the input to give oscillator operation. The effectiveness of the inductive- 
output tube is due in large measure to three factors. First, the inductive coupling 
arrangement makes it possible to employ a cavity-resonator plate tank circuit. 
Second, the tube arrangement permits high-velocity electrons to be used, since anode 
voltages of the order of three or four thousand are feasible. This reduces transit- 
time troubles that would exist in the corresponding triode tube. Third, the use of a 
separate collector electrode makes it possible to obtain high efficiency even though the 
tank circuit produces retarding fields that are only a small fraction of the potential 
of the beam. This is because the collector electrode can be adjusted to a potential 
such that the electrons, after passing the gap ab, are slowed down and are collected 
at a relatively low velocity, with correspondingly small energy dissipation. 


SECTION 7 
MODULATION AND DEMODULATION 


AMPLITUDE MODULATION 


1. Composition of Amplitude-modulated Wave.—In amplitude modulation the 
envelope of the radio-frequency oscillation is varied in accordance with the intelligence 
being transmitted, as shown in Fig. 1. 





(a) Intelligence to be transmitted 





(b) Wave modulated by (a) 
Ета. 1.— Transmission of intelligence by an amplitude-modulated wave. 


The extent of the amplitude variation in an amplitude-modulated wave is expressed 
in terms of the degree of modulation 
For positive peaks (upward modulation): 


Emax 19 Е, 


Degree of modulation т = EM (1) 
0 
For negative modulation peaks or troughs (downward modulation): 
Degree of modulation m = fon un (2) 
0 


where E» Emax, and Emin are the average, maximum, and minimum envelope ampli- 
tudes, respectively, as indicated in Fig. 1. 

With sinusoidal modulation, the positive and negative peak modulations will be 
the same, but, in general, this is not the case. When the degree of modulation is 
unity, the wave is said to be completely modulated. 

531 
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It will be noted that the degree of modulation can never exceed unity on the nega- 
tive peaks, since the envelope amplitude can never be less than zero. The modulation 
ean, however, exceed unity on the positive peaks, a condition referred to as 
overmodulation, 

Analysis of Modulated Wave.\—In the case of simple sinusoidal modulation, the 
equation of the modulated wave can be written as 


е = E\(1 + m sin 214.1) sin 2rft (3) 


where e = instantaneous amplitude of the wave. 
E, = average amplitude of the wave. 
m = degree of modulation. 
f; = modulating (or signal) frequency. 
f = radio (or carrier) frequency. 
Equation (3) can be rewritten as the sum of three waves as follows: 


| 


жЕ, 


e = Hy sin 2zft + zm cos 2r(f — ft — o 608 2r(f + Е (4) 





The first component of the modulated wave in Eq. (4) is termed the carrier, and is the 
same irrespective of the degree of modulation or the modulation frequency. The 
second and third components are termed side-band frequencies, and are the part of the 
modulated wave that represents the intelligence. 

In the general case of nonsinusoidal modulation, the modulation envelope can be 
expressed as either a Fourier series or a Fourier integral, according to whether the 
modulation envelope is a periodic or nonperiodic function of time. In either case, 
there is a carrier having an amplitude equal to the average amplitude of the modu- 
lated wave. In addition, there are a pair of side-band components symmetrically 
arranged about the carrier for each frequency component in the modulation envelope. 
Each such side-band component has an amplitude that is one-half the amplitude of the 
corresponding frequency contained in the equation of the modulation envelope, and 
the frequencies of the pair are greater and less than the carrier frequency by the 
corresponding modulation frequency component. 

The power of a modulated wave is divided between the carrier and the side-band 
components. ‘The carrier power remains constant, whereas the side-band power 
varies in accordance with the character and degree of modulation. In the extreme 
case of complete sinusoidal modulation, the side-band power is 50 per cent of the саг- 
rier power, and in other cases is usually less. 

Side Bands Required in Telegraph, Telephone, and Picture Transmission.—In the 
transmission of telegraph signals by the Continental Morse Code, it is theoretically 
possible to operate telegraph relays, provided that each side band has a width of 
approximately 0.13 cycles per second for each letter transmitted per minute. In the 
case of a five-element code such as is employed in printing telegraph systems, the side 
band need only be three-quarters as wide as with the Continental Morse Code. By 
employing a synchronous vibrating relay to restore the shape of the received signals 
transmitted by the printing telegraph code, it is possible to reduce the band width 
to only 0.05 cycles per letter transmitted per minute.? Under the practical conditions 
usually exisüng in radio systems, it is always desirable to employ bands much wider 
than these theoretical minimums. 

1 К. V. L. Hartley, Relations of Carrier and Side-bands in Radio Transmission, Proc. I.R.E., Vol. 11, 
d poe si of band-width requirements of telegraph signals is given by F. E. Terman, Some 


Possibilities of Intelligence Transmission When Using a Limited Band of Frequencies, Proc. I.R.E. 
Vol. 8, p. 167, January, 1930. 
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Speech of quality corresponding to that commonly existing on long-distance tele- 
phone circuits can be obtained by reproducing modulation frequencies from 250 to 
2,750 cycles. Speech and music having a quality corresponding to that realized under 
typical broadcast receiving conditions can be obtained by reproducing modulation 
frequencies from 100 to 4,500 cycles, while practically perfect reproduction of audible 
sounds requires a frequency band of approximately 40 to 15,000 cycles. In picture 
transmission (including television), the maximum modulation frequency required to 
realize full definition is approximately! 


Maximum frequency that | _ 1ш 


Lll р? 
must be transmitted 24" N (4) 


where w and k represent the ratio of width to height, n represents the number of lines, 
and N equals the number of pictures transmitted per second. This equation assumes 
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Fic. 2.— Circuit diagrams of typical plate-modulated Class C amplifiers. For the sake of 
simplicity the neutralizing arrangement for the modulated amplifier is omitted. 


that horizontal scanning lines are uscd, and that the vertical and horizontal resolutions 
are approximately the same. The lowest frequency that must be reproduced in a 
picture transmission system is Nk, where k is the number of times the lines are inter- 
laced. In the case of a standard system with 30 frames per second and alternate lines 
interlaced, this lowest frequency is 60 cycles. 

2. Plate-modulated Class C Amplifier.?—The plate-modulated Class C amplifier 
is an ordinary Class C amplifier in which the modulating voltage is superimposed upon 
the d-c plate-supply voltage. This makes the total effective plate voltage consist of 
the sum of the d-c plate-supply voltage and the modulating voltage, and so correspond 
to the desired modulation envelope. Typical circuit arrangements for accomplishing 
this are shown in Fig. 2. 

1 For further discussion of the band width required to transmit a television signal, see Chap. 6 of 
V. К. Zworykin and G. A. Morton, “ Television," Wiley, New York, 1940. 


? Plate modulation is frequently called Heising modulation, after its inventor, and is also sometimes 
referred to as constant-current modulation. 
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The Class C amplifier in a plate-modulated arrangement has the exciting voltage, 
grid bias, and tank circuit proportioned so that with a plate voltage equal to twiee 
the aetual d-c plate-supply voltage, the tube is operating as a conventional Class C 
ainplifier with good plate efficiency, and with a power output corresponding to four 
times the earrier power to be developed. When the effective plate voltage is then 
varied between zero and twice the d-c plate-supply voltage by the modulating voltage, 
the radio-frequency output voltage will closely follow the plate-voltage variations. It 
will be noted that these operating conditions correspond to sufficient grid excitation to 
cause the Class C amplifier to operate under relatively saturated conditions except 
possibly at the peak of the modulation cycle. 

The exciting voltage for a plate-modulated Class C amplifier is preferably obtained 
from a source having relatively poor regulation, and it is also desirable that the grid 
bias for the modulated tube be obtained from a grid leak. These features prevent the 
grid current, and hence power dissipation at the grid, from being excessive at the 
trough of modulation, and also tend to increase the linearity of modulation. The 
grid condenser shunting the grid-leak resistance should be small enough so that its 
reactance at the highest modulating frequency is at least twice the resistance of the 
grid leak; otherwise distortion will be introduced through inability of the grid bias to 
follow variations introduced by the modulation. 

The plate tank circuit of a plate-modulated amplifier should have an effective Q 
that is relatively low. Otherwise there will be appreciable discrimination against the 
higher side-band frequencies. The tank circuit should also have a high impedance in 
order that the plate efficiency be high. These requirements correspond to a high 
L/C ratio in the tank circuit, and a relatively close coupling to the load. When 
the output of the modulated amplifier is used to excite a linear amplifier, the load 
that the grid of the output tube places upon the modulated stage is variable. It 
then becomes desirable to load the tank circuit of the modulated stage with sufficient 
resistance to make the effective Q of the tank circuit reasonably constant in spite of 
the variable action of the linear amplifier. 

The rated d-c plate voltage and carrier power of a tube for plate modulation is 
less than the corresponding ratings of the same tube used in Class C operation. This 
is because at the peak of a completely modulated wave the plate voltage effectively 
applied to the tube is twice the d-c value, and the power output at the modulation 
peaks is four times the carrier power. Inasmuch as the tube operates at these peak 
values for only a small fraction of the time, the power ratings for plate modulation 
are usually about two-thirds of those for Class C operation. 

A properly adjusted plate-modulated Class C amplifier produces a modulation 
envelope that has very little distortion. When distortion does exist in a plate- 
modulated amplifior, however, it is usually in the form of a flattening off of the 
positive peaks, as shown in Fig. 3. Such distortion is caused by insufficient electron 
emission from the cathode of the tube, or distortion in the modulator. 

A modulation meter or cathode-ray tube can be used to determine whether 
distortion is present. A rough check upon the presence of distortion can be obtained 
by taking advantage of the fact that with linear modulation, the d-e plate current 
of the tube does not vary when modulation is applied, whereas the d-c plate current 
will fall with the application of modulation if flattening of the positive peaks is 
present, and will rise with overmodulation. 

Modulator Requirements.— The power amplifier that develops the voltage that is 
superimposed upon the plate-supply potential of the Class C tube in order to modulate 
the output is termed the modulator. It is usually a Class B or Class AB power 
amplifier, although in some cases Class A amplifiers are used. The modulator delivers 
its output to a load having an impedance equal to the ratio of d-c plate voltage to 
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d-e plate current of the Class C tube. For complete sinusoidal modulation, the 
modulating power required is 50 per cent of the 4-с plate power that must be supplied 
to the tube during unmodulated conditions. The modulator is accordingly called 
upon to deliver to the modulated amplifier sufficient energy to generate the side-band 
power with Class C amplifier efficiency. 
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Fra. 3.—Characteristics of plate-modulated amplifiers with proper and improper 
adjustments. 


Complete modulation requires that the peak value of the modulating voltage 
equal the d-c plate voltage. This requires not only that the modulator have sufficient 
power capacity but also that there be a proper impedance match. In particular, in 
the usual case where both modulator and modulated tubes receive their plate voltage 
from a common supply, it is necessary either to provide an impedance-matching 
transformer or auto transformer, as in Fig. 25, or to reduce the plate voltage of the 
modulated tube by means of a resistance by-passed to modulation frequencies, as 
shown in Fig. 2a. 

3. Grid-modulated Class C Ampli- 
fier.—In the grid-modulated Class C 
amplifier, the output of a Class C 
amplifier is controlled by varying the 
grid-bias voltage in accordance with 
the modulation, as shown by the 
simplified circuit arrangement of 
Fig. 4. 





The proper adjustment of the Modulating 
Class C amplifier is such that at the voltage 
crest of the modulation cycle (i.e. Fie. 4.—Schematie circuit of grid-modu- 


lated amplifier. For the sake of simplicity the 


when the grid is the least negative), neutralizing arrangement has been omitted. 


the tube operates under typieal Class 
C amplifer conditions with the full rated Class C output, good plate efficiency, and 
a grid excitation that is not quite sufficient to give saturation conditions. These 
conditions can be achieved by usual procedures for designing and adjusting Class 
C amplifiers. 

Complete modulation is then obtained by arranging the relative value of grid-bias 
voltage and modulating voltage to realize this condition at the positive peak of modu- 
lation, and at the same time just barely to cut off the output at the negative peak 
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of the modulating voltage. The required relation between the various voltages in 
the grid circuit is as follows 


Grid voltage for cutoff — 5 + Е, (5) 
Е, + Е, +Ë 
Bias voltage = ——3—- (6) 
Е, + № — Е, 
Peak modulating voltage = — EE (7) 


where E; = bias voltage required for Class C amplifier operation under conditions 
corresponding to the peak of modulation. 
u = amplification factor of tube. 
Еь = d-c plate-supply voltage. 
E, = peak value of r-f exciting voltage. 
The plate efficiency of a grid-modulated amplifier during unmodulated conditions 
is half of the Class C amplifier efficiency realized at the peak of the modulation cycle, 
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Ета. 5.—Characteristics of grid-modulated amplifiers under various conditions. 


or between 30 and 40 per cent in typical cases. When the wave is completely modu- 
lated, the plate efficiency averages about three-quarters of the Class C amplifier 
efficiency, or from 45 to 60 per cent for complete modulation. The carrier power 
that can be obtained from a tube operated as a grid-modulated amplifier is approxi- 
mately one-fourth of the power obtainable from the same tube operated as an ordinary 
Class C amplifier. 

Distortion т Grid-modulated Amplifier.—The relationship between modulating 
voltage and envelope of the modulated wave obtained with grid modulation is com- 
monly S-shaped, asin Fig. 5a. The tendency for the positive peaks to be flattened off 
is usually the result of imperfect regulation of the r-f exciting voltage and the modu- 
lating voltage at the positive peak of the modulation cycle when the modulated tube 
draws grid current. It is also possible for flattening to occur as a result of incipient 
saturation, i.e., because of too much exciting voltage or too high a load impedance. 
The opposite type of curvature existing in the modulation characteristic at small 
envelope amplitudes is the result of the finite plate resistance of the Class C tube. 
This part of the characteristic is more nearly linear the higher the tank-circuit imped- 
ance (corresponding to low power outputs) and the lower the plate resistance (and 
hence the amplification factor) of the tube being modulated. 
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Г! a reasonably linear modulation characteristic is to be obtained, it is necessary 
that the r-f exciting voltage remain substantially constant throughout the modulation 
cycle in spite of the fact that the Class C tube draws much power from the exciting 
voltage only at or near the peaks of the modulation. The desired regulation can be 
obtained either by employing an exciter of relatively large power capacity or by use 
of an amplitude stabilizing device, as shown in Fig. ба.1 In this latter arrangement, 
a diode D is shunted across the r-f exciting voltage and the cathode given a positive 
bias voltage that approximates the peak exciting voltage desired at the crest of the 
modulation cycle. Any tendency for the exciting voltage to rise to greater values 
during the remainder of the modulation cycle when the Class C tube draws little or 
no grid current causes a current to pass through the diode that places an additional 
load on the exciter, and hence minimizes the tendency for the voltage to change. 

The required power capacity, or, more properly, the required internal impedance, 
of the source of modulating voltage, is determined by the fact that the modulating 
voltage should not be distorted appreciably by the grid current of the Class C tube 





Modulating Modulating 
voltage voltage 
(a) (b) 
Fic. 6.—Systems for compensating for the effect of grid current in grid-modulated 
amplifiers. 


flowing at the peak of the modulation cycle. The situation here is exactly the same as 
when one is exciting the grid of an audio power amplifier and drives the grid positive 
at the peaks of the cycle (see Sec. 5, Par. 7). The modulator power capacity can be 
reduced to less than would otherwise be required by means of the compensating scheme 
illustrated in Fig. 65. Here the grid current that tends to flatten the positive peaks 
of the modulating voltage is used to increase the bias on voltage regulator tube T 
so that the load that this tube places on the r-f exciting voltage is reduced. This 
causes the exciting voltage to be increased, thereby tending to compensate for the 
loss in output and eliminate the distortion that would otherwise be present. 

Grid Modulation with No Grid Current.—An extremely linear modulation charac- 
teristic can be obtained with grid modulation by operating the modulated amplifier 
so that the grid is not driven positive even at the peak of the modulation cycle. This 
avoids the flattening off of output at the peak of modulation, and results in a para- 
bolic modulation characteristic such as is shown in Fig. 56. The curvature of such a 
characteristie will be less the higher the load impedance and the lower the amplifi- 
cation factor of the tube, and is similar to the curvature of the dynamic characteristic 
of a single Class A power amplifier tube (see Fig. 17, Sec. 5). Hence, by using a single 
Class A modulator tube coupled to the grid-modulated amplifier with proper polarity, 
the two curvatures will be of opposite sign, and by proper circuit proportions can be 
made to balance. The result is then substantially zero over-all distortion. 


1 The arrangements shown in Fig. 6 were first described by F. E. Terman and R. R. Buss, Some Notes 
on Linear and Grid-modulated Radio-frequency Amplifiers, Proc. I.R.E., Vol. 29, p. 104, March, 1941. 
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Grid Modulation of Screen-grid, Beam, and Pentode Class С Amplifiers.—The same 
principles discussed above in connection with triode tubes also apply to grid modu- 
lation in pentode, beam, and screen-grid tubes. There are no differences involved 
other than obvious ones, such as, for example, the substitution of E, and usg for Ej and 
uin Eqs. (5)-(7). The linearity obtained is, however, usually less than that realized 
with triode tubes. 

High-efficiency Grid-modulated Amplifier of Terman and Woodyard..—The low 
efficiency of an ordinary grid-modulated amplifier can be greatly improved by the 
arrangement shown schematically in Fig. 7. Here the grid-modulated amplifier is 
divided into two parts, A: and А», with the plates of these sections interconnected by 
a quarter-wave length line and with the grid of Ai provided with a quarter-wave 
phasing line so that the radio-frequency outputs will add in the load. This arrange- 
ment is analogous to that used in the high-efficiency linear amplifier discussed in 
Par. 22, Sec. 5, but differs in that instead of applying a radio-frequency exciting voltage 





RF input g 








AC. 
plate voltage 


Fic. 7.—Schematic circuit diagram of high-efficiency grid-modulated amplifier. 


of variable amplitude, the voltage applied to the grids consists of a radio-frequency 
exciting voltage of constant amplitude plus an audio modulating voltage. 

The operation of the system can be explained briefly as follows: With no modu- 
lating voltage applied, tube A: is biased so that it just shows signs of plate current, 
and А; is operated with a load impedance and exciting voltage such that the desired 
carrier power is being generated under Class C amplifier conditions with the grid 
excitation just beginning to saturate. The required impedance in the plate circuit 
of tube А, is obtained by making the plate tank of A» have an impedance that is 
one-quarter of the impedance to be offered A; under carrier conditions, and making 
the characteristic impedance of the quarter-wave line one-half of this impedance to 
be offered to Ai. The impedance inverting action of the quarter-wave line will then 
cause the desired impedance to be presented to tube Ai. Modulating voltage is 
applied to the grids of the two tubes in the same phase. The relative values of mod- 
ulating voltage depend upon the circuit adjustments and the tube characteristics, 


1 For further details, see Е. E. Terman and J. R. Woodyard, A High-efficiency Grid-moduated 
Amplifier, Proc. Z.R.E., Vol. 26, p. 929, August, 1938. 

Another system of high-efficiency grid modulation that is somewhat less practical than the one 
ilustrated in Fig. 7 has been described by F. E. Terman and F. À. Everest, Dynamic Shift Grid Bias 
Modulation, Radio, p. 22, July, 1936. In this modulation system, the tube is operated at reduced plate 
and bias voltages during periods of no modulation. When modulation is applied, the bias and plate 
voltages are simultaneously increased in accordance with the envelope amplitude of the modulating 
voltage in such a manner that the ratio of plate voltage increment to bias increment is equal to the 
amplification factor of the tube. 
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but in most cases tube А: will require a somewhat larger voltage than tube As. The 
radio-frequency exciting voltage on the two tubes will also not necessarily be the 
same. 

With proper adjustments, A, operates so that during the negative half cycle of the 
modulating voltage, this tube functions as a conventional grid-modulated amplifier 
giving full Class C amplifier efficiency at carrier level, and correspondingly less effi- 
ciency during the negative portion of the modulation cycle. On the positive half of 
the modulation cycle, tube А» also delivers output to the load impedance. This 
extra power received to the load causes the apparent load impedance at the receiving 
end of the line to increase, and because of the impedance inverting action of the 
quarter-wave line interconnecting the two tubes, causes the impedance that is offered 
to the plate circuit of А, to become + 
less. As а result, А; increases its 5100 
power output while still maintaining 5 80 


rce 

















full Class C amplifier efficiency. At Ex 60 

the positive peak of the modulation - 

cycle tubes A; and A; deliver equal Р 40 i 

amounts of power to the load, both 1 20 

operate under ordinary Class С Ф 

amplifier conditions, and the alter- ш 05 10 20 30 40 50 60 70 80 90 100 
nating voltages across the two ends Degree of Modulation in Percent 


of the quarter-wave plate-coupling 

























o 

The average efficiency of this ar- у V0 ELS А, (Power output) +— 

rangement is high. Tube A: oper- S 5 ЕЕ 
: Е 208 

ates as a Class C amplifier of good MES 
efficiency at carrier level and during , 5 06 А» ( Power output ) 
the positive half of the modulation 2 c 04 | J 
cycle. Its efficiency falls off only at 5 ie ` |__| -1-2 Я Бр Lj 
the troughs of the modulation cycle e g 0.2 р PTR, (Tube ose) 
when the power involved is low. $8 0 at | 
Tube А» also operates with full Class ё 0 10 20 30 40 50 60 70 80 90 100 


C amplifier efficiency at the modula- Degree of Modulation in Percent 


tion peaks when it is carrying a Fra. 8.—Performance of ideal grid-modulated 
amplifier, on the basis of a Class C amplifier 


considerable amount of power. Al- оное of 80 per cent. 


though its efficiency drops to half 
that of a Class C amplifier before the tube becomes inoperative, the power handled 
becomes less as the efficiency drops. 

The performance of a high-efficiency grid-modulated amplifier in an idealized case 
is shown in Fig. 8, on the assumption that the normal Class C amplifier efficiency is 
80 percent. It will be noted that the average efficicncy is high for all degrees of modu- 
lation and that although А, and Аз are called upon to develop the same peak power, 
the average output and average dissipation of А» is much less than for A. 

'The design and adjustment of the quarter-wave line interconnecting the plate 
circuits of the two tubes, and of the associated tank circuits and coupling to load, are 
carried out exactly as in the case of the high-efficiency linear amplifier discussed in 
Par. 22, Sec. 5. After this has been done, it is still necessary to determine the proper 
exciting and modulating voltages for the two tubes. These can be determined by 
starting with unmodulated conditions and А: inoperative. А, is excited and biased 
so that it gives the desired carrier output with grid saturation just beginning to show. 
The amount the bias must be increased to cut the output of A: to zero is then deter- 
mined, and this increase in bias taken as the peak modulating voltage that will be 
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required for A;. An exciting voltage such as would be used for Class C operation for 
Az is applied to this tube, and the bias is then adjusted so that there is just a trace of 
plate current flowing. This is the grid bias that Аз employs. The difference between 
this grid bias, and the bias that would be used with the same r-f exciting voltage to 
give full Class C amplifier operation on tube A» with grid saturation just beginning to 
show, is the peak modulating voltage required by Аз. With these appropriate 
modulating voltages on the two tubes, the total power output at the positive crest of 
modulation should be four times the carrier power ‘The linearity obtained with these 
modulating voltages can now be checked, and if it is not satisfactory, new values of 
exciting voltages should be employed and the design worked over again until satis- 
factory results are obtained. 

The linearity of modulation of the high-efficiency grid-modulated amplifier is not 
particularly high under practical conditions. For service requiring low distortion, 
such as broadcast work, it is accordingly necessary to employ negative feedback. 

4. Miscellaneous Types of Modulated Amplifiers.—Most modulated amplifiers 
are either of the grid- or plate-modulated type, but many other arrangements are used 
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Ета. 9.—Circuit of suppressor-grid-modulated amplifier. 






to a limited extent, and still other arrangements of merit have been proposed and 
tested in the laboratory. The more important of these miscellaneous modulation 
methods follow. 

Suppressor-grid Modulation—tThe output of à pentode Class C amplifier can be 
controlled by applying to the suppressor grid a modulating voltage superimposed 
upon suitable bias as illustrated in Fig. 9. The operation of this arrangement makes 
use of the fact that as the suppressor-grid potential is made increasingly negative, а 
virtual cathode forms between suppressor and screen. The plate current and hence 
the output then become less the more negative the suppressor voltage. 

In the practical adjustment of the suppressor-grid modulated amplifier, the tube 
is first adjusted to give rated Class C amplifier operation under conditions where 
the suppressor grid is slightly positive. This condition corresponds to the crest of 
the modulation cycle, and represents an output approximately four times the carrier 
power that will be obtained. The suppressor potential required to reduce the output 
substantially to zero is then determined experimentally, giving the conditions at the 
negative modulation peak. Likewise, the suppressor voltage at which the output 
first begins to drop off is determined. The bias voltage is then the average of these 
last two potentials, and the peak modulating voltage is half their difference. 

The plate efficiency of a suppressor-grid modulated amplifier is approximately 
half the efficiency obtained in normal Class C amplifier operation. The over-all 
efficiency is somewhat less because of the screen-grid losses. It is possible, however, 
to make the efficiency approach that obtained with Class C amplifier operation by 
using the same circuit as employed in the high-effiviency grid-modulated amplifier of 
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Fig. 7, except that the modulating voltages are now applied to the suppressors instead 
of to the control grids. 

Typical characteristics of an ordinary suppressor-grid modulated amplifier are 
shown in Fig. 10. The linearity of modulation is not particularly high. Also, the 
screen current rises during the negative portion of the modulation cycle, so that care 
must be taken to avoid exceeding the allowable screen dissipation when suppressor- 


grid modulation is used. 
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Fig. 10.—Linearity curve of typical suppressor-grid modulated amplifier. Note that it is 
impossible to obtain complete modulation without introducing appreciable distortion. 


Screen-grid Modulation.—Modulation is occasionally obtained by applying the 
modulating voltage to the screen grid of the tube superimposed upon the screen 
voltage. This is analogous to plate modulation of a triode, and requires considerably 
less modulating power in proportion to output than with ordinary plate modulation. 
At the same time, the modulation characteristic is not particularly linear, and the 
plate efficiency has the same low value obtained with control-grid modulation. 

Cathode Modulation..—In cathode modulation the modulating voltage is applied 
between cathode and ground of a Class C amplifier as shown schematically in Fig. 11. 
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Fra. 11.—4 schematic circuit of cathode-modulated amplifier. 


This arrangement is essentially a combination of control-grid and plate modulation, 
with the former predominating. The plate efficiency, modulating power, and carrier 
power obtainable from a given tube are accordingly intermediate between the corre- 
sponding cases of pure plate and pure grid modulation, with a tendency to be more 
like the latter than the former. 


1 An extensive discussion of cathode modulation with practical circuit details for specific tubes is 
given by Frank Jones, “Cathode Modulation," Pacific Radio Publishing Company, San Francisco. 
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Loss (Absorption Methods) of Modulaiion.—Loss modulation is accomplished by 
using the modulating voltage to vary the energy absorbed from the generated radio- 
frequency oscillations. This method of modulation was one of the first ever used in 
radio communication. In spite of the fact that many methods of carrying out loss 
modulation have been proposed, the only arrangements of this type giving satisfactory 
performance are two recently developed types shown in Figs. 12 and 13. 

In the circuit of Fig. 12a,1 T, is a Class C amplifier obtaining its plate current 
through a choke L having high inductance to modulation frequencies. A losser tube 
Т, is shunted across the tank circuit of the Class C amplifier, and has its bias adjusted 
so that with no modulation half of the output of the Class C tube is dissipated in the 
losser, and half goes to the load. When modulating voltage is applied to the losser 
tube, the load placed on the tank circuit Г.С. changes. The Class C tube would then 
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Fra. 12.—Circuits for loss modulation using constant-current choke. 





draw a varying current if it were not for the inductance L, and there would be little 
effect upon the voltage across the tank circuit LıCı. However, since the inductance Г, 
maintains the current drawn from the plate-supply voltage substantially constant, 
varying the bias on T'; will produce variations in the plate voltage of Tı. In particu- 
lar, when 7 is driven to cutoff, the plate voltage of Tı will reach approximately twice 
the plate-supply voltage, and furthermore, the losses in Т, will be zero, thereby 
enabling the positive peaks of modulation to be carried. At the same time, when 
the modulating voltage on Т» is at its positive peak, the plate voltage on Tı will be 
practically zero (assuming Т; has low impedance), giving negligible output and 
negligible dissipation in the losser tube. The result is a modulating system in which 
the over-all efficiency under carrier conditions is half the efficiency of a Class C ampli- 
fier, while the efficiency increases during modulation. The carrier power obtainable 
is half the rating of the Class C tube operating as a plate-modulated amplifier, and 
the losser tube must be capable of dissipating a power equal to the carrier power. 
The arrangements of Fig. 12а can be modified as shown in Fig. 12b, where the 
losser tube has been replaced by a diode in which a positive bias voltage and a modu- 
lating voltage are simultaneously applied to the cathode. By making the radio. 


1 The systems of modulation in Fig. 12 were devised by the author. 
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frequency voltage applied to the plate of the diode somewhat greater than the plate- 
supply voltage of the Class C tube, it is possible to obtain the cathode bias from the 
plate-supply voltage. With this arrangement, practically all the power absorbed 
by the losser circuit during the unmodulated intervals is returned to the plate supply 
in the form of rectified 4-с current. The result is an over-all efficiency very nearly 
that of a Class C amplifier. The modulating power required is approximately one- 
half of the power that would be required to plate-modulate the same amount of carrier 
energy, while the carrier power that can be developed approximates one-half the 
rating of the same tube when operated as a plate-modulated Class C amplifier. 

The arrangement illustrated in Fig. 13 has been termed load-impedance modula- 
tion.| Here the tank circuit of an oscillator or Class C amplifier is coupled to the 
load through a quarter-wave transmission line Li, while losser tubes T, are shunted 
across the receiving end of a second quarter-wave line Lz shunting the load. Modula- 
tion is applied to the control grids of the losser tubes, thereby varying the impedance 
at the receiving end т of the line L; in accordance with the modulation. This varies 
the impedance across y in an inverse manner as a result of the impedance inverting 
property of a quarter-wave line, which in turn varies the load upon the Class G 






To load 


Fra. 13.—Schematic circuit for load-impedance modulation. 


amplifier. The power delivered by the tank circuit LC to the line Lı accordingly 
varies with the modulating voltage applied to the losser tubes, as does likewise the 
fraction of this power that is dissipated in the losser tubes. The combined result 
is a modulating system giving approximately the same efficiency and requiring the 
same modulating power as a grid-modulated amplifier. The system has been proposed 
for use in modulation of television transmitters as an alternative to grid modulation. 
In this application, the plate efficiencies of the two arrangements are about the same, 
as is also the carrier output in proportion to tube capacity. The band width is 
either comparable or slightly inferior to that with bias modulation, while the modula- 
tion characteristic is somewhat more linear.? 

Modulation Systems in Which Side Bands and Carrier Are Generated Separately.— 
An arrangement of this type is illustrated schematically in Fig. 14a, and has been 
given the name “phase opposition modulation.” Неге tube T; is excited by the 
unmodulated carrier, while Т» receives its excitation from the output of a balanced 
modulator and operates essentially as a linear amplifier. The load is coupled to the 
tank circuit of tube Т», and this circuit is in turn coupled to the separate tank circuit 
of Ту. The adjustment is such that during unmodulated conditions when T is 
inoperative, Tı operates as a conventional Class C amplifier with sufficient excitation 

1 W. М. Parker, A Unique Method of Modulation for High-fidelity Television Transmitters, Proc. 
Т.В.Е., Vol. 20, p. 946, August, 1938. 

2 Hans Roder, Analysis of Load-impedance Modulation, Proc. I.R.E., Vol. 27, p. 380, June, 1939. 


^L. Е. Gaudernack, A Phase-opposition System of Amplitude Modulation, Proc. T.R.E., Vol. 26, 
р. 988, August, 1938. 
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on its grids to give complete saturation. During the positive half of the modulation 
cycle, tube 7, delivers output to the tank circuit of this tube, and the phasings are so 
arranged that the output adds to the output that Tı produces in the load. As far 
as T; is concerned, this is equivalent to an increase of the effective load impedance 
of the resonant circuit coupled to Ту, which increases the equivalent resistance that is 
coupled into the tank circuit of Tı, and so lowers the impedance of this tank circuit. 
The result is that 7; produces additional output and helps carry the peaks of modu- 
lation. Conversely, on the negative half of the modulation cycle, the output of ТГ» is of 
such a phase as to oppose the currents that 7'; delivers to the load. This reduces the 
resulting current flowing in the tank circuit of Т» with consequent decrease of the 
impedance coupled into the resonant circuit of Tı. This increases the impedance 
offered to the plate circuit of T; and reduces the output of Tı. The conditions are 
such that at the positive peaks of a completely modulated wave, tubes Т; and Т» carry 
equal power, while at the negative peaks, Tı is called upon to supply only the losses of 
its own tank circuit, and Т» operates into a short circuit. The efficiency of the 
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Fie, 14.—High-efficiency modulation system in which the side bands are generated sepa- 
rately from the carrier. 


arrangement during periods of no modulation corresponds to that of an ordinary Class 
C amplifier, and drops off slightly with modulation, but will normally exceed 50 per 
cent even during periods of complete modulation. 

A modification of this system is shown in Fig. 145, where the two tubes are inter- 
connected by & quarter-wave line adjusted as in the high-efficiency grid-modulated 
amplifier (Par. 3), instead of using inductive or capacitive coupling between separate 
tank circuits.1 The operation of the system is essentially the same as in Fig. 14а. 
Tube Т, generates carrier power during unmodulated conditions. When positive 
modulation is applied, T delivers side-band power to the load in phase with the out- 
put derived from Ту, thereby increasing the effective impedance at the load end of the 
line. This lowers the impedance offered to the plate of Ti, and causes T; to increase 
its output to help carry the modulation peaks. Similarly, during the negative half 
of the modulation cycle, Т delivers output in phase opposition to the output derived 
from T,. This reduces voltage across the load end of the line and hence the effective 
impedance at this point, resulting in an increase in impedance offered to Ту and a 
reduction in output of T. 

With both the preceding systems, it is desirable that Т» function as a constant- 
current generator, so that pentode or screen-grid tubes are preferable. However, 

1 А, W. Vance, A High-efficiency Modulating System, Proc. I. R.E., Vol. 27, p. 506, August, 1939. 
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where such tubes are not practicable, it is possible to substitute triodes and introduce 
compensation for the finite plate resistance by applying to Т» a small amount of 
carrier along with the two side bands. This carrier can be obtained by slightly 
unbalancing the balanced modulators used to develop the side bands applied to 7”. 

A modulation system has been proposed for broadcasting in which the carrier is 
radiated from a central antenna, while a polyphase figure of eight radiation pattern 
rotating at audio frequencies is radiated at the side-band frequencies from a combina- 
tion of four vertical antennas at the corners of a square centered on the carrier antenna 
and appropriately phased.! In such an arrangement, the carrier tube can operate at 
full efficiency at all times, and since it supplies most of the power, the over-all efficiency 
of the system has a high average value. 

High-efficiency Modulation System оў Dome.2—This system combines absorption 
modulation with a linear amplifier and low-level modulation, as illustrated schema- 
tically in Fig. 15. Here tube Тз is an ordinary plate-modulated amplifier. Tube T; 
is biased to act as a linear amplifier, but is provided with sufficient exciting voltage 
so that grid saturation occurs at approximately carrier level of exciting voltage. 
Tube T; is a losser tube connected to the receiving end of a quarter wave length 


T2 






Modulating 
h - «p, voltage 
‘Modulating +E, b 

voltage 


Fig. 15.—High-efficiency modulation system developed by Dome. 


transmission line, the input of which is in series with the tank circuit of Т. The grid 
of the losser tube T; is supplied with modulating voltage of such polarity that when 
the modulation on Тз is at its positive peak the grid of Tı is negative. The bias on 
Tı is so adjusted that with zero modulating voltage, approximately half the output 
power of T; is delivered to the transmission line, and the remaining half goes to the 
tank circuit and thence to the load. The operation can be explained as follows: 
When the modulating voltage on Тз is negative, tube Tz acts as an ordinary linear 
amplifier. The resulting negative modulation is helped out by the fact that the 
modulating voltage on the grid of T; is positive, which increases the impedance across 
terminals zz of the line, thereby reducing the proportion of the output power of T; 
that is developed in the load. On the other half of the modulation cycle, the grid of 
T; is driven to cutoff at the peak, causing the impedance of the transmission line at rx 
to be negligible. "This halves the total impedance between the plate and cathode of 
Т», and also causes all the output power of Т» to be delivered to the load, thereby 
taking care of the modulation peak. By proportioning the circuits so that under 
carrier conditions the radio-frequency voltage applied to the plate of Т. is greater 
than the plate-supply voltage, a considerable part of the power delivered to the trans- 
mission line at zz is returned to the plate-supply voltage in the form of rectified d-c 
eurrent, rather than being absorbed in the losser tube. "The over-all efficiency of the 
combination is then of the order of 50 to 60 per cent. 

1J. Е. Byrne, Polyphase Broadcasting, Trans. A.I.E.E., Vol. 58, p. 347, July, 1939; Paul Loyet. 


Experimental Polyphase Broadcasting, Proc. 1. R.E., Vol. 30, p. 213, May, 1942. 
2? R. B. Dome, High-efficiency Modulation System, Proc. I.R.E., Vol. 26, р. 963, August, 1938. 
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Outphasing System of Modulation.\—This arrangement takes advantage of the 
fact that when the side-band frequencies are shifted 90° from the phase position exist- 
ing in an amplitude-modulated wave, the envelope of the resulting wave is substan- 
tially constant. Such a wave can be amplified without distortion and with high plate 
efficiency by a Class C amplifier, after which it can be converted back into an ampli- 
tude-modulated wave by a suitable phase shift of the carrier with respect to the side- 
band components. 

A practical arrangement for carrying out the necessary operations is illustrated 
schematically in Fig. 16. Here the Class C power-amplifier system is divided into two 
parallel parts. Side bands are separately generated by means of balanced modulator 
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Fig. 16.—A schematic layout of transmitter employing outphasing modulation. 


d, and after a 90° phase shift are inserted in equal amounts but in opposite phase 
in the two power-amplifier systems, as shown. The outputs of the two power- 
amplifier systems are then differentially combined in the load impedance so that 
the net input to the load is the vector difference of the outputs of the two amplifiers. 
The side-band components of the two amplifiers add directly in the load, since these 
side-band frequencies were introduced in opposite phase in the two parts of the 
amplifier. On the other hand, the carrier frequency in the load is almost canceled 
out, but is prevented from being zero by the insertion of a small phase shift in the lower 
amplifier. The resultant differential carrier is approximately in quadrature with the 
carrier voltages of the individual amplifiers, as shown by the vector diagrams in 
Fig. 16. Тһе required 90° change in phase of carrier in the output is thereby achieved. 
By properly coordinating the amount of side-band energy inserted into the system 
and the phase shift in the one Class C amplifier system, complete modulation can be 
obtained. 
1H. Chireix, High Power Outphasing Modulation, Proc. I.R.E., Vol. 23, p. 1370, November, 1935. 
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The outphasing system of modulation is capable of giving substantially Class C 
amplifier efficiency throughout the modulation cycle. With proper adjustments, it 
also gives relatively low distortion. 

Controlled-carrier Systems of Modulation.!—In controlled-carrier arrangements, 
the amplitude of the carrier wave is automatically varied in accordance with the 
degree of modulation as averaged over a short interval of time. When the modulation 
is small or zero, the carrier is made small, but as the modulatmg voltage is increased 
to a large value, then the carrier is increased accordingly. A typical wave that results 
is illustrated in Fig. 17. 

Methods of producing controlled-carrier waves are shown in Fig. 18. At a, the 
plate-supply voltage of a plate-modulated amplifier is varied by a saturable reactor 
that is controlled by the 4-с plate current of the Class B amplifier. When the modu- 
lating voltage is small, the reactor saturation is likewise small, thereby placing a high 
reactance in series with the power-supply system. On the other hand, with a large 
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fic. 17.— Wave transmitted from a station employing controlled carrier. 


modulating voltage there is a large d-c current to saturate the reactor, thereby allow- 
ing the d-c voltage applied to the modulated tube to be large, and giving a correspond- 
ingly large carrier. In the arrangement at b, the plate circuit of the Class B modulator 
is connected between cathode and ground of the plate-modulated Class C tube as far 
as d-c and very low-frequency currents are concerned. With little or no modulation, 
the Class B tube consumes a large portion of the available supply voltage, while with 
large modulation the Class B tube draws more current in proportion to voltage. This 
permits a larger fraction of the total plate-supply voltage to be applied between the 
plate and cathode of the plate-modulated stage and so increases the carrier output. 

The use of a controlled-carrier system reduces the average power of the modulated 
wave, and hence the average power loss in the modulated tubes. Also, when such a 
wave is applied to a conventional linear amplifier, it is possible to obtain approximately 
twice as much peak power in a typical case with the same average plate dissipation as 
would be obtained with an ordinary modulated wave. Controlled carrier has the 
disadvantage, however, that there is distortion when the modulating voltage suddenly 
increases in amplitude, since the carrier amplitude cannot be changed instantly. 
Furthermore, it is necessary that the receiver used in the reception of a controlled- 
carrier wave be provided with automatic-volume-control circuits having time con- 


1G. W. Fyler, Phone Transmission with Voice-controlled Carrier Power, QST, Vol. 19, p. 9, January, 
1935; I. A. Mitchell, Controlled Carrier Modulation, Radio, Vol. 17, p. 6, March, 1935, 
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stants suitably related to those of the transmitter. Otherwise violent distortion will 
occur when the carrier fluctuates in amplitude. 

Van der Bijl Modulated Amplifier —This type of modulator consists of an ordinary 
Class À amplifier, to the grid of which are applied a small radio-frequency carrier 
voltage and a large modulating voltage. Modulation takes place as a result of the 
fact that curvature of the Ip — E, characteristic of the tube causes the amplification 
of the radio-frequency voltage to vary during the modulation cycle, as shown in Fig. 
19. This arrangement can be analyzed by the methods outlined in Par. 24, Sec. 5.1 
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Fig. 18.— Methods of developing controlled-carrier wave. 


It is found in this way that the side bands are the result of second-order curvature, 
and that for best results the load impedance in the plate circuit should be negligible 
to the modulating frequency, and be one-third of the average plate-resistance to the 
modulated wave. 

The van der Bijl modulated amplifier is relatively easy to adjust, has stable 
characteristies, and requires negligible exciting and modulating power. At the same 
time its plate efficiency is low, and a high degree of modulation cannot be obtained 
without distortion. The system is used extensively in carrier telephone communica- 
tion in balanced modulators. 


1 See also John R. Carson, The Equivalent Circuit of the Vacuum Tube Modulator, Proc. I. RE, 
Vol. 9, p. 243, June, 1921. 
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5. Modulated Oscillators.—In a modulated oscillator, the modulating voltage is 
used to vary the amplitude of the generated oscillations. This is in contrast with 
modulated amplifiers, where the modulation is accomplished by varying the amplifi- 
cation of a constant exciting voltage. 


Plate current flowing when signal 














Load impedance to modulated, and carrier are both applied fo grid 
Wave pe Y, _____ per us 
Tube -~ 
character- 
2 istics _ 
р 
Carrier `` Si А ——— — Мы 
voltage Signal voltage Grid 
voltage 


(a) Circuit of van der Bijl 


Modulates Amplifier "Carrier voltage 


applied to gria 







Pn Si nal voltage 
EN applied fo ord 


"wolf g actual, 
(c) Modulated Wave Contained ) ғ ан А . 
in Plate Current (Б) Details of Modulation Operation 


Fie. 19.— Circuit of van der Bijl type of modulated Class A amplifier, together with oscillo- 
grams showing details of operation. 


Plate-modulated Oscillators.—'The most common type of modulated oscillator is 
that in which plate modulation is used in the same manner in which a Class C amplifier 
is plate modulated. If the oscillator obtains its bias from a grid-leak grid-condenser 
arrangement and is adjusted to operate at high efficiency, the amplitude of oscillations 
is always such that the crest value of the alternating plate-cathode voltage is just 
slightly less than the d-c plate voltage. Accordingly, if the plate voltage is varied by 
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Fig. 20.— Circuit diagrams of typical plate-modulated oscillators. 


means of a modulating voltage, the amplitude of the generated oscillations will faith- 
fully follow the modulation. 

"Typical circuit arrangements for a plate-modulated oscillator are shown in Fig. 20, 
and are analogous to those of Fig. 2 for the plate-modulated amplifier. The power 
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relations and efficieney obtained with this type of modulation are the same as for the 
corresponding plate-modulated Class C amplifier. 

The linearity of a plate-modulated oscillator is as good as or better than that of 
any other modulating system. To obtain good linearity, it is necessary merely that 
the oscillator be adjusted to give efficient operation, that the reactance of the grid 
condenser be at least twice the grid-leak resistance at the highest modulating fre- 
quency, and that the effective Q of the plate tank circuit be low enough to avoid 
discrimination against the higher modulation frequencies. 

Miscellaneous Types of Modulated Oscillators.—Although plate modulation is by 
far the commonest method used to modulate oscillators, other means are occasionally 
employed. Thus the output of an electron-coupled oscillator can be modulated by 
applying modulating voltage simultaneously to the screen grid and plate in the ratio 
of the 4-с voltages acting on these electrodes, as shown in Fig. 21. Oscillators having 
automatic amplitude control can be modulated by inserting modulating voltage in 
series with the voltage that acts to control the amplitude at the point indicated by 
xin Fig. 25, Sec. 6. The systems of modulation of Figs. 12 and 13 can also be applied 
to oscillators by obvious modifications. ‚ 
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Fra. 21.— Combined plate and screen modulation of electron-coupled oscillator. 


6. Comparison of Modulation Systems.—Modulated amplifiers are practically 
always used in preference to modulated oscillators, except occasionally at the lower 
radio frequencies. This is because in modulating an oscillator, there is inevitably a 
certain amount of incidental frequency modulation introduced. This results in 
spurious side bands that have sufficient intensity at all except the lowest radio fre- 
quencies to introduce undesired consequences in most applications. 

The plate-modulated Class C amplifier is the most widely used of all systems of 
modulation. It gives excellent linearity, but has the disadvantage of requiring rela- 
tively large modulating power. The ordinary grid-modulated amplifier is used to a 
limited extent. It requires only a small modulating power, but has low plate efficiency 
and relatively high distortion. The high-efficiency form of the grid-modulated 
amplifier combines high over-all efficiency and economy of installed tube capacity 
to a greater degree than any other modulating system except perhaps the outphasing 
system. Although comparatively new, this high-efficiency system is already finding its 
way intocommercial use. Theoutphasing system of modulation has been used іп some 
of the high-power French broadcasting stations, but the circuits are so complicated 
and the adjustments so critical that it is probably less desirable than other comparable 
systems. The modulating systems of Fig. 14, in which the side bands are separately 
generated, have slightly less over-all efficiency than the high-efficiency grid-modulated 
arrangement, and are fully as complicated, so appear to offer no particular advantage. 
The loss-modulation systems described in Figs. 12 and 13 and also the Dome system 
have good to fair characteristics, but their use has so far been confined to equipment 
being tested experimentally. Cathode modulation is used to a considerable extent in 
amateur circles, but being partly control grid and partly plate modulation, it is 
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essentially a compromise inferior either to pure plate or pure grid modulation, which- 
ever is considered most desirable for the circumstances at hand. 

The modulation systems capable of giving the most linear modulation up to high 
degrees of modulation are the plate-modulated Class C amplifier, the grid-modulated 
Class C amplifier operated without grid current, and the outphasing system. A high 
degree of linearity is no longer of major importance in practical modulating systems, 
however, since with the development of negative feedback, it is now possible to 
sacrifice linearity for efficiency and still obtain low over-all distortion. 

7. Carrier Suppression Systems and Single Side-band Generation.—The side 
bands of a modulated wave can be obtained without the carrier by use of a balanced 
modulating system such as illustrated in Fig. 22.1 Here T; and Т» are two modulated 
amplifiers to which carrier voltage is applied in the same phase and modulating voltage 
in opposite phase. If the system is symmetrical, the phase relations are such that no 
carrier voltage appears in the output, and side bands do appear in the output. 
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Fra. 22.—Balanced modulator arrangements for generating a double side-band wave witb 
carrier suppressed. 


A single side band can be produced by passing the output of a balanced modulator 
through a filter. Thus, if the carrier is 20 kc and the modulating frequencies are in 
the range 250 to 3,000 cycles, as in the case of carrier telephone communication, the 
output of the balanced modulator will contain a lower side band, extending from 19,750 
to 17,000 cycles, an upper side band from 20,250 to 23,000 cycles, and whatever 
residual carrier comes through as a result of dissymmetry in the balanced arrangement. 
If this output is then passed through a filter that transmits only one of the side bands, 
as, for example, a band-pass filter in which the pass band extends from 20,250 to 
23,000, one obtains a pure single side band. The highest carrier frequency for which 
a single side band can be obtained in this way is limited by the maximum sharpness 
of cutoff that can be obtained in the filter. However, once a single side band has been 
produced at a low carrier frequency, it can be shifted to a higher frequency region by 
modulating the single side band upon a higher carrier frequency and then separating 
out one of the resulting side bands by means of a second filter. Thus, if the single 
side band in the preceding example is used to modulate a 500,000-cycle carrier with 
the use of a balanced modulator, the output of this operation would contain two 

1 Other balanced modulator circuits are given in Per. 8 
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side bands representing frequency ranges 520,250 to 523,000 and 480,250 to 483,000 
cycles. It is then a relatively simple matter to separate one of these side bands from 
the other with a filter. The process can be repeated again by modulating this side 
band upon a still higher carrier frequency if the side band is to be displaced higher 
in the frequency spectrum. By carrying out the displacement of the side band in steps 
in this way, the percentage difference in frequency between the upper and lower side 
bands can always be made great enough for ordinary filters to function effectively.! 
In some types of communication, a single side band is employed with a reduced 
carrier amplitude and a residual second side band. The frequency spectrum of such 
an asymmetric single-side-band system is shown in Fig. 28. Such arrangements are 
used in television, and have been proposed for broadcast transmission as a means of 
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generation of single side-band signal with re- Copper oxide modulators find 


сво с cartier amplitude and residual second ыт widest application in telephone 
сө эвде; work and in laboratory apparatus. 
In such uses, it is customary to employ four copper oxide rectifier units arranged 
in a circuit such that the output of the modulator contains side bands but 
no carrier. Typical circuit arrangements are illustrated in Fig. 24. In practical 
operation these make use of a carrier-frequency voltage that is considerably 
greater than the audio voltage that is to be modulated upon the carrier. As a 
result, the carrier acts essentially as a high-frequency switch, causing the indi- 
vidual rectifiers to conduct or fail to conduct the applied modulating voltage according 
to the polarity of the applied radio-frequency voltage, with the modulating voltage 
having very little control over the action because of its small amplitude. In the 

1 Details of systems for producing single side bands located at high frequencies are given by A. A. 
Oswald, A Single Side-band Radiotelephone System, Proc. I.R.E., Vol. 26, p. 1431, December, 1938; 
В. A. Heising, Production of Single Sideband for Trans-Atlantic Radio Telephony, Proc. I.R.E., Vol. 13, 
p. 291, June, 1925. 

? А more detailed discussion of copper-oxide rectifiers, together with methods of analyzing their 
behavior, is given in the following articles: R. 8. Caruthers, Copper Oxide Modulators in Carrier Tele- 
phone Systems, Trans. A.I.E.E., Vol. 58, p. 253, June, 1939; Leo L. Beranek, Applications of Copper 


Oxide Rectifiers, Electronics, Vol. 12, p. 15, July, 1939; E. Peterson and L. W. Hussey, Equivalent 
Modulator Circuits, Bell System Tech. Jour., Vol. 18, p. 32, January, 1939. 
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circuit of Fig. 24a the action of such a carrier voltage causes the path from the input 
to output of the modulator to be periodically short-circuited every half cycle, while 
in Fig. 24b the path is open-circuited every half cycle. In the arrangement of Fig. 24c 
the radio-frequency voltage causes the direction in which the modulating voltage is 
transmitted to the output to be reversed every half cycle of the carrier voltage. In 
every ease the resulting output contains the two side bands with the carrier absent. 
There are also present additional side bands corresponding to harmonies of the carrier, 
but these can be filtered out by appropriate circuits. 

The side-band energy developed in the output is all derived from the energy applied 
to the modulator by the modulating voltage, and is equal to this energy less the 
resistance loss in the copper oxide units. These losses can be as low as 2 db at low 
frequencies, and will reach 8 to 9 db at frequencies of the order of 4 me. 
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Fie. 24.— Typical copper oxide modulator circuits. 


Copper oxide rectifiers are suitable for operation up to frequencies of at least 4 mc. 
At these high frequencies it is necessary to operate at an impedance level of the order 
of 50 ohms to minimize the effect of internal capacities. At lower frequencies imped- 
ance levels of 600 to 1,000 ohms can be used, and result in increased efficiency. 


DETECTION 


9. Diode Detection of Amplitude-modulated Waves.i— Detection, which is also 
sometimes referred to as demodulation, is the process of recovering from a wave the 
intelligence that was originally modulated upon it. In the case of amplitude modula- 
tion, detection accordingly means deriving from the modulated wave a voltage that 
varies in accordance with the modulation envelope. In all practical cases, this is 
accomplished by rectification of the modulated wave. 

The most widely used detector of modulated waves is the diode rectifier. The 
circuit of a simple detector of this type is shown in Fig. 25a, where Г is the resistance 


1 The discussion given here for diode detectors was worked out by the author with the aid of C. K. 
Chang, and represents an extension of the methods of Harold A. Wheeler, Design Formulas for Diode 
Detectors, Proc. I.R.E., Vol. 26, p. 745, June, 1938. Additional information on diode detection is given 
by E. Roberts, Straight-line Detection with Diodes, Jour. Ј.Е.Е., Vol. 75, p. 379, 1934; Wireless Section, 
Т.Е.Е., Vol. 9, р. 325, September, 1934; C. Е. Kilgour and J. M. Glessner, Diode Detection Analysis, 
Proc. І.В.Е. л). 21, p. 930, July, 1933. 
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to which the rectifier output is delivered and C is a condenser that by-passes radio- 
frequency voltages, but has a high impedance to the modulation-frequency potentials 
developed across №. 


= )<Piode The action of such a detector is shown 

3 R fectified in the oscillograms of Fig. 25. At each 
Signal input? Siow ene positive peak of input voltage, the plate is 
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pulse of a plate current to flow that charges 
the condenser C to a potential that is only 
slightly less than the peak voltage of the 
signal input. Between peaks, the plate of 
the diode is less positive than the cathode 
as a result of the negative charge on the 
condenser C, so that no current flows 
through the tube and part of the charge on 
the condenser C leaks off through the resist- 
ance R, to be replenished by the next pulse 
of current. 

Efficiency of Rectification —The ratio of 
d-c voltage deveioped across the output 
(d) Total Voltage Applied Between Plate of a diode to the peak amplitude of the 

and Cathode of Diode applied carrier is termed the efficiency of 
rectification of the carrier. 
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Similarly, the effieiency with which the modulation is rectified can be expressed 
by the equation 
А peak modulation-frequency voltage 
Efficiency of rectifi- Е _ уе рой across diode load Кос MR 
cation of modulation | Ы (degree of modulation) X (peak ampli- 
lente of applied carrier) | 


(9) 


The efficiency ло of rectification of the carrier depends upon the amplitude of the 
applied signal and the ratio of diode load impedance to internal plate resistance of 
the diode tube. It tends to be constant for large signal voltages, but falls off when 
the applied potential is of the order of a few volts or less. The value of то with large 
signals depends upon the ratio of load resistance to internal plate resistance of the 
diode, and is normally of the order of 70 to 90 per cent, as shown in Fig. 26. 

The efficiency э» with which the modulation is rectified usually differs only very 
slightly from the efficiency with which carrier is rectified, particularly when the 
efficiency of rectification is high. For ordinary design purposes, one can assume 
that the two are the same unless the load offers an impedance to modulation-frequency 
currents that is very much less than the d-c resistance, in which case nm will be slightly 
less than no. 

Distortion in Diode Detectors—A-C—D-C Impedance Ratio.—An ideal diode detector 
will exactly reproduce in its output the modulation envelope of the applied signal. 
When a practical diode detector is operated under conditions where the efficiency of 
rectification is high and is substantially constant over the range of amplitudes repre- 
sented by the variations of the modulation envelope, the output will contain very 
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little distortion, provided that one satisfies the relation 





Diode load impedance to | 
modulation-frequency currents i degree of modulation of (100) 
Diode load impedance to applicd signal : 
direct currents 
In symbols, this equation can be written 
Z >` 
=” 106 
R^" (10b) 


The ratio Zm/Ro is commonly referred to as the a-c-d-c impedance ratio of the diode 
load. 

The character of the distortion resulting from violating the criterion represented 
by Eq. (10) is shown in Fig. 27. In the case where the a-c impedance Zm is a resist- 
ance, but is less than the d-c resistance, аз is the case in the circuits of Fig. 29а when 
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Ета. 26.—Rectification efficiency as a function of load resistance for а typical diode. 


the condenser C; is an adequate by-pass to modulation frequencies, then the negative 
peaks of the output voltage are clipped off at a point where the instantaneous ampli- 
tude corresponds to an instantaneous degree of modulation allowed by Eq. (10). This 
is shown in Fig. 27c. When such clipping occurs, the amount of distortion that 
results is approximately 





Approximate rms } _ actual modulation — modulation allowed by Eq. (10) (и) 
distortion = 2 X actual modulation 


When the diode load impedance Z to the modulation frequency is less than the d-c 
resistance and also has a phase angle, as will always be the case at high frequencies 
where the shunting condenser cannot be neglected, then violation of Eq. (10) results 
in a diagonal clipping, as in Fig. 27d. The distortion introduced in this way is less 
than with flat clipping of the negative peaks, but is by no means negligible, 

When the criterion of Eq. (10) is satisfied, the distortion is small, although there 
will be some residual distortion as a result of variation of the efficiency of rectification 
with instantaneous envelope amplitude. This is commonly under 3 per cent, with 
the value tending to be smallest when the applied signal is large, the degree of modula- 
tion small, and the diode load impedance high compared with the diode plate resist- 
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ance. The exact magnitude of this type of distortion can be determined for any 
particular case by experimental methods given below. 
Input Impedance of Diode Detectors—Reduction in Modulation of Input Signal by 
Detector.—A. diode offers to the applied carrier voltage a resistive input impedance 
given by the relation 


Input resistance to carrier = Ro (12) 


2n0 
where До is the 4-с resistance of the diode 
load impedance and зо is the efficiency with 
(a) Envelope of modulated wave which the carrier is rectified. Similarly to 
a side-band frequency the diode acts as 
though it had an input impedance 


Diode input impedance | — San (33) 


to side-band frequency 20m. 


where 12. is the magnitude of the diode 
load impedance to the modulation frequency 
involved and nm is the efficiency of rectifica- 
tion of the modulation. The phase angle 
of the input impedance offered to the upper 
(c) Diode output voltage — negative side band is the каше AD the angle of Zm 

and for the lower side band is the negative 

peaks clipped А 
of this phase angle. 

The input impedance of the diode causes 
the amplitude of the carrier and side bands 
at the diode terminals to be less than if 
(d) Diode output voltage — diagonal clipping the tube were inoperative. The amount of 

: reduction is determined by the ratio of 

Fic. 27.-—Output waves obtained . А "em 
from a diode, indicating different types internal impedance of the exciting voltage to 
of distortion. the input impedance of the diode, and is 

not necessarily the same for the carrier and 
side bands. The reduction in carrier amplitude caused by the diode loading may 
accordingly be accompanied by a change in the degree of modulation. The quan- 
titative relations involved are as follows: 











Ro 
Carrier voltage | -E= 220 (14) 
applied to diode Z4 Ro 
А 210 


tm, (15) 








Degree of eae | ePi Qnm 
; : р 
at diode terminals | Z4 zy i 
20m 25; 
where Eo = carrier voltage at diode terminals with tube inoperative (5.е., filament 
unlighted). 
mo = degree of modulation at diode terminals with tube inoperative. 
Z, = internal impedance of source of exciting voltage at the carrier frequency. 
Z, = internal impedance of source of exciting voltage at the side-band fre- 
quencies. 


1 This change in the degree of modulation of the applied signal is in addition to any side-band trim- 
ming caused by the resonant circuit supplying voltage to the diode. 
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The quantities Ro, am, по, and Zm are defined as before. In Eqs. (14) and (15), it is 
to be noted that Z., Ж, and Zm may have phase angles, and so must be treated as 
vectors. In Eq. (15), the phase angles to be used for Z; and Zm are either the pair of 
values for the upper side band or the pair of values applying to the lower side band. 

Examination of Eq. (15) brings out the fact that when Zm/Ro < 1 and the source 
impedance is substantially the same to the carrier and side bands, the diode reduces 
the degree of modulation of the voltage existing at its terminals. "This helps prevent 
the degree of modulation at the diode terminals from exceeding the allowable value 
given by Eq. (10). 

Radio-frequency Voltage in Detector Output.—A radio-frequency voltage appears 
across the shunt condenser in Fig. 25a as a result of radio-frequency currents that 
flow through the plate-cathode capacity Cp. of the diode and the radio-frequency 
components of the pulses of plate current. Although this voltage is small, it is com- 
monly not negligible. To prevent it from passing on into the audio-frequency ampli- 
fier following the detector output, it is customary to provide a radio-frequency filter 
В,С, as shown in Fig. 29. The capacity С, in this filter is usually the same size as C, 
and the resistance R, is a portion of the d-c resistance of the diode load impedance. 

On the assumption that the radio-frequency voltage in the output is small, one has? 


1\2]% 
aC 
Ro 
270 





R-f carrier voltage across C = Е, (+) + (15а) 


The presence of the radio-frequency filter reduces this voltage by the faetor(1/«C:) /E; 

The first term in the parentheses on the right-hand size of Eq. (15a) takes into 
account the effect of the current through the plate-cathode capacity of the diode, while 
the second term is the contribution of the pulses of plate current. These components 
are in quadrature, and with practical circuits designed for operation on voice-modu- 
lated waves commonly have the same magnitude somewhere in the frequency range 
75 to 200 ke. At higher frequencies the first term will dominate; at lower frequencies, 
the second. 

Experimental Determination of Diode Characteristics.—The efficiency with which a 
diode detector rectifies the carrier can be readily determined by applying a sine-wave 
voltage to the diode. The applied signal can be of any frequency, even 60 cycles, it 
merely being necessary that the capacity shunting the diode load impedance have 
negligible reactance at the frequency of measurement. The d-c voltage across the 
load can be conveniently obtained from a knowledge of the d-c resistance Ro and the 
reading of a microammeter in series with this resistance. 

The rectification efficiency to the modulation for the case where the load impedance 
Zm to the modulation frequency is a resistance less than the 4-с resistance Ry can be 
obtained experimentally as follows: the d-c rectified voltage E, is first observed with 
an applied signal corresponding to carrier amplitude, and with a diode load impedance 
equal to the d-c resistance. The load resistance is then reduced to Zm, and a positive- 
bias voltage is applied to the cathode in series with the load impedance as shown in 
Fig. 28, having the value 


Dee tina (1 = 2") Е, (16) 
0 


The amplitude of the applied signal is now varied to simulate the variation in envelope 
amplitude present during modulation and the resulting voltage across the load resist- 


1 This relation was derived and verified experimentally by the author and C. К. Chang. 
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ance Zm plotted as in Fig. 28. The rectification efficiency т» to the modulation is 
given by the slope of the resulting curve, as shown. 

The residual distortion occurring in detection when the conditions specified by 
Eq. (10) are satisfied can be obtained by treating the curve such as that of Fig 28 
that gives the variation of output voltage with variations in signal amplitude about 
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Fie, 28.—Curves illustrating method of experimentally determining rectification character- 
istic when the a-c-d-c impedance ratio is less than unity. 


the carrier value, as though these curves were dynamic characteristics of an amplifier; 
1.6. 
2d harmonie еһах + emin — 260 
Fundamental 2(€max — Emin) 





(17) 


Where exa. = output voltage between cathode and ground when signal is (1 + m) 
times carrier. 
Emin = Output voltage between cathode and ground when signal is (1 — т) 
times carrier. 
eo = output voltage between cathode and ground when signal is the carrier. 
These voltages are indicated in Fig. 28, and all include the bias Е, as part of max, 
Emin, and eo. 

Practical Diode Circuits and Factors Controlling Their Performance.—Circuits of 
typical diode detectors as used in practice are shown in Fig. 29. These differ from 
the simple arrangement of Fig. 25a in that a radio-frequency filter В: С\ is provided, 
and d-c voltages are blocked from the output by means of the condenser C, In 
the circuit of Fig. 29b, provision is also made for automatic volume control by sepa- 
rating the d-c component from the modulation-frequeney component of the output 
with audio-frequency filter RCs. The radio-frequency filter consumes some of the 
rectified output of the detector, so that the net voltage available at the output ter- 
оппа] is less than the voltage developed across the full load impedance. The presence 
of the blocking condensers C; and C; also causes the load impedance to modulation 
frequencies to be less than the resistance offered to d-c rectified currents. This intro- 


Par. 9] MODULATION AND DEMODULATION 559 


duces the possibility of negative peak clipping at low and moderate modulation 
frequencies, with an additional diagonal clipping possible at high frequencies because 
of the shunting effect of the condenser C at high audio frequencies. 

In proportioning circuits such as are shown in Fig. 29, the input condenser C is 
commonly 50 to 100 „uf. This value is fixed by the fact that condenser C should 
be considerably larger than the plate-cathode capacity of the diode and, at the same 
time, should have the highest possible impedance to modulation frequencies. The 
d-c resistance Ro = В, + E; is selected on the basis that this resistance must be at 


EP 3 


Y: 
Filter 





C2 
AR 
Modulation’ ^ 
frequency output Rectified output 
(a) (b) 





To automatic 
volume control 
Oluf 








500000xR3 200000 


VatTable- 
/ control 
adjustment 


дојат" 4 


é 
4009 000' 
Modulation 
frequency output 
(c) Typical circuit constants used for (b) 
suitable for broadcast receivers ' 


Fie. 29.—Typical design of diode detector in which provision is made for an automatic- 
volume-control voltage and for obtaining the modulation-frequency output free of direct- 
current voltages. 


least as great as the reactance of the input condenser C at the highest modulation 
frequency that is to be rectified without appreciable frequency distortion. The 
resistances Rs and E, in the audio-frequency shunts are made as high as possible, and 
are commonly arranged so that the resistance Rz across which they are shunted is 
appreciably less than the total d-c resistance of the diode load. In this way, the 
impedance Zm offered to modulation frequencies at the terminals of condenser C will 
differ less from the d-c resistance across the same terminals than if the audio-fre- 
quency shunts were connected directly across condenser C and were of lower resistance. 

The most important characteristics of a diode detector are (1) the maximum degree 
of modulation as a function of modulation frequency that the incoming signal may 
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have, without some form of negative peak clipping; and (2) the variation of output 
voltage as a function of modulation frequency for an incoming signal of constant 
amplitude and degree of modulation. These two characteristics depend upon 
both the input impedance of the diode and the internal impedance of the source of 
exciting voltage, and make it necessary to consider the diode tube with its load circuit 
and input circuit as a single system. 

The allowable degree of modulation that &n incoming signal may have without 
introducing peak clipping can be calculated by the following steps: 


1. Determine the ratio of modulation at the input terminals of the diode to the modulation of the 
incoming signal for the case where the diode tube is inoperative. This takes into account reduction in 
the degree of modulation caused by side-band trimming arising from the selectivity of the tuned input 
circuit. 

2. Calculate with the aid of Eq. (15) the reduction in degree of modulation produced by the input 
impedance of the diode. 

3. Multiply the factors obtained in steps (1) and (2) to get the total loss in degree of modulation 
arising from side-band trimming plus input impedance effects of the diode. 

4. Caleulate the allowable degree of modulation at the input terminals of the diode by Eq. (10). 

5. Divide the result from (4) by the factor obtained in (8) to obtain the degree of modulation of the 
incoming signal that makes the modulation at the diode terminals equai the maximum allowable value. 


The results of such calculation for the detector proportions of Fig. 29c are given in 
Fig. 30. 
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Fre. 30.—-Typical curves showing effect of source impedance and of Q of source imped- 
ance on the allowable degree of modulation a signal may have without peak clipping. This 
figure assumes the detector circuit of Fig. 29c. 


The maximum degree of modulation that the incoming signal may have without 
peak clipping depends primarily upon the impedance ratio Zm/Ro of the diode input, 
and upon the ratio of the source impedance to the input impedance of the diode. 
When the internal impedance of the voltage applied to the diode is much higher than 
the input impedance of the diode, then Eq. (15) shows that the diode reduces the 
degree of modulation by the factor Zm/Ro (assuming nm = то). There is then no 
possibility of negative peak clipping, since even à completely modulated incoming 
signal has its degree of modulation reduce to the point where Eq. (10) issatisfied. This 
corresponds to curve 3 in Fig. 30, which is to be compared with curve 1. On the 
other hand, when the source impedance 2, and (7) is much less than the input imped- 
ance of the diode, then the input impedance of the diode does not affect the degree 
of modulation, and peak clipping occurs when the modulation of the incoming signal 
exceeds Zm/Ro. Side-band trimming in the tuned input circuit reduces the tendency 
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toward peak clipping as shown by comparing curves 1 and 2 in Fig. 30, and also 


curves 3 and 4, respectively. 
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Fra. 31.—Curves corresponding to those of Fig. 30, giving relative output voltage of 
the detector as a function of modulation frequency, and assuming constant amplitude and 


modulation of the incoming signal. 


The relative output voltage as a function of modulation frequency is given by 
the way in which the modulation at the diode terminals varies with modulation fre- 


quency, ав calculated in step 3 above. 
This characteristic is affected by the 
way in which the ratio Zn/Z, varies 
with modulation frequency and by 
the side-band trimming produced by 
the selectivity of the exciting circuit 
at the higher modulation frequencies. 
When the internal impedance of the 
г-Ё source is much higher than the 
input impedance of the diode, the rela- 
tive output voltage will then be 
proportional to Zn/Ro (assuming 
тт = то). This is the case in curve 
3, Fig. 31. On the other hand, when 
the internal impedance of the source 
is much less than the input imped- 
ance of the diode, the only variation 
in output voltage with modulation 
frequency is the side-band trimming 
produced by the selectivity of the r-f 
exciting circuit at high modulation 
frequencies. Curves 1 and 2 of Figs. 
30 and 31 correspond to thiscase. The 
behavior in intermediate cases depends 
upon the relative r-f source and diode 
input impedances and upon their rela- 





Plate current 






<-Plate current 





Signal volta 
applied to grid 


Fie. 32.—Details of action taking place in 
plate rectifier, showing how a modulated wave 
applied to a grid adjusted to cutoff will cause 
plate-current pulses having an average value 
that varies in accordance with the modulation 
envelope. 


tive variation with frequency. In general, when the internal impedance of the source 
&nd the input impedance of the diode are of the same order of magnitude, then the 
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falling off in output at high modulation frequencies will be either greater or less than 
that caused by side-band trimming in the input circuit, according to whether the load 
impedance of the diode varies more or less rapidly, respectively, with modulation fre- 
quency than does the internal impedance of the exciting voltage. 

In general, circuit relations that result in the output falling off at the higher modu- 
lation frequencies will also correspond to a high allowable degree of modulation at 
high modulation frequencies, and vice versa. A comparison of Figs. 30 and 31 illus- 
trates this. 

10. Miscellaneous Methods of Detection.—Although diode detectors are used 
in the great majority of cases in rectifying modulated waves, other methods of detec- 


RF choke "S шї Filter Filters 











Modulated 
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Modulated 
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Note: Bias resistors adjusted so that bias approximates 
cut off with покта! rated carrier voltage 


Ета. 33.—Typical plate-detector circuits. 


tion are possible and have a limited use. The more important of these are described 
below. 

Plate Detection of Large Signals.i—In plate detection (also termed bias and anode 
detection), an ordinary amplifier tube is biased approximately to cutoff. A radio- 
frequency signal voltage applied to the grid of such a tube will give pulses of plate 
current on the positive half cycles and no current on the negative cycles, as shown in 
Fig. 32. The resultant average plate current is then dependent upon the average 
amplitude of the applied signal, thus giving demodulation. This current develops 
an output voltage by being passed through an ordinary audio-coupling system, ar 
shown in Fig. 33. 

As far as the audio-frequency load impedance is concerned, the modulation-fre- 


quency currents in a plate detector output 
(a) Constont-voltage- (b)Constant-current- 


generator Form generator Form  2ct as though they were produced by 
i--ScmEg a generator voltage E, acting between 

Ra acs plate and cathode in series with a certain 

Rg equivalent plate resistance Ra. This leads 

nio E: to the equivalent eircuits shown in Fig. 34, 


: Em which have the same form asthe equivalent 

Fic. 34.— Equivalent plate circuits of Я P ; 
plate detector. Note the similarity to the amplifier cireuits of Figs. 1 and 88, Sec. 5, 
corresponding equivalent amplifier circuits but differ in that the equivalent generator 
of Fig. 1, Bec. 5. voltage and internal voltage are now 

determined by different factors. 

The modulation-frequency voltage E. that can be considered as giving rise to th 

modulation-frequency current is given by the equation 


E, = numE (18; 


where m = degree of modulation of the applied signal. 
Eo = carrier amplitude of the applied signal. 
и = amplification factor of tube. 
1The discussion of plate detection given here is based on a modification of analysis originated by 


Stuart Ballantine, Detection at High Signal Voltages: Plate Rectification with the High Vacuum 
Triode, Proc. I.R.E., Vol. 17, p. 1153, July, 1929. 


Par. 10] MODULATION AND DEMODULATION 563 


E (81,/8E)z-z, 
g и(91,/9Ер)Е-Е, 
Е = applied signal (crest amplitude). 
In practical plate detectors the rectification efficiency is of the order of 0.8 to 0.9, 
provided that the carricr is not too small. 

The equivalent plate resistance Ва of the plate detector is the dynamic or incre- 
mental plate resistance of the tube as measured by an audio frequency when the radio- 
frequency carrier voltage is acting on the tube. Its numerical value is usually about 
three times the plate resistance of the same tube when operated as an ordinary 
amplifier. 

The ratio nu/Ra = S. corresponds to the transconductance of amplifiers and is 
termed the conversion transconductance. It is of particular importance in the case of 
pentode tubes, in which case the output voltage developed across the load impedance 
Zz in the plate circuit is? 


= efficiency of rectification.! 


Output voltage = mE\S.Z1, (19) 


where E, is the carrier voltage applied to the grid and m is the degree of modulation. 
The numerical value of S. in ordinary tubes is 
approximately 0.3 times the transconductance 
of the same tube operated as an ordinary 
amplifier. 

The audio-frequency coupling uetwork of a 
plate detector is designed on the basis of the 
equivalent circuit of Fig. 34, exactly as though an 
audio amplifier is being dealt with, except that it 
is desirable to insert a radio-frequency filtcr 
between the plate and the output, as shown in = 
Fig. 33. The bias voltage may be obtained from Fra, 35,—Circuit of infinite input- 
a fixed source or may be self-bias. In the latter impedance detector. 
case, the bias resistance should be such that the 
tube operates at cutoff when the rated carrier voltage is applied. Resistance coupling 
is normally used with pentode tubes, while transformer coupling is customarily with 
triodes. Resistance coupling is to be avoided in the latter case, since it introduces an 
a-c-d-c impedance ratio problem not present with transformer coupling or with the 
pentode tube. 

Compared with a diode, plate detection has infinite input impedance, and gives 
more output voltage in proportion to applied signal. At the same time plate detec- 
tion has greater distortion, is more critical as to the range of conditions giving satis- 
factory operation, and ean develop only a limited available output voltage without 
excessive distortion. In particular, it is possible to obtain only about one-third as 
much output voltage from a given tube acting as a plate detector as when operating 
asa Class A audio amplifier. It is also much easier to obtain automatic volume 
control from diode detectors. 

Infinite Input Impedance Detector.—This detector employs the circuit of Fig. 35. 
When a signal voltage is applied, a rectified plate current flows that builds up a voltage 





1 The efficiency of detection з can be measured by applying to the grid of the detector an alternating 
voltage (of any convenient frequency) equal to the carrier voltage Eo for which 7 is desired and noting 
the d-c plate current. The crest value of this alternating grid voltage is then increased by a small 
increment AE; after which the plate voltage is altered by any amount AZ» such that the d-c plate 
cartent is the same value as before the addition of the grid-voltage increment. The ratio АВь/АЕ, із 

en ш]. 

? Equation (19) assumes that the effective plate resistance Ea of the tube is much higher than the 
actual load resistance. If this is not true, then Zz must be taken as the impedance formed by the actual 
toad impedance when shunted by the effective plate resistance of the tube. 
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across the impedance Zz that is only slightly less than the envelope amplitude. The 
end result is much the same as with diode detection, except that the input impedance 
is infinite. The peak modulation-frequency voltage obtainable across the output 
without overloading is quite large, approaching half the plate-supply voltage. The 
infinite input impedance detector is subject to negative peak clipping when the degree 
of modulation exceeds the a-c-d-c impedance ratio of theload. For proper operation, 
the infinite input impedance detector should be adjusted so that it operates reasonably 
close to cutoff when no signal is applied. It is also necessary that a reasonably large 


(a) (b) 
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Ета. 36.—Circuits of grid-leak detector. 


signal voltage be applied if distortion is to be minimized. A voltage for automatic- 
volume-control purposes cannot be readily obtained. 

Grid-leak Power Detector.!— A typical circuit of a grid-leak power detector is shown 
in Fig. 36. Here rectification takes place in the grid circuit, with the grid and cathode 
functioning as a diode detector and with the rectified voltage being developed across 
the grid leak-condenser combination R,C, The mechanism of operation is illus- 
trated in Fig. 37, where the voltage existing between the grid and cathode of the tube 


Volts 





Volts 





(c) Grid voltage for proper 
grid-leak condenser 
proportions 





и Amperes 
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Ета. 37.—Details of action taking place in grid circuit of grid-leak power detector of Fig. 36. 


is seen to consist of the radio-frequency signal voltage plus the voltage across №, 
arising from the rectified grid current. This latter potential, which represents the 
desired output, is amplified in the plate circuit, where it can be separated and utilized 
as desired. 

A grid-leak power detector corresponds roughly to a diode detector plus one stage 
of audio-frequency amplification. It has the disadvantage, however, that the maxi- 


1 F. E. Terman and М. В. Morgan, Some Properties of Grid Leak Power Detection, Proc. I.R.E., 
«01. 18, p. 2160, December, 1930. : 
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mum carrier voltage that can be handled is of the order of 40 per cent of the peak 
alternating voltage that could be applied to the same tube operating as a Class A 
audio amplifier, and the modulation-frequency output voltage obtainable without 
excessive distortion is likewise about 40 per cent of the voltage obtainable from the 
same tube acting as an audio amplifier. These limitations arise from the fact that 
with applied signals larger than this, plate rectification becomes pronounced on the 
peaks of modulation, and combines with the effect of grid rectification to flatten the 
positive peaks. 

A modified form of grid-leak power detector using the Wunderlich tube is illus- 
trated in Fig. 38. Here diode type of rectification takes place between the grid and 
the cathode, with the use of a full-wave center-tapped connection. The advantage 
of this arrangement is that the radio-frequency signal voltage is applied to the two 
coplanar grids in phase opposition, and so does not affect the plate current. The 
result is that a Wunderlich tube in this connection is capable of developing an output 
voltage approximately the same as when the tube functions as a Class A amplifier 
with the two grids in parallel.1 

Square-law (Weak-signal) Detection.*— 

The term square law is applied to a detector 

in which the rectified output is propor- Input À 
tional to the square of the effective value 

of the applied signal. Any rectifier will I 
act as a square-law device when the ap- Note: Cg commonly furnished by stray 
plied signal is sufficiently small, since over capacity of co// to ground 

a limited range the voltage-current char- Fie. 38.—Circuit of grid-leak detector 
acteristic can always be approximated by using Wunderlich tube. 

a section of a parabola. For this reason, 

square-law detectors are sometimes referred to as weak-signal detectors. 

The most common type of square-law detector is an amplifier so adjusted that the 
operating range falls on the curved portion of the grid-voltage plate-current character- 
istic curve. When a signal is applied to such an amplifier, the positive half cycles 
are amplified more than the negative half cycles, causing an increase in the d-c plate 
current and also introducing frequency components in the output current not present 
in the applied signal. Other types of square-law detectors that sometimes are used 
are crystal detectors (see below) and grid-leak detectors. The latter are similar 
to the grid-leak power detector except that the grid-leak resistance is chosen on & 
different basis. 

The behavior of square-law detectors can be analyzed by the power-series method 
and the resulting equivalent circuit discussed in Par. 24, Sec. 5, and depends upon 
second-order effects. These effects can be briefly summarized as follows: There is a 
rectified d-c current proportional to the square of the effective value of the apphea 
signal, together with second harmonics of each frequency component of the applied 
signal, and sum and difference frequencies formed by every possible combination of 
frequencies contained in this signal. The amplitude of each second-harmonic com- 
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1 Additional discussion of the theory of this system of detection is given by F. E. Terman, Further 
Description of the Wunderlich Tube, Radio Eng., Vol. 12, p. 25, May, 1932. 

2 The following is a list of references selected from the extensive literature on the detection of weak 
signals: Stuart Ballantine, Detection by Grid Rectification with the High-vacuum Triode, Proe. I.R.E., 
Vol. 16, p. 593, May, 1928; John R. Carson, The Equivalent Circuit of the Vacuum-tube Modulator, 
Proc. I.R.E., Vol. 9, p. 243, June, 1921; E. L. Chaffee and G. H. Browning, A Theoretical and Experi- 
mental Investigation of Detection for Small Signals, Proc. I.R.E., Vol. 15, p. 113, February, 1927; F. M. 
Colebrook, The Rectification of Small Radio-frequency Potential Differences by Means of Triode 
Valves, Exp. Wireless and Wireless Eng., Vol. 2, p. 946, December, 1925; F. E. Terman, Some Principles 
of Grid-leak Grid-condenser Detection, Proc, I. R.E., Vol. 16, p. 1384, October, 1928; Е. Е. Terman and 
T. M. Googin, Detection Characteristics of Three-element Vacuum Tubes, Proc, I. R.E., Vol. 17, p. 149, 
January, 1929. 
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ponent is proportional to the square of the amplitude of the corresponding funda- 
mental part of the applied signal, while each combination frequency has an amplitude 
proportional to the product of the amplitudes of the two individual components 
involved. Thus, when the applied signal consists of a simple sine wave Е, sin 2zft, 
the output contains d-c and second-harmonie components proportional to E,?. With 
a heterodyne signal represented by Ei sin 21/4 + Es sin 2175, the output will con- 


(Hy? + E2) 
2 


tain a rectified d-c current proportional to : sum and difference combina- 


tions having frequencies fi + fz and fı — fe, respectively and amplitudes proportional 
to Е.Е, and second-harmonic terms of frequencies 2/1 and 2f» with amplitudes pro- 
portional to E;? and E;?, respectively. Finally, when the signal is a modulated wave, 
the fact that the rectified output is proportional to the square of the amplitude of the 
signal causes the output to be a distorted reproduction of the modulation envelope. 
With sinusoidal modulation, the distortion consists of a second harmonic of the 
modulation, and has a percentage 100 X т/4. For purposes of analysis, the modu- 
lated wave can be thought of as consisting of three frequency components, the carrier 
and two side bands. The output then contains the rectified direct-current term, 
second harmonies of each of the three components, two difference-frequency terms 
formed by the carrier combining with the two side bands to give the desired modula- 
tion-frequency output, and a second harmonic of the modulation frequency arising 
from the difference frequency formed by the two side-band components. 

Square-law detectors are of importance for several reasons: First, any detector 
becomes a square-law device when the applied signal is sufficiently small. Also, 
square-law detectors give a distortionless difference frequency in the case of heterodyne 
signals. Finally, square-law detectors are widely used in measurement work because 
they have a simple and exact law of behavior, and do not generate high-order harmon- 
ics and combination frequencies such as exist when rectifiers are used that produce 
current pulses that are chopped-off sections of sine waves. 

Crystal Detectors.)—lIn a crystal detector, use is made of the rectifying action that 
can be obtained with contacts involving certain crystals. Although a great variety 
of crystals can be used for this purpose, the most common are galena, silicon, iron 
pyrites, and carborundum. With galena, a fine pointed wire resting lightly on the 
crystal is employed. Silicon and iron pyrites can use a somewhat higher pressure, 
and so are more stable, but are at the same time less efficient as a rectifier of small 
signals. Carborundum will operate satisfactorily with still more pressure, and is 
very stable but correspondingly less sensitive. 

Crystal rectifiers are effective in rectifying weak signals, provided that a sensitive 
point on the crystal is located. Crystal rectifiers have the disadvantage, however, of 
being quite delicate and variable. The only use of crystal detectors at the present 
time is in ultra-high-frequency work, because they will function at frequencies where 
transit time effects in diodes are excessive. In such applications silicon has been 
recommended as & good compromise between sensitivity and stability.” 

Copper Oxide Detectors.—Copper oxide rectifiers find extensive use as detectors in 
certain special applications, notably as heterodyne detectors at carrier frequencies. 
In such applications, copper oxide elements are arranged in the same circuits used for 
copper oxide modulators (Fig. 24), with the signal applied to one pair of input ter- 
minals and the local oscillator to the other pair. The difference frequency then 
appears at the output as the lower side band. 

1 An excellent survey of crystal detectors is given by Е. M. Colebrook, The Rectifying Detector, Exp. 
Wireless and Wireless Eng., Vol. 2, p. 330, March, p. 394, April, p. 459, May, 1925. 

2 See С. C. Southworth and А. P. King, Metal Horns as Directive Receivers of Ultra-short Waves, 


Proc. I.R.E., Vol. 27, p. 95, February, 1939, which also describes constructional details of a silicon detec- 
tor for experimental use 
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Copper oxide rectifiers have been proposed as substitutes for diode detectors in 
ordinary radio receivers, but have not been used commercially for this purpose.! 

ii. Frequency Conversion by Heterodyne Action.—The carrier frequency of a 
signal can be changed by superimposing a local oscillation, and rectifying the resulting 
wave. The detector output then contains a wave having the same modulation as the 
original signal, but a carrier frequency that is the difference between the frequency of 
the signal and the superimposed oscillation.? Such an arrangement is known as a 
frequency converter, and the process of obtaining the new frequency is referred to as 
heterodyne action. 


t 
Es ЛАИН 


T | 
OA AN ААА 
JEUNE PERDE PPP 


Fett. 


(lil 
{| | НИ " Tm Mt | | | 


ДАИ 








Ета. 89.— Typical heterodyne waves showing how the combining of two waves of slightly 
different frequencies results in a wave having an envelope that pulsates in amplitude at the 
difference frequency of the component waves. 


Envelope of Heterodyne Signal.—The envelope of a wave formed by superimposing 
two sine waves pulsates at the difference frequency, is as shown in Fig. 39. The equa- 
tion of the envelope is 


Instantaneous amplitude 
of envelope 





| = V E + Eg + 2E,E, cos ol (20) 


where Е, and E, are the crest amplitudes of the two waves and w/2r is their difference 
in frequency. This envelope can be considered as having a constant component upon 


1L. O. Grondahl and W. P. Place, Copper-oxide Rectifier Used for Radio Detection and Automatic 
Volume Control, Proc. I.R.E., Vol. 20, p. 1599, October, 1932. 

? There is also in the detector output another component modulated in the same manner as the signal 
but having a carrier frequency that is the sum of the signal and superimposed frequency. This sum 
frequency component is only very occasionally made use of, however. 
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which is superimposed a difference-frequency component and various harmonics of 
the difference frequency, according to the equation! 


Envelope 


amplitude | = aeE,(1 + m, cos wt — тз сов 24 + ms cos 3...) (21) 


where E, is the amplitude of the larger oscillation and ао, mi, Ma, etc. are coefficients 
depending on E,/E,, as given in Fig. 40. 

This equation shows that when one signal is much larger than the other, the fluc- 
tuations in amplitude of the envelope are substantially sinusoidal, proportional to the 






































0 О 02 03 04 05 06 OF 08 09 0 




















Fie. 40.—Coefficients for use in Eq. (21) giving the amplitudes of the various frequency 
components contained in the envelope of a heterodyne wave. 


weaker signal, and substantially independent of the amplitude of the stronger signal. 
When the two signals are equal, the magnitude of the difference frequency output is 
affected somewhat by the amplitude of both signals, and the distortion in the envelope 
reaches à maximum of 20 per cent second harmonic. 

In its most general form, the equation of the envelope of a heterodyne signal con- 
sisting of a series of superimposed waves 


€ = Eo sin w + Ei sin (wit + 9i) + Es sin (ost + фз) +... 
1 F. M. Colebrook, The Frequency Analysis of the Heterodyne Envelope, Exp. Wireless and Wireless 


Eng., Vol. 9, p. 195, April, 1932; F. E. Terman, Linear Detection of Heterodyne Signals, Electronics, 
Vol. 1, p. 386, November, 1930. 
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is given by the equation 


Envelope = [Eo + Ej? + Es? +... + 280 В! cos [(w1 — eot + gil 
-LO2ESÉs cos [(w2 — oof + el +... (21a) 
+ 2E,Es cos Ко — wt + (e1— ex] +... 1% 


Linear and Square-law Detection of Heterodyne Waves.— When a heterodyne signal 
consisting of two sine waves is rectified by а square-law detector, the detector output . 
always contains a sinusoidal difference frequency component free of harmonics, irre- 
spective of the relative amplitudes of the signal and superimposed oscillation. A 
linear detector, on the other hand, gives a rectified output proportional to the envelope 
of the wave rather than to the square of the envelope, and so develops output com- 
ponents according to Eq. (21). The difference-frequency output will then be sub- 
stantially free of harmonics only if the superimposed oscillation is much larger than 
the signal that is to have its frequency changed. If the two have equal amplitudes, 
there is 20 per cent second-harmonic 
distortion. Input circuit Gs, 
In the general case of a heterodyne signal tuned to 64 

Signa. NN 
containing many frequency components, a frequency, NM 
square-law detector will develop in its out- / 
put à component for every sum and difference / 
frequency combination that can possibly be 
formed from the frequency components in- 
volved in the wave applied to the detector. 3 
The relative amplitude of each of these sum 
and difference frequencies is the product of «ео om кесте ҮЗ 
the amplitudes of the corresponding compon- resistor 
ents contained in the applied signal. for Gs 

With linear detectors, the situation is К 
somewhat more complicated. In general, /осо/ =“ 
the output will contain frequency compon- oscillator 
ents corresponding to the Fourier series 
analysis of the envelope of the applied signal. 
In addition, there will also be sum and 
difference frequencies and various combination frequencies representing higher order 
combinations than simple sums and differences of the applied radio frequencies. 

12. Special Converter (or Mixer) Tubes.1—The demodulator used in a frequency 
converting system can be any type of detector or modulator. Extensive use is made 
of special tubes, however, of which the most important are the pentagrid mixer, 
pentagrid converter, and triode-hexode converter. 

Pentagrid Mixer (6L7).2—The pentagrid mixer is a special five-grid tube employed 
in the circuit arrangement illustrated in Fig. 41. The inner grid Gi functions as an 
ordinary control grid, to which the signal voltage is applied. "The second and fourth 
grids, С» and Са, are connected together and function as a screen grid. The third 
grid, Сз, is biased negatively and has voltage applied to it from a separate local 
oscillator. Grid Gs is an ordinary suppressor grid, giving the plate circuit of the tube a 
characteristic corresponding to that of а pentode. In operation, G, controls the space 
current drawn from the cathode in accordance with the signal voltage, and the 
oscillator acting on бз serves as a switch that allows these electrons to pass on to 






Fic. 41.—Circuit of typical pentagrid- 
mixer tube. 


1 An excellent discussion of converters is given by E. W. Herold, The Operation of Frequency 
Converters and Mixers for Superheterodyne Reception, Proc. J.R.E., Vol. 30, p. 8, February, 1942. 

з C, Е. Nesslage, Е. W. Herold, and W. A. Harris, A New Tube for Use in Superheterodyne Fre- 
quency Conversion Systems, Proc. I. E.E., Vol. 24, p. 207, February, 1936. 
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the anode or causes them to be returned to the screen region, according to whether 
the oscillator voltage is positive or negative, respectively. The result is equivalent to 
modulating the oscillator voltage upon the signal frequency, with the result that a 
difference frequency (or side-band) current is developed in the anode circuit. 

The pentagrid mixer tube has the merit of giving very low interaction between 
the local oscillator and the signal-frequency circuits, even at very high frequencies. 
It has the disadvantage of requiring a separate oscillator. 

Pentagrid Converter —The pentagrid converter combines the local oscillator and 
demodulator in a single tube, as shown in Fig. 42. Here б, and ©, function as the 
control grid and anode of an electron-coupled local oscillator. Gs, and бъ function as 
Screen grids, while G, is biased negatively and has the signal voltage applied to it. 
The action of the oscillator causes pulses of plate current to arrive at Gs at the 
peak of each oscillator cycle. A virtual cathode is then formed in front of Ga, and 
the signal voltage on this grid controls the number of electrons that the plate is able 
to draw from this virtual cathode which appears at each positive peak of the 
oscillator voltage and then disappears between pulses. The current actually arriv- 
ing at the plate is hence modulated by both oscillator and signal voltages, giving 
a difference-frequency or lower side-band component corresponding to the desired 
output frequency. 

The pentagrid converter tube 

6:54; has the advantage of simplicity in 

G NM that one tube serves as both con- 

, verter and oscillator. At the same 
Output time, it has three fundamental de- 
д fects:! First, the transconductance 
of the oscillator section is relatively 





Input. / low, which introduces design diffi- 
circuit ' culties in the oscillator circuit at 
X ; E high frequencies. Second, the oscil- 

j Geass о circuits lator frequency will change slightly 
та. 42.—Circuit o bio pentagrid-converter with variation in the bias on the 


signal grid. This occurs because 
the bias on the signal grid affects the number of electrons returning from the 
virtual cathode to the vicinity of the actual cathode, and so alters the effective 
capacity between the oscillator grid Gi and the space charge near the cathode. 
This variation in frequency with bias on the signal grid is sufficient to be 
troublesome at high frequencies. Third, the coupling between G, and the pulsating 
virtual cathode between it and б: causes oscillator-frequency currents to flow through 
the signal-frequency circuits associated with grid Gs. This leads to undesirable 
operating characteristics, as, for example, lowered efficiency of conversion, overloading 
of the signal grid, etc. The effect is particularly important at high frequencies where 
percentage difference in oscillator and signal frequency is small. 

The effect of the signal-grid bias on oscillator frequency can be eliminated by 
modifying the design of the pentagrid converter as shown in Fig. 43. In this arrange- 
ment, typified by the 6SA7 tube, a pair of collector plates is mounted at the side rods 
of the screen-grid structure Gz as shown, and the geometry is such that most of the 
electrons returning toward the cathode from the virtual cathode between б; and а 
are deflected sidewise and intercepted by these end plates. The result is that the 
voltages applied to the signal grid ©; have little effect upon the space charge around 
the cathode, and hence on the oscillator frequency. 


1 There is also, in addition to these defects, a certain amount of coupling between oscillator and 
signal circuits, even at low frequencies, as a result of the fact that the voltage on the signal grid affects 
the current flowing to the oscillator grid бз. See Раш W. Klipsch, Suppression of Interlocking in First 
Detector Circuits, Proc. I.R.E., Vol. 22, p. 699, June, 1934. 
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Triode-herode Mizxer..—The electrode arrangement of a triode-hexode mixer, 
together with a typical circuit arrangement, is shown in Fig. 44. Неге Gi and the 
anode A, are on one side of a flat cathode and function in a triode oscillator circuit. 
On the other side of the same cathode there is an extension of the oscillator grid Gi, 
followed by a screen grid С that surrounds a signal grid Gs, with a second (or mixer) 


Dotted tines indicate 
electron paths, 


Cathode . 










.-Plafe (P) 


_-- Suppressor 
(Gs) 


Collector plates di `` Sereen (G4) 


(connected fo Go) 


| ‘Signal grid (65) 
‘Screen (G2) 


Fig. 43.—Pentagrid converter provided with collector plates that serve to prevent electrons 
returned by grid G4 from reaching the cathode region. 


anode Аз. This side of the tube operates in much the same manner as a pentagrid 
converter, with the voltage that the oscillator section develops on the grid G; causing 
pulses of space current that form a virtual cathode on the cathode side of the signal 
grid Сз. The triode-hexode mixer has the advantage over the pentagrid tube in that 
the oscillator can be designed for higher transconductance. Furthermore, the 
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Fra. 44.—Electrode arrangement of triode-hexode mixer. 


shield S connected to the cathode eliminates all interaction between the oscillator 
and triode sections, so that the oscillator frequency is independent of bias on the 
signal grid or tuning in the signal-grid circuits. 


1E. W. Herold, W. A. Harris, and T. J. Henry, A New Converter Tube for All-wave Receivers, 
R.C.A. Rev., Vol. 3, р. 67, July, 1938, 
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18. Gain of Converter Systems.—The ratio of the difference-frequency voltage 
developed in the output of a converter to the signal voltage applied to the input is 
termed the converter gain, and is! 


Converter gain = S.Zr (22) 
where S, equals conversion transconductance (defined in the same way as in plate 
rectification) and Zz is the load impedance in the plate circuit to the difference 
frequency. 


The value of conversion gain depends upon the variation of transconductance of 
the tube over the cycle of the local oscillator. With optimum operating conditions, 


TABLE 1—Conversion Gain AND NOISE IN CONVERTER SYSTEMS 











Approx. 
Typical corvee AR 
Type of detector characteristics енн s noise 
distance resistance 
9o, lo, 
1. Triode |. | 
plate gm Ib 0.2890 13/90 
detection Sig* osct Р 
Ес жы Ес — 
Jo 10 Is 
2. Pentode T^ XT | 15 + 21 7? 
plate ; (=) 08 Blo / ЛЬ , 0.28400 | 9 
detection Sig*osc 50 dm do 
Ес Eo 
I 
9o о I 
Р 120 — 
3. Pentagrid £y — г n 0.140 go 
mixer Sig. Osc. 0.590 gm 0519 i Jo 
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4. Pentagrid —= л І, 
converter б) Е $ L \ 57 тя 
and triode- Sig. Occ 9x Jm К Ip 0.289, _ ve 
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gm = transconductance, mhos. 
go = transconductance, mhos, of tube with zero bias on Gi (inner grid), when tube is connected to 
act as triode (7.e., all grids but G1 connected to anode). 


I» = plate current, amp. 

То = total space current with zero bias on Gi, amp. е 

gz = transconductance in case 4 when oscillator voltage is at the positive crest and signal grid (G3) 
has normal operating bias, mhos (gz approximates go in practical cases). 

Iz = plate current under conditions for which gz is defined, amp. 

Ec = voltage on oscillator grid. 


1 Equation (22) assumes that the load resistance is small compared with the effective plate resist- 
ance of the converter tube. This assumption is very closcly realized in all arrangements where the 
plate current is substantially independent of plate voltage. In case this is not true, then Zr, in Eq. (22) 
should be taken as the resistance formed by the actual load impedance shunted by the equivalent plate 
resistance of the tube defined as in plate rectification. 


Par. 14] MODULATION AND DEMODULATION 573 


values of conversion transconductance for different types of converters are listed in 
Table 1.1 The gain that can be expected in a converter tube is roughly 0.3 times the 
gain of the same tube operating under normal conditions as a conventional amplifier. 

The conversion gain can be reduced by increasing the negative bias on the signal 
grid. To facilitate such control, the signal grid of most converter tubes is provided 
with a variable-mu characteristic. 

14. Noise in Converter Tubes.1—The tube of a converter stage produces noise 
voltages in its output as a result of random fluctuations in the space current of the 
tube and random variations in the way the space current divides between the plate 
and the other positive electrodes. The fundamental factors involved are the same as 
discussed in Par. 5, Sec. 4, but the situation is complicated by the fact that the space 
eurrent, and hence the noise, vary over the oscillator cycle. "There is also a tendency 
for virtual cathodes to exist in pentagrid arrangements, which likewise affects the 
noise. 

Theoretical formulas based on reasonable assumptions have been derived for the 
noise that can be expected with various types of converters. These are given in 
Table 1, where the noise is expressed in terms of the resistance that, when connected 
between signal grid and cathode, would give a thermal agitation noise that after 
frequency conversion would equal the noise actually produced within the tube. The 
results of these ealculations represent the lower limit of noise that can be expected, 
and, as shown in Table 2, agree satisfactorily with observed noise levels. 

Examination of Tables 1 and 2 shows that the triode plate-rectifier type of con- 
verter has the least noise and the maximum conversion transconductance, other 
things equal. The pentode plate detector is next, with the special mixer tubes used 
in broadcast receivers distinctly inferior from the point of view of noise level. It is 
also to be noted that a high ratio of transconductance to space current reduces the 
noise level, so that television tubes such as the 1852 have much lower noise output 
than ordinary tubes. 


TABLE 2.—EQUIVALENT GRID-RESISTANCE REPRESENTING CONVERTER Това Norsk* 


Equivalent grid noise resistance 








Tube 
Measured Calculated 
6SA7 pentagrid converter......... 210,000 220 ,000 
6L7 pentagrid mixer.............. 210,000 230,000 
6.75 triode....... eee 5,800 ‚3,100 
1853 television pentode........... 13,000 18,000 
1852 television pentode........... 3,000 3,400 





* From E. W. Herold, l.c. 


The equivalent grid resistance representing the noise of a converter tube is always 
greater than the corresponding equivalent resistance representing the noise generated 
in the same tube functioning as an ordinary Class A amplifier (see Par. 5, Sec. 4). 
Thus the 1852 tube has equivalent noise resistance of 710 ohms when operating as a 
pentode amplifier, as compared with 3,000 ohms when functioning as a pentode plate- 
rectifier type of converter. Accordingly, when the internal impedance of the signal 
voltage applied to the converter input does not greatly exceed the equivalent noise 
resistance of the converter, there is an advantage in employing a stage of radio-fre- 
quency amplification before conversion is attempted. In this way, the main source 

1 E. W. Herold, Superheterodyne Converter System Considerations in Television Receivers, R.C.A. 


Rev., Vol. 4, p. 324, January, 1940; Operation of Frequency Converters and Mixers for Superheterodyne 
Reception, Proc. I.R.E.. Vol. 30, p. 84, February, 1942. 
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of noise will be thermal agitation in the input circuit, instead of tube noise. Examina- 
tion of the numerical values in Table 2 shows that the only practical case when r-f 
amplification wil not reduce the noise level appreciably is when triode or pentode 
plate-rectifier converters are used. In such arrangements, practical values of internal 
impedance of the voltage applied to the converter tube can be made considerably 
greater than the equivalent noise resistance, except possibly in television systems. 

15. Miscellaneous. Regenerative Detectors.—In grid-leak and plate detectors, 
regeneration is sometimes introduced by eoupling from the plate circuit of the detector 
back to the radio-frequency input. Typical regenerative circuits of this character 
are shown in Fig. 45, and make use of the fact that there are amplified signal currents 
in the plate circuit along with the rectified output. The effect of regeneration intro- 
duced in this way is equivalent to a reduction of the radio-frequency resistance of the 
resonant input circuit. This increases the radio-frequency voltage applied to the 
detector, and also produces a corresponding increase in selectivity. 

When regeneration is carried as far as possible without oscillations being produced, 
the resulting increase in amplitude is very great for extremely weak signals, and is 
less, although still considerable, for strong signals. This behavior arises from the 


(a) (b) (c) 





Regeneration + 
‘Regeneration control control 
9 


Ета. 45.—Circuits for regenerative and oscillating detectors. 


third-order curvature of the tube characteristics, which causes the effective trans- 
conductance of the tube to be slightly less for large signals than for small, thus reducing 
the regeneration for large signals. Analysis shows that when the regeneration is 
made as large as possible without oscillations in the absence of applied signal, then 
the gain from regeneration is inversely proportional to the two-thirds power of the 
signal voltage and directly proportional to the response obtained when no regeneration. 
is present. The maximum possible regeneration without oscillation is termed 
critical regeneration. 

Although regeneration represents an inexpensive means of increasing the radio- 
frequency amplification, it increases the selectivity excessively, requires critical 
adjustments that depend on the signal frequency, and introduces oscillations with 
consequent interference and whistles whenever the regeneration is accidentally made 
excessive. Since the development of satisfactory radio-frequency amplifiers, regen- 
erative detectors have found relatively little application. 

Oscillating Detectors—The oscillating detector is a heterodyne detector, commonly 
of the grid-leak type, in which the detector tube generates the local oscillation as 
well as functioning as the detector. The circuit arrangements employed are the same 
as shown in Fig. 45 for regenerative detectors, but the regeneration is increased to the 
point where oscillations are generated. 

Oscillating detectors are widely used in the reception of continuous-wave tele- 
graph signals to obtain an audio beat note. At all except the lowest radio frequencies, 


1 See Balth. van der Pol, The Effect of Regeneration on the Received Signal Strength, Proc. I.R.E., 
Vol. 17, p. 389, February, 1929. 
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the percentage difference between the frequency of the incoming signal and the local 
oscillation is so small that when the resonant input circuit is adjusted to give the 
required oscillator frequency, it is also for all practical purposes tuned to the desired 
incoming signal. 

When the regeneration control of an oscillating detector is adjusted so that the 
oscillations are barely able to sustain themselves, the signal applied to the grid of the 
tube undergoes a large increase in amplitude through regenerative action. This 
comes about because with weak oscillations there is a critical balance between the 
energy loss in the resonant circuit and the energy supplied to this circuit by the 
regeneration. The superposition of a small signal voltage upsets this balance, causing 
large increases and decreases in the amplitude of the oscillation according to whether 
the incoming signal momentarily aids or opposes, respectively, the oscillations. The 
end result, as far as the incoming signal is concerned, is as though one had critical 
regeneration, although the adjustments are not critical, since the oscillations auto- 
matically assume an amplitude that picks out the critical condition, and maintains it 
with complete stability. The effective amplification of the incoming signal obtainable 
in this way is very large, values of the order of 15,000 having been observed under 
favorable conditions.) The amount of amplification of this character obtainable is 
greatest when the oscillations are just able to maintain themselves and when the 
circuits initially have low losses. 

When the oscillating detector employs a triode tube, trouble is sometimes encoun- 
tered from a sustained audio-frequency howl that occurs when the adjustment is 
such that oscillations are just barely maintained. This is known as "threshold" 
or “fringe” howl, and is to be avoided, since it occurs under conditions for which the 
oscillating detector is most sensitive. Threshold howl may occur in grid-leak arrange- 
ments when the audio-frequency load impedance in the plate circuit of the triode is 
inductive, and it can be cured either by using resistance coupling or by shunting 
the inductive load with a sufficiently low resistance. Threshold howl does not 
ordinarily occur when pentode tubes are employed.? 

Distortion of Modulation Envelope by Phase Shifts and Alteration of Relative Magni- 
tudes of Different Components.—A modulated wave consists of a carrier having an 
amplitude at least equal to the peak instantaneous amplitude formed by the sum 
of the side-band components, and of upper and lower side bands of equal magnitude 
and possessing symmetrical phase relations with respect to the carrier. If the side 
bands are of unequal amplitude, or if they have a phase dissymmetry with respect to 
the carrier, or if the sum of their peak instantaneous amplitude exceeds the carrier, then 
distortion of the modulation envelope will result. Examples of such distortion are 
shown in Fig. 46. At (a) are shown the envelopes obtained as phase dissymmetry is 
introduced by shifting the carrier by o? from its normal position with respect to the 
side bands, while (6) gives the effect of varying the carrier amplitude. It will be 
noted that large distortions in the envelope are possible. 

The envelope for any case can be calculated by first writing the modulated wave 
as the sum of the carrier plus side-band frequencies. Thus, for the case of simple 
sinusoidal modulation 


e = A cos (wi + a) + B cos [(о + v)t + 8] + С cos [(w — v)t — y] (23) 


where w = 2r times carrier frequency. 
v = 2r times modulating frequency. 
a, B, y — phase angles of various frequency components. 
A, B, C = magnitudes of various components. 


1 H. A. Robinson, Regenerative Detectors, QST, Vol. 17, p. 26, February, 1933. 
2 The mechanism of threshold howl is described by Г. S. B. Alder, Threshold Howl in Reaction 
Receivers, Exp. Wireless and Wireless Eng., Vol. 7, р. 197, April, 1930. 
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The envelope is then obtained by substituting in Eq. (21a). Ар alternative method 
of obtaining the envelope that is frequently used in the case of simple sinusoidal 
modulation is by the graphical addition of vectors, as shown in Fig. 47.! Неге the 
carrier and various side bands are drawn as vectors with appropriate amplitudes, and 


A-carr/er amplitude 
(A= 25 gives 80% 
modulation} 


«= abnormal carrier 
phase shift 













Amplitude 
Amplitude 


0 180° 360° 0 180° 360° 

(a) Effect of carrier phase (b) Effect of carrier amplitude 
Fra. 46.—Envelope shapes for one modulation cycle, showing effect of varying carrier phase 
and carrier amplitude (amplitude of individual side-band components constant in all cases). 
with relative phases corresponding to the relative positions at і = 0. Then vector B, 
representing the upper side band, is assumed to rotate counterclockwise, relative to A 
at a frequency 2/21, and vector C rotates clockwise at the same rate. The amplitude 
of the modulation envelope at any value of time to is then obtained by adding the 
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Ете. 47.— Vector construction for obtaining amplitude of envelope of a wave containing 
three frequency components. 


three vectors when the angle of rotation is ví; radians. Several such additions are 
indicated in Fig. 47 for different values of to. 

The relations between carrier and side band that exist in a normal amplitude- 
modulated wave can be upset by selective fading or by resonant circuits of the trans- 


1 Further details are given by E. A. Laport, Characteristics of Amplitude Modulated Waves, R.C.A. 
Rev., Vol. 1, p. 26, April, 1937. 
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mitter or receiver that fail to be adjusted to give a symmetrical response curve cen- 
tered at the carrier frequency. 

Behavior of Detectors When Applied Signal Consists of Two Modulated Waves.— 
Four cases of this type are to be distinguished: 

1. Difference between carrier frequencies so high as to be an inaudible frequency. 

2. Difference between carrier frequencies audible. 

3. Difference between carrier frequencies too small to be audible. 

4. Carrier frequencies identical. 

When the carrier frequencies differ sufficiently that their difference is inaudible, 
then if a linear detector is used and the radio-frequency envelope of one signal is 
considerably greater than the envelope of the other signal, the modulation of the 
weaker of the two signals tends to be suppressed insofar as the detector output is 
concerned. The factor by which the modulation output of the weaker signal is 
reduced below the output voltage it develops in the absence of the strong signal is 


1 weak-signal amplitude 
2 strong-signal amplitude 





This suppression of the weaker modulation is equivalent to an increase in the effec- 
tive selectivity of the system supplying voltage to the detector, and represents an 
important property of a linear detector.1 This effect is present only if the detector 
is linear, and is entirely absent in the case of square-law detectors. 

When the difference between the carrier frequencies of the desired and undesired 
signals is in the audible range, a number of undesired components of audible frequency 
appear in the output of both square-law and linear detectors.” The component 
having the largest amplitude is the difference frequency between the two carriers, 
and this is the most disturbing component when it exceeds 100 to 200 cycles. 

When the frequencies of the two carriers differ by less than about 50 cycles, the 
most disturbing components in the output are the difference frequencies formed by 
the carrier of the strong or desired signal heterodyning with the side-band frequencies 
of the weaker or undesired signal to produce what can be termed side-band noise. 
When the carrier frequencies differ by only a few cycles a second, this side-band noise 
gives rise to the characteristic flutter commonly heard when two or more broadcast 
stations are simultaneously transmitting on approximately the same frequency. 
When the two carriers are both weak enough so that there is a background of noise, 
the noise level in the detector output will also flutter at a frequency corresponding 
to the difference frequency between the two carriers, and may in some cases produce 
an effect more annoying than the side-band noise. 

In the event that the two signals come from stations that have their carriers 
synchronized and that are modulated with identical programs, the detector output 
will not ordinarily represent a distortionless reproduction of the original modulation 
unless one of the carrier amplitudes is much weaker than the other. This is because 
the relative phase with which the two carriers and their respective side-band com- 
ponents combine in the detector input depends upon the distance to the transmitter, 

1 For further information and details of the method of analyzing this phenomenon, see R. T. Beatty, 
Apparent Demodulation of a Weak Station by a Stronger One, Exp. Wireless and Wireless Eng., Vol. 5, 
p. 300, June, 1928; S. Butterworth, Note on the Apparent Demodulation of a Weak Station by a 
Stronger One, Exp. Wireless and Wireless Eng., Vol. 6, p. 619, November, 1929; E. V. Appleton and 
D. Boohariwalla, The Mutual Interference of Wireless Signals in Simultaneous Detection, Exp. Wire- 
less and Wireless Eng., Vol. 9, p. 136, March, 1932. 

2 Further discussion on this and the following cases is contained in the following papers: Charles B. 
Aiken, Theory of the Detection of Two Modulated Waves by a Linear Rectifier, Proc. I.R.E., Vol. 21, 
p. 601, April, 1933; A Study of Reception from Synchronized Broadcast Stations, Proc. I.R.E., Vol. 21, 
p. 1265, September, 1933; The Effect of Background Noise in Shared Channel Broadcast, Bell System 


Tech. Jour., Vol. 13, p. 333, July, 1934. See also Hans Roder, Superposition of Two Modulated Radio 
Frequencies, Proc. I.R.E., Vol. 20, р. 1962, December, 1932. 
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time differences in the transmission of the program, and the side-band frequency 
involved. The result is that, when the carrier amplitudes are of approximately the 
same order of magnitude, certain side-band frequencies will tend to cancel while others 
will be reinforced; furthermore, at certain locations, the two carriers will also tend to 
cancel and thereby distort the envelope of the wave applied to the detector input. In 
order for distortion of this sort to be imperceptible under the worst practical con- 
ditions, it is necessary that one carrier have an amplitude at least four times that of 
the other carrier. 

Detection of Single Side-band Signals.—Detection of single side-band systems is 
accomplished by superimposing upon the single side band a local oscillation having the 
same frequency as that of the suppressed carrier, and then rectifying the combination 
wave that results. The frequencies contained in the single side-band heterodyne with 
the superimposed local oscillation to give beat frequencies corresponding to the 
original modulation frequencies. When the amplitude of the local oscillation is large 
compared with the amplitude of the single side-band signal, the output obtained upon 
rectification will be a substantially distortionless reproduction of the original modu- 
lation, provided that the local oscillation has the correct frequency. It makes no 
difference in this case whether a linear or square-law detector is used. However, if 
the local oscillation is not much larger than the single side-band signal, then the 
detector output will contain distortion currents of importance in the form of differ- 
ence frequencies formed by the frequency components within the single side band. 
Distortion will also result if the local oscillator does not have exactly the correct fre- 
quency. In the case of speech, it has been found that the intelligibility is not seriously 
impaired, however, as long as the local oscillator is within 10 cycles of the correct 
frequency, even though there may be some loss in naturalness, 


FREQUENCY MODULATION 


16. Frequency and Phase-modulated Waves.1—In frequency modulation the 
intelligence is transmitted by varying the instantaneous frequency d(0/2z) /dt, where 
9 is the instantaneous angular velocity. When the variation of angular velocity is 
sinusoidal, corresponding to sinusoidal frequency modulation, the equation of the 
wave is 


e = Eysin (wt + m, sin pt) (24) 


where £ = crest, amplitude of the wave. 
w = 2r times frequency in the absence of modulation. 








p = 2« times the frequency (or rate) at which the frequency of the wave is 
varied (7.e., the modulating frequency). 
енен of radio frequency away from} 
th SREP 
ту = е mean frequency = modulation index. 


modulating frequency 


Components of Frequency-modulated Wave.*—The wave represented by Eq. (24) 
can be expressed in the form 


е = Eo(Jo(my;) sin et + Ji(my)[sin (о + р)? — sin (e — р) 


+ Ja(m,)[sin (о + 2p)t + sin (о — 2p)t] (25) 
+ Ja(my)[sin (о + 8p)t — sin (o — 3pt)] 
dex A ns 


1 À very readable general discussion on the subject is given by W. L. Everitt, Frequency Modulation. 
Trans. A.I.E.E., Vol. 59, p. 618, November, 1940. 

? John R. Carson, Notes on the Theory of Modulation, Proc. I.R.E., Vol. 10, p. 57, February, 1922; 
Balth. van der Pol, Frequency Modulation, Proc. I.R.E., Vol. 18, р. 1194, July, 1930; Hans Roder, 
Amplitude, Phase, and Frequency Modulation, Proc. I.R.E., Vol. 19, p. 2145, December, 1931. 
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Fie. 48.—Amplitudes of frequency components of a frequency- or phase-modulated 
wave. In the case of the side bands the amplitude shown is the amplitude of the individual 
side-band component and not of the pair of companion side bands taken together. 
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where J,(m;) means the Bessel function of the first kind and the nth order, with 
argument ms. The frequencies present in Eq. (25) are о, о + p, w + 2p, etc. The 
first component is analogous to the carrier frequency of an amplitude-modulated wave, 
but differs in that the amplitude now depends upon the modulation index. The 
second pair of frequencies corresponds to the side bands existing with amplitude 
modulation, but differs in that the phase relation to the carrier has been shifted 90°, 
and also the amplitude of these components is not directly proportional to the modu- 
lating force except when the modulation index is very small. The remaining 
components represent higher order side bands that are not present in amplitude 
modulation and that, when of appreciable amplitude, make the frequency range 
required to accommodate the frequency-modulated wave greater than when the same 
intelligence is transmitted by amplitude modulation. 
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Fic. 49.—Continuation of Fig. 48, showing to an enlarged scale the amplitude of the higher 
order side-band components when the modulation index is small. 


The amplitude of the different frequency components depends upon the modula- 
tion index ту, and can either be calculated with the aid of a table of Bessel’s functions 
or be obtained from Figs. 48 and 49. The character of the frequency spectra obtained 
under different conditions with frequency modulation is illustrated in Fig. 50. When 
the modulation index is less than 0.5, 4.e., when the frequency deviation is less than 
half the modulating frequency, the second and higher order side-band components are 
relatively small, and the frequency band required to accommodate the essential part 
of the signal is the same as in amplitude modulation. On the other hand, when the 
modulation index m exceeds unity, t.e., when the variation in radio frequency away 
from its mean value is greater than the modulating frequency, there are important 
frequeney components extending a distance on each side of the mean or carrier fre- 
quency by an amount approximately (m + 1) times the modulation frequency. 
The spacing of the frequencies within the essential band under these conditions 
is equal to the modulating frequency, and so is less the lower the modulating 
frequency. 
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Frequency-modulated Wave with Complex Modulation.!— When the instantaneous 
frequency is varied in a more complex manner than that corresponding to sinusoidal 
modulation, the frequency spectrum becomes very complicated. Thus, where there 
аге two modulating frequencies pı/2r and p:/2x, each having modulation indices 
т: and т», frequency components as shown in Table 3 are present. The side fre- 
quencies present include not only those that would be obtained with each modulation 
acting separately, but also include combination frequencies with amplitudes equal 
to the products of Bessel’s functions having orders equal to the order of the side-band 
frequencies involved. 
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Fig. 50.—Frequency spectra of frequency-modulated waves under various conditions. 


Although complex modulation increases the number of frequency components 
present in a frequency-modulated wave in an alarming way, it does not widen the 
frequency band occupied by the energy of the wave. This is because the modulation 
index of each modulating component will in general be reduced when the total modu- 
lation is divided between two or more components. In fact, when the maximum 
frequency deviation produced by a complex modulation is fixed, the energy of the 
wave tends, if anything, to be concentrated in a narrower band than with a simple 
sinusoidal modulation having the same frequency deviation. The total band required 
will accordingly approximate either twice the maximum frequency deviation away 
from the mean or twice the modulating frequency, whichever is greatest. 

Phase Modulation.—In phase modulation, intelligence is transmitted by varying 
the phase of the transmitted wave. In the case of sinusoidal phase modulation, the 
phase of the wave is 


Phase = ф = eo + m, sin pt (26) 


1 Murray G. Crosby, Carrier and Side Frequency Relations with Multi-tone Frequency or Phase 
Modulation, R.C.A. Rev., Vol. 3, p. 103, July, 1938. 
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TABLE 3.—FREQUENCY COMPONENTS OF Wave Tmar Is FREQUENCY-MODULATED 
SIMULTANEOUSLY BY Two MODULATING FREQUENCIES 





Angular Н 
А Relative 
Type of component velocity of : 
component amplitude 
Carer esie rk pe Paus fs w (т). o(me) 
Simple side bands of pi.............. о + рі Л, (та). Гота) 
о + 271 Ja(m1)J o(me) 
Simple side bands of рз..............1. Е ЕУ FEER Jo(m3)J (m3) | 
: о + 2р» J o(m1) J s(ma) 
Combination frequencies............ 41) i Lp + a ale (тт (то) | 
w — pit рз | Ji(mi)Ji(ms) 
әрі + 2р. | Литта). 
wor prt 2р» Ji(mi)Js(m;) 
w Эр: + pa) Јат). (та). 
о — 2р + р»! Ja(mi)Ji(ms) 





where фо is the phase of the wave in the absence of modulation, m, (termed the modu- 
lation index) is the phase shift in radians produced by the modulation, and p/2r is 
the modulating frequency. The equation of a phase-modulated wave is 


e = Ea sin (wt + фо + mp sin pf) (27) 


Equations (24) and (27) are the same except that the modulation index is now 
defined differently. "The frequency components contained in a phase-modulated wave 
are hence the same as for a frequency-modulated wave with the same modulation 
index. In particular, if the modulation index тр is less than 0.5, i.e., maximum 
phase deviation less than one-half radian, there is only a single pair of side bands of 
appreciable amplitude, but for each additional radian in the modulation index, an 
additional order of side bands of appreciable amplitude will be produced. 

The essential difference between phase and frequency modulation is that in the 
former the modulation index is independent of modulating frequency, while in the 
latter it is inversely proportional to the modulating frequency. ‘This means that 
with a fixed modulating voltage, the band required to accommodate a phase-modu- 
lated signal is proportional to the modulating frequency, while with frequency modu- 
lation the band occupied is independent of modulating frequency, except when the 
modulation index is small. 

The Effect of Frequency Multiplication on Phase- and Frequency-modulated Waves.— 
When a phase- or frequency-modulated wave is passed through a harmonic generator, 
the effect is to increase the modulation index by a factor equal to the frequency 
multiplieation obtained. It is accordingly possible to generate the phase- or fre- 
queney-modulated wave at a moderate frequency, keeping the modulation index small 
in order to obtain linearity, and then increasing the modulation index to a desired large 
value by use of a suitable number of harmonic generators. 

17. Production of Frequency- and Phase-modulated Waves. Phase Modulation. 
A number of methods that have been proposed for producing phase-modulated 
waves are shown schematically in Fig. 51. At (a), an amplitude-modulated wave is 
combined with a much larger unmodulated carrier that has its phase shifted 90° 
from the phase of the carrier of the amplitude-modulated wave. The sum of the 
two waves is then passed through a limiter to remove the residual amplitude fluctu- 
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ations. By making the amplitude of the modulated wave small compared with that 
of the unmodulated carrier, the phase shift produced by the amplitude modulation 
will be almost exactly proportional to the modulating voltage. 

A modification of this arrangement is shown at Fig. 515, where the output of a 
balanced modulator, instead of an amplitude-modulated wave, is combined with the 
unmodulated carrier. This arrangement has the advantage that it gives twice as 
much phase shift for the same degree of linearity as does the arrangement of Fig. 
51а.1 

In the phase-modulation system of Fig. 51c, two Class С amplifiers are modulated 
with voltages of opposite polarity, and are excited with radio-frequency voltages 
differing 90° in phase. The combined output of the system can be made constant, 
but will vary in phase during modulation as a result of the fact that the relative con- 
tributions from the two amplifiers are varied by the modulation.? 

In the arrangement of Fig. 51d, two equal radio-frequency voltages having a phase 
difference of 90° are applied to the two sets of deflecting plates of a cathode-ray tube, 
to give a circular trace. By amplitude-modulating these deflecting voltages, the 
diameter of the circle will vary in accordance with the modulation. The anode 
target of the cathode-ray tube is divided into two parts as shown, by two lines that 
follow the equation? 


Radius — a6 (28) 


where a is а constant. As the diameter of the circular trace varies, the phase of the 
a-c voltage developed between the two parts of the target by the beam current will 
vary linearly with the amplitude of the circle. The maximum phase shift possible 
is +360° for each revolution of the spiral, so that by employing a number of turns 
a large phase shift can be obtained.* 

Any system of frequency modulation will produce a phase-modulated wave by the 
use of a network that makes the modulating potential proportional to modulating 
frequency. 

Frequency Moduiation.—There are two principal methods used to produce fre- 
quency-modulated waves. The first of these makes use of a system of phase modula- 
tion, but before applying the modulating voltage to the system, transmits this voltage 
through a network that gives an output inversely proportional to frequency.5 This 
gives a modulation index that varies with modulating frequency in the way required 
for frequency modulation, so that the output of the phase-modulating system then 
gives the desired frequency-modulated wave. The arrangement has the advantage 
that all oscillators involved can be crystal-controlled, with resulting high stability 
of the mean frequency. The disadvantage of the arrangement is that the modulation 
index that can be directly obtained and still maintain linearity of modulation is small, 
so that a number of stages of harmonic generation must be used if a large modulation 


1In this arrangement, the distortior is largely third harmonic, and will be less than 5 per cent if the 
phase shift does not exceed +25°. See D. L. Jaffe, Armstrong’s Frequency Modulator, Proc. I.R.E., 
Vol. 26, p. 475, April, 1938; D. I. Lawson, Frequency Modulation, Wireless Eng., Vol. 17, p. 388, 
September, 1940. ` 

By predistorting the amplitude of the modulating voltage amplitude to accentuate the peaks, a 
somewhat larger phase shift is permissible. See Samuel Sabaroff, System of Phase and Frequency 
Modulation, Comms. Vol. 20, p. 11, October, 1940. 

2 Murray С. Crosby, Communication by Phase Modulation, Proc. I.R.E., Vol. 27, p. 126, February, 
1939. 

8 This curve is known as an Archimedeun spiral. 

4 Рог further details see Robert E. Shelby. А Cathode-ray Frequency Modulation Generator, 
Electronica, Vol. 13, p. 14, February, 1940. 

5 Such a system, based on the phase modulator of Fig. 51b, is described by Edwin Н. Armstrong, 
A Method of Reducing Disturbances in Radio Signaling by a System of Frequency Modulation, Proc. 
I.R.E., Vol. 24, p. 689, May, 1936. 
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index is to be obtained ultimately. The relationship between the phase shift mp 
in radians, and the equivalent frequency deviation Af away from the mean frequency is 


Af = m, X modulating frequency. (29) 


The second common system of frequency modulation utilizes the modulating 
voltage to control the frequency of the generated oscillations. The frequency control 
is usually accomplished! with the aid of a reactance tube acting in shunt with the 
oscillator circuit, as used automatic frequency-control systems (see Par. 5, Sec. 9). 
Application of the modulating voltage to the grid of the reactance tube will vary 
the reactive current drawn by the plate electrode of the tube, and so will affect the 
oscillator frequency. This method of frequency modulation is capable of giving a 
large modulation index, but has the disadvantage that the mean frequency cannot be 
stabilized accurately without the use of a relatively complicated automatic-frequency- 
control system that is referred to an auxiliary crystal oscillator.? 

Details involved in the production of frequency-modulated waves in commercial 
equipment are discussed in Par. 8, Sec. 9. 

18. Detection of Frequency- and Phase-modulated Signals.—Frequency- and 
phase-modulated signals are received in the same way, since for a given modulation 
index there is no difference between them. The fact that the modulation index 
varies differently with modulating frequency in the two cases can be taken into account 
by an auxiliary network having a suitable variation of transmission with frequency. 
Thus, if a phase-modulated wave is to be received on a frequency-modulated receiver, 
one must modify the modulation-frequency components obtained in the receiver out- 
put by a network that will make the amplitudes inversely proportional to modulation 
frequency. 

Demodulation of a frequency-modulated wave is accomplished by distorting the 
frequency spectrum of the wave in a manner that causes the envelope to fluctuate in 
accordance with the intelligence involved. The wave can then be rectified by an 
ordinary detector. The usual detecting systems are also so arranged that they will 
not respond to amplitude modulation contained in the original wave. 

Practical Frequency-modulation Detectors—Two types of frequency-modulation 
detectors are in common use. The first, shown in Fig. 52, makes use of a frequency 
discriminator similar to that employed in ordinary automatic-frequency-control 
systems (see Par. 5, Бес. 9). Неге a double diode T'; is so connected that the output 
voltage E, is the difference of the rectified outputs of the individual diodes.  Exci- 
tation is obtained from an arrangement of two coupled circuits P and S resonant 
at the same frequency and connected as shown. The rectified output voltage E, 
of such an arrangement varies with frequency in the manner shown in Fig. 52b. 
This characteristic results from the fact that at resonance the voltage developing 
across S differs 90? in phase from the voltage across P. The potential Ea, and Ea, 
acting on the anodes are then of equal magnitude, as shown by the first vector dia- 
grams of Fig. 52e. However, for frequencies slightly off resonance, the secondary 
phase is greater or less than 90°, with the result that the r-f voltage applied to one 
anode is now larger and the voltage to the other anode smaller, as seen from the second 

1 Ап alternative method of varying the oscillator frequency consists in shunting a portion of the 
tank circuit of the oscillator by the input of an eighth wave-length line and then varying the resistance 
load at the end of the line in accordance with the modulating voltage with the aid of à vacuum tube. 
In such an arrangement, the input reactance of the line varies with the modulation, and the equivalent 
shunt resistance at the input terminals stays substantially constant. See Austin V. Eastman and 
Earl D. Scott, Transmission Lines as Frequency Modulators, Proc. I.R.E., Vol. 22, р. 878, July, 1934. 

? Details relative to reactance-tube modulators which are important in design of such devices are 
discussed by Murray G. Crosby, Reactance-tube Frequency Modulators, QST, June, 1940, also R.C... 


Rev., Vol. 5, р. 89, July, 1940; C. Е. Shaeffer, Frequency Modulator, Proc. I.R.E., Vol. 28, p. 66, Feb- 
ruary, 1940. 
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and third vector diagrams of Fig. 52c. The result is a differential output E, that 
varies almost linearly over a considerable range of frequencies as shown. 

In the discriminator of Fig. 52a, the diode produces a loading effect that is equiva- 
lent to shunting a resistance Ri/4y across the primary P and Rı/n across the full 
secondary S, where у is the efficiency of rectification. The voltages Es, Ёз, E», Ea, 
and Ee, can be calculated on the basis of ordinary coupled-circuit theory by including 
the effect of this loading on the circuit Q's. When the coupling between primary 
and secondary does not exceed 0.75 times the critical coupling, the separation between 
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Ета. 52.—Discriminator and detector arrangement for receiving a frequency-modulated 
wave without responding to amplitude modulation. 


the peaks of the discriminator characteristic in Fig. 52b is approximately equal to 
(carrier frequency) /Q,, where ©, is the effective Q of the secondary, if .he diode load- 
ing is taken into account.! For greater coupling, the peaks are somewhat farther 
apart than given by this calculation. The useful frequency range of the discriminator 
is from one-third to two-thirds of the separation between peaks, with the exact 
value depending on the degree of linearity that must be maintained over the operating 
range. 

The second common system for demodulating frequency-modulated signals is 
shown in Fig. 53. Неге the discriminator consists of a primary Г.С; tuned to the 


1 Hans Roder, Theory of the Discriminator Circuit for Automatic Frequency Control, Proc. I.R.E., 
Voi. 26, р. 590, May, 1938. 


Par. 18] MODULATION AND DEMODULATION 587 


carrier frequency, and two secondary circuits LC» and L:C; that are tuned to fre- 
quencies slightly above and slightly below the carrier, respectively. With this 
arrangement each diode develops across its load impedance R: a voltage that varios 
with frequency as shown in Fig. 536, while the output E, is the difference of these, 
and so varies as shown. The result is substantially the same as in Fig. 52. For 
proper operation, the primary circuit Q should satisfy the empirical relation 


E carrier frequency (30) 
3 X (frequency deviation from mean) 


Qr 





The Q’s of the secondary circuits should be twice that of the primary. With these 
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(b) Voltage relations 


Ета. 53.——Balanced detector with detuned input circuits for receiving a frequency-modu- 
lated wave while not responding to amplitude modulation. 

proportions, the output will be a linear function of frequency over the range of devia- 

tion specified.! 

The arrangements of Figs. 52 and 53 do not respond to amplitude modulation 
of the incoming carrier, because the effects of amplitude variation are balanced out 
in the output. As a consequence, these systems have an inherent discrimination 
against noise and interfering signals that are weaker than the incoming frequency- 
modulated carrier. This is discussed in Par. 10, Sec. 9. 

Miscellaneous Methods of Demodulating Frequency-modulated Signals.—Demodula- 
tion of frequency-modulated signals may be accomplished in a number of ways in 

1 M. С. Crosby, Reactance Tube Frequency Modulators, R.C.A. Rev., Vol. 5, p. 89, July. 1940. 
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addition to those shown in Figs. 52 and 53. А simple method is to detune an ordinary 
receiver slightly so that the edge of the selectivity curve is at the frequency of the 
incoming carrier. This causes the components of one side band to be reduced in 
amplitude in proportion to their difference from the carrier frequency, while the 
components of the other side band are correspondingly increased in amplitude. The 
result is that the envelope amplitude is no longer constant, but fluctuates in accord- 
ance with the modulation. When the selectivity curve has a substantially linear 
amplitude and phase characteristic over the frequency range that includes all the 
important components of the frequency-modulated wave, the amplitude modulation 
of the envelope that results is a distortionless reproduction of the modulation of the 
original signal. 

Another method of demodulation consists in passing & portion of the frequency- 
modulated wave through an artificial line that gives the same delay time for all 
components, and then combines this delayed wave with a portion of the undelayed 
wave. With constant delay time, the phase shift will be different for the different 
side-band frequencies, so that when the delayed and undelayed currents are combined 
they will add in a manner that depends on frequency. Rectification of the resultant 
by a square-law detector will give an output that can be made to have relatively little 
distortion by properly selecting the operating conditions.? 

Demodulation of a frequency-modulated wave can also be carried out by separating 
the carrier by a sharply tuned selective circuit, as, for example, a crystal filter. This 
carrier is then amplified, shifted in phase by 90°, and recombined with the frequency- 
modulated wave. The side-band components now have the phase required to produce 
amplitude modulation, and the wave can be rectified by an ordinary detector.? 

1 Hans Roder, Effects of Tuned Circuits upon a Frequency Modulated Signal, Proc. I.R.E., Vol. 25, 
p. 1617, December, 1937. Additional discussion of the subject is given by Victor J. Andrew, The 
Reception of Frequency-modulated Radio Signals, Proc. I.R.E., Vol. 20, p. 835, May, 1932; J. G. Chaffee, 
The Detection of Frequency-modulated Waves, Proc. I.R.E., Vol. 23, p. 517, May, 1935. 

2 This system was suggested to the author by Dr. J. R. Woodyard. Still another method credited 
to Dr. Woodyard is described in his paper Application of the Autosynchronized Oscillator to Frequency 
Demodulation, Proc. I.R.E., Vol. 25, р. 612, May, 1937. 


з For further details, вее М. G. Crosby, Communication by Phase Modnlation, Proc. I.R.E., Vol. 27, 
p. 126, February, 1939. 


SECTION 8 
POWER-SUPPLY SYSTEMS 


RECTIFIER-FILTER SYSTEMS FOR ANODE POWER 


1. Rectifiers.— Most rectifiers used for anode-power-supply systems are either 
high-vacuum diodes or mereury-vapor hot-cathode types. In addition, mercury-arc 
and ignitron rectifiers are sometimes used for high power, and copper oxide, selenium, 
and cold-cathode gaseous rectifiers are occasionally employed for developing small 
amounts of anode power. 

High-vacuum Rectifiers.—The high-vacuum thermionic rectifier is a diode tube 
consisting of cathode and anode electrodes. The rectifying action results from the 
fact that when the anode is positive with respect to the cathode, electrons flow to the 
anode, while if the anode is negative the tube becomes nonconducting. Further 
details relative to diode rectifier tubes are given in Par. 6, Sec. 4. 

The important characteristics of a high-vacuum diode rectifier are the allowable 
peak and average plate currents, the allowable inverse voltage, and the voltage drop 
in the tube. The peak plate current represents the maximum electron emission that 
the cathode can be counted upon to supply during the entire useful life of the tube and 
still maintain a complete space charge around the cathode. The allowable average 
current represents the d-c output current that can be continuously carried without 
overheating the tube or in other ways reducing the life below the normal expectancy. 
Since the rectifier never allows the curreut to flow more than half the time, the aver- 
age plate current will never exceed one-half of the peak current, and tubes are often 
designed for a still lower ratio of average to peak current in order to provide for 
transient peaks. 

The maximum allowable inverse plate voltage is the largest negative voltage that 
may be applied to the plate with safety, and determines the direct-current voltage 
that can be obtained from the rectifier tube. The exact relationship between d-c 
output voltage and allowable inverse voltage depends upon the rectifier circuit used. 
The d-c potential will always be less than the inverse voltage (except for voltage- 
multiplying circuits), and in certain rectifier connections is only 1/z times as great. 

The voltage drop is an important factor in determining the voltage regulation of 
the rectifier-filter system, and also fixes the amount of plate dissipation that must be 
provided in the tube design. The voltage drop is determined by the current, the 
cathode area, and the cathode-anode spacing. In tubes where the inverse voltage 
rating is of the order of 2,000 volts and less, very small spacings can be employed, with 
a resulting voltage drop that is remarkably low in proportion to the current. 

High-vacuum rectifiers are used almost to the complete exclusion of other types 
for develping d-c output voltages up to about 400 volts at currents up to several 
hundred milliamperes. Compared with the hot-cathode mercury-vapor type, they 
have the advantage in low-power applications of being able to stand more abuse, of 
having voltage drops that are little if any greater, and of not producing radio-fre- 
quency transients. 

Hot-cathode Mercury-vapor Rectifier T'ubes.—' The hot-cathode mercury-vapor 
rectifier is a diode tube containing mercury vapor in equilibrium with liquid mercury. 


ТА discussion of hot-cathode mercury-vapor rectifier tubes used in radio work is given by Н. C. 
Steiner and Н. T. Maser, Hot-cathode Mercury-vapor Rectifier Tubes, Proc. I.R.E., p. 67, January, 
1930. 
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When the plate of such a tube is positive, the mercury vapor is ionized by collision 
with the electrons, producing positive ions that neutralize the space charge of the 
electrons emitted from the cathode. The result is that the full cathode emission cur- 
rent can be drawn to the anode with a potential drop in the tube of the order of only 
10 to 15 volts, even when the anode-cathode spacing is large, and some of the electrons 
are emitted from recesses in a heater-type cathode. The low voltage drop existing 
in a hot-cathode mercury-vapor tube permits the use of oxide-coated cathodes with 
their high thermionic efficiency, since positive-ion bombardment of the cathode will 
not cause serious deterioration until the drop in the tube is of the order of 22 volts. 
Further details relative to the characteristics of hot-cathode mercury-vapor tubes are 
given in Par. 17, Sec. 4. 

The important characteristics of hot-cathode mercury-vapor rectifier tubes are the 
allowable peak and average plate currents, and the maximum safe inverse plate volt- 
age.| The allowable peak plate current represents the maximum instantaneous cur- 
rent that it is permissible for the tube to carry in normal operation. In order to 
ensure satisfactory operation during the entire life of the tube, the total electron 
emission provided by the cathode must be much greater than the rated peak current. 
The safe average current is determined by the allowable heating of the plate and the 
current that can be drawn continuously from the cathode, and still realize a reason- 
able life expectancy. The maximum allowable inverse plate voltage is the greatest 
negative potential that can exist on the plate while substantially complete freedom 
from arc-back within the tube is maintained. The value of this voltage is influenced 
greatly by the construction of the tube, tends to be greater with filament as com- 
pared with heater cathodes, and is less as the pressure of the mercury vapor is increased 
(i.e., аз the temperature of the condensed mercury is increased). 

Hot-cathode mercury-vapor rectifier tubes require considerably more care in 
operation than do high-vacuum rectifiers. The cathode must be brought to normal 
operating temperature before plate voltage is applied. The temperature of the 
condensed mercury must also lie within the proper range, for if the temperature is too 
great there is danger of arc-back, and if it is too small, there will not be sufficient 
ionization to give space-charge neutralization. It is also necessary that hot-cathode 
mercury-vapor tubes be carefully protected from even momentary short circuits 
and overloads, since if the peak current ratings are exceeded for even a few seconds, 
the cathode of the tube may be permanently damaged. 

Hot-cathode mercury-vapor rectifier tubes are almost universally used where 
high voltage and high currents are required. In such applications they have the 
advantage over high-vacuum rectifier tubes of much greater efficiency, lower first 
cost, better voltage regulation, and lower filament power. The chief disadvantage 
is the greater care that must be employed in their use. 

Miscellaneous Types of Rectifiers—Mercury-arc rectifiers? have been used to а 
limited extent in high-power radio transmitters, particularly in Europe. The types 
used ordinarily are provided with grids that enable the output voltage to be controlled 
and regulated, and give means for high-speed protection in case of trouble. 

Mercury-pool rectifiers of the ignitron type have been proposed for high-power 
radio uses.? As compared with mercury-are rectifiers, they have the advantage of 
being less expensive in first cost and maintenance, are more flexible, and are adapted 


1 Ір some cases, there is also specified a maximum allowable instantaneous current. This is the 
maximum current that can be allowed to flow momentarily under infrequent special circumstances 
without permanently damaging the cathode. It is useful in indicating the circuit impedance that is 
required to protect the rectifier against faults, such as short circuits. 

2 For further information on such tubes, see 5. R. Durand and О. Keller, Grid Control of Radio 
Rectifiers, Proc. I.R.E., Vol. 25, p. 570, May, 1937. 

3 C. В. Foos апа W. Lattemann, High Voltage Mercury-pool Tube Rectifiers, Proc. I. R.E., Vol. 24, 
p. 977, July, 1936. 


Par. 2] POWER-SUPPLY SYSTEMS 591 


to circuits that require the cathodes associated with different anodes to be at different 
potentials. 

The cold-cathode gaseous rectifier makes use of the fact that the current that 
lonization causes to flow between two electrodes immersed in a low-pressure gas is 
roughly proportional to the cathode area. Hence if one clectrode has a very small, 
and the other a very large area, a rectifying action takes place. Such rectifiers are. 
used to a limited extent in connection with vibrator power supplies. They have the 
advantage of needing no filament heating power, but do require a relatively high 
voltage drop to start the flow of current, and introduce high-frequency transients. 

Copper oxide and, more recently, selenium rectifiers are used for a variety of 
miscellaneous applications such as rectifiers for producing bias voltages, for exciting 
the fields of loud-speakers, for battery charging, and in a few cases for producing plate 
power. The copper oxide rectifier makes use of the fact that when a thin film of 
cuprous oxide is formed upon a metallic copper surface, the resistance that this film 
offers is small for currents flowing in one dircction and high for currents going the 
opposite way.' This rectifying action is very stable, and the only effect of long use is a 
slight increase of the resistance in the conducting direction during the first 10,000 hours 
of use. 

Selenium rectifiers utilize the rectifying action obtained when a properly processed 
selenium film is formed on a metallic surface such as iron.? Selenium rectifiers have 
characteristics similar to those of copper oxide rectifiers with respect to stability and 
long life. The resistance in the forward direction is less, however, so that the rectifier 
efficiency and the current carrying capacity for a given physical size are greater. 

Parallel Operation of Rectifiers —High-vacuum, copper oxide, and selenium recti- 
fiers may be operated in parallel without any particular precautions other than ensur- 
ing that the units in parallel are reasonably similar in characteristics. 

Rectifiers involving ionization, however, give difficulty in parallel operation, 
because if one tube ionizes first, the voltage across that tube then drops and the other 
tube will fail to ionize. In the case of hot-cathode mercury-vapor tubes this situation 
can be remedied by placing in series with the plate of each tube a resistance of such a 
size as to produce a voltage drop of the order of 10 to 30 volts with the peak current 
being carried by the tubes. Cold-cathode gaseous rectifiers will not operate satis- 
factorily in parallel even with series resistance. Where more current is required than 
can be handled by one tube, it is necessary to operate each tube from a separate trans- 
former winding or to deliver the output of each tube to separate filters having a com- 
mon output. 

2. Rectifier Circuits.—The circuits in which rectifiers are used can be conveniently 
classified according to whether the power source is single-phase or polyphase. Single- 
phase rectifier circuits are used to develop anode power for radio receivers, public- 
address systems, small radio transmitters, etc., whenever the power required is small, 
i.e, of the order of 1 kw or less. Polyphase rectifiers are used for higher powers. 
They have the advantage of utilizing the possibilities of the transformers and rectifier 
tubes more completely than the single-phase arrangements but the disadvantage of 
being more complicated and requiring a polyphase source. 

Single-phase Rectifier Circuits —The various types of rectifier connections that may 
be employed with a single-phase power source are shown in Fig. 1, together with the 

1 For further information, see L. О. Grondahl and Р. Н. Geiger, A New Electronic Rectifier, Trans. 
A.I.E.E., Vol. 46, p. 357, 1927. 

? Detailed information on selenium rectifiers is given by Carole A. Clarke, Selenium Rectifier 
Characteristics, Application and Design Factors, Elec. Comm., Vol. 20, No. 1, p. 47, 1941; J. E. Yarmack, 
Selenium Rectifiers and Their Design, Trans. A.I.E.E., Vol. 61, р. 488, July, 1942; Selenium 
Rectifiers for Closely Regulated Voltages, Elec. Comm., Vol. 20, No. 2, p. 124, 1941; E. A. Richards, The 


Characteristics and Applications of the Selenium Rectifier, Jour. I.E.E., Vol. 88, Part III, p. 238, 
December, 1941, and Vol. 89, Part III, p. 73, March, 1942. 
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Ета. 1.—Rectifier circuits operating from a single-phase power source 
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wave form of the voltage that is developed across a resistance load. ОҒ these, the full- 
wave circuit with center-tapped transformer is by far the most widely used with tube 
rectifiers, and the full-wave bridge circuit is generally preferred with copper oxide and 
selenium rectifiers. Аз compared with the center-tapped circuit, the bridge arrange- 
ment requires twice as many tubes operated at half the inverse voltage, gives greater 
d-c power output in proportion to the transformer kva rating, but requires a filament 
transformer having three separate well-insulated windings instead of a single winding. 
The half-wave circuit is used only when very small currents are required because the 
secondary current always flows through the transformer secondary in the same direc- 
tion, thereby tending to saturate the iron. 

The voltage-multiplying circuits provide the possibility of developing a d-c voltage 
greater than the crest alternating voltage of the source. Such circuits are used when 
such high voltages are to be developed that it is not convenient to build a transformer 
for the full voltage, or when it is desired to obtain sufficient anode voltage to operate 
properly small tubes from a 110-volt a-c source without using transformers. In the 
conventional voltage-doubling circuit of Fig. 1d, the condensers C, and C; are charged 
on alternate half cycles, and are then arranged so that the voltages of these two con- 
densers add, thereby giving the possibility of an output voltage that is twice the peak 
voltage of the a-c supply. The cascade doubler of Fig. 1e produces a result equivalent 
to that of the conventional voltage-doubling circuit, but has the advantage that there 
is a common terminal between the supply and the output, so that both may be 
grounded simultaneously. The operation of this circuit can be explained as follows: 
If tube 2 is disconnected, then condenser C; would charge to the peak supply voltage 
and the potential at the point A would fluctuate between zero and twice the peak 
supply voltage. If now tube 2 is connected, the voltage between A and ground will 
tend to charge condenser C; to the peak voltage existing at A, thereby giving the possi- 
bility of twice the peak supply voltage being obtained in the output. Sucha cascading 
arrangement can be extended indefinitely.! A four-stage system developing a d-c 
output potential of four times the peak. supply voltage with small load currents is 
shown in Fig. 1f.? 

Polyphase Rectifier Connections.—Polyphase rectifiers ordinarily operate from a 
three-phase power system.? Although an unlimited number of circuit combinations are 
possible, the circuits of Fig. 2 include all the arrangements ordinarily encountered in 
radio work. They can be conveniently subdivided into systems giving three- and 
six-phase output waves, t.e., ripple frequencies of three and six times the supply, 
respectively. 

The three-phase output developed by connections a and b of Fig. 2 is much more 
nearly constant than is the output of the full-wave single-phase circuits of Fig. 1, 
and the ripple frequency is three times the supply frequency instead of only twice as 
great. The star connection has the advantage over the broken star of slightly better 
utilization of the transformer capacity, but the disadvantage that in order to avoid 
d-c saturation in the core, it is necessary to use a single three-phase transformer, 
whereas with the broken star it is possible to employ three single-phase transformers, 
provided that each transformer has two secondary windings. With the broken 
star, it is also permissible to use a Y connection in the primary. 


1 Such cascade systems are described by J. D. Cockeroft and E. T. Walton, Experiments with High 
Velocity Positive Ions: (1) Further Developments in the Method of Obtaining High Velocity Positive 
Tons, Proc. Roy. Soc. (London), A, Vol. 136, p. 619. 1932. See also E. B. Moullin, External Char- 
acteristic of Thermionic Rectifier, Jour. I.E.E., Vol. 80, p. 553, 1937; also, Wireless Section, I.E.E., 
Vol. 12, p. 156, June, 1937. 

? Another type of voltage quadrupler is described by William W. Garstang, A New Voltage Doubler, 
Electronics, Vol. 4, p. 50, February, 1932. 

з Information on rectifiers operating from a two-phase supply is given by В. W. Armstrong, Poly- 
phase Rectification Special Connections, Proc. I.R.E., Vol. 19, p. 78, January, 1931. 
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The six-phase output wave obtained with connections c to f in Fig. 2 is even more 
nearly constant than the three-phase output wave, and the ripple is now six times the 
supply frequency. The six-phase single Y circuit makes the most effective use of the 
transformer and tube of any of the polyphase circuits shown, and also has the lowest 
inverse voltage of any of the circuits. The only disadvantage of this circuit is 
that it requires four separate well-insulated windings on the filament transforme: 
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Fre. 2.— Rectifier circuits operating from a three-phase power source and developing three- 
phase and six-phase output waves. 


Although a delta primary connection is shown in Fig. 2c, a Y connection is also 
permissible. 

The double three-phase arrangement with balance coil requires a somewhat higher 
kva transformer rating than docs the six-phase Y, but is decidedly superior in this 
respect to the circuits giving a three-phase output. If the balance coil is short-cir- 
euited, this arrangement reduces to a six-phase star, an undesirable arrangement 
from the point of view of the effectiveness with which the transformer and tubes are 
utilized. In order that the balance coil may operate satisfactorily, it must have suffi- 
cient inductance to maintain current flowing continuously through each half of the 
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coil! The double three-phase arrangement with series connection gives twice as much 
voltage and half the current as the same transformers and tubes arranged with the 
balance coil, while the effectiveness with which transformers and tubes are utilized, the 
inverse voltage, etc., are the same in the two cases. 

The permissible transformer arrangements for the systems giving a six-phase output 
vary with the rectifier connection. In the case of the six-phase single-Y rectifier 
circuit, either three separate single-phase transformers or one three-phase transformer 
can be used. With the double three-phase arrangements, however, it is not permissi- 
ble to use single-phase transformers unless these are arranged so that each transformer 
has two secondaries divided between the two stars. Six single-phase transformers 
cannot be used because d-c saturation of the core would result. Delta primary con- 
nections are shown in Figs. 2c to 2f, but it is permissible to use a star primary for the 
six-phase single Y, and the same is true of the double three-phase circuits provided 
that a single three-phase transformer or three single-phase transformers are used. 
If separate three-phase transformers are used to supply each secondary star of a 
double three-phase system, then a delta primary is necessary. 

It is possible to operate three- and six-phase rectifier systems from two special 
transformers arranged in a T connection. When this is done, slightly greater trans- 
former kva must be provided, but since two large transformers are often cheaper than 
three small transformers of slightly less total rating, there is economy in the T 
connection.? 

Rectifier circuits providing output waves of twelve and more phases can be readily 
obtained from a three-phase supply, and are widely used in mercury-arc rectifiers. 
They have the advantage of much less ripple voltage and a higher ripple frequency 
than the six-phase circuits, but are seldom employed in radic work because of the 
greater number of rectifier tubes required. 

Transformer Insulation Requirements.—The -rsulation that must be provided for 
the secondary of the power transformer in the circuits of Fig. 1 depends upon the 
rectifier connections involved. On the assumption that the negative side of the recti- 
fied output is grounded, then in the center-tapped arrangement, the middle of the 
transformer secondary requires negligible insulation, and the ends must withstand half 
of the total secondary voltage. In contrast with this, the bridge circuit requires that 
the center of the transformer withstand half and the terminals the full secondary 
voltage, whereas in the conventional voltage-doubling circuit, the lower end of the 
transformer must be insulated to stand the full secondary voltage to ground while the 
other end must be capable of handling twice the secondary voltage. 

In the polyphase circuits of Fig. 2 the insulation that is required also varies with the 
connection. In all cases except the three-phase star and the double three-phase 
arrangement with balance coil, there is a winding or a portion of a winding subjected 
to a greater voltage to ground than the crest alternating voltage developed between the 
terminals of that particular coil. Polyphase rectifier circuits employing single-phase 
transformers designed for power-line service can accordingly be expected to overstress 
the insulation in many cases. 

The secondaries of the filament transformers must be well insulated from ground, 
and from each other. Thus in Fig. 1b, the secondary is subjected to half the trans- 
former voltage, and in Figs. la and 1c, each filament winding must stand a voltage to 
ground equal to the full secondary voltage of the power transformer. In Fig. 1c, this 
same insulation is also required between individual filament windings. In the poly- 
phase circuits of Figs. 2a, b, d, and f, the filament winding is subjected to the full 


1 Further discussion of the requirements that a balance coil must meet in order to operate satis- 
factorily are given in Par. 3. 

? For further information see R. W. Armstrong, Polyphase Rectification Special Connections, Proc. 
I.R.E., Vol. 19, p. 78, January, 1981. | 
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voltage to neutral of the power transformer, and in Fig. 2e the voltage stress is twice 

that developed to neutral by one set of transformers. With the six-phase single Y, 

the filament windings must all be insulated to stand the secondary delta voltage of 
"the power ‘transformer both to ground апа to each other. 

Combination Rectifier Circuits —Two different types of rectifier connections are 
sometimes combined in a single arrangement to provide different output voltages. 
Examples are shown in Fig. З. The arrangement at а combines the full-wave bridge 
rectifier circuit of Fig. 1с with the center-tapped circuit of Fig. 1b to give two d-c out- 
puts developing voltages in the ratio of 2:1.! Analogously, the circuit of Fig. 3b 
combines the six-phase single-Y circuit of Fig. 2c with the three-phase star of Fig. 2b 
to give two output voltages in the ratio of 2:1. Such arrangements provide а simple 


a 





(a) d 





Ета. 3.—Examples of combination rectifier circuits. 


means of obtaining a lower voltage output of comparatively small current rating 
without the addition of appreciable accessory equipment. 

3. Performance of Rectifiers When Used with Filter Systems Having Series- 
inductance Inputs.—The output of a rectifier is normally delivered to a filter that 
smooths out the pulsations and produces a substantially constant d-c voltage. The 
filters used for this purpose can be divided into two types, 4.е., those which present а 
series inductance to the rectifier output and those which present a shunt condenser to 
the output terminals of the rectifier. Either arrangement can be used with any of the 
rectifier circuits of Figs. 1 and 2 except that the voltage-multiplying circuits and the 
half-wave connection of Fig. 1 require condenser input. Inductance-input systems 
utilize the tubes and transformers more effectively than condenser-input arrangements 
and so are used wherever large powers are involved. They also have better voltage 
regulation and so are employed where the load on the system varies, as in Class B 
amplifiers. 


1 For further details of a practical character see С. E. M. Bertram and В. S. Quimby, A Duplex 
Plate Supply Using Type 83 Tubes, Q.S.T., Vol. 17, р. 31, March, 1933. 
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Voltage and Current Relations in Rectifier Tubes and Transformers.—The basic 
voltage and current relations existing with an inductance-input filter can be understood 
by considering the ideal case of an infinite input inductance combined with a trans- 
former having zero leakage inductance and resistance. Under these conditions the 
output current delivered by the rectifier system is constant, the current simply shifting 
from anode to anode during the cycle. The resulting current waves in typical cases are | 
shown in Fig.4. The fact that the current waves in the transformer are not sinusoidal 
causes the heating of the transformer windings to be greater for a given d-c power out- 
put from the rectifier than would be the case if the same amount of a-c power were 
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{a) Single- phase full-wave system (same for primaries) 
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Fic. 4.—Typical current waves in primary and secondary windings of transformers for ideal 
_inductance-input system. . 

drawn by a resistance load. This makes it necessary to design the transformer wind- 
ings more generously for rectifier applications than would otherwise be the саве. The 
ratio of d-c output to required kva capacity is termed the transformer utilization 
factor, or utility factor. Its value depends upon the rectifier connection, and is also 
commonly not the same for the primary and secondary windings. 

The voltage developed across the input terminals of the filter system is the same as 
the voltage developed across a resistance load. The character of the output voltage 
therefore depends upon the number of phases in the output wave, as shown in Figs. 1 
and 2, and is not affected by the particular way in which the rectifier is connected 
to develop this number of phases. 

Quantitative Behavior of Ideal Rectifier System with Inductance-input Filter —The 
quantitative conditions existing in ideal rectifier-filter systems, assuming zero trans- 
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former resistance and leakage inductance, zero tube resistance, and an infinite input 
inductance are given in Table 1.1 This table gives all the information essential for 
determining the voltage and kva capacity required of each transformer winding, the 
peak and average currents through the rectifier tubes, the maximum inverse voltage 
that the rectifier tube must stand, and the harmonic components contained in the 

. output voltage. A simple calculation showing the use of the table in a practical case 
is given in Par. 6. 








TABLE 1 
Rectifier circuit 
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(Fig. | (Fig. | (Fig. | (Fig. | (Fig. | (Fig. | (Fig. | (Fig. 
15) 1e) 2а 2Ь) 2c) 2d) 2e) 2f) 





Voltage relations (4-с component of out- 
ut voltage taken as 1.0): 
a. Rms value of transformer secondary 


voltage (per leg).......... каскак 1.11*| 1.11 | 0.855! 0.985/0.428 |0.855 |0.428 10.740 
$. Maximum inverse voltage.......... 3.14 | 1.57 | 2.09 | 2.09 1.05 12.42 1.05 2.09 
с. Lowest frequency in rectifier output 

ЕК = frequency of powersupply)....| 2F 2F ЗЕ ЗЕ er er er 6F 


d. Peak value of first three a-e compo- 
nents of rectifier output: 
Ripple frequency....... КОЧЕ 0.667| 0.667| 0.250] 0.2500.057 |0.05710.057 |0.057 
Second harmonic of ripple fre- 
ччепеу........... я 0.133] 0.133| 0.057| 0.057/0.014 |0.014 |0.014 |0.014 
Third harmonic of ripple frequency} 0.057| 0.057| 0.025| 0.025/0.006 0.006 |0.006 |0.006 
e. Ripple peaks with reference to d-c 


axis 
Positive реаК...................] 0.363] 0.363) 0.209] 0.209/0.0472/0.0472/0.0472/0.0472 
Negative реак..................| 0.637, 0.637| 0.395] 0.395/0.0930/0.0930/0.0930|0.0930 


Current relations: 

Average current per anode 
Peak anode current 
Average current per anode 
Direct-current in load 
Peak ourrent рекалодо. `1. 1.000] 1.000] 1.000| 1.000/1.000 |0.500 1.000 |1.000 
Direct-current in load 
Transformer requirements (d-c output 

ower = 1.0): 





‚зз, ...| 0.500; 0.500) 0.333] 0.333/0.333 |0.333 |0.333 |0.167 





n 0.500 0.500| 0.333| 0.333|0.333 |0.167 0.333 |0.107 





4. Primary kva........... eed Ed 1.11 | 1.11 | 1.21 | 1.05 11.05 [1.05 [1.05 [1.28 
j. Secondary Куа.................... 1.87 | 1.11 | 1.48 | 1.71 [1.05 [1.48 11.48 {1.81 
k. Average of primary and secondary 

i DATI 1.34 | 1.11 | 1.35 | 1.38 [1.05 [1.26 31.20 11.55 




















Nors: This table assumes that the input inductance is sufficiently large to maintain the output cur- 
rent of the rectifier substantially constant, and neglects the effects of voltage dropin the rectifier and 
the transformers. 

* Secondary voltage one side of center tap. 
1 The principal component of voltage across the balance coil has a frequency of 3F and a peak ampli- 
tude of 0.500. The peak balance coil voltage, including the smaller higher harmonics, is 0.605. 


Voltage Regulation in Input-inductance Systems.—The output voltage of a rectifier- 
filter system employing a properly designed input inductance falls off with increasing 
load as a result of (1) resistance in the filter; (2) resistance of the rectifier tubes;? 


1 Most of the data in this table are from Armstrong, Loc. cit. For corresponding information on addi- 
tional connections see Armstrong, loc. cit.; D. C. Prince and Е. B. Vodges, “ Mercury Аге Rectifiers and 
Circuits,” McGraw-Hill, New York, 1927; О. K. Marti and H. Winograd, “ Mercury Arc Power Recti- 
fiers," McGraw-Hill, New York, 1930. 

2 With hot-cathode mercury-vapor tubes, the voltage drop is constant irrespective of-the current. 
It is accordingly permissible to assume here that the tube has zero resistance and that the output 
potential is always 10 to 15 volts less than would be calculated on the basis of an ideal tube. 

In grid-controlled and ignition rectifiers, the starting voltage at which the tube fires may be much 
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(3) resistance in the transformer; (4) leakage reactance of the supply transformer. 
The various resistances in the circuit reduce the output voltage without affecting the 
wave shape in the system. In calculating the effect of the resistances in the circuit, 
the tube drop is determined by the number of tubes in series and the tube drop required 
to carry the anode currents. The voltage loss in the transformer resistance is cal- 
culated on the basis of the primary and secondary currents in the transformer at any 
one time and the transformer resistances through which this current must flow. With 
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Fra. 5.—Effect of leakage inductance in the transformer on the behavior of a polyphase 
rectifier. 


choke-input systems, the tube and transformer resistance drop is constant throughout 
the cycle, even though the current shifts between tubes and transformer windings. 
The leakage reactance of the transformer prevents the current from shifting 
instantly from one winding to another as in the ideal case in Fig. 4. The situation in 
a typical case is shown in Fig. 5b, where » represents the interval required to transfer 
the current. During this transition period, the output voltage, instead of following 
the open-circuit potential of the more positive anode, as in the case of an ideal rectifier, 





greater than the voltage drop required to maintain the current, once the flow has started. This causes 
the time at which the tube fires to be later in the cycle than in the case of an ideal tube, with a resultant 
lowering of the output voltage by ар amount that depends upon the firing voltage, i.e., upon the delay 
in firing tin». 
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assumes a value that is the average of the open-circuit voltages of the two windings 
that are simultaneously carrying current, as shown in Fig. 5c. This causes the average 

- voltage of the output to be less than if there were no leakage inductance by an amount 
indicated by the shaded areas of Fig. 5c. The calculation of this voltage loss is com- 
plicated, and depends both upon the rectifier and transformer connections. The 
reader wishing tó make such computations can find the details in books devoted solely 
to the subject of rectifiers.! 
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Ета. 6.— Effect of a finite input inductance on current waves. 


Effect of Finite Input Inductance.— When the input inductance is large but not 
infinite, the output current of the rectifier will vary somewhat, increasing when the out- 
put voltage developed by the rectifier is greater than the d-c component of the output, 
and dropping when it is less. Тһе behavior in two typical cases is shown in Fig. 6, and 
it is apparent that the peak current that the tubes must now carry to develop a given 
d-c output current is greater than when an infinitely large choke is used. 

Most of the fluctuation in output current with finite inductance is composed of 
current of the lowest ripple frequency. To the extent that this is true, the increase in 
peak rectifier current resulting from a finite input inductance is given by the equation 





Peak current with finite input inductance L Ei Rett (1) 
Peak current with infinite input inductance Ес why 


1 Prince and Vodges, op. cit.; Marti and Winogard, op. cit. 
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where E/E is the ratio of lowest-frequency ripple component to the direct-current 
voltage in rectifier output as given by Table 1, Rer is the effective load resistance 
(actual load plus filter resistance plus equivalent tube ana transformer resistances), 
and оГ. is the reactance of the input inductance at the lowest ripple frequency. The 
fact that the input inductance is finite instead of infinite has practically no effect upon 
the output voltage, provided that the input inductance exceeds the critical value dis- 
cussed below. | 

The minimum input inductance that will give normal input-inductance operation 
of the rectifier system is the smallest inductance that will maintain a continuous flow of 
current from the rectifier output. The requirement for continuous current flow is 


given by the approximate relation! 
Е | 1, ТИ 
Rett 


oly "e Е; 
where the notation is the same as in Eq. 
Lı = (3) Іа. 7.— Modified swinging-choke arrange- 


(1). In the important practical case of a 
60-cycle single-phase full-wave circuit, Eq. 


Es Е, e 
(2) becomes 
Е 1,180 ment. 


The minimum allowable input inductance as given by Eq. (2) is termed the critical 
inductance.? When the inductance is less than the critical value, the system acts as 
a condenser-input system. The d-c voltage developed across the filter input is then 
greater than given by Table 1, and the regulation is poorer than would be the case with 
adequate input inductance. 

When the direct current drawn from the system varies, it is necessary to satisfy 
Eq. (2) or Eq. (3) at all times if good voltage regulation is to be maintained. In order 
to do this with very small load current without excessive inductance, it is necessary to 
place a bleeder resistance across the filter output to ensure that Rett in Eq. (2) will 
never exceed a reasonable value. 

With single-phase full-wave systems, the input inductance required for light loads, 
even with a reasonable bleeder resistance, is still greater than desirable. One way of 
meeting this situation in an economical manner is to use a moderate-sized input induct- 
ance and then to make the air gap so small that the required incremental inductance is 
obtained with a reasonable bleeder current. With large currents, the core saturates, 
and the inductance will drop, but Eq. (2) is still satisfied. An input inductance 
adjusted to operate in this way is sometimes referred to as a swinging choke. Another 
method? of maintaining a continuous flow of current from the rectifier without employ- 
ing an excessively large inductance is shown in Fig. 7, and consists of a swinging choke 
Li so small as to be inadequate when operating alone at small currents, in series with 
another small choke Гл that is tuned to the fundamental ripple frequency.* 

1 This assumes that the entire fluctuation of current in the input inductance is a result of the lowest 
ripple voltage contained in the rectifier output acting against the impedance of the input inductance. 
This assumption is very closely realized because the higher frequency components of current in the 
input inductance are quite small and because, in practical filters, the shunting condenser following the 
input inductance has very small impedance to the ripple frequency compared with the reactance of 
the input inductance. A more complete analysis is given by C. R. Dunham, Some Considerations in the 
Design of Hot-cathode Mercury-vapor Rectifier Circuits, Jour. I.E.E., Vol. 75, p. 278, 1934, Vol. 76, 


р. 421, 1935 (also Wireless Section, Г.Е.Е., Vol. 9, p. 275, September, 1934, and Vol. 10, p. 108, June, 
1935). ` 

2 For further discussion, see F. S. Dellenbaugh, Jr., and R. S. Quimby, The First Filter Choke—Its 
Effect on Regulation and Smoothing, QST, Vol. 16, p. 26, March, 1932. 

3 See Reuben Lee, Solving a Rectifier Problem, Electronics, Vol. 11, p. 39, April, 1938. 

4 If the inductance Гл’ is not too small, the swinging choke Гл in Fig. 7 can be eliminated. 
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In rectifiers where the voltage required to initiate a discharge between cathode and 
anore is greater than the subsequent voltage drop when carrying current, as is the 
case in all grid-controlled and ignition mercury-pool arrangements when the adjust- 
ment is such as to give delayed firing, the input inductance required to maintain a 
continuous flow of current and give proper operation is greater than called for by Eq. 
(2).1 Failure to employ sufficient input inductance in such cases not only will make 
the voltage regulation poorer but also may cause erratic behavior, such as irregular 
firing of the tubes. 

4. Performance of Rectifiers When Used with Filter Systems Having Shunt-con- 


р denser Input. Mechanism of Opera- 
Transformer; Rectifier „Filter tion—When the input to the filter 


—€—— n 


i presents to the rectifier a shunt con- 
Li denser instead of a series inductance, 
А.С. 
supply 
(a) Actual circuit 


à 








R the behavior is greatly modified. 
Each time the crest alternating volt- 
age of the transformer is applied to 
one of the rectifier anodes, the input 
condenser charges up to just slightly 
less than this peak voltage. The 


R Ж 
= "p Eo les 
| ^ Rs Rr А o Bee rectifier then ceases to deliver cur- 
E sin i Ec c EYT rent to the filter until another anode 
lwttwto) о 6 approaches its peak positive potential, 


(b) Equivalent circuit when the condenser is charged again. 
During the interval when the voltage 
across the input condenser is greater 
than the potential of any of the 
anodes, the voltage across the input 
condenser drops off nearly linearly 
(c) Actualshape of voltage wave across input con- with time, because the first filter 
denser O inductance draws a substantially con- 
stant current from the input con- 
denser. A typical set of voltage and 
current waves is shown in Fig. 8. 
ktej- tz > Quantitative Relations.—The de- 
(d) Actual wave shape of current flowing through tailed action that takes place in a 
tube condenser-input system depends in a 
Fie. 8.—Actual and equivalent circuits of relatively complicated way upon the 
condenser-input rectifier-filter system, together load resistance in the rectifier output, 
with oscillograms showing operation under the input capacity, the leakage react- 
typical conditions. 4 , 
ance and resistance of the transformer, 
and the characteristics of the rectifier tube. For purposes of analysis, the actual recti~ 
fier circuit, such as that of Fig. 8a, can be replaced by the equivalent circuit of Fig. 8b. 
Here the rectifying action of the tube is replaced by a suitable switch S that is assumed 
to be closed whenever one of the rectifier anodes is conducting current and that is open 
the remainder of the time. The inductance L of the equivalent circuit is the leakage 
inductance of the transformer, measured in Fig. 8 across one-half the secondary wind- 
ing with the primary short-circuited, and the equivalent resistance № is the correspond- 
ing transformer resistance R, measured in the same way, plus a fixed resistance R, that 
takes into account the voltage drop in the rectifier tube. The input condenser of the 


д) 





1 А comprehensive discussion of the input inductance required in such cases, including formulas for 
calculating the critical inductance, is given by W. P. Overbeck, Critical Inductance and Control 
Rectifiers, Proc. Г.Р.Е.. Vol. 10, p. 655, October, 1939. 
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filter system is C, and the first inductance L; is assumed to draw а constant cur- 
rent Jo equal to the d-c voltage Е, developed across the input condenser divided by a 
resistance equal to the sum of the actual load resistance plus the resistance of the 
filter inductances. 

The most important use of condenser-input filter systems is with single-phase full- 
wave rectifier circuits supplying power to radio receivers, small public-address systems, 
etc. The performance of such rectifier systems can be determined by a relatively 


(a) Leakage Inductance=0 i0 (b) Leakage Inductance=0.1 henry 
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Fie, 9.—Charts giving performance of shunt-condenser filter system for 60-cycle supply 
source and full-wave rectifier. 


complicated analysis based on the equivalent circuit of Fig. 86 and leads to the results 
given in Fig.9.! The approximations involved in Fig. 9 are as follows: (1) The rectifier 


1 For details of the analysis, вее Е. E. Terman, ‘‘ Radio Engineering," 2d ed., рр. 492-498, McGraw- 
Hill, New York, 1937, or the thesis by Dr. R. L. Freeman, Analysis of Rectifier-filter Circuits, Stanford 
University Library, 1934. 

Analyses for a variety of special cases of condenser-input systems have been developed. Although 
none of these take into account all of the factors involved and at the same time present the results in 
convenient form for practical use, they are helpful in estimating the behavior that can be expected. 
The following references, with a brief summary of the ground covered by each, will he helpful to the 
reader wishing to go into the subject more deeply: 

E. B. Moullin, The External Characteristic of a Diode Rectifier, Jour. I. E.E., Vol. 80, p. 553, 1937; 
also, Wireless Section, I.E.E., Vol. 12, p. 156, June, 1937. Analysis is made of single-phase half-wave 
and full-wave circuits, assuming a linear tube characteristic, zero generator impedance, and a resistance 
‘oad connected directly in shunt with the input capacity. Equations are derived for power output, 
power loss in diode, effective value of diode current, and voltage regulation characteristic. The 
results are extended to voltage multiplier systems. М. Н. Roberts, the Diode as Half-wave, Full-wave 
and Voltage-doubling Rectifiers, Wireless Eng., Vol. 13, p. 351, July, 1936, which covers the same 
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tube is assumed to begin passing current as soon as the anode becomes positive with 
respeet to the cathode; (2) the rectifier is replaced by a fixed resistance during its 
conducting period; (3) the current flowing into the first inductance is assumed to be 
constant throughout the cycle; (4) the voltage at the primary terminals of the 
power transformer is assumed to have perfect regulation. The errors that result 
from the last three of these approximations are small under practical circumstances, 
and the first approximation is also satisfied in the case of high-vacuum, copper oxide, 
and selenium rectifiers. The case of hot-cathode mercury-vapor tubes can be handled 
by assuming that the tubes have zero resistance and then subtracting from the cal- 
culated output 15 volts drop for each tube that isin series. An example of the use of 
the curves in Fig. 9 is given in Par. 6. 

Discussion of Shunt-condenser Systems. —ianituation of Fig. 9 shows that the d-c 
voltage developed by the rectifier operating with a shunt-condenser filter system 
depends primarily upon the load resistance and the internal impedance of the power 
source, as represented by R and L in the equivalent circuit of Fig. 8b. The ratio of 
peak to average current through the rectifier tubes and transformer secondaries also 
depends upon these same quantities, with the peaks being smaller in proportion to 
the d-c current when the internal impedance is high and a large load current is drawn 
from the rectifier. The regulation of the d-c voltage is controlled largely by the inter- 
nal impedance of the source, which should be small if the regulation is to be good. The 
ripple voltage is greater the lower the load resistance (7.e., the greater the current drawn 
from the rectifier), and the smaller the input condenser, but is roughly independent of 
the source impedance. Oscillograms showing the effects of circuit parameters on the 
detailed behavior of a typical shunt-condenser input system are shown in Fig. 10. 

Compared with filters having a series input inductance, the use of a shunt condenser 
results in the development of a higher d-e voltage across the rectifier output, together 
with a smaller ripple in this voltage. At the same time the shunt-condenser arrange- 
ment results in poorer voltage regulation, & much poorer utilization factor for the 
transformer, and a relatively high peak current through the rectifier tube in proportion 
to average current. 

Condenser input systems find their chief use in single-phase full-wave rectifier sys- 
tems developing small amounts of power at reasonably high output voltages under 
conditions where voltage regulation is not important. In particular, shunt-condenser 
input systems are almost universally used for supplying anode power to radio receivers 
and small public-address amplifiers where the total power involved is of the order of 
50 watts or less, at voltages of 250 to 400 volts. 

High-vacuum rectifiers are usually preferred to hot-cathode mercury-vapor tubes 
in, condenser-input systems, because the life of the high-vacuum tube is not so critical 





ground as Moullin and likewise assumes a linear tube characteristic, but extends the analysis to include 
the calculation of ripple voltages for the idealized case of zero reactance in the source. W. Н. Aldous, 
The Characteristics of Thermionic Rectifiers, Wireless Eng., Vol. 13, p. 576, November, 1936. Calcu- 
lation of anode dissipation, output voltage, and peak current, on the assumption of a three-halves power- 
tube characteristic, an infinite input capacity, and zero reactance in the source of alternating voltage. 
C. M. Wallis, Half-wave Rectifier Circuits, Electronics, Vol. 11, p. 12, October, 1938. Analysis of 
voltage and current wave forms for half-wave rectifier of gaseous conduction type, assuming that the 
voltage drop in the tube is independent of current and that the voltage required to initiate the discharge 
is no greater than this drop. It is also assumed that the power transformer has zero resistance and 
leakage inductance. Analysis is given for the load resistance in shunt with input condenser (including 
the case where the shunt condenser is reduced to zero) and for the load resistance in series with an 
inductance (but no condensers in system). М. B. Stout, Analysis of Rectifier Filter Circuits, Elec. 
Eng., Vol. 54, p. 977, September, 1935. Methods of calculating current wave forms are given for a 
variety of conditions where the current is both continuous and discontinuous. In the latter case, the 
tube drop and impedance of the source are neglected. D.L. Waidelich, The Full-wave Voltage-doubling 
Rectifier Circuit, Proc. I.R.E., Vol. 29, p. 554, October, 1941. This article gives an analysis of the full- 
wave voltage-doubling sireuit with a resistance load connected directly across the input condensers 
and with zero tube drop and source impedance assumed. 
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with respect to peak current. When hot-cathode mercury-vapor tubes are used, it is 
often desirable to place between the rectifier output and the shunt condenser a small 
series inductance that is not large enough to satisfy Eq. (2). Such a choke is seen from 
the equivalent circuit of Fig. 8 to have the same effect as increasing the leakage induct- 
ance of the transformer. It will therefore reduce the peak current passing through the 
rectifier tubes at the cost of poorer voltage regulation and reduced output voltage. 
Cold-cathode gaseous rectifiers are always used with shunt-condenser filter systems. 
No special precautions need be taken with regard to such. tubes, since the gaseous 
ionization permits the momentary passage of very large currents. 

Inductance-input systems in which the input inductance is less than the critical 
value act as condenser-input systems in which the effective source inductance Г, 
assumed acting in the equivalent circuit of Fig. 8b consists of the actual transformer 
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Рус. 10.— Effect of circuit parameters on behavior of rectifier operated with condenser-input 
filter. 


induetancé plus the input inductance of the filter. The essential distinction between 
series-inductance and shunt-condenser systems is that the former refers to operation in 
which the current flows continuously from the rectifier output into the filter system, 
and the latter refers to systems in which the current flows intermittently from rectifier 
into the filter. If intermittent action is present, then the system is classified as a 
shunt-condenser arrangement even though there may be a series inductance of less 
than the critical value present. 

Shunt-condenser systems are sometimes.operated with the load resistance con- 
nected directly across the condenser. Such an arrangement is practical when the 
load current is so small in proportion to the condenser capacity that the variation in 
voltage across the input condenser is small. The performance of such cases for a 
single-phase full-wave circuit can be obtained with reasonable accuracy with the aid of 
Fig. 9. . 

The performance curves of Fig. 9 can be extended to cover the single-phase half- 
wave rectifier of Fig. 1a by reading the curve on the basis of a leakage inductance that 
is half the actual inductance and a shunt capacity half the value really present. The . 
ripple voltage in such cases has the same frequency as the supply. 
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b. Filters.—4A filter is ordinarily placed between the output of a rectifier and the 
load resistance for the purpose of smoothing out the voltage fluctuations of the recti- 
fier output. Such filters consist of alternate series impedances that oppose the flow of 
alternating currents and shunt condensers that by-pass these currents. Typical 
filter arrangements are given in Fig. 11. The side of the circuit with the series imped- 
ances may be placed in either lead of the fiker. However, if one output terminal is 
grounded, and it is essential that the hum voltage in the output be extremely small, 
then the filter chokes must be placed in the ungrounded lead. 

For purposes of discussion and analysis, filters are ordinarily divided into sections, 
each of which consists of a series impedance associated with a shunt impedance as 
indicated in Fig. 11. In making this division, a series inductance is considered part of 
the first section, and a shunt capacity across the filter input is not included in the first 
section. 

P Section->| MSection>Section™| 
| | | 





Rectifier Ч Rectifier 
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Ci Lood C, 





| | 
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Shunt-condenser filler system 
Ета. 11.— Typical inductance-capacity filters. 


Inductance-capacity Filters.—Most filter sections are composed of a series induct- 
ance and à shunt capacity. In practical filters of this type, the reactance of the shunt 
capacity is much smaller than the reactance of the series inductance and of the load 
resistance. To the extent that this is true, such a filter section reduces each frequency 
component of voltage applied to the input side according to the relation 


Alternating voltage | 
| emet output of section m 1 (4) 
Ы Alternating voltage applied («2С — 1) 
ra input of section | ; 





where /, = series inductance of filter section. 
C = shunt capacity of section. - 
о/2т = frequency of ripple voltage involved. 


1 This is because of electrostatic capacity of the transformer secondary to ground. See Е. E. Terman 
- and 8. B. Pickles, Note on a Cause of Residual Hum in Rectifier Filter Systems, Proc. I.R.E., Vol. 22, 
p. 1040, August, 1934. 
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Results of Eq. (4) are given in Fig. 12 for the usual case where the ripple components 
are harmonics of 60 cycles. 

When a filter consists of more than one section, the total reduction in ripple voltage 
produced by the combination is very nearly the product of the voltage-reduction 
factors of the individual sections, or what is the same thing, the sum of the db attenua- 
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Fre. 12.—Reduction factor in ripple voltage produced by a single-section inductanoe- 
capacity filter having inductance L and capacity C. 

tions of the individual sections. In the case of multisection filters, the most efficient 
way to divide a given amount of inductance (or capacity) between the sections is to do 
so equally. 

Resistance-capacity Fillers.—A resistance-capacity filter section is shown in Fig. 
13а and consists of a series resistance followed by a shunt condenser. Such sections 


1L, B. Hallman, Jr., A Note on the Simple Two-element Low-pass Filter of Two and Three Sections, 
Proc. I.R.E., Vol. 21, p. 1603, November, 1933. 
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are frequently used where the current is so small that the loss in voltage in a large 
resistance will not be excessive. Resistance-capacity sections also find use where it is 
necessary to drop the voltage, as, for example, in obtaining screen voltage from the 
same power supply that operates the plate electrodes of the tube. In practical resist- 
ance-capacity filters, the reactance of the shunting condenser is always made small 
compared with the series resistance of the filter and the load resistance to which the 
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Fig. 13.—Miscellaneous filter circuits. 


filter output is delivered. Under these conditions, the resistance-capacity filter 
produces a reduction in a-c voltage according to the relation 


Alternating voltage 
| poete output of = " 1 (5) 
Alternating voltage applied)e RoC 
lo input of section | 





where E is the series resistance and C is the shunt condenser (see Fig. 13а). The 
results of Eq. (5) are given in convenient form in Fig. 14 for the usual case where the 
ripple frequencies involved are harmonics of 60 cycles. 

Filters Employing Resonant Elements or Involving Balancing Arrangements.—The 
effectiveness with which a filter suppresses a particular ripple frequency can be greatly 
increased by using resonant impedance elements or by balancing arrangements. Thus 
tuning the series inductance to parallel resonance with the undesired ripple frequency 
or the shunt condenser to series resonance, as shown in Fig. 18, will greatly increase 
the attenuation of this frequency. Such arrangements have the disadvantage, how- 
ever, of requiring a careful adjustment of circuit constants in order to be fully effective, 
and also offer less attenuation to the higher ripple frequencies. 


Par. 5] POWER-SUPPLY SYSTEMS 609 


Balancing systems are shown in Figs. 18d, 13e, and 13f. In the tapped-choke 
arrangement of Fig. 13d, the capacity of the condenser C a and the location of the tap on 
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Fic. 14.—Reduction factor in ripple voltage produced by a single-section resistance- 
capacity filter having a resistance В and a capacity C. 





inductance L, should be such as to satisfy the relation! 
X. = (п + DXrL - (6 


where n = ratio of turns in section BC to number of turns in section AB of coil Гл. | 

X. = reactance of condenser C, at the lowest ripple frequency. | 

Xz = reactance of the choke between points A and B at the lowest ripple 
frequency. 

1 This formula assumes that there is zero leakage inductance between the two parts of the choke. 


Experimental data showing the hum reduction that can be achieved in practice is given by B. F. 
Miessner, Hum in All-electric Radio Receivers, Proc. I.R.E., Vol. 18, p. 137, January, 1930. 
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There is no ripple current in the section BC of the choke, because the current flowing 
through the section AB induces in the other section sufficient voltage to balance exactly 
the ripple voltage applied to the choke. Tapped chokes were once widely used in 
small rectifier-filter systems, but went into the discard with the coming of inexpensive 
high-capacity electrolytic condensers. 

In the balancing arrangement of Fig. 13e, advantage is taken of the fact that there 
15 180° phase difference between the input voltage E and the ripple voltages developed 
across C. The ripple current delivered to С through resistance В, by E can hence be 
balanced by a corresponding current delivered to C; by the resistance Rz, provided that 


Re (7) 
Reduction factor of section "e 
as given by Eq. (4) 





R; = 


The circuit of Fig. 13f is similar to that of Fig. 13e, except that the single inductance- 
capacity section is replaced by two resistance-capacity sections, in each of which the 
shunting reactance is much less than the series resistance.! 





Ета. 15.—Example of graded filter in which the amplifier stages operating at lower power 
level are provided with progressively increased filtering. 


Graded Filters.—A. rectifier-filter system is commonly used to supply anode voltage 
to the several stages of an amplifier. In such an arrangement the amount of ripple or 
hum voltage that can be allowed to exist in the voltage applied to the various stages is 
less the lower the power level, because hum introduced at a low power level is amplified 
by the subsequent stages. This situation makes it desirable to arrange the power- 
supply system so that the voltages applied to different tubes operated from the system 
undergo differing amounts of filtering. An example of such a graded filter is shown in 
Fig. 15. Неге the output stage is shown receiving its voltage directly from the input 
condenser, which is permissible because of the high power level at which the output 
Stage operates, combined with the hum balancing action of the push-pull connection. 
Progressively greater filtering is provided for the lower level stages. In designing such 
an arrangement, one starts by arranging matters so that the hum voltage applied to 
the final stage is as large as, but no larger than permissible. Then the next filter 
section (ab in Fig. 15) is proportioned to give greater attenuation to the ripple voltage 
than the amplification that the ripple voltage undergoes in the final stage between 
a andb. Similarly, the filter section bc is proportioned to give at least as much reduc- 
tion in hum as there is gain in the amplifier between points b and c. 


1H. H. Scott, Simple Improvements in R-C Power-supply Filters, Electronics, Vol. 12, p. 42, August, 
1939. 
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A graded filter reduces to the lowest possible value the amount of current that 
must bé carried by the series-impedance arms of the filter, and so results in substan- 
tial economies over an arrangement in which the full rectifier output is sub- 
jected to the maximum amount of filtering. A graded filter also provides isolation 
between stages, thereby reducing low-frequency regeneration and motorboating in the 
case of audio-frequency amplifiers. 

Filter Inductances and Capacities.—The inductance coils used in a filter must have 
laminated iron cores with an air gap that is sufficient to prevent the direct-current 
magnetization from saturating the core. The insulation between the winding and the 
core must be capable of withstanding the full d-c voltage delivered to the rectifier 
output (unless the filter is always to be used on the grounded side of the circuit). The 
inductance that is effective in the filter is the incremental inductance, which depends 
both upon the direct and the alternating magnetization of the core, as discussed in 
Par. 23, Sec. 2. In estimating the alternating magnetization that can be expected, it is 
normally permissible to assume that all inductances except that in the first section 
of an input-inductance filter carry only very small alternating currents. The first 
choke is subjected to appreciable alternating magnetization, however, since it carries 
a current that is given approximately by! 


A-c current in LE (8) 
input inductance | — eL 


where E; is the amplitude of the lowest frequency component of the ripple voltage and 
«Гл is the reactance of the input inductance at this frequency. 

The condensers used in filters must be capable of continuously withstanding a direct- 
current voltage that is equal to the crest alternating-current voltage applied to the 
rectifier. Ordinarily a single condenser should be used to withstand the entire voltage, 
rather than several condensers in series. When condensers are in series, the direct- 
current voltage stress divides between them in proportion to their leakage resistances 
rather than their dielectric strength, and the leakage resistances are variable and uncer- 
tain, If filter condensers are to be connected in series, it is advisable to shunt them 
with high resistances proportioned to divide the voltage in the correct ratios. Electro- 
lytic condensers are ordinarily used where the peak voltages do not exceed 400 to 
500 volts. Such capacitors have very low cost in proportion to capacity, although 
there is an accompanying disadvantage of limited life. Paper condensers are used 
when voltages exceeding 400 are involved, and also even with lower voltages if long 
life is important. 

Filter condensers. used in condenser-input systems associated with amplifiers and 
radio receivers are normally subjected to a brief interval of overvoltage when the power 
is first turned on. This is particularly the case when filament tubes are used in the 
rectifier and heater tubes are used in the power stages operated from the rectifier-filter 
system, because then the rectifier becomes fully operative before the load comes on. 
'To avoid trouble under these conditions, it is necessary to provide a factor of safety in 
the voltage ratings of the condensers or to place somewhere in the system 2 voltage- 
regulating condenser (see Par. 34, Sec. 2). 

6. Examples of Rectifier-fiiter Calculations.— The use of Table 1, Fig. 9, and the 
various equations relating to filters are illustrated by the following examples: 

Example 1.—It is desired to design a three-phase star rectifier-filter system to operate from a 60-cycle 


power supply and to deliver a direct-current output of 2,500 volts and 0.4 amp with a ripple that must 
not exceed 2 per cent. 


1 This assumes that the reactance of the condenser in the first section is small compared with the 
reactance of the inductance, а condition very nearly realized under most practical circumstances. It 
also neglecta currents of higher ripple frequencies, but these are so small and so phased that their 
effect is secondary. 
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If the direct-current resistance of the filter inductances is neglected, the rectifier must deliver а 
direct-current output voltage of 2,500 volts, and Table 1 shows that the rms voltage that each secondary 
leg must develop is 2,500 X 0.855 = 2,135 volts. Since the utilization factors of the primary and 
secondary, as given by Table 1, are 0.827 and 0.675, respectively, each leg of the primary must have à 
rating of 

2,500 X 0.4 


(8 X 0.827) = 403 watts 


and each leg of the secondary, a rating of 2,500 X 0.4/(3 X 0.675) = 493 watts. Tentative calculation 
based on Eq. (4) shows that the filter of Fig. 11а with C1 = 1.0 uf and Га = 9.8 henrys will keep the 
ripple voltage down to 2 per cent and will be generally satisfactory. Reference to Table 1 shows that 
the peak anode current would be 0.4 amp for infinite input inductance, and the maximum inverse 
voltage that each rectifier must stand is 2,500 X 2.09 = 5,225 volts. Type 866 mercury-vapor tubes 
wil meet these requirements. In actual practice, the secondary voltage of the transformer would be 
made greater than 2,135 volts by perhaps 10 per cent to compensate for the loss of voltage caused by 
the resistance of the filter inductance, the voltage drop in the rectifier, the leakage reactance of the 
iransformer, and the transformer resistance. 

Example 2.—A load of 4,000 ohms is to be supplied by direct current from a condenser-input 
rectifier-filter system. The power transformer develops a potential of 300 volts rms on each half of the 
secondary. The effective leakage inductance and resistance are 40 mh and 125 ohms, respectively, and 
a Type 80 rectifier tube is used. The input condenser is 4 uf, and is followed by a single-section filter 
consisting of a 10-henry choke with 400 ohms resistance and an 8-uf condenser across the output. 
Determine the performance of the system. 

The first step in the solution is the determination of the effective load and source resistances. The 
former is the actual load resistance plus the choke resistance, or 4,000 + 400 = 4,400 ohms. The 
average resistance of the rectifier tube is (from tube manual) approximately 62/0.125 = 498 ohms, so 
that the source resistance is 125 -+ 498 = 623 ohms. Reference to Fig. 9 shows that for these values of 
Source and load resistances and input capacity one has 





For L = 0| For L = 0.1 | For L = 0.040 





NUBE FU ee EVES ASA USER REHM EA ORO Rd x C CRUCE 0.73 0.73 
о о we ink gum DET ES D E С КЛ СКК Т 2.9 2.95 
МЕ Hà. сеге зонда errorae БУЛК SALI ae GORE x 0.12 0,117 





The last column is obtained by interpolation between the first two. From this column one has 


D-c voltage across input condenser = 0.73 X 300 4/2 = 309 

D-e voltage across actual load = 309 X 4,000/4,400 = 281 

D-c current in load = 309/4,400 = 0.0703 amp 

Peak space current = 0.0703 X 2.95 = 0.207 amp 

Ripple voltage across input condenser = 0.117 X 309 = 36 volts crest 
36 


(754)? X 10 X 8 X 10* — 1 





Ripple voltage across load [from Eq. (4)] — = 0.79 volt crest 


MISCELLANEOUS 


7. Anode Power from Low-voltage Direct-current Sources. Vibrator Systems.1— 
Direct current at high voltage can be obtained from a storage battery by using a 
vibrating contact to change the direct current delivered by the battery into alternating 
current that can be stepped up in voltage by a transformer and rectified. A typical 
arrangement of this type is shown in Fig. 16. Here a vibrating reed is provided, with 
contacts connected in the circuit in such a manner that the storage-battery voltage is 
first applied across one-half of the primary winding of a transformer, and then in the 
opposite direction across the other half. This induces-an alternating voltage in thé™ 
secondary having a value determined by the battery voltage and the transformer ratio. 
The reed is kept in vibration at its frequency of mechanical resonance by the magnet 
M, which is so arranged that when the reed is drawn to the magnet, the terminals of the 
latter are short-circuited, and the reed is allowed to spring back. The resistances R 
and capacity C; shown in Fig. 16 are for the purpose of minimizing sparking at the 
contacts, and the buffer condenser C associated with the secondary, as well as the radio- 


1 An excellent discussion of commercial types of vibrators is given in Vibrators, Electronics, Vol. 9, 
p. 25, February, 1936. 
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frequeney chokes, are essential to control transient voltages and to prevent radio 
interference. 

The secondary voltage developed by the transformer associated with the vibrator 
can be rectified by a rectifier or by an extra set of contacts on the reed, as in Fig. 17. 
The latter arrangement is termed a synchronous vibrator, and eliminates the cost of the 
rectifier tube and the voltage drop in the tube, but is more expensive and more likely ta 
get out of order. Both high-vacuum and cold-cathode rectifiers are used in association 
with vibrator systems that require a tube. 








RE Filter 
choke choke 






RE Electrolytic 
by-pass filter con- 


To tube condenser densers 


filaments and 
speaker field 


TE battery 
Fie. 16.—Circuit of nonsynchronous vibrator power supply. 


The vibrating reed normally has a resonant frequency of the order of 90 to 150 
cycles. The associated transformer and filter system are designed accordingly, instead 
of for a 60-cycle fundamental. In the design, it is to be kept in mind that the wave 
shapes of the voltages involved are square rather than sinusoidal. It isimportant that 
the transformer have the lowest possible leakage inductance in order to minimize spark- 
ing at the contacts, and it is desirable that the transformer be designed: to operate at a 
low flux density. 

Vibrator power supplies are used to oper- 
ate radio receivers from low-voltage storage 
batteries, particularly automobile and air- 
craft equipment, and are also employed 
for small transmitters. Compared with the 
dynamotor, a vibrator power supply is less 
expensive but has shorter life, and tends 
to produce radio interference (often referred 
to as “‘hash’’), 

Рупатоют.—А dynamotor is a combined 
motor generator having two or more sepa- 6V. battery 
rate armature windings and a common field. 
One of the armature windings is operated 
from a low-voltage direct-current power 
source, commonly a storage battery, to give motor operation, while the other wind- 
ings then serve as generators to produce the desired direct-current voltages. 

Dynamotors are built in various sizes and ratings, ranging from small permanent 
magnet types intended for six-volt storage batteries, developing plate power for radio 
receivers and very small transmitters, to large machines supplying plate power for 
good-sized radio transmitters. 

When plate power is obtained from a dynamotor or other equivalent generator of 
the commutator type, it is necessary to place a filter in the output of the machine to 
eliminate ripple voltages arising from the finite number of commutator bars and from 
miscellaneous irregularities. 





Fic. 17.—Cireuit of synchronous vibra- 
tor power supply. 
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8. Self-rectifying Circuits.—In a self-rectifying circuit, alternating voltage is 
applied directly to the plate of an oscillator or power amplifier. On the positive half 
of the cycle, output voltage will be developed, while on the negative half cycle, the 
tube will be inoperative. The usual self-rectifying circuit employs two tubes in each 
stage, so arranged that the two plates are supplied with alternating voltages that are 
180° out of phase, and a large inductance L is inserted in the common filament return 
lead, as shown in Fig. 18. When the inductance is large, the total current drawn by 
the two tubes will be approximately constant, and the amplitude of the generated oscil- 
lations will be reasonably constant. 

The radio-frequency output from a self-rectifying arrangement normally possesses 
both amplitude and phase modulation. The amount of amplitude modulation 
. depends upon the size of the filter choke and 

RF Choke is given approximately by the equation 


High volt 5 А 
Diis RIIE Amplitude modulation = 


2 
C ial 


where L = reactance of filter inductance at 
RF Choke twice the supply frequency. 
(a) Tubes in push pull 


(9) 





R = equivalent d-c load resistance 
RF choke 1.11 X rms voltage on each 
‘High voltage half of transformer secondary 


i transfe = 
ri ERT d-c current through L 


E cial "Тһе phase modulation arises from the fact 
— that the tubes operate alternately, and is 
less the more closely the two sides of the cir- 
choke cuit are balanced. . 

А Self-rectifying circuits find use where the 
(b) Tubes in parallel complications of a rectifier and filter are to be 
Fra. 18.— Typical self-rectifying oscil- avoided, They are also used to some extent 
INE етн: in radio telegraphy for the purpose of creat- 

ing à number of side bands in the radiated wave in order to minimize fading. 

9. Voltage-regulating Systems.— Тһе voltage developed by an anode-supply sys- 
tem may be made approximately independent of the a-c line voltage by (1) an elec- 
tronie voltage stabilizer employing 2 series regulating tube, (2) magnetic voltage 
regulator utilizing magnetic saturation, (3) a neon voltage-regulating tube, (4) a ballast 
lamp. The last three of these arrangements can also be utilized to regulate the fila- 
ment voltage obtained from a transformer. 

Electronic Voltage Regulators.1—A. typical regulator of this type is shown in Fig. 19, 
which also gives constants suitable for a small power-supply system.? Тһе system 
operates in such а way as to cause the output voltage Е, of the system to be substan- 
tially independent of the load impedance connected across Ес, or of the d-c voltage E 
developed by the filter output.? This is because any fluctuation in the output voltage. 


1 An extensive discussion of electronic voltage regulators of various types is given by Е. V. Hunt and 
‘R. W. Hickman, On Electronic Voltage Stabilizers, Rev. Sci. Instrumenis, Vol. 10, p. 6, January, 1939. 
Special types of electronic voltage regulators having extremely high stability in order to meet the severe 
requirements of electron microscopes are described by A. W. Vance, Stable Power Supplies for Electron 
Microscopes, R.C.A. Rev., Vol. 5, p. 293, January, 1941. 

2 This design is given in A Voltage Regulator for D-C Power Supplies, R.C.A. Mfg. Co. Application 
Note 96, Aug. 24, 1938. 

? The regulating system accordingly acts as a filter section by causing the hum voltage in the output 
Eo to be much less than in the input Е to the regulator system. 
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will vary the potential E; applied to the grid of Т», and hence the grid-cathode poten- 
tial, since the regulating action of neon tube Тз keeps the cathode potential Es of Ta 
constant. Any variation in output voltage is accordingly applied to Тз, and after 
amplification by this tube affects the grid potential of T, in such a way as to produce a 
change in voltage drop in this tube that opposes the change in output voltage. The 
value of output voltage that the system attempts to maintain is determined by voltage 
Е, and hence can be readily controlled by the setting of the potentiometer Rz. 

The fact that the output potential Е, obtained in Fig. 19 tends to be independent of 
the load placed on the system causes Ey to act as though it had very low internal imped- 
ance. This property is very helpful in eliminating regeneration and motorboating in 
multistage audio amplifiers and in preventing coupling between different types of 
equipment operating from the same supply system. 


Type 
2A3 or 45 







Unregulated 
filtered D-C 
voltage E 


R2 Rit R2 = Q2rnegohm 
2-watt—--- +; R3= 05 megohm 
Neon lamp 


//5-/25 V 


Fra. 19.— Circuit diagram of typical voltage regulator of the electronic type. 


Voltage Regulators Using Magnetic Saturation.—' The fundamental principles 
involved in this type of voltage regulator can be explained with the aid of Fig. 20. 
Here Tı is an ordinary transformer, and T; is a transformer designed so that when the 
primary winding is placed in series with Ту, the core of T; will be at least moderately 
saturated over the range of applied voltage for which constant output voltage is 
desired. The secondary windings are so poled as to oppose each other, with the satu- 
rated transformer developing most of the secondary voltage. When the alternating 
voltage applied to such an arrangement increases in amplitude, the division of voltage 
between the two transformers changes, with the saturated transformer Т: taking 
proportionately less of the total, as shown in Fig. 20b. ‘This causes the secondary 
voltages to become more nearly equal, and by properly proportioning the system, the 
output will remain substantially constant over an appreciable range of applied voltage, 
as shown. 

The actual details of magnetic voltage regulators can be varied in many respects. 
Thus it is possible to combine the two transformers in Fig. 20a into a single three- 


1 This low internal impedance is effective only at low and moderate frequencies, such that the neon 
lamp is able to follow the cyclic variations in current. A low impedance can be assured at higher 
frequencies by shunting the output with a large condenser C, as shown in Fig. 19. Е 

2 An excellent survey of regulators of this type is given by К. J. Way, Voltage Regulators Using 
Magpetic Saturation, Electronics, Vol. 10, p. 14, July, 1937. 
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legged transformer. The windings can also be arranged in various combinations, 
including auto-transformer connections. A condenser is sometimes placed across the 
saturated transformer, as shown dotted in Fig. 20a, for the purpose of improving the 
voltage regulation with variation in the applied voltage and with load changes and for 
improving the wave shape of the output voltage. 

Point at which, 
saturation is \ 
effective = 








Voltage 





MN | Region of constant 
(a) Circuit output voltage 
Supply Voltage Ej 

(b) Voltage Relations 


Fie. 20.— Circuit and relations existing in a typical voltage regulator of the magnetis- 
saturation type. 
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Fig. 21.—Methods of utilizing a neon tube for voltage regulation. 


Voltage regulators of the magnetic-saturation type are capable of maintaining the 
output voltage constant to +1 per cent, with variations in applied voltage of +15 per 
cent. Such regulators are widely used in conjunction with filament and plate-supply 
transformers, and are commercially available in ratings from a few watts to 25 kilowatts. 

Neon-tube Voltage Regulators.—The fact that neon and similar cold-cathode gaseous 
tubes give a substantially constant voltage drop over a wide range of current, as shown 
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in Fig. 21a can be utilized in a variety of ways to regulate voltage. Thus in Fig. 215, 
a series of neon tubes are placed across terminals AB where the d-c voltage is to be 
maintained constant, and the arrangement is then fed through a series resistance R 
that absorbs any fluctuation in supply voltage. Such an arrangement not only causes 
the output voltage to be substantially independent of the supply voltage but. also 
tends to make the output independent of the load impedance placed upon the system. 
It accordingly gives the output of the system a very low internal impedance, and 
reduces hum. 

Another type of voltage-regulating system is shown in Fig. 21c.! Here neon tubes 
are placed back to back across the 110-volt supply to a transformer, and a resistance В 
is placed in series with the line. This limits the peak voltage applied to the trans- 
former to a fixed value, irrespective of the supply voltage, and so tends to keep the 
wave at the terminals of the transformer constant, as shown at Fig. 21d. 

Voltage Regulators Employing Ballast Resistances.2—A ballast resistance is a resist- 
ance element having a temperature coefficient of resistivity such that over an appreci- 
able range of voltage, the current through the resistance is independent of voltage 
Such a characteristic is illustrated in Fig. 22. A 
ballast resistance placed in series with the filament Type 876 Tube 
of a tube or the primary of a transformer will ac- 
cordingly absorb moderate voltage fluctuations 
and maintain the current through the tube 
constant. 

10. Problems Arising from Use of Alternating 
Current to Heat Cathodes.— When alternating cur- 
rent is used to heat the cathode of a vacuum tube, [5 
it is to be expected that the amplified output of 30 40 50 60, 70 
the tube will contain a certain amount of hum. Voltage Drop 
This hum is either in the form of alternating com- Fra. 22.— Characteristics of a 
ponents in the plate current that are in harmonic реш ballast tube, showing how 

я R : А e tube operates ав а constant- 
relationship to the heating voltage or in the form — current device over an appreciable 
of a corresponding modulation of the voltages and voltage range. 
currents being amplified by the tube. 

Hum from Ac‘ernating Filament Current.s—The chief causes of hum in filament 
tubes are (1) alternating voltage drop in the filament; (2) magnetic effect of the alter- 
nating filament current on the space current; (3) temperature variations of the 
cathode. 

The effect of an alternating voltage drop in a filament cathode upon the plate cur- 
rent can be minimized by connecting the grid- and plate-return leads to a point having 
the same potential as the center of the filament. This can be done by the use of either 
a center-tapped resistance across the filament or a center-tapped winding on the fila- 
ment transformer. Connecting the grid- and plate-return leads in this way eliminates 
the principal cause of hum having the same frequency as the filament heating current. 
However, even with the center-tapped filament connection, there still remains a 
residual component of hum haying twice the supply frequency. This results from the 
fact that with a center-tapped connection, the half of the filament that is negative at 
the moment supplies more electrons to the anode than does the positive half, and since 
the electron flow is proportional to the three-halves power of the electrostatic field 
strength, the current from the negative end of the field is increased more by the voltage 


1G. F. Lampkin, A Simple A-C Voltage Regulator, Electronics, Vol. 10, p. 30, Autust, 1937. 
? For further information see 8. С. Gordon, Ballast Tubes as Automatic Voltage Regulators, Elec- 
tronics, Vol. 15, р. 26, January, 1942. В 


* W. J. Kimmell, The Cause and Prevention of Hum ір Receiving Tubes Employing Alternating 
Current Direct on the Filament, Proc. I.R.E., Vol. 16, p. 1089, August, 1928. 
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drop than the current drawn from the positive end is decreased. Hence each time 
there is a voltage drop, which is twice per cycle, the space current increases. 

The magnetic field produced by the filament current introduces a double-frequency 
hum by virtue of the fact that the electrostatic field deflects the electrons from the 
paths that they would otherwise follow, and so tends to decrease the plate current 
slightly. This effect is exactly out of phase with that arising from voltage drop in the 
filament, and by proper design the two can be made to cancel each other for the normal 
operating condition. 

Alternating filament current produces its maximum heating effect at the peaks of 
the cycle. The filament temperature and hence the emission accordingly fluctuate at 
twice the supply frequency. However, with ordinary filaments, the heat capacity is 
such that there is extremely small change in temperature with a 60-cycle supply. 
Temperature fluctuations are therefore usually unimportant as a source of hum, par- 
ticularly if a full space charge is present. 

Factors favoring a low double-frequency hum with a-c heating of a filamentary 
cathode are (1) filament designed for relatively low voltage and high current; (2) a 
V or W arrangement of the filament wires to reduce the magnetic effect and to permit 
exchange of electrons between opposite ends of the filament in order to minimize 
the effect of voltage drop in the filament; (3) tube design such that the magnetic and 
voltage drop components of hum are approximately equal at the usual operating 
point. 

Filamentary cathodes are always used in large high-vacuum tubes, in many hot- 
cathode mercury-vapor rectifiers, and to some extent in small power tubes. They 
are seldom used in radio-frequency or audio-frequency voltage amplifiers or in detector 
tubes, except low-filament power tubes intended for battery operation. 

Polyphase and Quadrature Arrangements for Filament Heating.—Large transmitting 
tubes having a multistrand filament are frequently arranged so that the different 
strands can be excited from different phases of a polyphase source. This results in a 
material reduction in hum. 

In large hot-cathode mercury-vapor tubes employing filamentary cathodes, it has 
been found desirable to make the filament current 90° out of phase with the voltage 
applied to the anode of the rectifier tube. In this way, the plate current flows when 
the voltage drop in the filament is minimum. The tube then acts more nearly as 
though it had an equipotential cathode, and so gives more uniform behavior along the 
length of the filament than would otherwise be the case. This is important in the case 
of hot-cathode mercury-vapor tubes, because the average anode drop is only 10 to 15 
volts, and a few volts’ difference in potential between the ends of the filament will 
greatly influence the behavior. 

Hum with Heater Cathodes.1—The use of a heater-type cathode removes most of the 
factors that produce hum in filament tubes, but there is still present a residual hum 
as a result of the following causes: (1) magnetic field produced by the heater current; 
(2) leakage resistances from heater to other electrodes; (3) electrostatic fields within the 
tube arising from unshielded portions of the heater or heater leads; (4) electron emis- 
sion from the heater. 

The magnetic field of the heater introduces a double-frequency hum, just as in 
filament tubes. This can be minimized by using a high-voltage, low-current heater 
and employing proper geometry in the heater so that a minimum of external field is 
produced. : 


1J. O. MeNally, Analysis and Reduction of Output Disturbances Resulting from the Alternating- 
current Operation of the Heaters of Indirectly Heated Cathodes, Proc. I.E. E., Vol. 20, р. 1263, August, 
1932. 
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Leakage paths from the heater to other electrodes cause voltages of the power- 
supply frequency to be developed between the electrodes and ground.! The most 
important leakage of this character is that from heater to.cathode. Any leakage cur- 
rent of this character must flow through the bias resistance between cathode and 
ground, and will produce a voltage that is effectively applied between grid and cathode. 
Hum from this source can be eliminated by more adequate by-passing of the bias 
resistance, by grounding the cathode, and in some cases by properly biasing the heater 
with respect to the cathode. Leakage from the heater to other electrodes, notably the 
grid, is usually the result of getter material deposited between the leads of the tube. 
The remedy in such cases is either to try another tube, lower the impedance between 
the affected electrode and ground, or bias the heater with respect to ground. 

Unshielded portions of the heater produce electrostatic fields that may influence the 
space current and result in 60-cycle hum. Electrostatic fields from the heater leads 
may also have direct capacitive coupling to other electrodes, and result in the produc- 
tion of hum voltages that are not negligible if the electrode impedance to ground is 
large. | 

When low hum is desired and the heater is to be operated with alternating current, 
it is desirable to select the tube type carefully. Special low-hum tubes are available to 
meet very severe requirements, and commercial tubes used in broadcast receivers vary 
greatly from type to type as a result of differences in heater geometry, shielding, etc. 
Some differences in hum between individual tubes of the same type and make can be 
expected as a result of chance differences in leakage films. Where complete absence of 
hum is essential, as in very high-gain audio amplifiers, the use of direct current for the 
heater is recommended. 

11. Bias Voltage.—The grid bias for voltage amplifiers and small power amplifiers 
is nearly always derived from the plate-supply system. The commonest method of 
doing this is to use a resistance between cathode and ground that makes the cathode 
positive by the resistance drop produced by the total space current. This arrangement 
is satisfactory wherever the total space current is substantially constant during opera- 
tion, as in Class C, Class A, linear, and most types of modulated amplifiers. It is not 
suitable for Class B and Class AB audio amplifiers, however. To avoid negative 
feedback type of regeneration, the cathode biasing resistor must be shunted by a con- 
denser such that the impedance between cathode and ground to the alternating cur- 
rents being amplified satisfies the relation? ` | 


mls << 1 (10) 


- where gm 13 the transconductance of the tube and Zy is the impedance between cathode 
and ground to the currents being amplified. In the case where the tube under ques- 
tion is excited by transformer coupling, negative feedback can be avoided by the use of 
a decoupling network RC, as illustrated in Fig. 23. In this arrangement, the resistance 
R corresponds to a grid leak and can be quite high. The capacity C must be large 
enough that its reactance at the lowest frequency for which feedback is to be avoided is 
appreciably less than the resistance E. Since E is much greater than the bias resist- 
ance, а much smaller condenser is required in this circuit than in the usual arrange- 
ment consisting of a bias resistor shunted by a condenser. 


1 See Heater Cathode Leakage as a Source of Hum, Electronics, Vol. 13, р. 48, February, 1940; also, 
Notes on Hum in Heater-type Tubes, R.C.A. Application Note 88. 

2 This applies directly to the case of a Class A pentode tube, and is based upon the analysis given in 
Par. 4, Sec. 5. In the more general cases, the requirement is that the alternating voltage developed 
across the bias impedance by the space current be small compared with the signal voltage applied to 
the grid of the tube. 


620 RADIO ENGINEERS’ HANDBOOK ` [Sec. 8 


When the bias is obtained from a cathode resistor, it is necessary that the power- 
supply system be capable of developing an output potential greater than the desired 
anode-cathode voltage by the value of the bias potential. 

The circuit of Fig. 24 employs the resistance drop in the filter choke to develop the 
bias. In this way, use is made of a potential that is otherwise wasted, and the total 
voltage that must be developed by the output of the filter is only that required by the 
anode of the tube. With this circuit, it is necessary to employ a resistance-capacity 
filter RC to prevent the hum voltage developed across the filter chokes from reaching 
the grid of the tube. 
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Small batteries are sometimes used for bias purposes, particularly in portable equip- 
ment and in laboratory apparatus. These may be either small dry cells or specially 
constructed bias cells having an extremely low current capacity and high internal 
resistance but very long shelf life. 

Bias voltages for large power tubes can be obtained from a self-bias arrangement, 
direct-current generators, rectifier-filter systems, and in the case of Class C amplifiers 
and oscillators, by grid-leak grid-condenser combinations. When rectifier-filter 
systems are employed, it is essential that a load resistance be connected across the 
output of the filter to provide a path by which d-c grid current can return to 
the cathode. With direct-current generators, a filter must be employed between 
the generator and tube to eliminate commutator ripple. 


‘SECTION 9 
RADIO TRANSMITTERS AND RECEIVERS 


TRANSMITTERS EMPLOYING AMPLITUDE MODULATION 


1. Radio-telephone Transmitters. Broadcast Transmitters —Broadeast trans- 
mitters represent the highest development of radio-telephone transmitters with respect 
to stability of carrier frequency, band width, low distortion and noise, etc. Such 
transmitters normally consist of a crystal oscillator followed by several buffer amplifier 
stages, a modulated amplifier, audio-frequency modulating system, etc., plus accesso- 
ries such as protection equipment, monitoring facilities, etc.! 

The crystal oscillator of a broadcast transmitter is operated at the carrier fre- 
quency, and normally employs a zero-temperature-coefficient crystal operating at low- 
power level and under conditions such that the very greatest in frequency stability will 
be realized. The buffer amplifiers are for the purpose of isolating the crystal from the 
modulated amplifier, and employ screen-grid, pentode, or neutralized triode tubes. 
Power amplifiers (including buffer stages) operating at lower power levels than the 
modulated stage are of the Class C type, while all power amplifiers following the 
modulated stage must be linear amplifiers. 

Modulation may be accomplished either in the last stage of radio-frequency ampli- 
fication or at a lower power level. The former is termed high-level modulation; the 
latter, low-level modulation. In low-level systems, the radio-frequency amplifiers fol- 
lowing the modulated stage are linear amplifiers, and are usually of the high-efficiency 
type when appreciable energy is involved. 

High-level modulation usually takes the form of plate modulation with a Class B 
audio amplifier. There has, however, recently been developed a commercial high-level 
system employing the high-efficiency grid-modulated amplifier discussed in Par. 3, 
Sec. 7. 

A variety of modulation methods are in use for low-level modulation, including 
plate, conventional control-grid and suppressor-grid modulation, in this order of 
popularity. Almost any system that gives complete modulation can be employed, 
since it is possible to take care of distortion with the aid of negative feedback. 

Short-ware and Ulira-high-frequency Radio-telephone Transmitters.—The only essen- 
tial difference between broadcast and short-wave telephone transmitters is that in the 
latter case the crystal oscillator operates at a subharmonic of the desired frequency, 
and harmonic generators as required are used between the crystal oscillator and the 
modulated stage. In many applications of short waves, it is not necessary to meet the 
same standards of performance as in broadcast work, with the result that buffer 
amplifiers are sometimes reduced in number, or even eliminated, and other simplifica- 
tions are permitted that result in reduced band width, more distortion, i and greater 
noise than would be tolerable in broadcast work. 

1 Typical broadcast transmitters of various types are described in the following papers: J. B. Cole- 
man and V. A. Trouant, Recent Developments in Radio Transmitters, R.C.A. Rev., Vol. 3, p. 316, 
January, 1939; R. E. Coram, Improved Design for Five-kilowatt Broadcast Transmitter, Bell Lab, Rec., 
Vol. 17, p. 7, September, 1938; J. R. Poppele, Design and Equipment of a Fifty-kilowatt Broadcast 
Station for WOR, Proc. I.R.E., Vol. 24, p. 1063, August, 1936; J. A. Chambers, L. F. Jones, G. W. Fyler, 


R. H. Williamson, E. A. Leach, and J. A. Hutcheson, The WLW 500-kilowatt Broadcast Transmitter, 
Proc. І.В.Е., Vol. 22, p. 1151, October, 1934. 
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Transmitters for short waves, unlike those used in the ordinary broadcast band, are 
nearly always designed for operation at a number of frequencies, with facilities provided 
for relatively rapid frequency change. 

Transmitters for use at ultra-high frequencies frequently employ resonant-line 
oscillators instead of crystal control.! Such oscillators are sometimes used to generate 
directly the required power output, but in other cases a power amplifier, and sometimes 
a buffer amplifier and power amplifier, are employed in association with the resonant- 
line oscillator to provide isolation. А 

Negative Feedback in Radio-telephone Transmitters.—The performance of a radio- 
telephone transmitter can be improved in many respects by rectifying a portion of the 
output wave and feeding the resulting rectified output back into the audio-frequency 
system of the transmitter in phase opposition to the audio-frequency voltages being 
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Fic. 1.—Schematic diagram showing application of negative feedback system to a radio- 
telephone transmitter. 


amplified, as illustrated schematically in Fig. 1.? This is a form of negative feedback 
of the type discussed in Par. 11, Sec. 5, and to the extent that the rectifier is distortion- 
less, does for the modulation envelope of the transmitter output what negative 
feedback in audio amplifiers does for the output wave in audio systems. These conse- 
quences can be summarized briefly as follows: The audio gain is reduced so that more 
amplification is required in the modulator. Amplitude, phase, and frequency distor- 
tion generated anywhere within the loop abcd in Fig. 1 are reduced as far as their effects 
upon the transmitter output are concerned, and all forms of noise modulation, includ- 
ing hum, induced anywhere in the part of the transmitter enclosed by the dotted rec- 
tangle in Fig. 1 are likewise discriminated against. 

The essential quantitative relations involved in negative feedback systems applied 
to transmitters are as follows: 


1 Examples of such transmitters are described by W. I. Harrington and C. W. Hansell, The Hawaiian 
Radio-telephone System, Elec. Eng., Vol. 54, p. 822, August, 1935; J. E. Smith, Е. Н. Kroger, 4nd В. W. 
George, Practical Application of an Ultra-high-frequency Radio-relay Circuit, Proc. I.R.E., Vol. 26, 
p. 1311, November, 1938. 

2 The remodulation system of distortion correction described in Par. 22, Sec. 5, can likewise be used 
to improve the characteristics of an individual linear amplifier stage. ` 


Par. 1] RADIO TRANSMITTERS AND RECEIVERS 623 


А+ amplitude of modulation 
envelope of output wave | _ A Lus 1 
A-f voltage at input of | 1— 48 B ix 1 
feedback loop (point a’ in Fig. 1 AB 
Amplitude distortion in 
output envelope with feedback | ы 1 (2) 
Amplitude distortion in output 1 — АВ 
envelope without feedback | 
Noise (hum) modulation of 
output envelope with feedback | Š 1 (3) 
Noise (hum) modulation of output 1 — Ав 
envelope without feedback | 





(1) 








where A is the ratio of the audio-frequency component of the modulation envelope of 
the transmitter output to the audio-frequency voltage at point a in the modulating 
system (see Fig. 1) and £ is the ratio of the audio-frequency voltage that the rectifier 
output superimposes on the audio system at a to the audio component of the modula- 
tion envelope at d. 

It will be noted that these equations are the same as Eqs. (36), (37), and (38) of 
Sec. 5 that apply to ordinary feedback. In particular, the quantity АВ is a measure 
of the amount of feedback, exactly as in the corresponding audio-frequency case. 
When the feedback factor 48 is large, Eq. (1) shows that the modulation envelope of 
the output tends to reproduce exactly the audio-frequency voltage at point a’ in Fig. 1 ў 
with corresponding reduction in noise modulation, and frequency and phase distortion 
of the output envelope. 

The reduction in distortion, noise, etc., resulting from the use of negative feedback 
is exactly proportional to the reduction in gain caused by feedback and is accordingly 
commonly measured in this way. In a typical broadcast transmitter, the amount of 
feedback that is used is generally of the order of 15 to 30 db. 

Negative feedback employed with transmitters introduces the possibility of oscilla- 
tion, exactly as does feedback in corresponding audio-frequency systems. The 
criterion for avoiding oscillation is the same in the two cases—namely, the feedback 
factor АВ, when plotted in the complex plane, must not enclose the point (1,0) (see 
Fig. 32, Бес. 5). In practice, this normally means that at frequencies where the phase 
of АВ has shifted 180? from the normal value obtained in the mid-frequency range and 
so transformed the negative feedback into positive feedback, the magnitude of Ав 
must have dropped to less than unity. A typical situation is shown in Fig. 2. 

‘The variation in magnitude and phase of Af with frequency includes not only the 
effects of the audio-frequency amplifier in the feedback loop abcd of Fig. 1 but also the 
changes in the modulation envelope produced by the radio-frequency circuits in this 
loop. Thus side-band trimming in the tuned circuits will reduce the magnitude of A, 
and phase shifts of the side-band frequencies with respect to the carrier will change the 
phase of the modulation envelope. 

The effect of the radio-frequency circuits on the phase of the modulation ЕРЕ is 
particularly important in negative feedback systems. In the case of a symmetrical 
resonance curve with the resonant frequency adjusted to the carrier frequency of the 
modulated wave, the phase shift of the modulation envelope is the same in degrees at the 
modulation frequency as the phase shift of the corresponding side bands in degrees at radio 
frequency. Thus а simple tuned circuit carrying a wave modulated at a frequency such 
that the side bands suffer a symmetrical phase shift of 45° will cause the modulation 
envelope to be likewise shifted 45° at the modulation frequency. As a consequence of 
this behavior, each simple resonant circuit in the radio-frequency system can intro- 
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duce. phase shifts up. to 90° at high modulation frequencies, and a simple band-pass 
circuit will give rise to phase shifts that can reach 180°. At low modulation frequen- 
cies, the radio-frequency circuits will introduce negligible phase shift of the modulation 
envelope. This gives the result illustrated in Fig. 2. 

The circuits of a transmitter must be designed with sondiderable care if a large 
amount of feedback is to be employed. The fundamental principles involved are dis- 
cussed in Par. 27, Sec. З. The important requirement is that the transmission around 
the feedback loop at high frequencies shall not fall off too rapidly. This normally means 
that the attenuation must not change more rapidly than 10 db per octave. One way 
to achieve this is to give the radio and audio systems a much broader frequency char- 
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Fic. 2.—Hypothetical phase und amplitude characteristics of a broadcast transmitter 
and their relation to the amount of negative feedback that can be employed without 
producing oscillation. 


acteristic than is actually required, and then to introduce supplementary attenuation 
in the feedback loop to control the attenuation characteristics at high frequencies. An 
alternative to this procedure is to design the audio- and radio-frequency circuits for the 
normal transmission band and then to provide auxiliary high-frequency amplification, 
or some form of high-frequency peaking network in the feedback circuit to compensate 
for the tendency of the transmission around the feedback loop to fall off rapidly at 
high frequencies. ' 

The usual rectifier in feedback systems is a diode detector. The load circuits of 
the diode must be proportioned so that negative peak clipping is avoided. This can 
be achieved by appropriate circuit design, by the use of direct coupling, or by applying 
& suitable positive bias on the diode plate. The detector should be operated with a 
relatively large input voltage in order to minimize distortion. A full-wave rectifica- 
tion circuit is desirable, since then the carrier component is largely balanced out of 
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the output, making it possible to reduce the size of the shunting condensers in the r-f 
filter in the detector output. 

The most important practical benefits gained from the use of negative feedback 
in transmitters are reduction in distortion and in noise modulation. The reduction 
in distortion makes it possible to sacrifice linearity of modulation and amplification 
for efficiency, and in particular makes it practicable to use high-efficiency systems that 
without feedback would have such high distortion as to be unsatisfactory for most 
applications. The reduction in noise modulation resulting from negative feedback 
makes it practicable to use alternating filament current in the radio-frequency tubes 
and to employ a power-supply system with relatively light filtering and still keep the 
hum modulation in the transmitter output down to a reasonable value. 

These benefits of negative feedback result in improved performance at lower cost. 
At the same time, negative feedback is not a cure-all for all transmitter troubles, and 
there are certain things that it will not accomplish. In particular, negative feedback 
will not prevent distortion arising from overmodulation. Also, when there is side- 
band trimming at high modulation frequencies, the benefits of negative feedback will 
be effective only if the degree of modulation is not excessive. If the wave is fully 
modulated and there is side-band trimming in a stage following the modulation, nega- 
tive feedback will attempt to overmodulate the transmitter to correct for the falling 
off in output, and will thereby introduce distortion. 

Special Features of Audio-amplifier Systems.—_The audio-frequency amplifier 
systems used for modulation of radio-telephone transmitters are often provided with 
such features as peak limiters, volume compressors, vogads (or automatic volume 
control), etc. Peak limiters are universal in modern broadcast transmitters, and are 
for the purpose of preventing overmodulation with consequent adjacent channel 
interference on occasional peaks of very high intensity. Volume compressors are 
used to raise the level of average modulation that can be maintained without over- 
modulating during periods of high intensity. They improve the signal-to-noise ratio, 
particularly during weaker passages, at the expense of lowered volume range. Volume 
compressors are used in some broadcast transmitters and are very common in long- 
distance short-wave radio-telephone circuits. Vogads are for the purpose of main- 
taining full modulation at the transmitter irrespective of the amplitude of the incoming 
audio signal that is to be modulated upon the transmitter. Vogads are standard 
equipment in radio extensions of land telephone circuits. 

Audio-frequency systems used in radio-telephone transmitters are sometimes 
intentionally designed with an amplitude-frequency characteristic that is not constant. 
In particular, transoceanic telephone circuits are normally arranged so that the high 
frequencies are accentuated before modulation on the transmitter, and are then 
brought back to their proper proportion at the receiver. Similar arrangements have 
been proposed for frequency modulation, and for the sound accompanying television 
signals. Preemphasis of the high frequencies in this way increases the signal-to-noise 
and signal-to-distortion level at the higher audio frequencies.? This gain is important 
because the high frequencies have relatively low amplitude, and so normally have an 
inherently less favorable ratio of signal to noise and distortion than is desirable. 
The low modulation frequencies are sometimes reduced in relative amplitude, or 
entirely eliminated, in radio systems designed to transmit speech where the emphasis 

1A good description of the audio frequency equipment involved in a modern broadcast station is 
given by Н. A. Chinn, Broadcast Studio Audio-frequency Systems Design, Proc. I.R.E., Vol. 27, p. 83, 
February, 1939. The use of such special devices as vogads, vodas, compounders, codons, etc., in 
transoceanic radio-telephone circuits as described by R. A. Heising, Radio Extension Links to the Tele- 
phone System, Bell Sys. Tech. Jour., Vol. 19, p. 611, October, 1940. 

2 Typical experimental results showing the improvement in signal-to-noise ratio from high-frequency 


pre-emphasis are reported by J. L, Hathaway, High Frequency Pre-Emphasis, Electronics, Vol. 12, p. 
29, November, 1939. 
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is upon intelligibility rather than naturalness. Such discrimination against the Jower 
speech frequencies reduces considerably the total audio-frequency energy that must 
be handled, and so makes it possible to increase the degree of modulation for the more 
important frequencies, The loss in intelligibility is small, and the gain in signal-to- 
noise ratio great. 

Noise (Hum) in Transmitters — Тһе term noise as applied to radio transmitters 
includes all spurious modulations of the output voltage such as may arise from hum 
effects, vibration, thermal noise, etc. The amount of hum present is commonly 
expressed in terms of the level in decibels of the rms hum modulation with respect to 
100 per cent modulation. In some cases the different frequency components compos- 
ing the noise are weighted according to the sensitivity of the ear before the rms value 
is determined. 

In broadcast transmitters the noise generated within the transmitter should be 
so low that the noise voltages on the incoming program lines control the noise level 
in the transmitter output. This requires that the noise generated within the trans- 
mitter have an unweighted value of at least 60 db below 100 per cent modulation. 

The chief source of noise in broadcast transmitters is a-c hum modulation arising 
from the use of alternating filament current and from imperfectly filtered plate-supply 
voltages. Hot-cathode mercury-vapor rectifier tubes also may introduce “hash” 
unless the rectifier circuits are properly shielded and provided with radio-frequency 
filters. The most effective method of reducing noise modulation in a transmitter is 
to employ negative feedback, and this represents one of the chief benefits gained from 
negative feedback in transmitters.! 

In aircraft transmitters, vibration of tubes and circuit elements will modulate 
the output wave and introduce noise. This is commonly handled by rubber shock 
mountings, inclosing the transmitter to protect it from sound waves, and by the use 
of negative feedback. 

Synchronization of Broadcast Transmitters—Two or more broadcast transmitters 
are occasionally modulated with identical programs and then operated with their 
carriers synchronized. Synchronization can be accomplished in several ways.? One 
method is to transmit to the transmitters an audio- or carrier-frequency wave that is 
a subharmonic of the desired carrier, and then to generate the latter by the use of 
harmonic generators. Another method is to derive from one transmitter by means 
of multivibrators a low frequency that is a subharmonic of the desired carrier, and 
then to transmit this over wires to the other transmitter, using harmonic generators 
to obtain the carrier frequency for the latter station. Still another arrangement? 
consists in generating the carrier of each station independently by very stable crystal 
oscillators. The two carrier frequencies are then compared by a monitoring station 
midway between the two transmitters and any difference in frequency transmitted 
to one of them. The operating personnel then makes whatever manual adjustments 
are required to maintain synchronism within at least one cycle in five seconds. 

In order to obtain proper reception of a program when synchronized transmitters 
are employed, it is necessary that one signal dommate. Otherwise the phase differ- 
ences with which the carrier and side bands combine at the receiver introduce the 
possibility of serious distortion. Experiments have indicated that when two trans- 
mitters are modulated with identical programs, it is necessary that the carrier ratio be 


1 Noise may also be introduced into the output in the form of phase modulation. Such modulation 
is not affected by negative feedback, and will introduce noise in the signal that is received at a distant 
point, as discussed in Par. 3. 

? L. MeC. Young, Present Practice in the Synehronous Operation of Broadeast Stations as Exempli- 
fied by WBBM and KFAB, Proc. I.E. E., Vol. 24, p. 433, March, 1936. 

з G. D. Gillett, Some Developments in Common Frequency Broadeasting, Proc. Г.Ю.В., Vol. 19, р. 
1347, August, 1931. 
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of the order of 10 to 12 db for the distortion to be undetectable with perfect synchroni- 
zation and 20 db if the carriers differ in frequency by one cycle every 5 to 20 seconds.! 
It is also necessary that time-delay effects in the audio-frequency program circuits be 
equalized so that the programs will be modulated upon the carrier simultaneously. 
Time differences of the order of 50 microseconds will produce distortion and time dif- 
ferences of 5 milliseconds will give rise to noticeable **echoes.;' 

Single-side-band and Asymmetric-side-band Transmissions.—Single-side-band trans- 
mission is used both in long- and in short-wave transoceanic extensions of telephone 
systems. In transmitters of this type the single side band is generated as described 
in Par. 7, Sec. 7, and is then raised to the desired power level by linear amplifiers. ? 
In some single-side-band systems, the carrier is transmitted at a reduced level (nor- 
mally 10 to 25 db below its normal value for double-side-band transmission) for the 
purpose of operating the automatic frequency control on the receiver oscillator and 
also the automatic-volume-control system of the receiver. 

Single-side-band transmission has the advantage over double-side-band рав 
in that the amount of side-band energy is greater in proportion to the power rating 
of the transmitter. The frequency band 
occupied by the signal is also half as great, 
and. the signal-to-noise ratio is improved 
because of the narrower band and increased 
side-band power. The disadvantage of 
single side-band operation is that the trans- 
mitters and receivers are quite complicated. 

The use of asymmetrical side-band 
transmission, as discussed in Par. 7, Sec. 7, 
has been suggested for broadcast work. 
Such a system occupies only about 60 per 
cent of the band width of double-side-band 
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instead of the center of the receiver trans- 
mission band. Asymmetrical-side-band systems have not been used i in commercial 
broadcasting, although they are used in television.? 

Secrecy (Privacy) Equipment.—In radio extensions of telephone systems, it is 
desirable to avoid the possibility of the public listening in on the conversation. This 
ean be accomplished in a variety of ways. One method is to divide the audio- 
frequency signals to be modulated upon the transmitter into several narrow frequency 
bands, separating these by filters and then interchanging them (and also sometimes 
simultaneously inverting) by heterodyne action before modulation upon the trans- 
mitter. It is also possible to cause certain of these frequency bands to suffer time 
delay. By expedients such as these, it is possible to make a system that is practically 
impossible to decipher, particularly if means are provided for automatically changing 
the method of rearranging the audio frequencies every few moments, according to a 

1 Charles B. Aiken, A Study of Reception from Synchronized Broadcast Stations, Proc. I.R.E., 
Vol. 21, p. 1265, September, 1933; K. A. Norton, Note on Synchronized Broadcast Stations WJZ and 
WBAL, Proc. I.R.E., Vol. 22, p. 1087, September, 1934. 

? À description of such a transmitter is given by À. À. Oswald, À Short-wave Single-sideband Radio- 
telephone System, Proc. I.R.E., Vol. 26, р. 1431, December, 1938. 

3 An extensive description of the problems involved in asymmetric broadeasting is given by P. P. 
Eckersley, Asymmetric-side-band Broadcasting, Proc. I.R.E., Vol. 26, p. 1041, September, 1038. A 


slightly modified form of asymmetric broadcasting is also described by N. Koomans, Asymmetric- 
sideband broadcasting, Proc. I.R.E., Vol. 27, p. 687, November, 1939. 
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prearranged system. All transoceanie extensions of radio-telephone systems are 
provided with some form of secrecy equipment. : 
Simultaneous Two-way Telephone Conversation on the Same Frequency.1—Radio- 
telephone channels that are links in wire telephone systems sometimes employ the 
same frequency for transmission in both directions. This can be accomplished by 
using a hybrid coil at the land-line terminations to separate the incoming and out- 
going channels exactly as in the case of four-wire telephone toll circuits. Voice- 
controlled relays are provided at each termination to prevent the transmitter and 
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Ета. 4.—Common keying systems. 


receiver from being simultaneously connected to the system. Normally, the receiver 
is connected and the transmitter is nonoperative, but audio signals coming in from the 
land line will cause a relay operation that disconnects the receiver and places the 
transmitter in the circuit (see Fig. 3).2 A time-delay network such as is illustrated 
in Fig. 3 is desirable so that the relay operation may be completed before the speech 
actually arrives at the transmitter. A switching system such as is illustrated in 
Fig. 3 is termed a vodas. 


18. B. Wright and D. Mitchell, Two-way Radiotelephone Circuits, Proc. I.R.E., Vol. 20, p. 1117, 
July, 1932; 8. B. Wright, The Vodas, Elec. Eng., Vol. 56, p. 1012, August, 1937; Heising, loc. сй. 

? Arrangements of this type are used in most radio links that attempt to provide two-way talking 
service, even when different transmission frequencies are used in the two directions. In such cases, the 
voice-controlled relays eliminate the possibility of echoes or singing from unbalances in the hybrid coil 
terminations. 
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Voice-controlled relays are sometimes used where the microphone is associated 
directly with the transmitter, and take the place of the send-receive button that would 
otherwise be required. 

2. Radiotelegraph Transmitters.—Radiotelegraph transmitters differ from tele- 
phone transmitters primarily in that in place of the modulator, a keying system is 
provided to turn the transmitter on and off, and that Class C amplifiers are used 
throughout, even where linear amplifiers would be used in the corresponding telephone 
transmitter. In telegraph work it is generally not necessary to have the transmitter 
particularly free from noise and hum modulation, and in fact self-rectifying circuits 
that have relatively large hum are frequently used. 

Keying Methods.—Keying of a telegraph transmitter is nearly always accomplished 
at low or moderate power levels so that the power that need be controlled is small. 
Oscillator keying is occasionally employed in order to achieve break-in operation 
without the necessity of extremely careful shielding, but in general, keying in one of 
the subsequent amplifiers is preferable in order to minimize phase and frequency 
modulation. ‘The keying operation is normally performed with the aid of a relay, 
although in low-power transmitters the key is sometimes inserted directly in the 
transmitter circuits. 

Typical methods that can be used to control the output of telegraph transmitters 
are shown in Fig. 4. Probably the commonest method is to place the key or relay 
in the cathode return lead, as shown in Fig. 4a. With the cathode return open, the 
cathode assumes a potential that is approximately the same as the plate, while the con- 
trol grid is at ground. potential, thereby cutting off the plate current. In such an 
arrangement, the filament transformer must be well insulated, and since a high 
voltage is developed across the contacts, a relay is normally used. Another arrange- 
ment frequently used in small transmitters is to key in the primary of the power- 
supply transformer. This arrangement requires that the filtering in the rectifier 
output be light and that hand keying be employed. Otherwise the filter will round 
off dots and dashes and cause the code characters to become indistinct. Other keying 
methods used to some extent include keying in the d-c plate circuit, biasing the sup- 
pressor-grid (or screen grid) negative, and using a blocking bias on the control grid 
sufficient to reduce the output of-a Class C amplifier to zero even when normally 
excited. . 

The relay in keying systems is sometimes replaced by a tube. An example of one 
of the many ways in which such a keying tube may be employed is shown in Fig. 4e. 
With the contacts closed, the keying tube is biased beyond cutoff, and normal oper- 
ation takes place. When the key is open, however, the grid of the keying tube is 
slightly positive, causing this tube to draw a large plate current through the series 
resistance R and hence to reduce the potential that is applied to the plate of T. 
This reduces the output of 7, to a value insufficient to drive the grid of the Class C 
amplifiet tube T' above cutoff. 

Tubes on the high-power side of the keyed stage must be operated so that with 
the exciting voltage removed the plate current will not be sufficient to make the plate 
dissipation of the tube excessive. This requires either that the Class C amplifier 
stages have fixed bias, self-bias, or a combination of these two. Grid-leak bias is 
seldom permissible. 

Unless the oscillator is keyed, the low-power portions of the transmitter operate 
continuously. It is important that this part of the telegraph transmitter be carefully 
shielded to prevent radiation during the spacing periods. If such a “back wave” 
has appreciable intensity, the keyed characters are hard to read. 

Key Clicks.—A properly designed radio-telégraph transmitter will produce radia- 
tion in the form of clean-cut dots and dashes having rounded edges as shown in Fig. 5b. 
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If the energy rises and falls too rapidly, as in Fig. 5c, the abrupt changes in aniplitude 
introduce high-order side bands. These represent energy at a frequency differing 
greatly from the carrier frequency, and although weak, they are capable of introducing 
disturbances in the form of clicks or thumps in neighboring receivers, even when 
these receivers are tuned to other frequencies. Key clicks can be eliminated by 
(1) rounding off the code characters by a suitable network or lag circuit associated 
with the key or (2) arranging so that the keyed signals pass through highly selective 
radio circuits before radiation takes place. Examples of lag circuits are shown in 
Figs. 4a and 4c. | 

Key clicks in near-by receivers are sometimes caused by radio-frequency tran- 
sients produced in the power circuits by the keying operation. These transients 
may become modulated upon the transmitter or may be radiated directly by the 
power lines. They can be readily eliminated by the use of suitable radio-frequency 
filters associated with the key, and by placing filters in the power lines. 

— — À— Keying Transients in Power-supply 
(a) Code characters Systems..—Keying causes the load 
i placed on a power-supply system by 
the keyed stages to change abruptly. 
This produces low-frequency transients 
that distort the shape and character of 
the transmitted pulses, particularly if 
the keying speed is high. 

The fundamental relations that exist 
in the case of a rectifier-filter system 
-with inductance input are illustrated in 
Fig. 6. When the key contacts are 
closed, the keyed stages suddenly draw 
power, causing the output voltage E to 
drop momentarily and then oscillate 
- about the ultimate steady-state value 
at a frequency that corresponds ap- 
(c) Envelope of radiated wave proximately to the resonant frequency 

producing key clicks of the filter inductance and capacity. 

Fra. 5.—Envelopes of radiated waves under When the key contacts are opened, the 
conditions favorable and unfavorable for the load on the filter system is suddenly 
production of key clicks. 
removed, and the voltage across the 
output rises momentarily above normal until the current through the filter induct- 
ance can cease flowing, after which the voltage falls off at a rate corresponding to 
the discharge of the filter condenser through whatever bleeder resistance or other 
load is still present.? | 

The keying speed has a great effect upon the shape of the pulses, as is apparent 
from Fig. 6. With slow keying, the transients occupy only a small part of the total 
dot length and so affect only the first portion of the code character. However, as the 
speed of transmission increases, the transients last for a bigger fraction of each pulse, 
until finally with very high speeds the pulses overlap, and the distortion becomes 
extremely great. 

The important characteristics of the keying transients are (1) the magnitude of 
the drop in voltage when the key contacts close, (2) the rise in voltage above normal 
when the key contacts are opened, and (8) the time that elapses from the opening or 





EN 


(b) Envelope of radiated wave 
with no key clicks 





! Reuben Lee, Radiotelegraph Keying Transients, Proc. I.R.E., Vol. 22, p. 213, February, 1934. 
? In the case of. а generator power-supply system, negative current can flow through the source of 
power, and an oscillation also occurs when the circuit is broken as well as when the circuit is made. 
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closing of the key to the bottom of the dip, or the peak of the rise, as the case may be. 
The exact calculations for these properties are quite involved, but can be carried out 
by methods that have been developed.! The following approximate formulas are, 
however, satisfactory for most practical calculations: 


NE 
AE, 


Fractional dip in voltage = = ESTE (4) 
Fractional rise in voltage = вк, = M : (5) 
Eo Е, 
Time required to reach } _ T тд р 
peak or trough | = TeSa VIC seconds (6) 


where ДЕ), АЁ», Eo, arid То have the meanings in Fig. 6, L and C are the filter induct- 
ance and capacity in henrys and farads, respectively, R the resistance load placed 





(b) Slow-speed keying 


E . 
EI S _ 
(c) High-speed keying 
Fig. 6.—Distortions of code characteristics by keying transients. The cases shown 


here represent small distortion compared with what is possible in improperly designed 
systems. 


on the power supply by closing the key. These equations assume that the system 

comprising Г, C, and В is oscillatory to transients, a condition realized in all filter 

systems of practical proportions. These equations also neglect the damping of the 

transient oscillation during the first quarter cycle. Because of these approximations, 
1 See Lee, ор. cit. i 
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they lead to calculated values of dip and rise that are larger than the true value, and 
to calculated values of T, that are slightly small. However, these errors are small 
if the transient oscillation is reasonably underdamped. 

Examination of Eq. (4) shows that for a small voltage dip with a given load, the 
filter should have small inductance and high capacity. At the same time, high-speed 
keying requires that То be small, corresponding to a small value of LC, t.e., to a poor 
filter. . 

Multistage filters in the power supply give rise to much more complicated tran- 
sients than exist in a single-stage filter. However, if the various sections are reason- 
ably similar, the action is not greatly different from that of a single stage, particularly 
with respect to the initial dip on closing the key contacts. 

Frequency Diversity in Radio-telegraph Transmitters Fading of signals at the 
receiver in short-wave radio-telegraph communication can be greatly reduced by 
modulating the transmitted wave in some manner to give side-band components. In 
this way the transmitted energy is divided among several frequencies, thereby reducing 
the likelihood that the entire signal will fade out. This method of reducing fading is 
termed frequency diversity. The usual means of obtaining frequency diversity is by 
amplitude modulation of the transmitter. output, commonly achieved by. the use of a 
500-cycle source of plate power for the final power amplifier, with either a full-wave 
self-rectifying circuit or an ordinary full-wave rectifier with little or no filter! More 
recently, frequency modulation of the transmitted wave has been used to distribute 
the transmitted energy between several frequencies.2 Frequency modulation has 
the advantage that it gives a higher average output power for a given peak power. 
A suitable form of frequency modulation consists of a frequency deviation of +800 
cycles with a modulating frequency of 400 cycles. 

3. Miscellaneous. Suppression of Harmonic Radiation.—Inasmuch as Class C 
and linear amplifiers generate harmonics, provision must be made to prevent these 
harmonic voltages from being radiated. This is especially important in high-power 
transmitters, since then a harmonic radiation that is only a very small fraction of the 
desired radiation will still be of sufficient strength to produce interference with other 
communications up to a reasonable distance. 

Harmonic energy may be directly radiated from the circuits of the transmitter or 
from miscellaneous wires that are coupled to the transmitter circuits. Such direct 
radiation from the transmitter and associated circuits is usually small, but cannot be 
neglected in dealing with high powers, particularly with high-frequency transmitters. 
Direct radiation can be prevented by completely shielding the entire transmitter 
(normally by the use of a metal cabinet) and by providing radio-frequency filters in 
power and control leads that pass through the shield. 

Harmonic energy may also be delivered directly to the antenna by the output 
amplifier of the transmitter and then radiated in the normal manner. This action 
can be kept small by use of the following expedients: (1) a high-Q tank circuit; (2) 
coupling systems from the final tank circuit to antenna that discriminate against 
harmonics; (3) radio-frequency filters between final tank circuit and the antenna. 

1 Theoretical and experimental studies indicate that there is an optimum modulation frequency for 
any given set of conditions. This ranges between about 100 and 750 cycles depending on the circum- 
stances. In some cases, simultaneous modulation by two frequencies that are in the ratio three to one 
gives greater freedom from fading than can be obtained with a single modulation frequency. With 
such double modulation, the optimum value of the higher frequency will range from 100 to 750 cycles 
depending on the distance, the ionosphere conditions and the frequency of the transmitted carrier. For 
further information see A. L. Green and Geoffrey Builder, Control of Wireless Signal Variations, Jour. 
I.E.E., Vol. 80, p. 610, 1937 (also Wireless Section, Г.Е.Е., Vol. 12, р. 104, June, 1937); A. Г. Green and 
O. O. Pulley, Control of Phase-fading in Long Distance Radio Communication, Jour. I.E.E., Vol..80, p. 
623 (also Wireless Section, I.E.E., Vol. 12, p. 117, June, 1937). 


2 For example, see C. W. Hansell and G. L. Usselman, A 200-kilowatt Radiotelegraph Transmitter, 
R.C.A. Res., Vol. 2, p. 442, April, 1938. 
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The ratio of harmonic to fundamental frequency voltage developed across the tank 
circuit is given by Eq. (88a), Sec. 5, which shows that this ratio is inversely propor- 
tional to the tank circuit Q. However, the maximum feasible Q is limited by con- 
siderations of coil efficiency and phase shift, and except in very small transmitters, the 
use of the highest practicable Q will not reduce the harmonics sufficiently. The next 
step in harmonic reduction is to select a suitable method of coupling to the tank circuit. 
Thus, although the coupling method shown in Fig. 7a gives approximately the same 
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Fie. 7.—Coupling systems that give varying degrees of discrimination against harmonics. 


percentage of harmonic voltage in the output as exists in the voltage across the tank 
circuit, the coupling circuit of Fig. 7b reduces the harmonic percentage by the factor 
1/n2, where n is the order of the harmonic. Also, perfectly symmetrical coupling to 
a balanced push-pull amplifier, as shown in Fig. 7c, will transfer only odd harmonics 
to the output, since the push-pull symmetry prevents even-harmonic voltages from 
appearing across the tank circuit.! 
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Ета. 8.—Filter networks for suppressing harmonics and providing impedance matching. 


Additional reduction of harmonics beyond that obtained by the use of high-Q 
tank circuits and properly chosen coupling systems can be obtained by placing one 
or more low-pass filters between the tank-circuit output and the antenna. These 
filters are normally designed to serve the dual purpose of harmonic suppression and 


1 Even harmonic voltages do exist, however, between ground and the two extreme ends of the tank 
circuit. In order to prevent these voltages from transferring energy to the transmission line by electro- 
static coupling, in which the two wires of the transmission line act in parallel as one side of a circu 
having a ground return, it is necessary to place an electrostatic shield between the tank circuit and the 
coupling coil, or in some other way minimize capacitive coupling. 
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impedance matching. Examples of suitable filters are shown in Fig. 8. “The circuits 
at а are simple T and т low-pass sections, and may Бе either symmetrical or non- 
symmetrical, according to the impedance matching requirements. These simple 
circuits can be modified by using series resonant shunt arms, or parallel resonant series 
arms, as shown at b and c, respectively. Each such resonant branch is intended to 
discriminate against a particular harmonic. The design of these coupling networks 
is discussed in Par. 25, Sec. 3. 

An ingenious modified form of filter that is both simple and effective is shown in 
Fig. 9.1 Here the transmission line, or output circuits of the transmitter, are shunted 
by the input of two auxiliary transmission lines. One of these is a quarter of a wave 
length long and short-circuited at its receiving end, while the second is one-twelfth 
wave length long, open-circuited at its receiving end, and having its input shunted 
by a coil that tunes the input of this line to parallel resonance at the fundamental 
frequency of the transmitter. The quarter wave-length line acts as a short circuit 
to all even harmonies, and the second line acts as a short circuit to the third harmonic. 
Neither line has appreciable effect upon the fundamental, because to this frequency 
the input impedance of both lines is an extremely high resistance. This method of 
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Fie. 9.—Suppression of harmonies by resonant transmission lines. 


eliminating harmonics is particularly suitable for transmitters operating at a fixed 
frequency, such as broadcast transmitters, 

Adjacent Channel Interference from High-order Side Bands.—The output of a 
radio-telephone transmitter will interfere with communications in adjacent channels 
if the output contains high-order side bands.  High-order components can result 
from overmodulation of the transmitter or from distortion in the audio-modulating 
system that causes harmonics of high audio frequencies to be modulated on the carrier. 
The former is the most serious in practice, and is handled by the use of peak limiters, 
automatic-volume-control systems, and alarms that indicate to the operator every 
time the transmitter modulation exceeds 100 per cent. 

Phase and frequency modulation is a troublesome cause of high-order side bands 
in short-wave transmitters. This is discussed further below. 

Incidental Phase and Frequency Modulation.—Phase or frequency modulation is 
often present in the output of a telephone or telegraph transmitter as a by-product 
produced by the modulation or keying actions. Such incidental phase and fre- 
quency modulation is to be avoided, since it frequently gives rise to high-order side 
bands that will cause adjacent channel interference. Phase modulation is usually 
more troublesome than frequency modulation, for the modulation index in the former 

1 W. Н. Doherty and О. W. Towner, A 50-kilowatt Broadcast Station Utilizing the Doherty Ampli- 
fier and Designed for Expansion to 500 Kilowatts, Proc. I.R.E., Vol. 27, p. 531, September, 1939. 

21, J. Kaar, Some Notes on Adjacent Channel Interference, Proc. I.R.E., Vol. 22, p. 295, March, 
4934, Adjacent channel interference produced by frequency modulation signals is discussed by L, J. 


Black and H. J. Scott, Modulation Limits in FM, Electronics, Vol. 13, p. 30, September, 1940. 
& W. А. Fitch, Phase Shift in Radio Transmitters, Proc. I.R.E., Vol. 20, р. 688, May 1932. 
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case is independent of frequency but in the latter instance varies inversely with 
frequency. 

It is also possible for noise and hum effects to produce incidental phase modulation, 
which, although not disturbing the modulation envelope at the transmitter, will cause 
noise and hum to be present in the modulation of the signal when received at a distant 
point under conditions where the ionosphere disturbs the phase relations between 
carrier and side bands. 

- Modulation or keying of a transmitter can cause phase modulation in one of 
several ways. In telegraph transmitters, the sudden change in output of the keyed 
stages may react back upon the unkeyed portion of the transmitter to cause a sudden 
change in phase or “phase whip" that represents an appreciable amount of energy at 
very high-order side-band frequencies.! 

In radio-telephone transmitters, phase modulation will result if some of the modu- 
lated wave leaks back into an unmodulated buffer amplifier or oscillator section of 
the transmitter. Inasmuch as limiting action is always present, such mixing of the 
modulated and unmodulated waves generates a phase-modulated wave as discussed 
in Par. 17, Sec. 7. The mixing of modulated and unmodulated energy required to 
produce such phase modulation can occur as a result of imperfect shielding in the 
transmitter or because of an incompletely neutralized modulated amplifier. 

Another cause of phase modulation in radio-telephone transmitters is failure to 
tune the tank circuit of the modulated amplifier accurately to the carrier frequency. 
Incorrectly tuned tank circuits of linear amplifiers can also cause phase modulation, 
but to a much smaller degree. 

Tuning and Wave Changing in Radio Transmitters.—In short-wave transmitters, 
it is nearly always necessary to be able to operate on two or more frequencies, and in 
some cases operation over continuous bands of frequencies of considerable width is 
necessary. In broadcast and long-wave transmitters, it is usually necessary to tune 
the tank circuits over at least a limited frequency range. | 

Tuning in low-level stages is ordinarily accomplished with the aid of variable 
condensers and coil switching, following practices similar to those employed in 
all-wave receivers. In high-level stages, particularly in stages where the power is so 
great that water-cooled tubes are employed, tuning and wave changirtg are more 
complicated. Adjustment over a limited frequency range can be made by a copper 
disk or ring (doughnut) rotated in the magnetic field of the coil. Step-by-step changes 
of somewhat greater magnitude can be obtained by short-circuiting turns of the tuning 
inductance and by varying the tuning capacity in fixed steps. Large wave-length 
changes necessitate coil switching. Condensers used in high-power stages usually 
have air dielectric, and compressed gas types have advantages of compactness com- 
bined with continuous adjustment. 

In transmitters adjustable over a large continuous frequency band, trouble is often 
experienced from parasitic circuits that are coupled to the various tank circuits and 
so absorb power at the resonant frequency of the parasitic circuit.2 The result of 
such power absorption is low output from the particular tank circuit in question, and 
in some cases the production of unbalance in push-pull stages. Whenever the output 
of a stage is low over a small portion of its tuning range, parasitic circuits should be 
looked for. Common sources of parasitic circuits are unused tuning coils, circuits 
involving by-pass condensers and their associated leads, etc. 

Monitoring and Protection of Radio Transmitters—Provision is always made in 
all except very small radio transmitters for monitormg the transmitter behavior and 

1 An analysis of the frequency spectrum that results when phase or frequency modulation is pro- 
duced by keying is given by Balth. van der Pol, Frequency Modulation, Proc. I.R.E., Vol. 18, p. 1194, 


July, 1930. 
? P. A. Ekstrand, Parasitic Circuits, Electronics, Vol. 11, p. 26, October, 1938. 
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protecting against faults. Monitoring equipment normally includes meters to read 
the plate and grid currents of the various stages and the transmitter output. Fre- 
quency monitors are also employed in all broadcast transmitters and large short-wave 
transmitters. In radio-telephone installations, a meter indicating the audio-frequency 
level is essential, and some device for showing when the transmitter is overmodulated 
is desirable. In telegraph transmitters, a provision is commonly made by which 
the transmitted signals can be listened to, and with high-speed transmission a 
monitoring tape recorder is almost essential. . 

All large transmitters are provided with rather elaborate protective equipment. 
This is to protect against failure of the normal control circuits to operate properly, 
to ensure safety to life, and to take care of such failures in operation as short circuits, 
overloading, flashback in the rectifier tubes, failure of cooling water circulating system, 
etc. ` 


RECEIVERS FOR AMPLITUDE-MODULATED WAVES 


4. Broadcast and Short-wave Superhetérodyne Receivers for Amplitude-modu- 
lated Waves.—The usual radio-telephone receiver is of the superheterodyne type. 
Such a receiver can бе represented schematically as shown in Fig. 10, and consists 
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Fra. 10.—Schematic diagram of superheterodyne receiver. 


of a radio-frequency section, converter (first detector) and oscillator, intermediate- 
frequency amplifier, second detector, audio-frequency amplifier, and loud-speaker.} 

Radio-freauency Section.—The radio-frequency section includes the coupling from 
the antenna’ to the grid of the first tube, and also any amplifier stages that amplify 
the incoming signal before its frequency is changed. One of the chief purposes of the 
radio-frequency section is to provide selectivity against image and intermediate- 
frequency signals. 

The antenna-to-grid coupling should be arranged so that the transfer constant is 
relatively uniform over the entire frequency band and is not too small. It must also 
permit the tuned input circuit to track properly with other adjustable circuits in the 
receiver. With home receivers operating in the band 550 to 1,500 ke and employing 
an ordinary antenna, it is customary to use a complex coupling system involving a 
high-inductance primary resonated at a frequency just below the band to be received. 
Suitable arrangements of this type are shown in Figs. 29 to 34 of Sec. 3. These 
arrangements can be made td give relatively uniform antenna to grid voltage step-up 
over the desired band, and have the merit that the maximum coupling outside the band 

‘is at a frequency where there are usually few interfering signals present. The effective 
coupling between antenna and grid is usually made quite small. Although this 
reduces the voltage step-up between antenna and first grid, it allows wide latitude in 
the electrical constants of the antenna without preventing tracking of the first tuned 

1A summary of characteristics of broadcast receivers now in use, together with discussions of the 
significance of these characteristics under practical conditions, is given by A. Van Dyck and D. E. 
Foster, Characteristics of American Broadcast Receivers as Related to the Power and Frequency of 


Transmitters, Proc. I. R.E., Vol. 25, p. 387, April, 1937; D. E. Foster, Receiver Characteristics of Special 
Significance to Broadcasters. Communications. Vol. 19, p. 9, May, 1939. 
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circuit with the remaining tuned circuits, and also prevents the voltage that reaches 
the grid of the first tube in the case of strong local signals to exceed the value that the 
automatic-volume-control system is able to handle without distortion. 

Typical coupling methods used with loop antennas are shown in Figs. 11a to 11c. 
Here the situation is complicated by the fact that the receiver must usually also be 
capable of operating with an outdoor antenna. When a loop is employed, it is per- 
missible to use closer coupling between the antenna and the tuned input circuit than 
would be possible with outdoor antennas, since the loop constants can be fixed by the 
manufacturer. 

In short-wave bands, the usual antenna coupling system is a simple mutual induct- 
ance as shown in Fig. 11d, commonly proportioned to operate from a two-wire trans- 
mission line of about 100 ohms characteristic impedance. 
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Ета. 11.—Input circuits for broadcast receivers operating with loop antennas and in the 
short-wave bands. 


The use of one or more stages of tuned radio-frequency amplification in the r-f 
section increases the selectivity between the antenna and the input to the converter. 
This reduces image and intermediate-frequency responses and cross-modulation. 
It also raises the signal level at the converter input and thereby tends to minimize 
the undesirable consequences of converter noise. At the same time, tuned radio- 
frequency amplification has the disadvantage that the same tube placed in the inter- 
mediate-frequency system will give more amplification, more adjacent channel selec- 
tivity, and will lower manufacturing cost. Tuned radio-frequency amplification is 
accordingly employed only in the more expensive receivers, or where special require- 
ments must be satisfied. 

The resonant circuits of the tuned radio-frequency section are normally adjusted 
by means of a variable air-dielectric condenser. Permeability tuning is used to some 
extent, however, particularly in automobile radios, and in receivers employing push- 
button control. | 

Converter—Oscillator Section.—The converter-oscillator section (sometimes termed 
the first detector) has for its purpose the conversion by heterodyne action of the 
incoming signal to the intermediate frequency. The various converter systems 
employed in practice are discussed in Par. 12, Sec. 7, with arrangements in which the 
oscillator and detector are combined in a single tube being customary. However, 
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such converters have a high noise level that tends to dominate the signal-to-noise 
ratio unless a stage of tuned radio-frequency amplification is employed. The triode 
plate-rectifier type of converter with separate oscillator is sometimes used because 
of its lower noise level. 

Intermediate-frequency Section—The intermediate-frequency section consists 
of the coupling networks and amplifier tubes between the plate of the converter and 
the input terminals of the diode detector. . The intermediate-frequency section usually 
includes one or two stages of amplification, and provides most of the gain existing 
between the antenna and the detector. This amplification per stage is high, because, 
since no provision need be made for tuning over a wide frequency range, a high L/C 
ratio can be employed in the coupling circuits. In addition to providing a large part 
of the total amplification, the intermediate-frequency section also provides most of 
the adjacent channel selectivity possessed by the receiver. 

Coupling circuits in the intermediate-frequency amplifier stages are usually band- 
pass circuits consisting of primary and secondary separately tuned to the desired 
frequency and coupled together with slightly more than critical coupling.! The 
final coupling network delivering voltage to the diode detector must be especially 
designed to take into account the input impedance of the diode. "The resonant fre- 
quencies of the intermediate-frequency circuits are adjusted to the desired value 
either by trimmer condensers or by magnetic slugs composed of powdered iron. 

The choice of intermediate frequency is a compromise between the fact that a 
high frequency provides a better image discrimination and gives fewer intermediate- 
frequency harmonics lying in the broadcast band, but at the same time gives less 
discrimination against signals of.intermediate frequency. Present practice is to use 
a value approximately 455 ke for all broadcast receivers. This value is higher than 
is really necessary for the standard broadcast band of 550 to 1,500 kc, but is none too 
great for the short-wave bands. In receivers designed exclusively for short waves, 
intermediate frequencies of the order of 2 mc are sometimes employed to get increased 
image discrimination, although this sacrifices adjacent channel selectivity.? 

Detector.—The final or second detector of a superheterodyne is almost universally 
a diode, which is normally arranged to provide a voltage for automatic-volume- 
control purposes along with the modulation-frequency output. Such a detector 
requires a minimum of several volts to operate it properly, and the radio-frequency, 
converter, and intermediate-frequency sections should be designed to provide this out- 
put with the weakest signal the receiver is intended to operate on satisfactorily. 

Audio-frequency Section.—The audio-frequeney section commonly consists of a 
stage of voltage amplification, followed by a stage of power amplification, and includes 
the manual volume control and tone control. 'The power stage may employ a single 
pentode tube, or push-pull triodes or pentodes. A limited amount of negative feed- 
back is sometimes employed in the power stage, particularly if pentodes are used, since 
feedback is useful in lowering the equivalent internal resistance that the pentode tube 
presents to the loud-speaker. 

Power Sources.—The sources of power used for operating receivers are 110 volts 
alternating current, 110 volts direct current, 6-volt storage battery, and dry cells. 
Some types of receivers can be operated from several sources, as, for example, the 
a-c-d-c sets, which will function on all 110-volt lighting circuits, and some of the dry- 


1 When special requirements are to be met, more complicated coupling systems based on wave- 
filter theory can be used. An example of such an arrangement is given by J. B. Moore and H. A. 
Moore, I-F Selectivity in Receivers for Commercial Radio Services, R.C.A. Rev., Vol. 4, p. 319, January, 
1940. 

2 A discussion of factors determining the choice of a suitable intermediate frequency is given by F. E. 
Spaulding, Jr., Design of Superheterodyne, Intermediate-frequency Circuits, R.C.A. Rev., Vol. 4, p. 485, 


April, 1940. 
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battery operated sets, which are arranged so that they can be plugged into a 110-volt 
line. : 

Sets operating from 110-volt a-c power lines employ a-c filament current, with 
heater-type tubes being used throughout except for the rectifier and possibly the 
power amplifier. . The: plate-supply system in such cases is a rectifier-filter arrange- 
ment employing a.condenser-input filter, with the speaker field winding often used as 
the first filter choke. The power tubes in such receivers frequently receive their plate 
voltage directly from the input condenser, particularly when push-pull amplification 
isemployed. This reduces the current that must be carried by the first choke and so 
lowers its cost. . . 

The a-c-d-c sets omit the power transformer, but normally leave the rectifier tube 
in the circuit so that the d-c line must be plugged in with the proper polarity if plate 
current is to flow. НаН-уауе rectification is usually employed, although in some 
of the more expensive sets а voltage-doubling circuit is used with a-c operation. 
The cathodes of tubes in a-c-d-c sets are always of the heater type, and employ 
heaters arranged in a series parallel combination across the 110-volt line. It will be 
noted that the chassis of an a-c-d-c set is likely to be at the full line voltage above 
ground, and so must be properly protected to prevent it from becoming a hazard to 
life. 

Auto receivers use the 6-volt car storage battery to operate the filaments of tubes, 
and employ a vibrator or dynamotor for supplying plate power. 

Completely self-contained sets operating from dry batteries normally use separate 
plate and filament batteries, and obtain the necessary grid biases by self-bias arrange- 
ments. Such sets are often arranged with a rectifier tube, filter, etc., so that they can 
be operated from 110-volt sources by throwing a switch. The filament power with 
such 110-volt operation is commonly rectified d-c current. 

5. Miscellaneous Features and Considerations Relating to Radio Receivers. 
Automatic Volume Control.—Practically all broadcast and similar receivers are pro- 
vided with an automatic-volume-control system (abbreviated A.V.C.) to maintain the 
carrier voltage at the detector approximately constant. This is accomplished by 
biasing the grids of the radio-frequency, intermediate-frequency, and converter 
tubes negatively with a d-c voltage derived by rectifying the carrier. An increase 
in the signal hence increases the negative bias and tends to counteract the increased 
signal by reducing the amplification, and vice versa. In this way, the receiver may be 
tuned from strong to weak stations without the necessity of resetting the manual 
volume control, and also variations in signal strength due to fading are smoothed out. 

Automatic-volume-control action is normally obtained by deriving from the usual 
diode detector a d-c voltage proportional to the amplitude of the carrier at the diode 
input terminals, and free of modulation.! A typical circuit arrangement is shown in 
Fig. 13a, and consists of an ordinary diode detector to which there has been added 
provision for filtering out the modulation-frequency currents from the d-c rectified 
voltage. The time constants of the filter circuits should be great enough so that the 
lowest modulation frequencies do not reach the A.V.C. output, but at the same time 
be small enough so that the rectified bias will follow moderately rapid changes in 
carrier amplitude. Time constants of the order of 36 to Мо second are customary. 

An ideal automatic-volume-control system would not affect the receiver amplifi- 
cation until the incoming signal reached a level sufficient to produce an adequate 
voltage at the input of the second detector, and then with larger signals would main- 
tain this output constant, as shown by curve a of Fig. 12. In contrast with this, the 
simple A.V.C. system of Fig. 13a has a characteristic such as given by b, in which 


1 Such systems were first devised by Н. A. Wheeler. See his paper, Automatic Volume Control for 
Radio Receiving Sets, Proc. I. .В.Е., Vol. 16, p. 30, January, 1928. 
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the receiver gain starts to fall off as soon as the diode begins to develop output. The 
actual control characteristics can be.made to approach the ideal more closely by 
arranging so that the A.V.C. voltage controls the gain of a considerable number of 
tubes, and then employing delay action so that the A.V.C. system does not function 
until the signal reaches a predetermined level (curves c and d of Fig. 12). Ampli- 
fication of the A.V.C. voltage, as by the use of a separate intermediate-frequency 
amplifier for operating the A.V.C. system, also permits still further improvement in 
the control characteristics (curve e of Fig. 12). 

Delay action can be obtained by the use of a second diode arranged as shown in 
Fig. 13b. With no signal the conductivity of this second diode causes the A.V.C. bus 
to assume the potential of the cathode of this diode, i.e., à moderate negative bias. 
This bias is maintained on the A.V.C. system until the rectified signal develops a 
direct-current voltage greater than the second cathode voltage to ground. ‘The second 
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Fie. 12.—Automatic-volume-control characteristics under different conditions. 


diode then becomes nonconducting, and the automatic-volume-control system func- 
tions in the usual manner. Delay can also be obtained by using a separate A. V.C. 
diode that is biased, and so does not developsoutput until the signal exceeds the bias. 
This arrangement, however, has the disadvantage that the delay and hence the 
receiver gain vary with changes in the average degree of modulation. 

Amplification of the A. V.C. voltage used to control the receiver gain, combined 
with delay, will make the characteristics approach much more closely the ideal. 
Amplification can be obtained by the use of an A. V.C. diode operating from a separate 
intermediate-frequency amplifier stage that supplies more signal to the control diode 
than reaches the detector diode, as shown in Fig. 13c, or by amplifying the d-c control 
voltage developed by the diode, as shown in Fig. 13d. Here the rectified output of 
the diode D; is applied between grid and cathode of amplifier tube Tı. This tube has 
its cathode returned through a large resistance to а point considerably negative with 
respect to ground. The initial adjustment is such that the cathode of Т, is at a 
slightly positive potential with respect to ground by an amount determined by the . 
delay action desired. Rectified output produced by an incoming signal biases the 
grid of 7, negative by an amount proportional to the amplitude of the incoming 
Signal. This reduces the plate current of Tı, and causes the cathode voltage to 
decrease by an amount corresponding to the amplification that the output of diode 
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D; undergoes in tube T, with coupling resistance E. As long as the cathode of Ti 
is positive with respect to ground, the A.V.C. bus remains at ground potential, but 
as soon as the cathode of Tı becomes negative with respect to ground, the conduc- 
tivity between cathode and diode plate Dz causes the A.V.C. bus to assume the 
potential of the cathode. This combines amplified control with a delay action 
determined by the positive initial bias voltage of the cathode of T. 

Operation of automatic-volume-control systems from a separate branch of the 
intermediate-frequency amplifier has advantages beyond giving a means for obtaining 
amplified A.V.C. Thus the selectivity of the A.V.C. branch of the intermediate- 
frequency system can be.made less than for the detector branch, which facilitates 
tuning the receiver properly without a tuning indicator. Also, by applying A.V.C. 
voltage to an intermediate-frequency stage subsequent to the dividing point in the 
yr Detector 
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Fie. 13:—Automatic-volume-control systems using diode tubes. 








intermediate-frequency system such as Т, as illustrated in Fig. 13e, it is possible to 
compensate for the usual rising characteristic of an A.V.C. system (see Fig. 12) and 
maintain the voltage at the detector input terminals substantially independent of 
signal amplitude. 

While diode detectors are nearly always employed in A.V.C. systems, it is possible 
to use plate detection. A typical example is illustrated in Fig. 14,1 where the A.V.C. 
voltage is developed by the output of direct-current amplifier T; that is operated 
from the d-c voltage built up across the bias resistance by the rectified plate current 
of the detector tube Tı. For best performance, Т, should be operated so that with no 
signal it is biased beyond cutoff by the amount of delay that is desired. As com- 
pared with diode arrangements, plate-detection systems have all the limitations of 
plate detectors, combined with the fact that unless rather unusual cathode voltages 
are employed an extra tube is necessary in order to obtain a control voltage of the 
proper polarity. 


1 For additional examples, see Dorman D. Israel, Sensitivity Controls—Manual and Automatic, 
Proc. I.R.E., Vol. 20, p. 461, March, 1932. 
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The automatic-volume-control voltage is normally applied {о all the intermediate- 
frequency amplifier tubes, to the converter, and to all radio-frequency stages. The 
more tubes that are controlled the less will the output of the receiver vary with the 
strength of the incoming signal. This is illustrated in Fig. 12 and is one of the reasons 
that receivers.with many tubes perform better than do less elaborate receivers. The 
tubes that are controlled by the A.V.C. system are always of the variable-mu type in 
order to reduce the possibility of cross-modulation. In some cases, there is an 
advantage, from the point of view of low cross modulation and distortion, of applying 
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Fia. 14.—Automatic-volume-control system using plate detector. 


less control voltage. to the tube operating at the highest power level than to the 
remaining tubes that are controlled by the A.V.C. system. | 

Manual Volume Control—All receivers are provided with a manual volume control 
for the purpose of enabling the user to adjust the level of the reproduced sound. In 
receivers having automatic volume control, the manual control practically always 
consists of a potentiometer in the grid circuit of the first or second audio-frequency 
amplifier stage following the detector. In the rather unusual case where the receiver 
is not provided with automatic volume control, the manual control operates by vary- 
ing the grid bias or the screen-grid voltage of variable-mu tubes of the radio-frequency, 
eonverter, and intermediate-frequencies 
sections, combined in some cases with 
an antenna input control! ' 

The sound output of a radio receiver 
will appear more natural if the volume of 
the low frequencies and, to a lesser ex- 
я tent, of the high frequencies is reduced 

Compensating more slowly than is the volume of the 

network middle range of frequencies. This is a 

Fre. 15.—Tone-compensated volume con- -result of the fact that as the level of the 

trol. reproduced sound is reduced, the relative 

sensitivity of the ear becomes less for the low and high frequencies. The amount of 

` compensation required to counteract this effect is quite large at the low frequencies, 

being of the order of 20 db under typical conditions. This compensation can be 

automatically introduced by the use of a tone-compensated volume control, such as is 
illustrated in Fig. 15. 

Tone Control.—Most radio receivers are provided with means, termed a tone control, 
by which the listener may reduce the relative amplitude of the higher frequencies in 
the reproduced sound. This is accomplished by a suitable audio-frequency network, 

1 See Israel, Loc. cit., for further details of arrangements of this type. 
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the most common arrangement consisting of the combination of a capacity and 
variable resistance shunted across an audio-frequency coupling impedance, as shown 
in Fig. 16. 

Push-button Tuning.— There are three basic ways in which push-button tuning is 
carried out, namely, (1) systems in which operating the push button disconnects the 
ordinary tuning system and replaces it with pretuned circuit elements, (2) arrange- 
meats in which the pressure on the push button rotates the tuning shaft to the desired 
position, and (3) systems in which the push button controls an electric motor that 
drives the tuning shaft.: 

The first of these methods is the one most commonly employed, and may involve 
either replacing the main tuning condenser sections with preset trimmers, or replacing 
each entire tuned circuit with resonant circuits adjusted to the desired frequency by 
means of permeability tuning. 

The second method is the cheapest of the three, but requires an undesirably large 
pressure on the buttons, and so is used only in the least expensive sets. "The third 
method is particularly suitable where remote control is desired, and is the most 
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Ttc. 16.—Audio-frequency system of a radio receiver, showing tone control and manual 
volume control. 


expensive of the three.? In the second and third types of push-button systems, where 
operation involves rotating the control shaft of the tuning system, contacts are always 
provided so that the receiver output is short-circuited while the push button is being 
operated. Otherwise the receiver produces disagreeable sounds as the tuning passes 
through various stations on the way to its ultimate position. 

In push-button tuning, it is very important that the resonant circuits involved, 
particularly the oscillator circuit, be very stable. Appreciable variation in resonant 
frequency, as a result of either aging or temperature variations, will result in mistuning 
of the signals when push-button operation is employed. 

Tuning Methods—Range Change—Band Spread—The radio-frequency and 
oscillator circuits of a receiver are normally tuned by a gang variable condenser. 
Permeability tuning, 4.е., varying the inductance of a coil by moving an iron dust 
slug, is used to a considerable extent in the antenna circuits of automobile radios, and 
there are a few sets on the market in which all the tuning is accomplished by varying 
the permeability of the coil. Permeability tuning has the advantage of compactness, 
freedom from vibration, and stability of the resonant frequency, but at the present 
time is more expensive. 


1 А system in which the drive is obtained from a solenoid instead of a motor is described by J. H. 
Little and F. X. Rettenmeyer, À Five-band Receiver for Automobile Service, Proc. I.R.E., Vol. 29, 
P. 151, April, 1941. 2 

? Remote control is usually carried out with a long cord. Control methods using induction fields 
and a low-frequency carrier transmitted over the power line have been proposed. See Robert С. 
Herzog, Mystery Control, Communications, Vol. 18, p. 20, October, 1938; S. W. Seeley, H. B. Deal, and 
C. М. Kimball, Teledynamie Control by Selective Ionization with Application to Radio Receivers, 
Proc. Г.Е.Е., Vol. 26, р. 813, July, 1938; Charles №. Kimball, А New System of Remote Control, R.C.A. 
Rev., Vol. 2, p. 303, January, 1938. 
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In all-wave receivers, the tuning range is normally changed by switching coils 
in and out of the circuit, although in some two-range receivers a tapped coil is used. 
Coils for each tuning range are provided with their own trimmers. 

In short-wave reception, there is an advantage in being able to spread out the 
tuning range, so that each of the comparatively narrow short-wave broadcast bands 
covers the full dial length. Such band-spread tuning arrangements have two forms: 
(1) those in which the main tuning control is set to a particular position and the band 
spread then obtained by an auxiliary variable vernier trimming condenser; and (2) 
systems in which auxiliary reactances are switched into the circuit so that the full 
variation of the normal tuning control will produce only a small percentage change in 
frequency. The former method is used in communication receivers, and the latter 
is the method commonly employed in broadcast receivers. The second method can 
be carried out as illustrated in Fig. 17, with the use of auxiliary fixed condensers in 
the case of capacity tuning and auxiliary fixed inductances in the case of permeability 
tuning.! - 


Tuning 
condenser 
ГА 
/ an 
f oX^ A 
7 i 
Auxiliary ‘Auxiliary Auxiliary 
condensers inductance inductance 


Band spread with Вапа spread with permeability tuning 
capacity tuning 
Ета. 17.— Circuit arrangements for obtaining band spread with the regular tuning 
adjustment. 


The chief problem involved in band-spread tuning is maintenance of the frequency 
calibration. The frequency range is usually so small that even a small percentage 
change in the calibration from temperature effects or aging can readily shift the desired 
band entirely outside the tuning range of the receiver. 

Stability of Frequency Calibration—Crystal Controlled Receivers.—Stability of the 
receiver frequency calibration can be obtained by careful attention to the mechanical 
and electrical design of the resonant circuits. In particular, dielectrics associated 
with the circuits are potential sources of trouble, and fixed condensers that are involved 
not only must be of the type having cyclic behavior and a low temperature coefficient 
but also should be chosen so that their temperature coefficient is the negative of that 
possessed by the combination of tuning coil and tube.? 

The oscillator circuit is the most important from the point of view of stability, 
since as long as the radio-frequency circuits are not too sharp, they can vary appre- 
ciably without giving trouble. Where communication is carried on with the use of 
only a few fixed frequencies, as in point-to-point services, the superheterodyne oscil- 
lator is frequently a crystal oscillator, with a crystal being provided in the set for 
each of the fixed frequencies. : 

1 For further discussion of band spreading вее Е. H. Woodbridge, Band Spread—Its Effect on the 
“Tuning Rate," Wireless Eng., Vol. 17, р. 394, September, 1940; Dudley E. Foster and Garrard 
Mountjoy, Short Wave Spread Bands in Automobile and Home Receivers, Proc. I.R.E., Vol. 30, p. 222, 
cicer Miller, Thermal Drift in Superheterodyne Receivers, Electronics, Vol. 10, p. 24, № ovember, 
adl temperature compensation to take care of the warming-up period is also desirable, "This can 
be obtained by using in the oscillator circuit а small fixed condenser with a negative temperature coeffi- 


cient and associated with a small heating resistor that is turned on and off with the receiver. See М. L. 
Levy, Frequency Compensation, Electronics, Vol. 12, p. 15, May, 1939. 


i 
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Spurious Responses in Superheterodyne Receivers.—In superheterodyne receivers, 
there is the possibility of obtaining a variety of spurious responses. Some of these 
appear in the form of whistles having a pitch dependent upon the tuning of the 
receiver; others cause an interfering program to be heard at unexpected.places on the 
dial. The principal sources of spurious responses are (1) image-frequency signals; 
(2) signals of intermediate frequency; (3) harmonics of the intermediate-frequency 
generated by the second detector; and (4) harmonics of the incoming signal generated 
in the converter tube. | 

Image signals are signals having a frequency that is greater than the frequency 
to which the receiver is tuned by twice the intermediate frequency (assuming the 
beating oscillator operates at a higher frequency than the desired signal). If 
such signals reach the converter tube, they combine with the local oscillator to produce 
a difference frequency that is exactly equal to the intermediate frequency, and so 
appear in the receiver output along with the desired program. Image responses 
can be eliminated by providing sufficient selectivity between the antenna and the 
converter tube to prevent a signal of image frequency from reaching the converter 
tübe with appreciable amplitude. For satisfactory elimination of image response, it 
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Fie. 18.— Typical circuit for suppressing image signals, together with equations for maxi- 
mum suppression. 2 


is necessary that the image voltage reaching the converter input be at least 30 db 
below the desired signal. Since the incoming image signal may be somewhat stronger 
than the desired signal, the circuits between the antenna and the converter input 
should give a discrimination exceeding 50 to 60 db against the image signal relative to 
the signal to which the receiver is tuned. The discrimination obtainable against the 
image signal is greater the higher the ratio of intermediate to signal frequency. For 
this reason, the intermediate frequency in all-wave broadcast receivers is made as 
high as possible (7.e., about 455 ke). Intermediate frequencies of the order of 2 me 
are often used in receivers intended for the reception of only short-wave signals. 
The discrimination against image signals is increased by the use of one or more stages 
of tuned radio-frequency amplification, since this provides additional selectivity 
between the antenna and the converter input. Discrimination against image signals 
can also be improved greatly by the use of special antenna coupling circuits. An 
example of such an arrangement is shown in Fig. 18.1 Here the antenna is brought 
to ground through a coupling coil Г», a portion of the tuning inductance Г, and a 
capacity С. of the order of ten times the maximum tuning capacity. The resistance 
R is for broadening the antenna resonance. The effect of the image voltage produced 
at the grid of the tube is largely neutralized by the voltage that the antenna current 
induces in the cathode coil Ls. With proper circuit proportions, the suppression 

1 Further discussion of this and other circuits, including those which suppress signals of inter- 


mediate frequency as well as image signals, is given by Harold A. Wheeler, Image Suppression in 
Superheterodyne Receivers, Proc. Г.Е.Е., Vol. 23, p. 569, June, 1935. 
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can be made almost complete at two carrier frequencies and will be high at frequencies 
in between. At the same time, the desired carrier is not balanced out. The neces- 
sary design formulas are given in Fig. 18, and the suppression obtained is independent 
of the antenna constants. 

Radio signals of intermediate frequency will be heard in the output of a radio 
receiver if these signals are able to reach the input of the converter tube in appreciable 
amplitude. Response to such signals can be prevented by selecting the intermediate 
frequency so that it differs from the frequency of any strong local signal that is likely 
to be present by providing adequate selectivity in the radio-frequency section and, in 
particularly troublesome cases, by employing a trap circuit in the network coupling 
the antenna to the grid of the first tube. 

Whistles can occur in a superheterodyne receiver when the harmonics of the inter- 
mediate frequency that are present in the output of the second detector get coupled 
back into the radio-frequency section. Thus, when a receiver having an intermediate 
frequency of 455 ke is tuned to approximately 910 or 1,365 ke, the second and third 
harmonics, respectively, of the intermediate frequency will produce an audible beat 
note with incoming signals. The remedy is to provide filters in the output of the 
second detector that will localize the harmonics of the intermediate frequency, and 
also to arrange the wiring so that coupling between the Tdi паш and second- 
detector circuits is a minimum. 

When very strong signals are being received at a feque that is approximately 
twice the intermediate frequency, it is possible for high-order modulation action to 
produce an output of the type 2s — o, where s and o are the signal and local oscillator 
frequency, respectively. When the signal s is twice the intermediate frequency, this 
gives a- frequency that is amplified by the i-f amplifier, but the exact frequency varies 
differently with tuning, t.e., with variation in o, than does the intermediate frequency 
produced by normal converter action and so beats with the i-f produced by normal 
action. Since this type of spurious response is generated within the converter, it 
can not be eliminated by selectivity in the radio frequency. This undesired response 
is troublesome only when very strong signals are being received, and can be prevented 
by reducing the antenna pickup or providing a trap that discriminates against the 
troublesome signal. 

'The spurious responses discussed above represent the types that are most trouble- 
some in superheterodyne receivers. Other types of combination frequencies are 
possible, and are occasionally encountered.! 

Cross-talk and  Cross-modulation.—Cross-talk or cross-modulation of the type 
discussed in Par. 24, Sec. 5, can occur when a receiver is tuned to a strong signal and 
there is also present another strong signal of a not too different frequency. Cross-talk 
then manifests itself by the fact that during intervals when there is no modulation 
on the desired carrier, one hears of the modulation of the undesired signal, but if the 
desired carrier is absent, the undesired program is no longer heard. 

Such cross-talk is a result of third-order curvature in the plate-current character- 
istic of the first or possibly the second tube of the receiver. Most cross-talk problems 
are eliminated by the use of variable-mu tubes, since these have very low third-order 
curvature. Cross-talk may still be present, however, when signals of the order of a 
volt or more are induced in the antenna. This type of trouble can "be minimized 
by making the transfer constant from antenna to first grid low so that the voltage 


1A comprehensive discussion covering all the possible types of interfering responses is given. by 
Howard К. Morgan, Interfering Responses in Superheterodynes, Proc. I.E. E., Vol. 23, p. 1164, October, 
1935. In this paper, it is shown that all the spurious responses, including the more common ones as 
well as the unusual types, correspond to frequencies of the interfering signal that are no + na, no  i/n, 
ni, or no + s/n, where o is the oscillator frequency, s the frequency to which the receiver is tuned, $ the 
intermediate frequency, and n the harmonic order (¢.e., an integer such as 1, 2, etc.). 
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at the grid of the first tube will not be too great for the A.V.C. system to handle. In 
extremely difficult cases, such as where a very powerful near-by station is involved, a 
tuned trap in the antenna circuit can be used.! 

External Cross-modulation.A—The term external cross-modulation is applied to 
spurious frequencies generated by nonlinear or rectifying contacts in conduit, ground 
connections, light wires, etc., in the vicinity of the receiver that carry currents induced 
by the signal: When strong radio signals are present, such nonlinear contacts develop 
new frequencies in appreciable amplitude, and these may then reach the receiver by 
conduction, or by direct radiation, causing signals to be heard at unexpected places 
on the dial. "The most common new frequencies produced are harmonics of the trans- 
mitted carrier and simple combination frequencies of two carriers of the type a + b, 
a + 2b and 2a + b and of three carriers of the type a +b Е са +b + с, ete. In 
the case of third-order combinations it has been found that if the product of the three 
field strengths combining to give the cross modulation ($.е., HoH}, ЕЕ, or Е.ЕьЕ,, 
as the case may be) exceeds 0.001 volts, then serious external cross modulation is 
likely to be observed.* In the case where the rectifying contact is on a power line, 
there is the possibility of strong hum modulation being produced on the carrier 
frequency of the station. ` 

External cross-modulation is appreciable only when the carriers involved are 
strong, i.e., of the order of one volt. This fact makes it undesirable to locate two 
transmitting stations so close to each other that the strong signal areas overlap. In 
particular, two transmitters operating from one antenna, or located on the same 
premises, are to be avoided. 

When the presence of cross-modulation is suspected, one should first make sure 
that the trouble is external to the receiver by using traps to prevent strong local 
signals from reaching the receiver and also by checking the combination frequencies 
observed with those calculated as being most likely to be present in the case of cross- 
modulation. If the presence of external cross-modulation: is confirmed, then the 
antenna and ground circuits should be checked for poor contacts, a capacity filter 
should be tried across the power line, and possible poor contacts in conduits and wiring 
investigated. If these do not remedy the difficulty, a new antenna with shielded 
lead-in wires should be tried. 

Noise and Signal-to-noise Ratio.*—The ratio of signal-to-noise energy in a receiver 
output is one of the most important characteristics of a receiver. Possible sources 
of noise are static and other disturbances induced in the antenna, thermal agitation 
in the tuned input circuit, tube noise (including particularly converter noise), and 
man-made disturbances of various types. 

Noise energy is normally uniformly distributed over a considerable frequency 
band. The first requirement for a good signal-to-noise ratio is, therefore, that the 


1 Discussion of the especially difficult problem of operating receivers in close proximity to trans- 
mitters is given by P. C. Sandretto, Some Principles in Aeronautical Ground Radio Station Design, 
Proc. I.R.E., Vol. 27, p. 5, January, 1939. 

2D. E. Foster, A New корш of Interference—External Cross Modulation, R.C.A. Rev., Vol. 1, p. 18, 
April, 1937; 

3 Thus poor connections in the receiving antenna system, such as in the ground connection, are 
particularly common sources of trouble. See A. James Ebel, A Note on the Sources of Spurious Radia- 
tions in the Field of Two Strong Signals, Proc. I.R.E., Vol. 30, р. 81, February, 1942. . 

4 See A. V. Eastman and L. C. F. Horle, The Generation of Spurious Signals by Nonlinearity of the 
Transmission Path, Proc. I.R.E., Vol. 28, p. 438, October, 1940. 

5 The limitations to the sensitivity of radio receivers that result from noise, particularly at very high 
frequencies, are comprehensively discussed by E. W. Herold, An Analysis of the Signal-to-noise Ratio 
of Ultra-high-frequency Receivers, R.C.A. Rev, Vol. 6, p. 302, January, 1942; D. О. North, The 
Absolute Sensitivity of Radio Receivers, R.C.A. Rev., Vol. 6, p. 332, January, 1942. 

8. A good discussion of noise levels that can be expected at high frequencies is given by К. G. Jansky, 
Minimum Noise Levels Obtained on Short-wave Radio Receiving Systems, Proc. I.R.E., Vol. 25, p 
1517, December, 1937. In this paper it is stated that a carrier to noise ratio of 18 db will give intelligible 
Speech with 100 per cent modulation and an audio band of 5,000 cycles. 
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response band of the receiver be no wider than necessary to accommodate the 
signal. ` 

The ultimate limit of signal-to-noise ratio is obtained when the receiver band width 
has the minimum possible value and all the noise in the receiver output is caused by 
thermal agitation in the input circuit to the first tube. The closeness with which . 
this limit is approached can be determined by short-circuiting or detuning this input 
circuit and noting the amount of residual noise that still remains.! The residual 
present may be caused by (1) noise in the converter tube; (2) a noisy radio-frequency 
tube; and (3) inefficient tuned input circuit. The remedies for the last two sources 
of noise are obviously a better tube and more efficient circuits, respectively. The 
remedy for the first source of noise is either to use a stage of radio-frequency amplifica- 
tion between the antenna and the converter tube, so that both the signal and the 
thermal agitation noise in. the input circuit will be raised to a level that will swamp 
the converter noise, or to employ a type of converter having low inherent noise, such 
as the triode plate detector. Discussion of converter noise is given in Par. 14, Sec. 7. 

When a set is designed so that the thermal agitation in the input circuit determines 
the set noise, the best signal-to-noise ratio is obtained when the coupling between the 
antenna and the input circuit greatly exceeds an impedance match. The pickup 
sensitivity of the antenna should then be enough so that the normal Static, cosmic 
hiss, and man-made disturbances induced in the antenna will deliver more noise 
to the first tube than the thermal-agitation voltages in the input circuit. This con- 
dition can be checked by replacing the antenna with an equivalent dummy impedance 
and noting whether or not the noise level drops appreciably.? ' 

The disturbing effect of background noise іп radio-telephone systems can be 
lowered by volume compression of the transmitted signals and by reduction in the 
receiver sensitivity during silent periods. Volume compression causes the weak 
components of the signal to be transmitted at a higher modulation level than would 
otherwise be the case, and so results in an improvement in the signal-to-noise ratio.* 
Lowering of the receiver sensitivity during silent periods reduces the deafening or 
masking effect of noise, and has been found to improve the intelligibility of telephone 
communication by an amount equivalent to approximately 5-db in transmitter 
power.* 

When receivers are used near internal-combustion engines, as in the case of auto- 
mobile and aircraft receivers, the noises from the ignition system are usually the 
limiting factor in determining signal-to-noise ratio. In automobiles, the ignition noise 
is reduced by placing suppressor resistances in the central distributor wire and воте- 
times in each individual spark-plug lead, by bonding various parts of the automobile 
to prevent irregular contacts, by inclosing the receiver in a metal case, and by employ- 
ing by-pass condensers to prevent ignition disturbances from reaching the battery 
and traveling through the automobile wiring to dome lights, etc. In airplane work, 
it has been found necessary to inclose the entire ignition system in an electrostatic 
shield. | 

Vibration Effects—Microphonics.—Vibration can cause noise to appear in the 
output of a receiver either as a result of microphonie action in the tubes or through 
vibration of circuit components, particularly the plates of variable condensers. Vibra- 


1 F. B. Llewellyn, A Rapid Method for Estimating the Signal-to-noise Ratio of a High Gain Receiver, 

Proc. I.R.E., Vol. 19, p. 416, March, 1931. А 
- * A rough indication is obtained by simply disconnecting the antenna and noting the effect on noise 

output. З 

3 The quantitative relation between the amount of compression and the improvement in signal-to- 
noise ratio is discussed by E. L. E. Pawley, The Effect of Volume Compression on the Tolerable Noise 
Level in Electrical Communication Systems, Wireless Eng., Vol. 14, p. 12, January, 1937. 

1 C. C. Taylor, Radiotelephone Noise Reduction by Voice Control at Receiver, Elec. Eng., Vol. 56, 
p. 971, August, 1937. ` 
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tion effects are especially important in receivers on airplanes, automobiles, tanks, etc., 

and also are troublesome when the receiver chassis is in close proximity to the loud- 

speaker. In the latter case a sustained audio-frequency howl may be present as a` 
result of feedback around a path that includes an acoustic link. 

The effects of vibration can be minimized by the use of rigid construction, by 
rubber mounting, and by inclosing the entire receiver in a case to protect it against 
sound waves traveling in а1т.1 In some cases tubes and circuits operating at low power 
levels are placed on a separate subchassis that is connected to the main chassis through 
rubber supports. 

Tracking and Alignment of Tuned Circuits in Radio Receivers.—Nearly all receivers 
are adjusted to the desired signal by means of variable condensers mounted on a 
common shaft to provide a single control. In the radio-frequency section of a receiver, 
the coils and variable condenser.sections are made as nearly alike as possible. Exact 
alignment of the radio-frequency circuits at the high-frequency end of the tuning 
range is then obtained by the use of an adjustable trimmer condenser in shunt with 
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Fic. 19.—Trimmer systems for tuned radio frequency and superheterodyne oscillator 
circuits. 


the regular tuning condenser, shown in Fig. 19a. In receivers covering only a single 
frequency band, it is possible to align at the low-frequency end of the tuning range by 
bending sectors on the end plates of the variable condensers. In all-wave receivers, it 
is necessary to depend for alignment at the low-frequency end of the tuning ranges 
either on careful manufacturing control that ensures uniformity-of coils and condensers 
or on individually adjusting the inductance of each coil by shifting the position of the 
end turn until low-frequency alignment is obtained. 

Oscillator circuits of superheterodyne receivers must be arranged so that for all 
tuning adjustments the difference between resonant frequencies of the radio-frequency 
and oscillator tuned circuits closely approximates the intermediate frequency. This 
result is normally obtained with satisfactory accuracy by using a variable tuning 
condenser for the oscillator section that is identical with the condensers used in the 
radio-frequency sections, but that employs an oscillator coil having less inductance 
than the inductance used in the radio-frequency sections, combined with series and 
shunt trimming condensers as shown in Fig. 195. -By properly proportioning such 
an arrangement, it is possible to obtain exactly correct tracking at three frequencies 
in any tuning range, with relatively small tracking error between these frequencies, 
as shown in Fig. 20. It is apparent that the maximum error in tracking is so small 
as to be of no consequence, provided that the selectivity of the radio-frequency sections 
is not excessively high. ` 


1A discussion of antivibration mountings, with particular reference to aircraft conditions, is given 
by L. B. Hallman, Jr., Aircraft Radio Vibration, Communications, Vol. 20, p. 5, May, 1940. 
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The proper oscillator circuit proportions to obtain tracking can be calculated by the 


following formulas:! 


Case 1. When C, = 0, or C, « « C; (the Usual бш: 
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Check Formulas.—Equation for oscillator frequency: 


fi =m Vis 


Equations for 12, m?, and n?, in terms of oscillator constants: 
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1 This follows Laboratory Series Report UL-8, RCA Radiotron Company. Other equivalent for. 
mulas are given by V. D. Landon and E. A. Sveen, A Solution of the Superheterodyne Tracking Problem. 
Electronics, Vol. 5, p. 250, August, 1932; Hans Roder, Oscillator Padding, Radio Eng., Vol. 15, p. 7, 
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where fo = intermediate frequency, in mc. 

Е, Ро, F4 = frequencies at which exact tracking is to be obtained, mc. 
a = Р! + Fe + Ез. 
b? = Р.Р, + Е.Р. + Р.Р. 


с = Е iF. F 8. 
d =a + 2). 
P= ьа — гї 
2fo 
m? = I? + fo? + ad — b. 
pe = Cat for 
m 
Co = maximum tuning capacity in radio-frequency stage, puf. 


Ро = lowest frequency to which the radio-frequency circuit is to be tuned, mo. 








І = = E or, if L is known, then СоРо? = 25,350 (L in microhenrys). 
А = CP -5) Required only for Case 3. 
В = Сри — Сз Required only for Case 4. 


Of these cases, m 1 is of most practical importance. This is because it is preferable 
to place the trimmer condenser in shunt with the tuning condenser rather than in 
shunt with the coil in order to take care of variations in minimum capacity of the 
variable tuning condenser. When this is done, C, consists only of the coil distributed ` 
capacity, and is so small that it can be considered as merged with Сз with negligible 
error. 

The best average oscillator tracking is obtained when the frequencies of exact 
tracking (commonly termed cross-over frequencies) are so chosen that the maximum 
deviations of the tracking curve within the tuning range аге all the same, as shown in 
Fig. 20.! 

In all-wave receivers, each coil is provided with its own trimmer and padding 
condensers, and the combination of coil and condensers is switched across the variable 
tuning condenser. Each shunt trimming condenser is adjustable, while the series 
irimmers used in the oscillator circuits are usually fixed in value except in the case 
of the broadcast band. 

After the constants required for the oscillator circuit have been calculated and the 
proper values inserted in the circuit, it is necessary to check the final adjustment of the 
trimmers by experiment. In doing this it is to be noted that with a given coil, adjust- 
ment of the shunt trimmer determines the high-frequency cross-over point, and the 
series padding condenser is the principal factor controlling the low-frequency cross- 
over. .The middle-frequency cross-over is determined by the inductance of the 
oscillator circuit, with too much inductance causing the cross-over to occur at-a 
frequency that is high. Details involved of the experimental alignment of receivers 
are discussed in Par. 37, Sec. 13. 

The alignment and tracking problems involved in permeability tuning are analo- 
gous to those encountered where tuning is by means of a variable condenser. The 


March, 1935; A. L. M. Sowerby, Ganging the Tuning Controls of a Superheterodyne Receiver, Wireless 
Eng. and Ezp. Wireless, Vol. 9, p. 70, February, 1932. 

Charts giving the solution of the design equations are presented by A. L.' Green and В. Scott- 
Payne, Superheterodyne. Tracking Charts, Wireless Eng., Vol. 19, р. 243, June, 1942; p. 290, July, 
1942. Also see discussion by G. W. O. Howe, Superheterodyne Receiver Tracking, Wireless Eng., 
Vol. 19, p. 141, April, 1942. 

1 A discussion of how to achieve this result is given by M. Wald, Ganging Superheterodyne Receivers, 
Wireless Eng., Vol. 18, p. 146, April, 1941. 
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chief differences are that trimmer slugs replace trimmer condensers, and variation . 
in the fixed capacity of a permeability tuned circuit corresponds to change in the coil 
inductance with condenser tuning. 

Tuning Indicator.—A tuning indicator is for the purpose of giving a visual indica- 
tion of when the receiver is tuned so that the carrier is at the center of the response 
band of the receiver. Tuning indicators are useful in receivers provided with auto- 
matic volume control, since the automatic-volume-control system tends to maintain 
the loudness of the output substantially unchanged, even when the receiver is so 
badly mistuned as to distort the reproduced signals because of unequal transmission 
of the various side-band components. 

Several forms of tuning indicators are in common use. One of these consists of a 
visual indicator tube (see Par. 14, Sec. 4) in which the luminous area is a sector of a 
circle having an angular spread determined by the negative bias applied to a pair of 
control electrodes. By deriving this bias from the automatic-volume-control system, 
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Ета. 20.— Typical tracking curves of superheterodyne oscillator. 


the size of the luminous area serves as an aid to tuning. Other tuning indicators 
consist of a meter indicating the d-c current going to the "plates of the tubes that are 
controlled by the A.V.C. system, while still another type employs a light valve oper- 
ated by the d-c currents to the controlled tubes. 

Special Problems Involved in High-fidelity Receivers..—The usual broadcast receiver 
will not reproduce frequencies higher than 3,500 to 5,000 cycles. If high-fidelity 
reception is to be obtained, it is necessary to modify the receiver to respond to modula- 
tion frequencies up to 10 to 15 kc. This requires that the design of the audio-fre- 
quency, intermediate-frequency, and radio-frequency sections be modified to provide 

` for increased band width. It is also necessary, if the reproduction is to sound natural, 
that the low-frequency range be extended in proportion to the extension of the high- 
frequency cutoff. A common working rule is that the product of lowest and highest 
frequency reproduced should be from 400,000 to 600,000. : 

Increasing the response band of the receiver introduces problems not present. to 
the same degree in ordinary broadcast receivers. Thus amplitude distortion must 
be kept lower, because the amount of distortion that can be tolerated without produc- 


1 Discussions of the general problems involved in high-fidelity reproduction are given by Stuart 
Ballantine, Quality Radio Broadeast Transmission and Reception, Proc. I.R.E., Vol. 22, p. 564, May, 
1934; A. N. Goldsmith, Conditions Necessary for an Increase in Usuable Receiver Fidelity, Proc. 
I.R.E., Vol. 22, p. 6, January, 1934: Е. Н. Scott, Scott High Fidelity Receivers, Proc. I.R.E., Vol. 29, 
p. 295, June. 1941. 
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ing a noticeable degradation, of the program is less the wider the frequency band.: 
Similarly, the ratio of signal to noise must be higher, because noise becomes increas- 
ingly objectionable as the fidelity is improved.? А filter is also necessary to eliminate 
10-kc beats with adjacent-channel carriers. This filter is preferably of a type having 
а very narrow stop band that is centered on 10 ke but that does not appreciably affect 
frequencies somewhat higher or lower.’ 

High-fidelity reception is satisfactory only when the desired signal is so strong as 
to override all noise and interfering signals. When this is not the case, more satis- 
factory reception will be obtained by narrowing the band and sacrificing fidelity. 
This situation has led to the development of receivers in which the band width of the 
intermediate-frequency amplifier can be adjusted by the user to give the highest 
fidelity feasible under the receiving conditions existing for a particular station at the 
moment. The band-width control can be accomplished in a variety of ways, one 
method being described in Fig. 37, Sec. 3. Means have also been devised that will 
vary the band width automatically in accordance with the strength of the received 
signal, but these have not been used except in laboratory receivers.® 
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Fie. 21.—Circuit diagram of typical muting system. 


Muting Systems—The Codan.—When automatic volume control is employed with 
a receiver having considerable sensitivity, a disagreeable amount of noise will be heard 
in the receiver output when no carrier is present, either as one listens for a station 
not on the air or as one tunes from one station to another. Arrangements for 
suppressing this noise have been given such names as muting, quieting, or squelch 
systems, tuning silencers, and interchannel noise suppressors. Such devices are also 
sometimes referred to аз codans, from the first letters of the phrase ‘“‘carrier-operated 
device antinoise." 

A typical muting system is shown in Fig. 21. Неге tube Т, is so arranged that it 
biases the grid of the first audio tube beyond cutoff unless the grid bias of T; approaches 
or exceeds cutoff. By using ће A.V.C. system to bias T, it is then possible to make 
the receiver inoperative until a carrier of predetermined amplitude is present. A 

1 Frank Massa, Permissible Amplitude Distortion of Speech in an Audio Reproducing System, Proc. 
I.R.E., Vol. 21, p. 62, May, 1933. 

? Experimental data showing the effect of band width on allowable noise are given by C. B. Aiken ' 
&nd G. C. Porter, Receiver Band-width and Background Noise, Radio Eng., Vol. 15, p. 7, May, 1985. 

3 Such a filter is deseribed by W. Baggally, An Improved Carrier Interference Eliminator, Wireless 
Eng. and Expt. Wireless, Vol. 12, p. 647, December, 1935. 

4Harold A. Wheeler and J. Kelly Johnson, High Fidelity Receivers with Expanding Selectors 
Proc. I. R.E., Vol. 28, р. 594, June, 1935. 

5 G. L. Beers, Automatic Selective Control, Proc. I.R.E., Vol. 23, р. 1425, December, 1935; Н. Е. 
Mayer, Automatic Selectivity Control, Electronics, Vol. 9. p. 32, December, 1936; J. Е. Farrington, 
Receiver with Automatic Selectivity Control Responsive to Interference, Proc. I.R.E., Vol. 27, p. 239, 
April, 1939. : 
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modification of this arrangement consists in operating tube T'; from a separate branch 
of the intermediate-frequency amplifier that delivers its output to a second diode. 
By making this auxiliary intermediate-frequency branch very selective, the signal-to- 
noise ratio will be much higher for the noise-suppressor diode than for the detector 
diode. It is possible in this way to set the threshold of the system at a level where 
the signal is so far down in the noise as to be barely usable. This arrangement also 
has the advantage that the receiver delivers no output until the receiver is tuned 
exactly to the desired carrier frequency, thus making accidental mistuning practically 
impossible. 

Muting systems find use in receivers for commercial communication circuits and 
in high-priced. broadcast receivers. 

Automatic Frequency Control.)—The difficulty of accurately tuning a receiver 
having automatic volume control, as well as difficulties caused by drifts in the fre- 
quency of the oscillator in receiving short-wave signals, бап be eliminated by an 
arrangement that will automatically shift the frequency of the beating oscillator 
so as to produce an intermediate frequency of almost exactly the proper value, pro- 
vided that the tuning is only roughly correct. This is termed automatic frequency 
control (abbreviated A.F.C.). 

Automatic-frequency-control systems are composed of two essential parts. First, 
there is a section termed the discriminator, which develops a d-c voltage proportional 
to the extent that the intermediate frequency differs from the desired value. This 
voltage is used to control a second tube, termed a reactance tube, which is arranged to 
draw a reactive current having a value dependent upon the control voltage developed 
by the discriminator. The reactance tube is shunted across the oscillator tuned 
circuit, and the system is so arranged that when the intermediate frequency does not 
have the desired value, there results a control action on the reactance tube that shifts 
the frequency of the oscillator so that the intermediate frequency is closer to the 
desired value. It is a simple matter in this way to reduce the deviations of the inter- 
mediate frequency by a factor of 100 to 200. 

The two most commonly used discriminator circuits are shown in Fig. 22. These 
are essentially the same as the frequency-modulation detector circuits of Figs. 52 
and 53, Sec. 7, with the difference that what was the audio output voltage in the case 
of frequency modulation becomes the d-e control voltage in the corresponding A.F.C. 
system. However, inasmuch as an exactly linear amplitude characteristic is not 
essential and the separation between the two peaks can be much less than in the 
case of frequency-modulated signals, the circuit proportions are different in the two 
cases. It is further to be noted that the frequency range over which the control is 
effective in A.F.C. systems is somewhat greater than the peak separation, whereas 
in the detection of frequency-modulated signals, the useful frequency range is less 
than this separation. ; 

The reactance tube that is controlled by the A.F.C. bias consists of a pentode tube 
in which the plate-cathode circuit is in shunt with the tuned circuit of the oscillator, 
and the control-grid electrode is supplied with an exciting voltage derived from the 
alternating voltage existing across the tuned circuit but 90° out of phase with it. In 
such an arrangement the amplified grid voltage acting in the plate circuit draws an 
alternating plate current that is 90° out of phase with the voltage across the oscillator 
tuned circuit. The tube then acts as a shunting reactance having a magnitude 
depending upon the amplification of the tube, and hence upon the bias developed by 
the discriminator system. The numerical value of this reactance is { 

1D. E. Foster and 8. W. Seeley, Automatic Tuning, Simplified Circuits, and Design Practice, Proc. 
I.R.E., Vol. 25, р. 289, March, 1937; Hans Roder, Theory of the Discriminator Circuit for Automatic ` 
Frequency Control, Proc. I.E.E., Vol. 26, p. 590, May, 1938; Charles Travis, Automatic Frequency 


Control, Proc, I.R.E., Vol. 23, р. 1125, October, 1935; R. L. Freeman, Improvements in A.F.C, Circuits, 
Electronics, Vol. 9, p. 21, November, 1930. 
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where gm is the transconductance of the tube, k the absolute value of the restio of 
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Ета. 22.— Circuits of common automatic-frequency-control systems. 


nating current drawn by the tube. The required 90° phase shift of the grid exciting 
voltage of the reactance tube is normally obtained by a resistance-capacity phase 
splitter as shown in Fig. 22. For proper operation, it is necessary that the phase 
difference between the plate-cathode and control-grid voltages be exactly 90°. Other- 
wise the tube will draw a resistance component of curreni, and so shunt across the 
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oscillator tuned circuit a positive or negative resistance having a magnitude that will 
depend upon the A.F.C. bias. Such a resistance causes the amplitude of oscillations 
to depend upon the frequency deviations that are being corrected, and so is to be 
avoided. | | 

The discriminator circuits of Fig. 22 can be used to provide detector and also 
A.V.C voltage, as well as the A.F.C. control potential. However, the detector output 
represents a distorted reproduction of the modulated wave because of the asymmetric 
action of the discriminator with respect to the two side bands. Accordingly, when 
high fidelity is important, it is necessary to employ a separate diode detector, as 
shown in Fig. 22d, for developing the audio output. 

6. Code and Communications Receivers.—Receivers used for code and short- 
wave telephone signals in amateur and commercial services are usually modified 
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Fig. 23.— Typical crystal coupling arrangement used in single-signal receiver. 


superheterodyne receivers in which certain refinements such as crystal filters, noise 
suppressors, i-f beating oscillators, etc., are added. Such receivers are commonly 
termed communications receivers, and their operation requires a degree of technical 
knowledge and skill greater than that possessed by the usual broadcast listener. 

Code Reception.—Code receivers usually are ordinary ‘superheterodyne receivers 
to which there has been added an oscillator that produces audio beats with the inter- 
mediate frequency, and thus delivers code signals in the form of an audio whistle. 
When the beating oscillator is turned on for code reception, it is necessary that the 
automatic-volume-control system that would normally be used in the reception of 
telephone signals be disconnected and a manual volume control substituted. Other- 
wise the local oscillator amplitude controls the receiver sensitivity. 

Code reception is occasionally obtained by using a receiver consisting of an oscil- 
lating detector, preferably preceded by one stage of radio-frequency amplification and 
followed by one or two stages of audio amplification. Such a receiver has nearly as 
great sensitivity as a superheterodyne, but possesses less selectivity, greater tendency 
for cross-modulation, and is also not suitable for telephone signals. Although once 
widely used, it is accordingly now largely obsolete. 
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Single-signal Receiver.—A single-signal receiver is a superheterodyne provided with 
a crystal filter in the intermediate-frequency amplifier to give a high and controllable 
selectivity. A typical circuit arrangement is shown in Fig. 23a, in which the crystal 
is used as a coupling link between two tuned circuits. The transmission as a function 
of frequency with such a crystal coupling arrangement is illustrated in Fig. 28c. The 
transmission is maximum at the frequency for which the crystal is in series resonance 
(resonance of L and C in the equivalent electrical circuit), and is very poor at a slightly 
different frequency, such that the crystal is in parallel resonance (resonant frequency 
of L, C, and С, in equivalent electrical circuit). The selectivity obtained with the 
circuit of Fig. 23a can be varied by changing the resistance В, a high resistance 
causing the selectivity to approach that of the crystal alone, while a low resistance 
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Ета. 24.—Noise-suppressor system in which a noise pulse that is stronger than the desired 

signal can be made to silence the receiver momentarily. 

broadens the response curve. In this way band widths from 100 cycles or less up to 

5,000 cycles can be obtained. 

The frequency at which the transmission through the crystal is very low can be 
controlled by varying the neutralizing capacity С», which acts to neutralize the crystal 
capacity Ci. This rejected frequency can be made to lie anywhere from a few hundred 
to a few thousand cycles on either side of the desired frequency, according to the degree 
of neutralization and according to whether the system is over- or underneutralized. 

Noise Suppression Communications receivers are frequently provided with 
special arrangements for suppressing impulse type of noise, such as that produced by 
ignition systems. These systems may take two forms. In the first, illustrated in 
Fig. 24, an auxiliary intermediate-frequency amplifier (labeled ‘noise amp.") is con- 
nected with its grid in parallel with the grid of the final intermediate-frequency 
amplifier (a 6L7 tube in Fig. 24) and delivers its output to an auxiliary rectifier. The 
direct-current output of this auxiliary rectifier biases the third grid of the 6L7 final 
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intermediate-frequency amplifier tube. With proper adjustment, a noise voltage 
having a peak amplitude greater than the signal being received will develop enough 
bias to make the final intermediate-frequency tube inoperative, thus silencing the 
receiver for the duration of the noise. Although this causes some distortion, the 
reception is much improved over that obtained without the noise suppressor. 

A somewhat simpler although less effective form of noise suppressor consists of a 
simple limiter in the audio-/requency output of the receiver.' An example is shown 
in Fig. 25, and consists of a diode shunted across an audio-frequency coupling network 
and biased with a voltage slightly greater than the normal audio-frequency signal at 
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Fic. 25.—Limiter system for noise suppression. 


that point. Any voltage in excess of the bias on the diode limiter will then be short- 
circuited by this tube, thus limiting the noise to a peak amplitude only slightly greater 
than that of the signal. To be effective, polarities must be arranged so that a large 
pulse voltage applied to the detector tends to make the plate of the limiting diode 
positive. . 

7. Miscellaneous Types of Receivers and Receiving Systems. Tuned Radio- 
frequency Receivers.—At one time, many broadcast receivers were of the tuned radio- 
frequency type. In such sets, the incoming signal is amplified by two or three stages 
of tuned-radio frequency amplification and then applied directly to the detector with- 
out undergoing a frequency change. Such receivers have the disadvantage of poor 
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Fic. 26.—Schematie diagram of triple-detection receiver. 


selectivity and low sensitivity in proportion to the number of tubes employed. They 
are aecordingly practieally obsolete. 

Triple-detection Receivers—The triple-detection receiver is a modified super- 
heterodyne having two eonverters and two intermediate frequencies, as indicated 
schematically in Fig. 26. The first intermediate frequency is relatively high, to give 
effective image suppression, and the second intermediate frequency is comparatively 
low in order to increase the adjacent-channel selectivity. 

1 The effectiveness of amplitude limiters is highest when the frequency selectivity in the circuits 


after the limiter is greater than the selectivity preceding thelimiting. See M. Wald, Noise Suppression 
by Means of Amplitude Limiters, Wireless Eng., Vol. 17, p. 432, October, 1940. 
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Triple-detection receivers provide a combination of greater image discrimination 
and adjacent selectivity than ean be realized in an ordinary superheterodyne. Such 
receivers are used extensively in short-wave commercial communication services, 
but are too complicated and too expensive for ordinary broadeast service. 

Tone-corrected Receiver. —Proposals have been made from time to time that the 
radio receiver be designed to take advantage of the apparent demodulation of a weak 
signal that occurs in the presence of a strong signal when a linear detector is used 
(see Par. 15, Sec. 7). The idea is to employ such high i-f selectivity that even strong 
interfering carriers will be reduced to less amplitude than the carrier of the signal to 
which the receiver is tuned. Linear detection will then suppress the interfering signal 
almost entirely. Trimming of the desired side bands caused by the selective circuits 
is then corrected by audio-frequency equalization, so that all modulation frequencies 
of the desired carrier are reproduced equally. The term *stenode" has been applied 
to such an arrangement. 

Analysis of this system of reception shows that when side bands of the desired and 
undesired carriers do not overlap, there is a material reduction in the interference 
but that if the side bands associated with the two signals do overlap, little or no 
benefit results.! . 

Single-side-band Receivers.—In reception of single-side-band signals in which the 
carrier has been suppressed, it is necessary to reinsert the carrier at the receiver 
before detection, as discussed in Par. 15, Sec. 7. 

In order that speech may sound natural, it is necessary that the reinserted carrier be 
within 20 cycles of the correct value. At carrier frequencies up to several megacycles, 
this accuracy can be obtained by the use of stable crystal oscillators at transmitter 
and receiver. At higher transmission frequencies, however, crystal oscillators will 
not maintain their frequency with sufficient accuracy over long periods of time under 
commercial conditions. It is then necessary to transmit a pilot frequency to the 
receiver for the purpose of indicating at the receiving point the correct frequency 
to be reinserted. This pilot frequency can be transmitted as a carrier of reduced 
amplitude, or as some other frequency related to the original transmitted carrier. 
The pilot frequency is used either to control automatically the frequency of the local 
oscillations by some arrangement as described in connection with Fig. 22, or by 
mechanical means; or it can be separated by a crystal filter, amplified, passed through 
& limiter, and then in this reconditioned form used in place of the receiver oscillator.? 

Receiving Systems for Minimizing Fading—Dwersity and Musa Receivers.—The 
fading of broadcast and short-wave signals can be minimized in a number of ways as 
follows: (1) the use of automatic volume control; (2) frequency diversity; (8) space 
diversity; (4) polarization diversity; (5) Musa receiving system. 

Automatic volume control is a great help in smoothing out variations in signal 
strength caused by fading, but is not a complete solution. Automatic volume control 
cannot be used in code receivers employing a local oscillator, and even with telephone 
signals does not prevent the amplitude from falling below the noise level. Also, 
automatic volume control does not prevent quality distortion. 


1E. B. Moullin, An Outline of the Action of a Tone Corrected Highly Selective Receiver, Pree. 
I.R.E., Vol. 21, p. 1252, September, 1933; Е. M. Colebrook, High Selectivity Tone-corrected Receiving 
Circuits, H. M. Stationery Office, London, 1932. 

? Further information on single-side-band receivers for short-wave operation is given by A. A. 
Roetken, A Single Sideband Receiver for Short Wave Telephone Service, Proc. I. E.E., Vol. 26, p. 1455, 
December, 1938; F. A. Polkinghorn and N. F. Schlaack, A Single Sideband Short-wave System for 
Transatlantic Telephony, Proc. I.R.E., Vol. 23, p. 701, July, 1935; N. Koomans, Single Sideband 
Telephony Applied to the Radio Link between the Netherlands and the Netherlands East Indies, 
Proc. I. R.E., Vol. 26, р. 182, February, 1938. 

Mechanical devices involving motors, or watt-hour devices, for ‘actuating the A.F.C. system are 
described in the first two of these references. 
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Frequency diversity is based on the observed fact that frequencies differing by as 
little as 100 cycles tend to fade independently. Frequency diversity is extensively 
used in code transmitters, with both amplitude and frequency modulation employed, 
as.discussed in Par. 2. By modulating the code transmitter in this way, energy is 
radiated simultaneously on several frequencies, and it is seldom that all of these will 
fade out simultaneously. 

Space diversity! makes use of the experimentally observed fact that signals induced 
in antennas 5 to 10 wave lengths apart fade independently. When three or more 
such antennas are employed with separate receivers, it is extremely unlikely that a 
resulting signal obtained by combining the three outputs will fade out completely. 
In code receivers making use of this principle, the outputs of the three receivers are 
separately rectified and then added. The resulting d-c voltage is amplified, and then 
used to key a local tone oscillator, as shown in Fig. 27, to give code characters suitable 
for transmission over a telephone line. In the reception of telephone signals, the 
audio-frequency outputs of the three receivers are combined directly, preferably with 
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Fie. 27.—Diagram showing circuit of typical diversity receiving system for telegraph 
signals, 


the use of square-law detectors in each receiver. The A.V.C. voltages developed by 
the three receivers are also added directly, and the combined voltage used to control 
simultaneously the gain of the three receivers, as in Fig. 28. In this way, the channel 
that receives the loudest signal dominates the situation at the moment, and the other 
channels contribute little or nothing to the output in the way of either noise or signal. 
Polarization diversity is analogous to space diversity but makes use of the fact that 
the horizontally and vertically polarized components of a received signal do not fade 
together. 
The Musa receiving system makes use of the fact that short-wave signals arrive at 
а receiver at certain preferred vertical angles that are relatively stable over an appre- 
ciable time interval, that the signal at a particular angle fades in magnitude but 
possesses little if any quality distortion, and that the envelope delay of the incoming 
signal is greater the higher the angle of arrival. The Musa system employs a direc- 
tional antenna of the type described in Par. 23, Sec. 11, with the vertical directivity 
steerable by adjusting the phases with which the outputs of the individual antennas are 


1 Detailed discussions of diversity receiving systems of this type are given by H. H. Beverage and 
H. O. Peterson, Diversity Receiving System of R.C.A. Communications, Inc. Д for Radiotelegraphy, 
Proc. I.R.E., Vol. 19, p. 531, April, 1931; J. B. Moore, Recent Developments in Diversity Receiving 
Equipment, 'R. С.А. Rev., Vol. 2, p. 94, July, 1937; H. O. Peterson, H. H. Beverage, and J. B. Moore, 
Diversity Telephone Receiving System of R.C.À. Communications, Inc., Proc. I.R.E., Vol. 19, р. 562, 
April, 1931. 
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combined. Several channels are normally derived from the same antenna system, 
with the vertical directivity of each channel individually steerable. One of these 
channels is set for the vertical angle corresponding to the best reception at the moment; 
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Fra. 28.—Schematic diagram of diversity telephone receiving system. 


another, at the angle for second best reception, etc., while one is reserved for exploring 
the conditions at different vertical angles and for monitoring. The outputs of the 
separute channels are combined after rectification, with sufficient phase delay inserted 
in the lower angle channels so that the envelopes of all the channels will be in the 
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Fic. 29.—Schematic diagram of Musa receiving system. 


same phase when added. If three channels are added, there is practically never a 
time when at least one will not be above the noise level, thus giving full diversity. 
A schematic diagram of the system is shown in Fig. 29.1 


! Details are given by F. A. Polkinghorn, A Single Sideband Musa Receiving System for Commercial 
Operation on Transatlantic Radiotelephone Circuits, Bell System Tech. Jour., Vol. 19, p. 306, April, 
1940; H. T. Friis and C. B. Feldman, A Multiple Unit Steerable Antenna for Short-wave Reception, 
Proc. J.R.E., Vol. 25, p, 841, July, 1937. 
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The Musa receiving system is the most effective arrangement that has been 
devised for the reception of short-wave signals. It not only eliminates fading but also 
avoids most of the quality distortion associated with ordinary fading. Furthermore, 
the use of directivity steering makes it possible to employ much greater vertical 
directivity than would otherwise be permissible. In, the most elaborate installation 
of this type that has been made, the improvement in signal-to-noise ratio resulting 
from the added vertical directivity is 12 db over the ratio for & single directional 
antenna. 

Superregenerative Receivers..—Superregeneration is a form of regenerative ampli- 
fication in which the circuit is alternately made oscillatory and nonoscillatory at a 
low radio-frequency rate. When this operation is properly carried out, tremendous 

І amplification results, а one-tube super- 

Amplitude of initiating signal regenerative detector being capable of reach- 

и With signal ing the thermal-agitation noise level of the 
tuned input circuit. 
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logarithmic mode, the operating conditions 
are so chosen that the oscillations are able to 
build up to an equilibrium value before being 
< quenched. In the absence of a signal, 
^. М по signal thermal-agitation noises in the input circuit 
A A A A A produce the initiating voltage that starts the 
ons | build-up process. However, when there is 
ith signal . А х 

| present an incoming signal larger than the 
eae a thermal-agitation voltages, this signal pro- 
vides the initiating pulse for the build-up 
period, and causes the equilibrium to be 
reached sooner than when the initiating 
pulse is smaller. This is illustrated in Fig. 30a, and has the effect of advancing the 
starting time of the oscillations. This causes the area under the envelope of the oscil- 
lations to increase by an amount indicated by the shaded area in Fig. 30a. If the 
oscillations are rectified by a detector, the detector output will accordingly give an 
indication of the incoming signal In the case of a linear detector, the separately 

quenched logarithmie mode of operation gives 
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1 The discussion of theory given here follows the presentation of Frederick W. Frink, The Basic 
Principles of Superregenerative Reception, Proc. I.E.E., Vol. 26, р. 76, January, 1938. For additional 
information on the subject, see Edwin H. Armstrong, Some Recent Developments in Regenerative 
Circuits, Proc. I.R.E., Vol. 10, p. 244, August, 1922; Hikosaburo Ataka, On Superregeneration of an 
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where К, із a constant, L is the inductance of the circuit in which the oscillations build 
up, and R is the effective value of the negative resistance in this circuit during the 
build-up period. The relation between signal amplitude and detector output, as 
given by Eq. (14), is shown graphically in Fig. 31. When the signal is a modulated 
wave, the variations in the rectified output are a highly distorted reproduction of the 
modulation envelope, since the positive half cycles of modulation are practically 
suppressed, whereas troughs are accentuated, particularly with deep modulation. 
At the same time, the characteristic of Fig. 31 gives a very pronounced limiting action 
that is helpful in suppressing noise pulses of large 


amplitude*but small duration. 5 
The second or linear mode of operation differs 5 
from the logarithmic mode in that the quenching Э 
frequency is so chosen in relationship to the circuit $ 
constants that the oscillations are not able to i 
build up to the equilibrium value before being © 
quenched. The resulting action is shown in Fig. Relative Amplitude of Signal 
30b. Аз before, an incoming signal causes the Fie. 31.—Relation of output 


starting time of the build-up period to be advanced of superregenerative system to 
by an amount determined by the amplitude of the amplitude of applied signal. 
signal, but now the earlier starting time also causes the maximum amplitude that is 
reached to be greater. Analysis of this method of operation shows that 


R 
Detector output = Kz a (z^ = 1) E (15) 


where E is the amplitude of the incoming signal, оғ is 27 times the resonant frequency 
of the regenerative circuit, В is the length of time the oscillations are allowed to build 
up, Кз із a constant, and L and В are as in Eq. 14). It is seen from Eq. (15) that in 
this method of operation the rectified output is directly proportional to the incoming 
signal. This avoids distortion of the modulation envelope, but has the disadvantage 
that the limiting action has been lost and that the adjustments are quite critical if 
good sensitivity is to be obtained. 

In self-quenching operation, & grid leak-condenser combination is used in the 
regenerative circuit, with proportions such that interrupted oscillations are generated 
(see Par. 2, Sec. 6). In the absence of an incoming signal, oscillations are initiated 
by the thermal-agitation noises, build up to a critical amplitude, and then dieout. An 
incoming signal larger than the thermal noises then causes the build-up time to be 
advanced, so that the peak is reached sooner than would otherwise be the case, and 
the oscillations die out sooner. The result is that the frequency of interruption (the 
quench frequency) increases with the signal strength. At thé same time the ampli- 
tude reached by the oscillations and the shape of their envelope are not affected by 
the signal strength, as shown in Fig. 30c. Analysis of the rectified output resulting 
under these circumstances shows that it follows the same logarithmic law given by 
Eq. (14) and shown in Fig. 31. 

For best results, the quenching frequency of a superregenerative receiver must be 
carefully chosen. In the logarithmic separately quenched mode of operation, the 
quenching frequency should be as high as possible and still allow the oscillations to 
build up to their equilibrium amplitude before being quenched. With separately 
quenched linear operation, the quenching frequency should be as high as possible 
while still not permitting the oscillations to build up to equilibrium value with small 





Ultra-short-wave Receiver, Proc. I.R.E., Vol. 23, p. 481, August, 1935; M. G. Scroggie, The Super- 
regenerative Receiver, Wireless Eng., Vol. 13, p. 581, November, 1936. 
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or moderate incoming signals. The proper quenching frequency in this case is quite 
critical. In self-quenching arrangements, the circuit adjustments should be such 
that the critical amplitude at which the oscillations begin to die out is reasonably 
large, and the quenching frequency should then be as high as possible and still allow 
the oscillations to die out below the noise level before a new build-up cycle begins. 

Typical superregenerative circuits are shown in Fig. 32. In the separately 
quenched arrangement, the low-frequency oscillator acts as a modulator for the regen- 
erative tube, allowing it to generate oscillations on one-half of he modulation cycle 
and causing a nonoscillatory condition to exist during the other half of the modulation 
cycle. 

Receivers employing superregeneration find their chief usefulness in the wave- 
length range 0.5 to 10 meters. For such wave lengths, superregeneration provides a 
simple means of obtaining a very large amount of radio-frequency amplification at 
frequencies that are difficult to amplify by conventional methods. Also, when two 
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Fra. 32.—Typical circuits of superregenerative receivers. 


signals are present, the stronger one controls the initiation of the build-up period, 
and so suppresses any weaker signals that may be present. With logarithmic oper- 
ation, the limiting feature is very valuable in suppressing noise. Superregeneration 
at the same time has the disadvantage of providing poor selectivity! and of developing 
a characteristic hiss in the absence of a signal. This hiss represents amplified thermal 
agitation noise, and disappears only when a carrier of greater amplitude than thermal 
agitation is present. 


TRANSMITTING AND RECEIVING SYSTEMS EMPLOYING 
FREQUENCY MODULATION 


8. Frequency-modulated Transmitters. Frequency-modulation Transmitters Based 
upon Reactance T'ube.—The commonest method of obtaining frequency modulation 
consists in using a reactance tube to vary the frequency of an oscillator in accordance 
with the modulated voltage, as described in Par. 17, Sec. 7. The oscillator of such a 
system is normally operated at a frequency of a few megacycles and at a low power 
level. The frequency is then increased to a desired value by means of a chain of 

1This poor selectivity can be avoided by the use of tuned radio-frequency amplification before 
superregeneration takes place. In some cases a superheterodyne arrangement has been used to provide 
selectivity, with superregeneration being employed in the second detector to give limiting action 


against noise. Thus see Stewart Becker and L. M. Leeds, A Modern Two-way Radic System, Proc. 
I.R.E., Vol. 24, p. 1183, September, 1936. 
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harmonic generators, and the required output power is obtained through the amplifi- 
cation of the harmonic generators supplemented by additional Class C power amplifi- 
cation as required. The modulated oscillator is operated at a low power to reduce 
the power-handling capacity required in the reactance tube. Operation of the modu- 
lated oscillator at a moderate radio frequency makes it possible to use only a small 
frequency swing (because of the subsequent frequency multiplication), and increases 
the inherent frequency stability obtainable in the oscillator. 

High stability of the mean frequency can be achieved only by continuous and 
automatic monitoring, with the use of a crystal as a reference. A typical arrange- 
ment is illustrated schematically in Fig. 33. Here the crystal monitor output, after 
passing through a frequency tripler, is applied to a converter along with output 
derived from the transmitter. To give a suitable difference frequency, the crystal 
monitor operates at such a frequency that the difference between three times the 
crystal frequency and the desired mean frequency of the frequency-modulated trans- 
mitter is some predetermined intermediate frequency, for example, 450 kc. The . 
output of the converter is applied to a discriminator of the type used in frequency- 
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Ета. 33.— Typical arrangement whereby the mean frequency of a frequency-modulated 
broadcast transmitter is automatically regulated by means of a crystal monitor. 


modulation receivers, which is so proportioned that when the transmitter is exactly 
at the correct frequency, the discriminator develops zero output. Frequency devia- 
tions of the transmitter will, however, vary the difference frequency and so will cause 
the discriminator to develop a d-c output voltage having a polarity determined by 
the sense of the transmitter drift. This d-c output voltage, after suitable d-c amplifi- 
cation, is applied to the grid of the reactance in such a way as to modify the frequency 
of the oscillator to correct for the drift in frequency. 

The frequency obtained with a transmitter arranged as in Fig. 33 is closely but 
not absolutely controlled by the monitoring crystal. This is in part because the 
control that the crystal monitor exerts upon the transmitted frequency is dependent 
upon the center frequency of the discriminator circuit, and in part because the fre- 
quency-control system only acts to make the transmitted frequency approach closer 
to the desired value. In order for any control effect at all to be present it is necessary 
that there be some frequency deviation. Factors that make for high frequency 
stability are a low frequency for the oscillator, large direct-current amplification 
between the output of the discriminator and the reactance tube, oscillator design for 
maximum inherent frequency stability, discriminator circuits designed for minimum 
temperature coefficient, and heat-oven regulation of the oscillator and discriminator 
tuned circuits! When reasonable attention is paid in the design to minimizing 


1 For further discussion see E. S. Winlund, Drift Analysis of the Crosby Frequency-modulated 
Transmitter Circuit, Proc. I.R.E., Vol. 29, p. 390, July, 1941. 
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frequency drift, frequency stability adequate to meet all ordinary requirements can 
be obtained without undue difficulty. 

Closer control of the transmitted frequency from a crystal monitor can be obtained 
by the arrangement illustrated schematically in Fig. 34.1 Here a reactance tube 
controls an oscillator that operates at one-eighth of the output frequency. The 
output of the oscillator is applied to a chain of frequency dividers? consisting of ten 
stages, each halving the frequency, thus giving an output of the order of 5,000 cycles. 
The monitoring crystal likewise has its output applied to a chain of frequency dividers, 
and the crystal frequency and number of associated dividers are so chosen that when 
the transmitter output is exactly on the correct frequency, the outputs of the two 
systems of dividers will be exactly the same frequency. The outputs of these two 
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Ета. 34.—Schematic diagram illustrating method by which the mean frequency of a 
frequency-modulated transmitter can be made to have an exact relation to the frequency of 
& crystal monitor, irrespective of all other factors. 


systems of dividers are applied to two balanced modulators, in the input of one of 
which a 90? phase shift is inserted as shown. The two systems of balanced modulators 
accordingly develop an output difference frequency proportional to the deviation in 
frequency of the transmitter from the desired value. The outputs of the two systems 
of balanced modulators are in quadrature, and therefore comprise a two-phase system 


1 бее J. Е. Morrison, А New Broadcast-transmitter Circuit Design for Frequency Modulation, 
Proc. I.R.E., Vol. 28, p. 444, October, 1940. 

? The frequency dividers used in this system are those described by R. L. Miller, Fractional-frequency 
Generators Utilizing Regenerative Modulation, Proc. I.R.E., Vol. 27, p. 446, July, 1939. These fre- 
quency dividers are essentially balanced modulator systems in which the frequency to be divided is 
applied to one set of input terminals, while the half-frequency obtained from the output is applied to 
the other set of input terminals. Modulation of the half-frequency output upon the input produces a 
frequeney component that is half the input frequency, so that the output is capable of supplying the 
input required by the second set of input terminals. In the frequency-modulation transmitters that 
have been built utilizing frequency dividers in the control of the transmitted frequency, copper oxide 
modulators have been employed. 

Additional information on frequency dividers of this type is given by R. L. Fortescue, Quasi-stable 
Frequency-dividing Circuits, Jour. I.E. E., Vol. 84, p. 693, 1939; also, Wireless Section, I.E.E., Vol. 14, 
p. 171, June, 1939: H. Sterky, Frequency Multiplication and Division, Proc. I.R.E., Vol. 25, p. 1153. 
September, 1937. 
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with the sense of rotation depending upon whether the transmitter frequency is above 
or below the desired value. This two-phase output, after amplification, is applied to 
the stator windings of à two-phase induction motor, the rotor of which is geared to 
the tuning control on the oscillator, as indicated. Hence when the output frequency 
deviates from the value corresponding to that set by the crystal monitor, the rotor 
turns in & direction depending on the sense of the deviation, and this rotation con- 
tinues until the tuning of the master oscillator has been readjusted to eliminate the 
frequency deviation. When this has been achieved there is no difference in frequency 
between the outputs of the systems of frequency dividers; so no voltage is applied 
to the two-phase motor, and the control system comes to rest. As compared with 
the arrangement of Fig. 38, this system is somewhat more complicated, but it has the 
advantage that the output frequency is controlled absolutely by the crystal monitor, 
with resulting inereased frequency stability. 

Frequency-modulation Transmitters Employing Phase-shift M odulation.—The details 
of frequency-modulated transmitters employing the phase-shift method of modulation 
described in Fig. 51, Sec. 7, depend upon the required frequency swing, and the lowest 
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Ета. 35.—Simplified schematic block diagram showing transmitter employing phase- 
shift method to produce a frequency-modulated wave, in which the transmitted frequency 
is derived from the modulator output by direct frequency multiplication. 


modulating frequency that must be reproduced without excessive distortion. Whena 
large frequency swing is not required and the lowest frequency that need be modulated 
оп. the system is relatively high, as is the case in police radio and similar communi- 
cation systems, an arrangement of the type illustrated schematically in Fig. 35 is 
suitable. The frequency swing that can be obtained in this way, assuming that the 
lowest modulating frequency is 200 cycles and that the maximum phase deviation 
away from the mean that can be obtained is about one-half radian, is 100 cycles 
[see Eq. (29), Sec. 7]. On the basis of a transmitted frequency that is approximately 
250 times the modulator frequency, the maximum frequency deviation from the mean 
that can be obtained is of the order of 25 ke. 

When greater frequency deviations are required, or when the lowest modulating 
frequency is less, as is the case in high-fidelity broadcast transmitters, the arrangement 
illustrated in Fig. 36 is employed.! Here the output of the modulator is raised to a 
high value by a series of frequency multipliers that serve to increase the frequency 
deviation. This output is then reduced to a comparatively low value by heterodyn- 
ing with crystal controlled oscillations of slightly different frequency. This permits 
the use of additional frequency multiplication before the desired frequency is obtained, 
so that a greater frequency deviation can be obtained than if the output frequency is 
derived directly from the modulator by simple frequency multiplication. At the 


! Edwin Н. Armstrong, A Method of Reducing Disturbances in Radio Signaling by я System of 
Frequency Modulation, Proc. I.R.E., Vol. 24, p. 689, May, 1936. 
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same time an arrangement of the type shown in Fig. 36 has the disadvantage that 
a small percentage change in the frequency of either crystal oscillator will make a 
much larger percentage change in the mean frequency of the transmitter output. 
The stability is hence less than for arrangements of the type illustrated in Fig. 34, 
although by employing well-designed crystal oscillators it is possible to meet com- 
mercial requirements. 

9. Receivers for Frequency-modulated Signals.—The more important ways in 
which a frequency-modulated receiver differs from a receiver for amplitude-modulated 
signals are as follows: (1) The second detector of the ordinary amplitude-modulated 
receiver is replaced by a frequency-modulated detector, normally a discriminator of 
the type illustrated in Fig. 52, Sec. 7. (2) One or two voltage-limiting stages are 
provided in the intermediate-frequency amplifier just preceding the second detector 
(discriminator). (3) The total gain from antenna to the input terminals of the 
discriminator (final detector) is preferably greater than required in an ordinary 
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Fra. 36.—Simplified schematic block diagram of a transmitter employing phase-shift 
modulation and arranged to produce a high-frequency deviation. 


amplitude-modulation receiver. (4) The intermediate-frequency amplifier must have 
a response band much wider than that required with amplitude-modulation receivers 
in order to accommodate the total range through which the frequency of the signal 
may be varied. (5) The intermediate frequency is usually quite high, of the order 
of 4 megacycles or more. (6) Such expedients as two intermediate frequencies, 
corresponding to the ordinary triple-detection receiver, are frequently used to keep 
within limits the amount of intermediate-frequency amplification that must be 
obtained at any one frequency. 

The limiters in a frequency-modulation receiver are for the purpose of removing 
any amplitude modulation that may be present in the wave applied to the discrimi- 
nator because of noise, interference, etc. The removal of amplitude modulation 
reduces the noise and interference developed in the receiver output as discussed below. 
A single stage can be used to accomplish the limiting, but for really good results it is 
desirable to employ two stages. The circuit diagram of a two-stage limiter is shown 
in Fig. 37. The first tube T, is a sharp cutoff pentode, and is operated at a screen 
voltage such that a bias of approximately 4 volts will drive the grid to cutoff. Suffi- 
cient amplification is provided between the antenna and the input to Т: so that the 
signal applied to T; will be appreciably in excess of 4 volts under normal conditions. 
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The grid-leak grid-condenser combination RC will then develop sufficient bias to 
allow the grid of. T1 to be driven slightly, but only slightly, positive at the peak of 
each cycle. This makes the output voltage of tube 7; relatively independent of the 
signal strength, because this tube is operated under “saturation” conditions. In 
Fig. 37 the first limiter stage T, is resistance-coupled to a second limiting stage 7», 
which is operated in a similar manner and removes the smaller residual variations in 
amplitude. For best operation, the time constant of RC should be relatively short, 
while the time constant of the combination RiR2C, should be somewhat larger. 

The full possibilities of frequency modulation in reducing noise and interference 
can be realized only if sufficient signal is always present at the limiter input to provide 
effective limiting action. This requires considerably more amplification between 
antenna and final detector (discriminator) than is needed in the ordinary amplitude- 
modulated receiver. Furthermore, the intermediate-frequency stages must be wide 
band in order to accommodate the wide frequency swing of the frequency-modulation 
signal, and this tends to reduce the gain per stage. At the same time, frequency- 
modulation stations operate at such a high-frequency part of the spectrum that the 
amount of gain that can be obtained from a radio-frequency stage is relatively small. 


Discriminator 





LE: 


000000 





R= +В = = +В 
Fra. 37.—Circuit of two-stage limiter suitable for use in a frequency-modulation receiver. 


The result of all this is that the gain the intermediate-frequency amplifier must pro- 
vide, even when two stages of radio-frequency amplification are used, is greater than 
it is practicable to handle without trouble from regeneration. This has led to the 
use in many cases of triple-detection receivers, thus giving two intermediate frequen- 
cies between which the required i-f gain can be divided. Such triple-detection 
receivers require considerable care in design, bécause with two oscillators and two 
intermediate frequencies, the possibilities of spurious responses through oscillator 
harmonics, and through nonlinearities in the converters, are greatly increased. An 
ingenious method of overcoming the need of two oscillators in the case of a frequency- 
modulation receiver for the 42 to 50 mc broadcast band is illustrated in Fig. 38.1 
Here the same oscillator 7; is used as the beating oscillator for the first and second 
converters. The frequency relations required between the incoming signal, the 
oscillator, the first intermediate frequency, and the second intermediate frequency are 
given in the figure. In such a system the radio-frequency input circuit LiC;, the 
oscillator tuning L2C2, and the tuning of the first intermediate-frequency circuit LC; 
are all varied from a common ganged control. 

When a single intermediate frequency is used, the intermediate frequency is com- 
monly of the order of 4 to 5 megacycles. In the case of triple-detection systems, one 
of the intermediate frequencies is usually of this order, and the other may be higher, 
as illustrated in Fig. 38, or alternatively one may design? the receiver to have a second 


1 For further details see J. A. Worcester, Jr., Recent Improvements in Frequency-modulation 
Receiver Design, R.M.A. Tech. Bull. 2, Nov. 12, 1940. 

2 Ап example of such a receiver is given by Н. E. Thomas, The Development of a Frequency- 
modulated Police Receiver for Ultra-high-frequency Use, R.C.A. Rev., Vol. 6, p. 222, October, 1941. 
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intermediate frequency of about 450 ke, similar to that of an ordinary receiver. The 
optimum value for the intermediate frequencies depends upon the width of the band 
over which the receiver must tune, the likelihood of interfering signals being present 
at other frequencies, etc. In the case of the frequency-modulation broadeast band 
of 42 to 50 me, it has been found that if a single intermediate frequency is used, the 
best value is at least 4 mc.! Values up to 8 ог 10 me are still better in reducing 
spurious response, but entail some sacrifice in gain per stage and in frequency stability. 

10. Miscellaneous Features of Frequency-modulation Systems. Noise Reduction 
Realized with Frequency-modulation Systems.?—One of the most valuable properties 
of frequency-modulation systems is the improvement of signal-to-noise ratio that is 
obtained as compared with amplitude-modulation systems. This improvement can 
be explained as follows. The noise voltages encountered in radio-frequency circuits 
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Fra. 38.—Circuit of input section of triple detection receiver in which a single-beat oscillator 
is used for both frequency conversions. 


can be considered as being modulated both in amplitude and in frequency. When 
such voltages are superimposed upon an ordinary amplitude-modulated signal, dis- 
turbances in the amplitude of the modulation envelope are produced corresponding 
to the noise, and these disturbances appear in the output of the detector. In the 
case of frequency-modulated signals the presence of noise produces two effects that 
must be considered. In the first place, the noise causes an amplitude disturbance, 
just as in the case of amplitude-modulation systems. In the second place, the 
frequency-modulated component of the noise produces variations in the frequency 
swing of the desired signal, and hence superimposes a noise frequency modulation 
upon the signal. The first effect, i.e., the amplitude modulation produced by noise, 
can be eliminated by the use of a receiving system that is insensitive to amplitude 


1 Further discussion on the subject is given by Dudley E. Foster and John A. Rankin, Intermediate- 
frequency Values for Frequency-modulated-wave Receivers, Proc. I.R.E., Vol. 29, p. 546, October, 1941. 

2 For further discussion and for details of the analysis leading to the results stated here, see Murray G. 
Crosby, Frequency Modulation Noise Characteristics, Proc. I.R.E., Vol. 25, p. 472, April, 1937; Hans 
Roder, Noise in Frequency Modulation, Electronics, Vol. 10, р. 22, May, 1937; John В. Carson and 
Thornton C. Fry, Variable Frequency Electric Circuit Theory With Application to the Theory of 
Frequency-modulation, Bell System Tech. J OUT., Vol. i6, p. 513, October, 1937. 
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variations. The ordinary discriminators used in the detection of frequency-modu- 
lated signals tend to be nonresponsive to amplitude variations, and when supple- 
mented by the use of limiters in the intermediate-frequency system, amplitude 
disturbances can be almost completely removed. The disturbances in the frequency 
swing produced by the noise are, however, still present. Their effect on the receiver 
output can be made small, however, by employing a frequency swing of the trans- 
mitted signal that is large. In this way the frequency swing caused by the signal 
can be made as large as desired in proportion to that arising from noise, with corre- 
sponding possibilities for a large signal-to-noise ratio in the output. 

The details of the noise-suppressing action, and the amount of improvement 
obtained, depend upon the carrier-to-noise ratio, the frequency deviation ratio (i.e., 
ratio of maximum frequency swing from the mean to the maximum audio frequency 
of the modulation), and upon whether the noise is of a random type or in the form 
of pulses (ignition noise). When the carrier amplitude is much greater than the 
noise peaks, one has! 

For random noise: 

үке ratio nma 


frequency modulation (peak frequency swing] 








Signal-to-noise ratio with, ~ v3 maximum audio modu- (16) 
{ amplitude modulation } { lating frequency } 
For pulse noise: 
Signal-to-noise ratio with 
{ frequency modulation } Е {peak frequency swing} (17) 


Signal-to-noise ratio with maximum audio modu- 
{ amplitude modulation { lating frequency } 


Equation (16) applies for both rms and peak signal-to-noise ratio in receiver output, 
while Eq. (17) applies only for peak values. 

Equations (16) and (17) apply only when the carrier-noise ratio exceeds a certain 
critical or threshold value. For ratios below this threshold value the improvement 
is less, and may even be no better than in an amplitude-modulation system. The 
effect of the carrier-to-noise ratio upon the improvement obtained in the signal-to-noise 
ratio existing in the output of а frequency-modulation system, as compared with a 
corresponding amplitude-modulation system, is shown in Fig. 39? for the case of 
random noise. It is seen that there is a critical ratio of carrier to noise, below which 
there is little if any improvement in the ratio of signal to peak noise existing in the 
output of the frequency-modulation system. This value of carrier-to-noise ratio 
that must be exceeded in order to realize the improvement indicated by Eq. (16) is 
greater the higher the frequency-deviation ratio (because this means a wider response 
band of the receiver, and hence the acceptance of more noise by the receiver), and is 
also greater with impulse noise than with random noise. The critical ratio in the 
case of random noise is of the order of 2 to 4 in wide-band systems, and several times 
as great with pulse noise. The rms noise appearing in the receiver output behaves 
as indicated by the dotted lines in Fig. 39. In contrast with peak noise, the rms noise 
drops off only slowly as the carrier-to-noise ratio becomes less than the critical value. 
Even with carrier-to-noise ratios of unity there is some improvement in signal-to-rms 
noise effected by the use of frequency modulation. This difference between rms noise 
output and. peak noise output is particularly pronounced when the deviation ratio 
of the frequency-modulation signal is small. 


1 See Crosby, loc. cit. 
2 From Crosby, loc. cit. 
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Frequency-modulation receiving systems having a limiter in the intermediate- 
frequency amplifier system produce a limiting action on the frequency swing. In 
conjunction with the selectivity of the audio- and intermediate-frequency circuits, 
this limits the maximum value of noise that can possibly appear in the output to a 
value that is the maximum value of signal output obtainable (as fixed by the limiter) 
divided by the square root of the deviation ratio in the case of random noise, and to a 
value not greater than this maximum possible signal divided by the deviation ratio 
in the case of pulse noise. This action is equivalent to amplitude limiting in amplitude- 
modulation systems, and is particularly effective in reducing the disturbances resulting 
from impulse noise. Associated with this limiting action is a signal-depressing effect 
that causes the signal likewise to be reduced in the presence of a large noise. The 
principal effect of the peak limiting action is hence not to improve the signal-to-noise 
ratio, but rather to prevent large noise peaks from producing a deafening effect. 
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Ета. 39.—Experimental results showing effect of carrier-to-noise ratio upon the improve- 


ment in signal-to-noise ratio appearing in the receiver output for the case of frequency 
modulation as compared with the corresponding amplitude modulation system. 
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For good performance and best noise reduction, the selectivity curve of the radio- 
frequency system of the receiver should be symmetrical, and the diseriminator should 
be accurately centered to the middle of the response curve.! The best noise reduction 
cannot be obtained if the selectivity curve is unsymmetrical, even if a limiter is used. 

Common-channel Interference and Cross-modulation.*— When two frequency-modu- 
lated transmitters located within range of a receiver are operated on the same fre- 
quency, the particular signal that is the strongest tends to suppress the weaker signal 
almost entirely and prevent its modulation from appearing in the receiver output. 
This suppression is almost perfect if the amplitude of the stronger signal is at least 
twice the weaker signal. The suppression is quite good, however, even with ratios 
of signal strength much closer to unity. The result is that it is possible to locate 
frequency-modulation stations much closer to each other geographically than would 
be possible in the case of amplitude-modulation stations operating on the same 
frequency. 

Analysis of the residual interference that can be produced by two frequency- 
modulation stations operating on a common channel shows that this interference is 
of two principal types. First, there is cross-talk, which causes the modulation of the 
weaker signal to appear in the receiver output even when the stronger is unmodulated. 

1 Vernon D. Landon, Impulse Noise in F-M Reception, Electronics, Vol. 14, p. 26, February, 1941. 

? Harold A. Wheeler, Common-channel Interference between Two Frequency-modulated Signals, 


Proc. I.R.E., Vol. 30, p. 34, January, 1942; Two-signal Cross Modulation in a Frequeney-modulation 
Receiver, Proc. I.R.E., Vol. 28, p. 537, December, 1940, 
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The cross-talk interference is very small provided that the desired signal amplitude 
is at least a small amount larger than the undesired signal amplitude. The second 
type of common-channel interference corresponds to a beat note between the two 
signals. The beat-note interference varies in frequency in accordance with the 
difference in instantaneous frequency deviation of the two signals, and with large 
frequency swings will be inaudible during a portion of the time. The amplitude of 
the beat note is proportional at any moment to the instantaneous frequency difference. 
The beat-note interference gives a sizzling or spitting sound, and is maximum when 
the two signals have equal amplitudes. The amount by which the desired signal must 
be stronger than the weaker signal to render beat-note interference unnoticeable or 
unobjectionable is of the order of 10 to 20 db, and is greater the smaller the frequency 
swing of the system.! 

Cross-modulation of a desired frequency-modulated signal by an undesired fre- 
quency-modulated signal in an adjacent band will occur only to the extent that the 
undesired signal possesses amplitude modulation and the receiver is incidentally 
sensitive to amplitude modulation. It is possible for a form of beat-note interference 
to exist between signals in adjacent channels. Also, the desired signal may be 
depressed in amplitude if the undesired signal is strong enough to overload the 
receiver at the input stage before the radio-frequency selectivity has had an oppor- 
tunity to reduce the undesired signal to an amplitude less than that of the desired 
signal. However, adjacent channel interference is much less a problem in frequency- 
modulation systems than in amplitude-modulation arrangements. * 

Relative Merit of Wide-band and Narrow-band Frequency-modulation Systems.— 
Frequency-modulation systems having a high frequency swing (or deviation) should 
be used when a high signal-to-noise ratio is desired. On the other hand, systems 
with small frequency deviation, such as 5 to 20 ke (narrow-band systems), are best 
when a relatively low signal-to-noise ratio is tolerable, and the longest possible range 
is important.? $ 

As a result of this situation wide-band frequency-modulation systems are indi- 
cated in the case of high-fidelity broadcast work. On the other hand, in frequency- 
modulation systems devoted to communication, as, for example, police radio, a 
relatively narrow-band system gives best results, because the readability of the signal 
is not seriously impaired by a moderate amount of noise, and range is very important. 

Feedback Applied іо Frequency-modulation Systems.*—1f the output voltage of a 
frequency-modulation receiver is used to frequency-modulate the local oscillator of 
the receiver with such a phase as to reduce the frequency difference between the local 
oscillator and the incoming signal, a form of negative feedback is achieved, in which 
the effective frequency swing of the intermediate-frequency wave is diminished by the 
feedback action. When the feedback effect is large (7.e., large reduction of frequency 
swing), the output voltage of the receiver tends to become independent of the ampli- 
tude of the incoming signal, of the receiver gain, of the discriminator effectiveness, of 
the local oscillator voltage, etc. Also, distortion between the converter input and 
the receiver output is greatly reduced. At the same time the noise-suppression effect 
obtained is almost as great as in the corresponding wide-band reception of the same 
signal, even though the negative feedback system makes a wide-band receiver unneces- 
sary to receive a signal with a large frequency swing. 


! Raymond Е. Guy and Robert M. Morris, NBC Frequency-modulation Field Test, R.C.A. Rev., 
Vol. 5, p. 190, October, 1940. 

2 Murray С. Crosby, Band Width and Readability in Frequency Modulation, R.C.A. Rev., Vol. 5, 
p. 363, January, 1941; The Service Range of Frequency Modulation, R.C.A. Rev., Vol. 4, p. 349, 
January, 1940; p. 504, April, 1940; M. L. Levy, Narrow Band vs Wide Band in F-M Reception, 
Electronics, Vol. 13, p. 26, June, 1940. " 

3J. G. Chaffee, The Application of Negative Feedback to Frequency-modulation Systems, Proc. 
I.R.E., Vol. 27, p. 317, May, 1939. 


SECTION 10 
PROPAGATION OF RADIO WAVES 


GROUND-WAVE PROPAGATION AND GROUND EFFECTS 


1. Factors Affecting Ground-wave Field Intensity.— The ground wave is here 
considered to be that portion of the radio wave that is affected by the presence of the 
ground and that would account for all the energy reaching the receiver if it were not 
for ionospheric waves (sky waves) and tropospheric waves. 

The ground wave can conveniently be divided into two components, a surface 
wave and a space wave. The surface wave travels along the surface of the earth. The 

y, Space wave is the result of two component 

y waves as illustrated in Fig. 1, namely, a 
direct wave and a ground-reflected wave. 
R When the transmitting and receiving an- 
tennas are both at the earth’s surface, these 
two components of the space wave are 
equal in magnitude and opposite in phase, 
„ thereby canceling and leaving the surface 
ОКЕЕВА l A wave as the only component of the ground 
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E S E ИА ЕЕ wave. This is the case of “ground-wave” 
hth hi ho transmission of broadcast frequencies. 
tan Wd di z d; However, as the antennas are raised the 


amplitude of the space wave rapidly in- 
creases, and it soon becomes the principal 

tan 7 737 part of the ground wave. This is the con- 
Fre. 1.—Diagram showing direct and dition existing at ultra-high frequencies 


ground-reflected components of the space when the antennas are raised a few wave 
wave under circumstances where the 


curvature of the earth can be neglected. lengths or more above the earth. 
The curvature of the wave paths produced The magnitude of the ground wave, and 
by the variation of refractive index of the of its individual components, the space and 
ae ee with height is also surface waves, is influenced by the resis- 
" tivity and dielectric constant of the earth, 
the frequency, the height of the transmitting and receiving antennas, the earth’s 
curvature, the distance to the transmitter, and the variation of refractive index of 
earth’s atmosphere with height. The electrical constants of the earth affect the rate 
of attenuation of the surface wave, and also the reflection coefficient to which the 
ground-reflected component of the space wave is subjected. The height of the 
transmitting and receiving antennas affects the relative amplitudes and phases of 
space and surface waves, and so influences the resulting field. The curvature of the 
earth makes it necessary for both the space and surface waves to diffract around the 
earth in order to reach a distant receiving point that is obscured by the curvature of 
the earth. The variation of density of the earth’s atmosphere with height, particu- 
larly the variation of moisture content, causes the refractive index of the atmosphere 
to decrease slowly with height above earth. This causes the paths followed by the 
waves to be slightly curved, instead of straight as shown in Fig. 1. This curvature 
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is in the same direction as the curvature of the earth’s surface, but is usually some- 
what smaller in amount. 

2. The Surface Мате. —Тһе surface wave is of importance because it represents 
the whole of the ground wave when both transmitting and receiving antennas are 
located at the surface of the earth. It accounts, for example, for the daytime cover- 
age of broadcast stations. | 

Plane Earth Conditions (Short Distance).— When the distance from the transmitting 
antenna is not too great the curvature of the earth's surface can be neglected. If the 
heights of transmitting and receiving antennas are low enough that the respective 
numerical height qı and qz as calculated by Eq. (14) satisfy the relation (qi + 92) 
« 0.01, then the surface wave is given by 


Eu = 2% А (1) 


where E,, = field intensity of surface wave in same units as Fo. 
d = distance, in same unit of distance as used in Eo. 
A = factor taking into account the effect of the earth, given by Fig. 2. 
Е, = a constant determined by the field radiated along the horizontal as 
discussed below. 


1 The material in Pars. 2 and 3 closely follows К. A. Norton, The Calculation of Ground-wave Field 
Intensities over a Finitely Conducting Spherical Earth, Proc. I.R.E., Vol. 29, p. 623, December, 1941 
(also F.C.C. Rept. 39920, Mar. 18, 1940). Alternative presentations are given by Charles В. Burrows 
and Marion C. Gray, The Effect of the Earth's Curvature on Ground-wave Propagation, Proc. I.R.E., 
Vol. 29, p. 16, January, 1941; T. L. Eckersley, Ultra-short-wave Refraction and Diffraction, Jour. I.E.E., 
Vol. 80, p. 286, March, 1937. 

A solution for the field produced by a short vertical antenna at the surface of a plane earth of finite 
conductivity was first obtained by A. Sommerfeld, The Propagation of Waves in Wireless Telegraphy, 
Ann. Physik, Vol. 28, p. 665, March, 1909. Little attention was paid to it, however, until it was used to. 
explain ground-wave attenuation of broadcast waves by R. H. Barfield, The Attenuation of Wireless 
Waves over Land, Jour. I.E.E., Vol. 66, p. 204, January, 1928. Later analyses of the same problem 
made by different methods by H. Weyl, A. Sommerfeld, in 1926, Balth. van der Pol and K. F. Niessen, 
and W. H. Wise differed slightly from Sommerfeld's original solution because of an error in sign in the 
original derivation discovered by K. A. Norton, The Propagation of Radio Waves over a Plane Earth, 
Nature, Vol. 125, p. 954, June, 1935. Work by Charles R. Burrows, The Surface Wave in Radio 
Propagation over Plane Earth, Proc. I. R.E., Vol. 25, p. 219, February, 1937, gave experimental verifi- 
cation that the revised analysis was correct, and that a wave of the Zenneck type is not produced at the 
earth's surface by a vertical radiator, as was indicated by Sommerfeld's 1909 paper. 

Those who may wish to study the literature on ground-wave propagation will find the following 
Supplementary bibliography useful, and also complete when references given in these papers are included: 
Balth. van der Pol and H. Bremmer, The Diffraction of Electro-magnetic Waves from an Electrical 
Point Source Round a Finitely Conducting Sphere, with Applieations to Radio Telegraphy and the 
Theory of the Rainbow, Phi. Mag., Vol. 24, p. 141, July, 1937, p. 825; Supplement, November, 1937, 
Vol. 25, p. 817, June, 1938, Vol. 27, p. 261, March, 1939; T. L. Eckersley and G. Millington, Application 
of the Phase Integral Method to the Analysis of the Diffraction and Refraction of Wireless Waves 
Round the Earth, Phil. Trans, Roy. Soc. (London), Vol. 237, No. 778, p. 273, June, 1938; The Diffraction 
of Wireless Waves Round the Earth, Phil. Mag., Vol. 27, p. 517, May, 1939; The Experimental Verifi- 
cation of the Diffraction Analysis of the Relation between Height and Gain for Radio Waves of Medium 
Length, Proc. Phys. Soc. London, Vol. 51, p. 805, September, 1939; Marion C. Gray, Horizontally 
Polarized Electro-magnetic Waves over a Spherical Earth, Phil. Mag., Vol. 27, p. 421, April, 1939; 
H. Weyl, The Propagation of Electro-magnetic Waves over a Plane Conductor, Ann. Physik, Vol. 60, 
p. 481, November, 1919; Balth. van der Pol and K. F. Niessen, The Propagation of Electro-magnetic 
Waves over a Plane Earth, Ann. Physik, Vol. 6, p. 273, August, 1930; B. Wwedensky, The Diffractive 
Propagation of Radio Waves, T'ech. Phys. U.S.S.R., Vol. 3, p. 195, November, 1936; W. Howard Wise, 
The Physical Reality of Zenneck's Surface Wave, Bell System Tech. Jour., Vol. 16, p. 35, January, 1987; 
Asymptotic Dipole Radiation Formulas, Bell System Tech. Jour., Vol. 8, p. 662, October, 1929; Charles R. 
Burrows, Radio Propagation over Plane Earth—Field Strength Curves, Bell System Tech. Jour., Vol. 16, 
p. 45, January, 1937; p. 574, October, 1937; K. A. Norton, The Physical Reality of Space and Surface 
Waves in the Radiation Field of Radio Antennas, Proc. I.R.E., Vol. 25, p. 1192, September, 1937; The 
Propagation of Radio Waves over the Surface of the Earth and in the Upper Atmosphere, Proc. I.R.E., 
Vol. 24, p. 1367, October, 1936; The Propagation of Radio Waves over the Surface of the Earth and in 
the Upper Atmosphere, Proc. I.R.E., Vol. 25, p. 1203, September, 1937; D. O. Rice, Series for the Wave 
Function of a Radiating Dipole at the Earth's Surface, Bell System Tech. Jour.. Vol. 16, p. 101, January, 
1937 
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The constant E, is the free-space field produced at unit distance from the trans- 
mitter in free space with the same antenna currents as are actually present when the 
antenna is instead near the earth. When the transmitting antenna is vertical, 
and short compared with 4/4, so that the field radiated is proportional to the cosine 
of the angle of elevation, then 2E, = 300 4/P millivolts per meter at one km, or 
2E, = 186.4 4/P millivolts per meter at one mile, where P is the radiated power in 
kilowatts. With other vertical antenna arrangements the value of 2E, should be 
modified by the ratio of the field strength produced by the actual antenna for one 
kilowatt of power, to the field strength produced by the short vertical antenna. 

The quantity A takes into account the effect of the losses in the earth upon the 
surface wave, and depends in a relatively complicated way upon the frequency, 
dielectric constant, and conductivity of the earth, and the actual distance. By mak- 
ing simplifying assumptions that do not introduce appreciable error under the 
conditions existing in practical radio communication, this reduction factor can be 
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Fie, 2.—Factor A appearing in Eq. (1), which takes into account the effect of ground losses 
of the surface wave. 


expressed in terms of two parameters, the numerical distance p and the phase constant 
b, defined as follows: 


Vertically polarized waves: 


_ т сов?” _ та 

x cosb “ххх 

b = (2b — b) & tan-1 (£7 — El (2b) 
x 


Horizontally polarized waves: 


cos b (2a) 





а z 
Р = "усов (а) 
b = 180° — 5 (3b) 
15 
PER x A (i 
— 2 = 
bf = tan-i 5 — 0087 Ys бз tani É x 1: (5) 


b" = tan^! e/z. (6) 
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fm. = frequency, me. 
o = earth conductivity in electröragasüic units. 
e = dielectric constant of ane earth (taking dielectric constant of the air as 
unity). 
Х = wave length in same units as the distance d. 
Ха = angle of incidence of ground-reflected wave with earth. 

The relationship between p and b and the reduction factor A is given graphically 
in Fig. 2, which applies to both vertically and horizontally polarized waves if the 
appropriate definition of p and b is used in each case. The relationship for b = 90° 
can also be expressed with fair approximation by the empirical relation 


д, 2+0.3р pm 
Age tite - NB. 8 sin b (7) 


The conditions b = 0 for vertical polarization, and b ‘= 180? for horizontal polari- 
zation, represent conditions for which the earth can be considered as offering a resist- 
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Fia. 3.—Various factors important in the theory of surface-wave propagation. 


ance impedance to the flow of the radio-frequency current. The condition b = 90° 
for either polarization similarly represents the condition where the earth offers a 
capacitive impedance to the flow of current. It is to be noted that b” is the power- 
factor angle of the impedance offered by the earth to the flow of current. 

The numerical distance p is proportional to the actual distance, and is a measure 
of the distance from the transmitter in units that depend upon f?/s and the power 
factor of the earth’s impedance. Examination of Fig. 2 and Eq. (7) shows that at 
large numerical distances (p > 10), the factor A is inversely proportional to distance, 
and has a value approximating 1/2p. Under these conditions the strength of the 
surface wave is inversely proportional to the square of the distance. 

The агашарцоп of a plane earth involved in Eq. (1) is permissible up to distances 
of about 50/72 mile. This limiting distance is plotted in Fig. 3. 

Strength of Surface Wave at Distances Great Enough so that the Earth’s Curvature 
Cannot Be Neglected.—At large distances from the transmitter the curvature of the 
earth produces a bulge that requires a bending of the surface-wave path. Some of 
the required bending is obtained as a result of refraction in the earth’s atmosphere 
(see Par. 4). ‘The remainder of the required bending must be obtained by diffraction. 
The variation of the strength of the surface wave with distance under these conditions 
is determined by the wave length, the ground constants, and the effective radius of 
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the earth (corrected to take into account the refraction in the earth’s atmosphere), 
and can be expressed in terms of z, b’, and b” as deffned by Eqs. (4), (5), and (6), and 
a parameter K given by 
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Ета. 4.—Constant М for use in Eq. (10). 


т cos Б’ 
к (в) (ww) (8a) 
Horizontal polarization: 
X \% (cos b’\% 
K = (=) CT) Бк 
where \ = wave length. 

а = earth radius in same units as X. 
k = factor taking into account refractive index of earth’s atmosphere. 
х, b', and b” are as above. 


The factor k is discussed in Par. 4. Under ordinary conditions it has a value of 
approximately 1.33, corresponding to ka = 5,280 miles, and 


(ы) = ө 


The relation expressed by Eq. (9) is given in Fig. 3. 
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Vertical polarization: 
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The variation of field strength as a function of distance for great distances is 


Field at large 


distances | = Ем Ма (10) 


where М, is given by Fig. 4, and represents the relative field as a function of the 
distance parameter 7’, and Eq—2) is the strength of the ground wave at a distance d’ 


E кшн Г" 
Шаа ЕЕЕ 

ee ЕП! 
ЕН 
bee INTEL ELT 
N Hess LU 

=== sn] SE 
0.6 


0.01 






















08 


Ета. 5.— Value of i as a function of K. 


corresponding to 7’ = 2. The factor 7’ is given by 


n = Bond (11) 
and 7’ = 2 at a distance 4’ given by 


2 
da. 12 
Bono (12) 
The constant £o is given in Fig. 5, and ло is given by Fig. 3 when the distance d in 
Eq. (11) is expressed in miles. The field Есу_2) at the distance 7’ = 2 ів 


Eq = 2Е ony (13) 


The parameter y is given graphically as a function of К and b in Fig. 6. 

In making use of Eq. (10) and Fig. 4, it is to be noted that for distances appreciably 
less than d’ ($.е., for n’ < 2) one must interpolate between two values of К, the lower 
one of which is valid for very large values of K (very low frequencies or very conduct- 
ing earth) and the upper one valid for small values of K (very high frequencies or 
poorly conducting earth). This interpolation is made in such a manner as to obtain 
a smooth transition between the field intensity curve obtained on the assumption of 
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a flat earth with the aid of Fig. 2, and the single curve for great distances obtained 
from Fig. 4 for у’ > 1.5. 

Summary of Procedure for Calculating Intensity of вые Wave.—At distances 
less than given by Fig. 3 the curvature of the earth can be neglected, and the surface 
wave calculated by Eq. (1) and Fig. 2. At very large distances the field strength and 
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Ета. 6.— Value of the parameter y. 
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distance corresponding to т’ = 2 are calculated with the aid of Eqs. (12) and (13), 
and Eq. (10) and Fig. 4 are used to give the variation in field intensity with distance 
for distances such that 7’ > 1.5. A smooth transition curve is then drawn joining 
the curves for short and long distances, which transition curve is interpolated between 
the curves that would be derived with the aid of Fig. 4 for very large and very small 
values of K. 
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Ета. 7.—Strength of surface waves as a function of distance as determined for two 
typical cases (1 mc and 100 mc) by methods outlined in Par. 2 (transmitted power 1 kw 
from short vertical antenna). 
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Ета. 8.—Strength of surface waves as a function of distance with a vertical antenna for 
good earth (c = 1071? emu and є = 15). 
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Two examples of field-strength curves obtained in this way are given in Fig. 7. 
These show that at distances such that the curvature of the earth must be taken into 
account, the field strength dies off much more rapidly with distance than would be 
the case if the earth were perfectly flat. Also, at higher frequencies the effect of 
earth curvature first appears at shorter distances, and tends to be more pronounced. 

Curves giving surface wave intensity with vertical polarization as a function of 
distance for frequencies in the range 150 to 5,000 Кс are given in Figs. 8, 9, and 10, for 
good earth, poor earth, and sea water, respectively. Additional curves are given 
in Figs. 50 and 68. 

3. Ground-wave Intensity with Elevated Antennas.?— When the transmitting and 
receiving points are at the surface of the ground the two components that add up to 
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Fic. 9.—Strength of surface waves as a function of distance with a vertical antenna for 
poor earth (c = 2 X 107! emu and є = 5). 


give the space wave are of equal magnitude and opposite phase at the surface of the 
earth, and so give zero resultant space wave. As the height of one or both of the 
antennas is increased, however, the space wave becomes increasingly strong. For 
moderate heights the surface and space waves tend to be of comparable magnitude, 
and the resultant field is the vector sum of the surface and space waves. As the 
antennas are raised still higher, the space-wave intensity continues to increase until 
finally one may neglect the surface wave and consider only the space wave. 

In problems involving ground-wave propagation with elevated antennas it is con- 
venient to express the antenna heights in terms of a “numerical height" q, which is 
defined as 

1 Figures 8 and 10 are from Report of Committee on Radio Wave Propagation, Proc. I.E. E., Vol. 26, 
p. 1193, October, 1938. Figure 9 has been calculated by the methods outlined here. 


2 This presentation follows K. A. Norton, as does Par. 2, and the references given there also apply 
here. 
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Vertical polarization: 





2nh f cos? b” \% } 
=X We сов v) (14a) 
Horizontal polarization: 
д (с ү 
= > cos v) (14b) 


The notation is the same as in Eqs. (4) and (5) with the addition that h/A is the height 
measured in wave lengths. The antenna height in wave lengths corresponding to 
q = 1 is given in Fig. 11 as a function of frequency for several typical earth conditions. 
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Fic. 10.—Strength of surface waves as a function of distance with a vertical antenna for 
sea water (c = 4 X 10—11 emu and є = 80). 


Tt will be noted that this height is much less with horizontally than vertically polarized 
waves, particularly at the lower frequencies. 

Considerations Relating to Earth Curvature.—A receiving point is said to be above 
the line of sight of the transmitter if it is possible for a direct ray to pass from trans- 
mitter to receiving point without being intercepted by the bulge in the earth’s surface, 
if the variation of the refractive index of the earth’s atmosphere with height is taken 
into account. As explained in Par. 4, the reduction in dielectric constant with height 
causes the path of the direct ray to be curved slightly in the same manner as the earth’s 
surface but to a less extent, so that “line-of-sight” condition exists slightly beyond 
the horizon as determined on the basis of a straight-line path. This effect can be 
taken into account by assuming that the space waves propagate along straight-line 
paths, and that the earth has an effective radius slightly larger than its actual radius. 
Under average conditions this effective radius is approximately 1.33 times the actual 
radius. 
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Fig. 11.—Height in wave lengths for q = 1 as a function of frequency for good earth 
(e = 10-13 emu) and poor earth (c = 1071 emu). 
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Fra. 12.— Distance to optical horizon as a function of antenna height. 
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The distance do to the optical horizon with an antenna height h, as illustrated in 
Fig. 12, is 


Distance to optical) — , _ 
horizon = 1, = V 2kah (15a) 


where h is the antenna height, a the earth's radius, and k the factor by which the 
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Fig. 13.—Curved-earth geometry. 
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Fra. 14.— Chart for determining dı and dz when total transmission distance d (see Fig. 
13) and the antenna heights are known. The charts are used on a cut-and-try basis by 
assuming a value of үг’ and then determining the corresponding distances 41, d», corre- 
sponding to antenna heights hi and he, and then obtaining d = di + d». The trial value 
of 2’ is then revised as required until the total distance d comes out to be the actual 
transmitting distance. These curves assume Ё = 1.33. 


radius must be increased to take into account refraction by the earth’s atmosphere. 
When de is іп miles, № in feet, and К is taken as 1.33, then 


dy = 2h (15b) 
This is plotted in Fig. 12. 
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Fic. 15.—Curves for determining values of F factors for use in Eq. (18) for small or moderate values of numerical height within limits indicated. 


When transmitting and receiving 
heights are hı and hz, the maximum dis- 
tance dr, over which à wave can prop- 
agate between them without being 
intercepted by the earth, is 


dy = Мы + Vha (16) 


When a wave is reflected from the 
surface of the earth the geometrical 
relations that exist are shown in Fig. 13, 
with the point of reflection at the earth 
во located that the angle of incidence y; 
equals the angle of reflection, also des- 
ignated by y, in the figure. 

Relations existing in Fig. 13 are 
(assuming h « 20,000 feet) 


di? 





h = h — оу; (17а) 
hy = № — д (17Ь) 
tan V, E "hl (7e) 
tan у, = h hs (17d) 


The notation is the same as previously 
used and as illustrated in Fig. 13. The 
value of y; and d; (or 42) corresponding 
to a given total distance d = di + d; 
and antenna heights h; and hs can be 
easily obtained with the aid of Fig. 14, 
the use of which is explained in.the 
legend of the figure. In practical cal- 
eulations such as these, it is customary 
to take k = 1.38, so that ka = 5,280 
miles. 

Effect of Antenna  Height.—With 
transmitting and receiving antenna 
heights hı and he such that the corre- 
sponding numerical heights 41 and qs as 
calculated. by Eq. (14) cause (qı + 
дз) > 0.01, then the field strength will 
differ from the intensity of the surface 
wave. 

The general formula for ground- 
wave field strength with elevated an- 
tennas is so complicated that it is 
necessary to consider only a limited 
range of conditions ata time. The ma- 
jority of situations involving elevated 
antennas can be calculated from the 
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Fie. 16.—Curves giving F factors for use in Eq. (18) for moderate antenna numerical 
heights (q « 50) when K cannot be assumed to be negligibly small. (Tbe curves for 
К = 0 correspond to Fig. 15.) 
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following relation: 
Е = FiF eu (18) 


where E is the field strength at the receiving antenna, E,, the surface-wave intensity 
at the point on the earth’s surface below the receiving antenna as calculated by Par. 2, 
and F, and F; are height factors for transmitting and receiving antennas, respectively. 


100 ‚== и е ч 
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Fre. 17.—Value of ô for use in Eq. (20). 


Equation (18) can be used only at distances great enough in relation to the antenna 
height, and also great enough in absolute magnitude, to satisfy simultaneously all 
the conditions 

(qi +92) < Dy 4142 < б р> 20 (19) 
where 41 and 42 are the numerical heights of transmitting and receiving antennas, 
respectively, as defined in Eq. (14) and p is the numerical distance as defined in Eq. 
(2a) or (3a). 

Subject to the limitations imposed by requirements (19), the factors Fi and Fz are 
given by Fig. 15 when the curvature of the earth can be neglected. This limiting 
distance is about (50//м°%) miles, and is given in Fig. 3. The factors obtained from 
Fig. 15 also apply for distances up to the optical horizon, even when the earth curva- 
ture cannot be neglected, provided that 4: < 10 and 42 < 10, and also can be used 
for receiving points below the line of sight when q1 « 1/10K and g; « 1/10K, where 
K is defined by Eq. (8). 
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When the receiving point is below the line of sight, and the antenna height is a 
moderate value, д < 50, then the F factors are given by Fig. 16. For still greater 
antenna heights (but below the line of sight) one has 


F = 8 f.(H) _ (20) 


where 8 is given graphically in Fig. 17 and fi(H) by Fig. 18. The function Н is 
defined by 


hg? 
Н = оли M 
The height hj. in feet corresponding to Н = 1 is 
_ _ 80,000 
а = рад (215) 


The notation in Eqs. (21) is the same as previously used. These below-line-of-sight 
calculations are accurate when the distance exceeds dz + 1.5 /Вото [notation same as in 
Eqs. (12) and (16)]. 
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Fre. 18.—Values of fı(H) for use in Eq. (20). 


The only cases where Eq. (18) cannot be used to calculate field strength are (1) 
when the distance is so small or the height so great that conditions (19) are not satis- 
fied; (2) where conditions (19) are satisfied and the receiving point is above the line 
of sight, but the height of one (but not both) of the antennas is great enough so that 
4 > 10 and at the same time the earth curvature cannot be neglected; (3) the receiving 
point is at a considerable height above earth and at the same time below the line of 
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sight, but not far enough away for the transmission distance to exceed dz + 1.5/Вито 
as defined above. "The general solution for Case 1 can be obtained by calculating the 
magnitude and phase of surface and space waves independently, as described by K. A. 
Norton in his 1941 Г.Ю.Е. paper (or F.C.C. Report 39920), and then combining these 
two components of the ground wave, taking into account their phase relations. In 
the special case where the numerical heights 9: and q» of both transmitting and receiv- 
ing antennas exceed about 3, the surface wave may be neglected. "The field strength 
can then be calculated by methods described below, even though the distance is small. 


i9? 














Field Strength Relative to Free-space Field 
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Fic. 19.—Field strength as a function of antenna height in a typical case, showing 
method by which the field strength at points near the line of sight is obtained by drawing 
а smooth transition curve between a calculated curve for points well above the line of 
sight and a calculated curve for points well below the line of sight. 


In Case 2, when one antenna is at the surface of the earth, one can obtain at least an 
approximate result by neglecting the earth curvature and using Eq. (18) and Fig. 
16, and assuming К = 0; this yields a field smaller than the true value. If one height 
is low, but not zero, an approximate result can also be obtained by neglecting the 
surface wave as discussed below. The limitations introduced by (8) can be eliminated 
by drawing a smooth transition curve between the field strength calculated for line-of- 
sight conditions and the field strength calculated when the receiving antenna is well 
below the line of sight, as shown in Fig. 19. 

Space-wave Calculations with Receiving Antenna above the Line of Sight.—A large 
percentage of the conditions encountered in ultra-high-frequency propagation repre- 
sent propagation to a receiving point above the line of sight, and under conditions 
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where the received field is almost entirely a space wave. The space wave and surface 
waves will have equal intensity when the height of the lower antenna corresponds to 
a numerical height д somewhere in the range 1 < у < 2.5. Accordingly, calculations | 
of field strength based on space-wave calculations and ignoring the surface wave 
entirely will not be greatly in error until the numerical height of one or both of the 
antennas is less than 1.5. At heights below about g = 1.5 the field strength, if both 
space and surface waves are taken into account, will not be greatly different from that 
calculated for g = 1.5 on the basis of the space wave alone. 

Space-wave calculations are particularly important in the case of horizontally 
polarized waves at ultra-high frequencies. This is because, with horizontal polariza- 
tion, the numerical height corresponding to a given physical height is much greater 
than with vertical polarization, and also the numerical distance corresponding to a 
given physical distance is likewise much greater. The maximum antenna height at 
which the surface wave must be taken into account is hence absurdly small with 
horizontally polarized waves; i.e., the surface wave can be neglected under nearly all 
practical conditions with such raves, 

The general formula for calculating the intensity of the space wave at an elevated 
receiving point B produced by an elevated transmitter located at A under conditions 
where B is above the line of sight with respect to A (see Fig. 18) is 


S _ В ей pr =] 
расе wave = а cos? y t coss V p 


Es iat (= ТА y cos? V _ и № 
1 cos? yi [1 + ER a + 2 0 ay ; Dr cos (p 5 | (22) 





field that would be produced at unit distance if the antenna were in free 

space and the currents were the same as are actually present. 
1 и 
2h 

kad tan? y, 
reflected wave produced as a result of reflection from the spherically 
curved surface of the earth. 

= magnitude of reflection coefficient as calculated by Eq. (27). 

phase angle of reflection coefficient as calculated by Eq. (27). 


ix b-h 
0 = 2r x 


due to differences in path lengths. 
^ = wave length. 


1 = Vd? + (hı — №)? = path length of direct wave. 

la = Vd? + (М + №)? = path length of ground-reflected wave. 

y^, Ya d, hi, №, Ц, and lz are as shown in Fig. 13, and as used above. 
The + sign is used for vertically polarized waves (where р ~ 180°), while the — sign 
applies to horizontal polarization (where p ~ 0°). The same unit of length must be 
used throughout. Equation (22) applies whenever the receiving point is above the 
line of sight, and takes into account the earth's conductivity, dielectric constant, 
and curvature. 

When the height becomes small enough in proportion to distance so that 


(hi + ha) 
d 


where Eo 


D 


=a factor taking into account divergence of 


1+ 


ә ч 
1 


= phase difference between direct and ground-reflected wave 


< 0.1, 
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Eq. (22) ean be written 





Е, / Arhihs и 
= 2|1 6р = 
Space wave 1 [ t Dr / p | 





4rhih, y 


Es ( 
= —— |1 Dr)? + 2 T» 
| + (Dr)? + 2Dr cos [р 


(23) 


The + sign is used with vertical polarization, the — sign with horizontal. This 
equation holds for values of y, less than 0.1, and greater than (A\/2rka)* as 
plotted in Fig. 3. When the angle y; with which the ground-reflected wave strikes 
the earth is less than (A/2rka)%, the laws of geometrical optics fail to hold, and Eq. 
(22) or (23) can no longer be used to calculate the strength of the space wave. 

The conductivity and dielectric constant of the earth affect the intensity of the 
space wave by causing the reflection coefficient to have a magnitude and phase angle 
different from that existing for a perfect reflector (earth with infinite conductivity). 
The magnitude and phase of the reflection coefficient also depends upon angle of 
incidence and upon the frequency, as discussed in Par. 5. 

The curvature of the earth produces two effects on the space wave when the 
receiving point is above the line of sight. First, it makes the effective height hi and 
hy of the transmitting and receiving antennas that must be used in Eq. (22) or (23) 
less than the actual heights of these antennas, as is illustrated in Fig. 13. This 
effect tends to make the actual received field less than the field that would be calcu- 
lated for the same antenna height on the assumption of a plane earth. Second, the 
wave reflected from the slightly spherical ground diverges more than would be the 
case if the reflection took place from a plane surface. This effect is taken into account 
by the factor D that appears in Eqs. (22) and (23). This divergence of the wave upon 
reflection from the curved earth reduces the intensity of the ground-reflected wave 
that arrives at the receiving point and is equivalent to reducing the magnitude of the 
reflection coefficient. This reduces the extent to which the ground reflected wave 
can cancel the direct wave and therefore tends to increase the strength of the received 
field. 

The two effects produced by earth curvature hence tend to oppose each other, 
with the result that the assumption of a plane earth will give valid results even when 
considerable curvature is present. The exact limit where calculations based on a 
plane earth fail to hold depends both on the absolute and relative antenna heights, 
and with antennas of moderate heights approaches the condition where the receiver 
is barely above the line of sight. 

When the angle y; with which the ground-reflected wave strikes a plane earth is 
nearly glancing, the reflection coefficient can be considered as having the value 1/0° 


and 1/180° for horizontally and vertically polarized waves, respectively, and Eq. (23) 
can then be written as 





Athihe 


Space wave = Eo M 


(24a) 


Here hi and hz are the actual antenna heights as in Fig. 13. This special case of the 
general Eq. (22) is valid when the following conditions are simultaneously met: 

i. Distance sufficient for numerical distance p > 20. 

2. Distance great enough in proportion to height so that p > 100 (9: + qs). 

3. Antenna heights great enough so that (9: + g2) < 9192/2 
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4. Earth curvature can be neglected. 

5. 2zh,h;/Md < < 1. 
Limitation (5) can be removed by using the following slightly more complicated 
relation in place of Eq. (24a). 


Space wave — ЕСЕ huh (24b) 


Equation (24a) or Eq. (245) can be used in practical cases up to distances of about 
32.5/f,,.5 miles, and can be used up to antenna heights of about 2,000 /7 „2% feet sub- 
ject to limitations (1) and (2) above. Note that since the curvature of the earth 
introduces two effects that act in opposite directions, Eqs. (24a) and (245) can be used 
where there is & moderate amount of earth curvature. 

The simple relation represented by Eq. (24a) or (245) is very widely used in cal- 
culating field strength at ultra-high frequencies, since a large proportion of transmis- 
sion conditions come within its region of validity. This-is particularly so in the case 
of horizontally polarized waves where the formula gives the total field unless the 
antenna height is almost infinitesimally small, and holds up to points quite close to 
the transmitter. With horizontally polarized waves requirement (4) is usually the 
limiting factor. 

Discussion of Effect of Antenna Height——The full variety of effects that can be 
produced by elevating the antennas appears only in ultra-high-frequency cases. This 
is because it is only at such frequencies that it is practicable to obtain heights of many 
wave lengths and also heights great enough so that the space wave can be stronger 
than the ground wave with vertical polarization. 

Consider ultra-high-frequency horizontally polarized waves. When the heights 
of both of the antennas involved are not negligible compared with the distance between 
them, as might occur, for example, in communication between airplanes, the received 
field consists of a relatively strong direct (or free-space) ray upon which is superposed 
a ground-reflected wave that is much smaller in amplitude because of the greater 
distance traveled by the ground-reflected wave (i.e., у, > > V; in Eq. (22)). The 
phase with which these two waves combine will depend upon the transmission distance 
as compared with the antenna heights, and will alternately be additive and subtractive. 
The amplitude of the received field accordingly oscillates about the free-space field 
with increasing distance as shown in Fig. 20. As this distance of transmission 
increases, the length of the direct and indirect paths becomes more nearly equal, so 
that the minima in the oscillations tend to become progressively deeper. А+ the same 
time, however, the increase in distance required to produce a complete oscillation - 
becomes greater because with the changed geometry that goes with greater distance 
the relative phase of the direct and ground-reflected waves is less sensitive to incre- 
ments in distance. Finally, at large distances such that the ground-reflected wave 
strikes the earth with almost grazing incidence, the two waves are almost in phase . 
opposition at the receiving point. The resultant field is then much less than the free- 
space field, and drops off rapidly with further increase in distance, and without show- 
ing any further tendency to oscillate. 

The situation with vertically polarized waves is very similar to that for hori 
zontally polarized waves except that, since with such waves the magnitude and phase 
of the reflection coefficient is much more sensitive to angle to incidence with the earth 
than is the case with horizontally polarized waves, the amplitude of the oscillations in 
field strength is affected by an additional factor. Also, when the distance is so 
related to the height that the angle of incidence with which the ground-reflected wave 
strikes the earth approximates the pseudo-Brewster angle, the amplitude of oscillation 
is quite small because the ground-reflected wave is largely destroyed. Under such 
conditions the field tends to approach the free-space value. 
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If one antenna is at a fixed moderate height, and the height of the other is then 
varied, the effects produced at very high frequencies, assuming that the receiving 


point is well below the line of sight, are as shown in Fig. 21a. 
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Fra. 20.-—Curve of field strength as a function of distance in a typical case involving 
equally elevated antennas at ultra-high frequencies. 
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Fie. 21a.— Variation of ficld strength with antenna height for vertically and horizon- 
tally polarized waves when the antenna is well below the line of sight. К 

Fra. 215.— Variation of field strength with antenna height for vertically and horizontally 
polarized waves when the antenna heights are not negligible compared with the trans- 


mission distance. 


polarized waves one finds that as the antenna is raised starting first from the ground, 
the field strength is first substantially constant, and then increases in Strength, 
first slowly, then in proportion to height, and then exponentially with height. In 
contrast with this, the field obtained with horizontally polarized waves is almost 
negligible even very close to the earth, and increases in direct proportion to height 
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until it merges at а moderate height with the curve for vertical polarization. The 
reason for this difference with polarization is that the surface wave is much weaker 
with horizontal polarization than it is with vertical polarization. Thus, in the case 
of Fig. 21a, the space wave is not appreciably greater than the surface wave in the case 
of vertical polarization until the antenna height is about 1/2. When the transmission 
distance is not too great, then though the behavior is the same as in Fig 21a for small 
and moderate heights, it takes on an oscillatory character for large heights, as shown 
in Fig. 21b. The oscillations are the result of the ground-reflected wave alternately 
adding to and subtracting from the direct ray as tne height is varied, in accordance 
with Eq. (245). Further discussion of ground-wave characteristics at ultra-high fre- 
quencies is given in Par. 17. | 

At the lower frequencies, such аз 
1,000 ke, the situation is much simpler. 
With vertically polarized waves the an- 
tenna heights will never be large when 
expressed in terms of numerical height. 
Under most conditions one need then 
consider only the surface wave, although 
if the height is unusually great, as might 
be the case in communication with an 
airplane, one can apply the height fac- 
tors derived from Fig. 15 or 16. 

In contrast with this, it is found that 
with horizontally polarized waves of low 
and moderate frequency, the intensity 
of the surface wave is negligible even 
very close to the surface of the ground, 
and one need consider only the space 
wave. Under these conditions one can 
calculate the intensity of the field as a 
function of height and of distance by 
the use of Eq. (22), or some of its 
simpler modifications, such as Eqs. (23) 
and (24). In dealing with horizontally Distance 
polarized waves at the lower frequencies, Ета. 22. Attenuation curves for ground 
the ground-reflected wave tends to can- waves over a composite path obtained by 
cel the direct wave in all practical cases; Piecing together curves calculated for two 

^ Mir earth conductivities. 
so the resultant field intensity is appre- 
ciably less than the free-space field. Also, there аге no oscillations in the curve of 
field intensity as a function of distance, or in the curve of field intensity as a function 
of height (unless heights such as obtainable only by aircraft аге involved). 

4. Miscellaneous Considerations in Ground-wave Propagation. Composite Paths. 
The electrical constants of the earth encountered by the surface wave in traveling 
away from the transmitter may vary greatly at different places. No accurate method 
has been devised for determining the surface-wave field intensity under these condi- 
tions. Practical methods that have so far been used to handle this situation are of 
two types: (1) an average of earth constants can be used as determined by propagation 
tests; (2) attenuation curves for different earth constants are joined. This second 
method is illustrated in Fig. 22 for the simple case of two earth conditions. Up to the 
distance d; the intensity is calculated in the usual manner. Beyond dı the field is 
assumed to die away at a rate corresponding to the new earth constants, calculated 
on the basis of the total distance to the transmitter. The absolute magnitude of this 
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second portion of the curve is adjusted so that it will give a field at the distance dı 
corresponding to the field delivered to this point by the better conducting earth close 
to the transmitter. The first method of taking into account a composite path is 
recommended where the transmission path is over earth that varies continuously in 
its characteristics with no large homogeneous stretches. The second method is 
recommended where there are large stretches of earth along the transmission path of 
substantially uniform characteristics, as, for example, where part of the transmission 
path may be over a flat valley or marshy land with a subsequent portion of consider- 
able length over a foothill region of poorer conductivity. 

An important case of composite paths occurs in ship-to-shore communication over 
moderate distances in which the surface wave is depended upon. Experiments have 
shown that the strength of the surface wave on the shore immediately adjacent to the 
water is of the order of 8 or 12 db greater than the strength of the surface wave a mile 
or more inland.! These results are explainable theoretically, at least in part, on the 
basis that a portion (6 db) of the excessive attenuation that occurs within the first 
mile is the result of the land losses being sufficient to destroy the optical image of the 
surface wave that existed over the highly conducting water ground. 

Effects Produced by Variations of Dielectric Constant of the Atmosphere with Increase 
in Height.»~—The dielectric constant of the atmosphere is slightly greater than the 
value unity obtained in a vacuum. This is a result of the presence of the gas mole- 
cules, and the value depends on the number and kind of molecules per unit volume, 
and is particularly sensitive to water molecules because of the high dielectric constant 
of water vapor. The dielectric constant of air can, accordingly, be expected to 
decrease with height above the earth because of decrease in atmospherie pressure. 
The actual value, and also the rate of decrease with height, can be expected to vary 
from time to time as a result of changes in the amount and distribution of water vapor 
in the atmosphere. 

This variation in fhe dielectric constant of the atmosphere causes radio waves 
passing through the air to be refracted downward toward the earth in accordance with 
Eq. (41). This effect can be taken into account by using an effective radius of the 
earth that is k times the actual radius, and then neglecting the variation in dielectric 
constant with height. On the assumption that the dielectric constant e of the air 
changes at a uniform rate de/dh, then _ 


1 


а de 


k= 
1+2 


' (25) 


where a is the actual radius of the earth expressed in the same units as the height h. 

Under average conditions the value of k is of the order of 1.33, and this value has 
been used in all the curves in Pars. 2 and 8. The actual value of k will vary from 
hour to hour, day to day, and from season to season. Under very unusual conditions 
it may conceivably become infinity, in which case the refraction is sufficient to enable 
the wave to follow the earth’s curvature, giving propagation conditions that are 
essentially the same as for a plane earth up to very great distances. 


‘It. A. Heising, Effect of Shore Station Location upon Signals, Proc. I.R.E., Vol. 20, p. 77, January, 
1932. 

2 For further information see J. C. Schelleng, C. R. Burrows, and E. B. Ferrell, Ultra-short Wave 
Propagation, Proc. I.R.E., Vol. 21, p. 427, March, 1933; E. R. Englund, А. B. Crawford, and W. W. 
Mumford, Further Results of a Study of Ultra-short-wave Transmission Phenomena, Bell System T'ech. 
Jour., Vol. 14, p. 369, July, 1935. 

This action was first pointed out by R. Jouaust, Some Details Relative to Propagation of Very 
Short Waves, Proc. I. R.E., Vol. 19, p. 479, March, 1931. 
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Wave Tilt and Penetration into the Earth of the Surface Wave.'—The electric vector 
of the wave produced at the surface of the earth by a vertical antenna possesses a 
slight forward tilt. As a result the electric vector has, in addition to the normal 
vertical component, a slight horizontal component parallel to the surface of the earth 
and lying in the direction of propagation. These two components generally have a 
phase difference, so that the resultant electric vector is elliptically polarized. The 
magnitude of the forward tilt of the wave is independent of the height of the transmit- 
ting antenna. 

The magnitude of the wave tilt and the eccentricity of the elliptical polarization 
depend upon the earth constants, and the frequency, and can be calculated with the 
aid of Fig. 23.2 This shows that the maximum tilt that can be encountered in prac- 
tice is less than 22°, with large values requiring a combination of a very high-frequency 
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Fre. 23.— Characteristics of wave tilt for different: values of dielectric constant k and 
ground-conductivity factor z. 


and a low-conductivity soil. At broadcast frequencies the maximum tilt will always 
be less than 15°, and it will be still less at lower frequencies. The ratio of horizontal 
to vertical components of the surface wave is greatest at an intermediate value of 
frequency as shown in Fig. 23. 

The component of the electric vector lying parallel to the earth's surface that is 
present because of wave tilt represents a voltage applied across the earth’s surface: 
This voltage causes a current to penetrate down into the earth. The character of 
this current and its penetration can be calculated by assuming that the electric vector 
parallel to the earth's surface is an applied voltage acting at the sending end of a trans- 


1 For further discussion, including methods of measuring wave tilt, see C. B. Feldman, The Optical 
Behavior of the Ground for Short Radio Waves, Proc. I. R.E., Vol. 21, p. 764, June, 1933; К. Н. Barfield, 
Some Measurements of the Electrical Constants of the Ground by the Wave-tilt Method, Jour. Г.Е.Е., 
Vol. 75, p. 214, 1934; K. A. Norton, The Physical Reality of Space and Surface Waves in the Radiation 
Field of Radio Antennas, Proc. I.R.E., Vol. 25, p. 1192, September, 1937; W. H. Wise, The Physical 
Reality of Zennech’s Surface Wave, Bell System Tech. Jour., Vol. 16, p. 35, January, 1937. 

Excellent elementary analysis of the wave tilt and earth penetration from the physical point of 
view is given by G. W. O. Howe, Wireless Waves at the Earth's Surface, Wireless Eng., Vol. 17, p. 385, 
September, 1940. 

? From K. A. Norton, The Propagation of Radio Waves over the Surface of the Earth and in the 
Upper Atmosphere, Proc. I.R.E., Vol. 25, р. 1203, September, 1937. 
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mission line having distributed constants represented by the conductivity and dielec- 
tric constant of the earth. As these currents flow into the earth, they are attenuated 
with distance at a rate determined by the earth’s constants and the frequency. The 
depth of penetration is greater the lower the frequency, the smaller the dielectric 
constant of the earth, and the lower the earth’s conductivity. The rate at which the 
current density decreases with depth is given by the relation! 


Current density at depth d _ pa 
Current density at surface _ 





Q6) 


p 


where p — 


[е (yrs - 


d = depth, cm. 

X = 0.0082?f4. 

В = 0.556 X 1075kfs. 

k — dielectric constant of the earth. 
Је = frequency, me. 

с = earth conductivity, emu. 
















> The current penetrates to a considerable 
+ = depth. Thus with k = 5, and 
S g ‘ 
Ф 0р с = 2.8 X 1074 emu, 
v 
$ ГИ = Ње depth at which the current is one-fourth 
5 ol iW 7 Phase shift 80+ of its value at the earth’s surface is 6.5 
3 Vio (vertical polarization) & meters (20 feet) at 10 mc, and 14 meters (45 
Sal Nu. 40 feet) at 1 me. 
i ВА (horizon fal poral £ The considerable depth to which currents 


penetrate causes the conductivity and di- 
electric constant that is effective to radio 
waves to be determined by the average con- 


0 20 — 40 60 80 
(c) y; in Degrees 


Fie. 24.— Diagram illustrating as- 
sumed positive polarities for Eq. (27) 
for the case of a perfect earth, together 
with curves showing the reflection coeffi- 
cient as a function of angle of incidence 
for an imperfect earth. (E and H 
denote electric and magnetic flux, respec- 
tively, and subscripts i and r denote 


ditions existing for a considerable distance 
below the surface of the earth. 

5. Reflection of Radio Waves.2—When a 
plane wave strikes a surface such as the 
earth, it is reflected with an angle of reflec- 
tion equal to the angle of incidence. "When 
the reflecting surface has infinite conduc- 


incident and reflected components.) tivity, the amplitude of the reflected wave 


equals the amplitude of the incident wave, and the reflected wave has either exactly 
thesame phase or exactly the opposite phase of the incident wave, depending upon the 
polarization. With an actual earth the reflected wave tends to be smaller in amplitude 
than the incident wave, and the phase relations are modified from those existing with 
an infinitely conducting reflector. 

The vector ratio of reflected to incident wave is termed the reflection coefficient, and 
designated as R =r (р, where r is the ratio of magnitude of reflected and incident 


waves and p is the modification of the phase produced by the imperfections of the 
earth. The exact value of the reflection coefficient depends upon the dielectric con- 


1 From Howe, loc. cit. 

2 For further information see C. B. Feldman, The Optical Behavior of the Ground for Short Radio 
Waves, Proc. I. R.E., Vol. 21, p. 764, June, 1933; L. C. Verman, Reflection of Radio Waves from the 
Surface of tne Barth, Proc. I.R.E., Vol. 18, р. 1896, August, 1930; G. W. О. Howe, Reflectior. № Waves 
at Earth's Surface, Exp. Wireless and Wireless Eng., Vol. 11, p. 59, February, 1934. This last reference 
presents an especially fine elementary quantitative analysis and discussion of the subject. 
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stant and conductivity of the earth, the frequency, and the angle of incidence with 
which the wave strikes the surface of the earth, according to the relations! 
Vertical polarization (Fig. 24): 


` 





Reflected wave _, AS е sin ya — Ме — cos? ya d 
Incident wave ^ 4 e sin yz + V Е — 6032 ya 


Horizontal polarization. (Fig. 24): 


Reflected wave 
Ineident wave 





ме! — cos? ja — sin ya (27b) 


x E — cos? уз + sin y 


where ys = angle of incidence as shown in Fig. 24. 
e = є — 760% X 1012 
є = dielectric constant of earth (air taken as unity). 
с = earth conductivity (emu). 
À = wave length, meters. 
= У 


The angle р obtained in Eqs. (27) is the angle by which the phase of the reflected 
wave leads the phase that it would have in the case of perfect earth (c = х). The 
phase relations existing in this ideal case are as shown in Fig. 24. As a result of the 
fact that the earth’s impedance is capacitive the phase angle of reflection p is always 
negative, corresponding to a lag in the reflected wave. | 

Curves from which the magnitude and phase angle of the reflection coefficient can 
be readily obtained with a minimum of calculation are given in Fig. 26.? 

The reflection coefficient varies with the angle of incidence V; in the manner illus- 
trated in Fig. 24, which is for earth of high conductivity at a wave length of 15 meters. 
With horizontally polarized waves, the reflection coefficient has a magnitude of unity 
and a phase shift of zero at glancing angles of incidence, but as the wave approaches 
vertical incidence, the reflection coefficient drops off gradually in magnitude, and the 
phase shift p gradually becomes more lagging but always has a small value. 

In contrast with this, a vertically polarized wave undergoes a reflection in which 
the magnitude of the reflection coefficient, starting from unity at very small angles of 


1A more general case of reflection is when a wave traveling in one medium having є = в’, strike 
a boundary with another medium for which 
«€ = e. Under these conditions the reflection 
coefficient is obtained by substituting ¢2’/e:’ for 
е in Eqs. (27), with the dielectric constants and 
conductivities of the corresponding mediums being 
used in evaluating в!” and єз. 

The relations existing in this general case are 
shown in Fig. 25. The angle of reflection is equal 
to the angle of incidence y, while the angle of 
refraction у” of the transmitted wave is given by 
Snell's law 


сов gm 
cosy pe (28) 





Fie. 25.—Diagram illustrating general 
where и? and ui are the indexes of refraction of the cage of reflection occurring at the boundary 
respective media. The index of refraction is the of two mediums having different refractive 
real part of +/e’. indexes. : 

The magnitude and phase of the transmitted ' М 
wave must be such that the vector sum of transmitted and reflected waves equals the incident wave. 
2 From C. R. Burrows, Radio Propagation over Plane Earth—Field Strength Curves, Bell System 
Tech. Jour., Vol. 16, p. 45, January, 1937. Equivalent curves are given by J. 8. McPetrie, The Reflec- 
tion Coefficient of the Earth's Surface for Radio Waves, Jour. I.E.E., Vol. 82, p. 214, 1938; Reflection 
Curves and Propagation Characteristics of Radio Waves along the Earth's Surface, Jour. I.E.E., 
Vol. 87, p. 135, 1940. 
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incidence, quickly drops to a relatively small value at а small angle of incidence, and ` 
then rises until at normal incidence it assumes the same value as with horizontal 
polarization. The phase angle of the reflection coefficient for vertically polarized 
waves undergoes correspondingly wide variations. At glancing incidence the phase 
lag is 180°, corresponding to a reversal in polarity such as occurs in the reflection of 
horizontally polarized waves from a perfect earth. This angle of lag then drops with 
increased angles of incidence, becoming 90° when the magnitude of the reflection coeffi- 
cient goes through a minimum, and finally at vertical incidence assuming the same 
small value as is obtained with horizontal polarization. 

The angle at which the magnitude of the reflection coefficient goes through a 
minimum with vertically polarized waves corresponds to the Brewster angle in optics, 
and can be termed the pseudo-Brewster angle. It is given with an accuracy sufficient 
for most purposes by the relation? 

Pseudo-Brewster angle ув 


Lana Ne LE Ver = Пе + ay — 1] (294) 


@+ea?—1 








The notation is the same as in Eq. (27). 
When x > > є (low frequencies) this becomes 





sin? ув = i (29b) 
Similarly, when ж < < e (high frequencies) 
sin? ув = - + i (290) 


The value of reflection coefficient гв obtained when the angle of incidence equals 
увів . 
T b b" 
тв = ian (5 + ITZ (294) 
є — Cos? y 
x 


where tan b’ = 


€ 


r 


6. Earth Constants.— The conductivity and dielectric constant of the earth vary: 
greatly according to conditions. Typical values are given in Table 1. It is found 
that high values of dielectric constant tend to go with large conductivities, and vice 
versa, and that the highest conductivities are obtained with wet loam, while the poor 
conductivities and low dielectric constant are generally associated with dry, rocky, and 
sandy soil. Earth having a conductivity of the order of 5 X 10-1 to 10 X 1074 emu 
is considered as average to better than average, values above 10 X 107! emu are very 
high, and conductivities of the order of 1.0 X 10-4 emu are considered as very low. 
Sea water has a conductivity many times that of earth, and also possesses a very high 
dielectric constant. à 

` The effective conductivity of the earth tends to be reduced if the earth's surface is 
not level, as in the case of mountainous or hilly regions. The effective conductivity 
also tends to be low in wooded areas, and in regions containing many buildings, par- 
ticularly cities with large office buildings. 


tan b” 


1See K. A. Norton, Ground Wave Propagation, F.C.C. Mimeo. Rept. 47475, presented before 
Broadcast Engineering Conference, February, 1941. 
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TABLE 1.—Some 'ТүрїсАг GROUND CONSTANTS* 





Type of terrain Dielectric | Conductivity, 





constant emu 

Frosh watfir Е ола EIN S 80 1 x 10-и 
Sea water, minimum attenuation............ eene 81 4.64 х 1079 
Pastoral, low hills, rich soil, typical of Dallas, Tex., 

Lincoln, Neb., атеав............................... 20 3 x 10715 
Pastoral, low hills, rich soil, typical of Ohio and Illinois. . . 14 19—13 
Flat country, marshy, densely wooded, typical of Loui- 

siana near Mississippi Віуег........................ 12 7.5 X 10-4 
Pastoral, medium hills and forestation, typical of Mary- 

land, Pennsylvania, New York, exclusive of mountain- 

ous territory and веасоавїв.............:........... 18 6 X 10714 
Pastoral medium hills and forestation, heavy clay soil, ' 

typical of central Уїгдїшїа.......................... 13 4 X 10-14 
Rocky soil, steep hills, typical of New England.......... 14 2 x 10-и 
Sandy, dry, flat, typical of coastal country............. 10 2 x 1074 
City, industrial areas, average attenuation.............. 5 1071 
City, industrial areas, maximum attenuation............ 3 10715 





ж From Standards of Good Engineering Practice Concerning Standard Broadcast Stations, Federal 
Register, p. 2862, July 8, 1939. 

The value of conductivity and dielectric constant that is effective for radio waves 
represents the average value for a distance below the surface of the earth determined 
by the depth to which ground currents of appreciable amplitude exist. This depth of 
penetration depends upon the frequency, dielectric constant, and conductivity, and is 
commonly of the order of 5 to 10 feet at the frequencies used in short-wave communica- 
tion, and 50 or more feet at broadcast and lower frequencies (see Par. 4). Ава. 
result, the earth constants are not particularly sensitive to conditions existing at the 
very surface of the earth, as, for example, recent rainfall. The effective value of 
the earth constants tends to be substantially independent of frequency over a rela- 
tively wide frequency range. 

The constants of the earth may be measured in a variety of ways.! The most 
widely used method consists in determining a curve giving the surface-wave intensity 
as a function of distance from the transmitter. . A smooth curve is drawn to represent 
the experimental data as accurately as possible, and the earth constants are then 
chosen by trial and error so that the best agreement with Eq. (1) and Fig. 2 will b» 
obtained.. A second method involves measuring the tilt and polarization of the sar- 
face wave. А third method that has been used consists in taking samples of the earth 
and measuring their effective conductivities and dielectric constants. Finally, the 
earth constants may be deduced from a measurement of the reflection coefficient. It 
has been found that these various methods will give results that are in substantial 
agreement, provided that they are carefully followed out. | 


THE IONOSPHERE AND ITS EFFECT ON THE PROPAGATION OF RADIO 
WAVES? - 


7. The Ionosphere.—The term ionosphere refers to the ionized region that exists in 
the upper atmosphere, and that has an important influence on the propagation of radio 


1 An excellent discussion of various measuring methods is given by Feldman, loc. cit. See also 
R. Н. Barfield, Some Measurements of the Electrical Constants of the Ground at Short Wavelengths 
by the Wave-tilt Method, Jour. I.E.E., Vol. 75, p. 214, 1934; also, Wireless Section, Г.Е.Е., Vol. 9, 
p. 286, September, 1934; R. L. Smith-Rose, Electrical Measurements on Soil with Alternating Cur- 
rents, Jour, I.E.E., Vol. 75, р. 221, 1934; also, Wireless Section, I. E.E., Vol. 9, p. 293, September, 1934, 
? For summaries and bibliographies on wave propagation, the reader is referred to J. H. Dellinger, 
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waves. This ionized region extends from a lower limit of 50 to 80 km, upward as far 
as there is atmosphere to be ionized. The ionization results principally from the action 
of ultraviolet radiation from the sun, but the processes by which it is produced and 
maintained are obscured by the lack of precise knowledge of the composition, tempera- 
ture, etc., of the atmosphere at the levels involved. It can be said, however, that the 
atmospheric pressure in the ionosphere is extremely small, being little if any greater 
than that often found in а vacuum tube. Because of this, collisions between electrons 
and ions are relatively infrequent even in the lower part of the ionosphere; so recom- 
bination takes place only very slowly. The ionization produced in the daytime is also 
carried over into the night by some means, the details of which are at present uncertain. 

Because of the variation in chemical composition of the air with height, and because 
different gases differ in their ability to absorb solar radiation of different frequencies, 
there is a tendency for the ionization in the ionosphere to become stratified, so that the 
curve of electron density as a function of height commonly has several maxima, as 
shown in Fig. 27. There are two semipermanent ''layers" of this character, the E and 
the F or F layers, with a third designated as F, usually present in the daytime. The 


Relative 
ionization 





Fra. 27.—Schematic diagram drawn approximately to scale showing location of various 
ionosphere layers, approximate distribution of ionization, and typical path of a wave 
refracted from the Рз layer. 


height of a particular layer and the maximum electron density in the layer will vary 
at different times of the day and of the year as the result of variations in the composi- 
tion and temperature of the air at different heights, and of the radiation received from 
the sun. The distribution of ionization with height in a typical case is shown 
schematically in Fig. 27, in which three distinct layers are shown corresponding to 
typical daytime conditions. It will be noted that the ionization does not drop to 
zero between the layers, but merely has a value less than the maxima on either side. 

A radio wave entering the ionosphere from the earth has a tendency to be bent 
earthward, and if the conditions are favorable, the bending will be sufficient to cause 
the wave to return to earth as shown in Fig. 27. Upon striking the earth it will then 
be again reflected upward as shown. This action makes it possible to carry on radio 
communication over great distances in spite of the earth’s curvature. The wave that 
reaches these distant points as a result of the action of the ionosphere is termed the 
sky wave. 

8. Propagation of a Radio Wave in an Ionized Medium. Fundamental Mecha- 
nisms Involved.—When a radio wave enters the ionosphere the electric field of the wave 
exerts a force upon the electrons, setting them in vibration at the frequency of the 





The Role of the Ionosphere in Radio-wave Propagation, Trans. A.I. .E.E., Supplement, Vol. 58, p. 803, 
1939; S. В. Kirby, L. V. Berkner, and D. M. Stuart, Studies of the Ionosphere and Their Application 
to Radio Transmission, Proc. I.R.E., Vol. 22, p. 481, April, 1934; Karl K. Darrow, Analysis of the 
Ionosphere, Bell System Tech. Jour., Vol. 19, p. 455, July, 1940; G. W. Kenrick and G. W. Pickard, 
Summary of Progress in the Study of Radio Wave Propagation Phenomena, Proc. I.R.E., Vol. 18, 
p. 649, April, 1930; Bibliography on Radio Wave Phenomena and Measurement of Radio Field Inten- 
sity, Proc. I. E.E., Vol. 19, р. 1034, June, 1931; S. К. Mitra, “Report on the Present State of our Knowl- 
edge of the Ionosphere” (booklet), University of Calcutta, India, 1935; Н. В. Mimno, The Physics 
of the Ionosphere, Rev, Mod. Phys., Vol. 9, p. 1, January, 1937. А 
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wave.! Under conditions where the earth's magnetic field has negligible effect, this 
vibration is along a line parallel to the electric field of the wave. The velocity of 
vibration lags 90° behind the electric field, and is inversely proportional to the fre- 
quency. Since a moving electron represents a current, each electron set in vibration 
by the radio wave acts as a miniature parasitic antenna that absorbs energy from the 
wave and then reradiates this energy in a different phase. The net effect, after the 
phase difference between the original and reradiated fields is taken into account, is to 
bend the wave path away from the regions of high electron density toward regions of 
lower density. The magnitude of this effect varies with the amplitude of the electron 
vibration, and therefore becomes increasingly great as the wave frequency is lowered: 
The electrons in the ionosphere exist in the presence of the earth’s magnetic field. 
Such a magnetic field exerts a force on a moving electron that is proportional to the 
instantaneous velocity of the electron, and to the component of the magnetic field at 
right angles to the direction of motion. The direction of this force is at right angles 
to the direction of motion of the electron, and 
to the component of the magnetic field produc- High frequencies Critical frequency Low frequencies 
ing the deflecting force. The effect of the “ © е) 
earth's magnetic field at the higher radio fre- | () | 3 
quencies is to cause each electron to vibrate in e : 
an elliptical path, as shown at a or b in Fig. 28, 
with the major axis of the ellipse lying in the | 
direction of the electric field of the wave. The Fic, 28.—Paths followed by an 
: : H E . electron when vibrating under the 
ratio of minor axis to major axis increases 88 influence of a radio wave, in the 
the velocity with which the electron vibrates presence of the earth’s magnetic 
becomes greater, $.е., ав the frequency is re- field. To avoid confusion the paths 


К n К _ Гог the low-frequency cases represent 
duced. This trend continues until at a fre only a half cycle of the vibration that 


quency termed the gyro frequency and having proceeds cyclically. 
a value of approximately 1.4 mo, the electron 


vibrates in a spiral path as shown at c, in which the velocity becomes increasingly 
great. At still lower frequencies the electrons vibrate in loops as shown at d and e, 
commonly making several loops during each half cycle of the radio wave. 

It will be noted that in all cases where the magnetic field of the earth has an 
influence, the effect is to cause the vibrating electrons to have some motion at right 
angles to the direction of vibration that would exist in the absence of a magnetic field. 
The polarization of the fields reradiated by the vibrating electrons will hence differ 
from that of the passing wave, causing the polarization of the resultant wave to be 
affected by the presence of the earth’s magnetic field. This effect is maximum at the 
gyro frequency, but is present to some extent even for waves of much higher and much 
lower frequencies. 

The magnetic field, in addition to affecting the polarization, also causes a wave to 
be split into two components, which follow different paths, which have different phase 
velocities, differ in polarization effects, and suffer different attenuations. This is 
double refraction. 

An electron set in vibration by a passing radio wave will from time to time collide 
with a gas molecule. In such a collision, the kinetic energy that the electron has 
acquired from the radio wave is partly transferred to the gas molecule, and partly 
reradiated in the form of a disordered radio wave that contributes nothing to the 
transmission. The net result is therefore an absorption of energy from the passing 
wave. Therateat which energy is thus absorbed depends upon the gas pressure ($.е., 


1 The electric field of the wave also acts upon any ions that may be present, but because of their 
much heavier mass, the effects produced by the ions are relatively unimportant as compared with 
electrons, E т 
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upon the likelihood of the electron colliding with a gas molecule) and upon the average 
velocity of the vibrating electron (7.e., upon the average energy lost per collision). 

Refractive Index and Dielectric Constant of an Ionized Medium.—The path in the 
ionosphere followed by an electromagnetic wave depends upon the refractive index ш 
of the medium defined by? 


velocity of light . 


Refractive index = Be phase velocity of wave 


(30) 


The refractive index of an ionized medium when not influenced by the earth’s 
magnetic field, and under conditions where the loss of energy is negligible, is? 





— 
Refractive index, и = үу = V 1- tre N (32a) 
©) 
where Б = dielectric constant of ionized medium. 
e = electron charge, esu. 
m = electron mass, grams. 


w/2r = frequency. 
N = number of electrons per eu cm. 
Substituting values of e and m appropriate for electrons gives 


Refractive index = д = Vi — $i (33) 


where fie is the frequency in kilocycles. 

It will be noted that the presence of electrons causes the dielectric constant and the 
refractive index of the space to be less than unity. This results from the fact that the 
eurrent represented by the vibrating electrons lags 90? behind the electric field of 
the wave, and so subtracts from the capacitive displacement current due to the capac- 
ity of space. ; 


1 The phase velocity is determined by the rapidity with which the phase changes along the path of 
a wave, and is not to be confused with group or signal velocity. In the case of waves traveling in an 
ionized medium the phase velocity is greater than the velocity of light, and the corresponding refractive 
index is less than unity. The signal or group velocity represents the velocity with which the energy 
of the wave travels, rather than the rate at which the phase changes. The group velocity can be 
obtained by sending a short pulse of energy along a path of known distance and determining the time 
it takes the pulse to arrive at the receiving point. The group velocity cannot exceed the velocity of 
light, and may even approach zero in certain limiting cases. The phase and group velocities are related 
to each other by the equation 





Group velocity _ г 
Phase velocity = 1-2 do (81) 
? dw 


where о = 2xf and vis phase velocity. A good discussion of the relationship group and phase velocity 
is given by Karl K. Darrow, "Analysis of the Ionosphere," Bell System Tech. Jour., Vol. 19, p. 455, 
July, 1940. See also Par. 52, Sec. 3. 

2 This equation is derived by many authors. Thus see William С. Baker and Chester W. Rice, 
Refraction of Short Waves in the Upper Atmosphere, Trans. A.I.E.E., Vol. 45, p. 302, 1926; P. O. 
Pederson, Propagation of Radio Waves, G.E.C. Gad, Copenhagen, Denmark (in English). 

The refractive index is also sometimes written as 


4re?N 
В q: wm + a(4re?N) (820) 


where а is a constant that is assumed to have the value of zero in Eq, (32а), but is assigned the value 
0.33 by some writers. There is uncertainty as to which is the proper formula. For further discussion 
see Newbern Smith, Oblique-incidence Radio Transmission and the Lorentz Polarization Term, Jour. 
Research, Nat. Bur. Standards, Vol. 26, p. 105, February, 1941; H. G. Booker and L. V. Berkner, An 
Yonospheric Investigation Concerning the Lorentz Polarization Correction, Terr. Mag. and Atmos. 
Elec., Vol. 43, p. 427, December, 1938 
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When the action of the earth’s magnetic field is taken into account, the refractive 
index, assuming negligible loss, is given by the relation! 


jl — (34) 
2a — 2a - (2) F E toe = B Va г: s + 4yr? | 








то? 
Av Ne 
по Hit 
2i. mc 
Үр “aa Ме?" 
A те 
Nur 
YT = т Nee 
Нь = magnetic field in direction of propagation in gauss. 
Hr = magnetic field at right angles to direction of propagation. 
с = 8 X 10% = velocity of light, cm per sec. 
The remaining notation is the same as in Eq. (32a). The double sign in Eq. (34) 
means that there are now two values of the refractive index. The index corresponding 
to the upper sign is nearer the value given by Eq. (32a) in the absence of a magnetic 
field and gives rise to the ordinary ray, discussed below, while the other sign represents 
the refractive index associated with the extraordinary ray. 

Energy absorption, in the ionosphere reduces the effect of the electrons since the 
collisions that give rise to the loss interfere with the: motion of the electrons. Аз a 
consequence, absorption causes the refractive index and the dielectric constant to have 
values closer to unity than would otherwise be the case. When the magnetic field of 
the earth is neglected, one has? 

1 
c9 
[^] 


* _ alk! AE mo? ` 
Refractive index = V5 + 4 + ( m ) (36) 


where Ak = 81N /fi.? is the amount by which the refractive index is less than unity in 
the absence of losses, v is the number of collisions per second that an electron makes 
with the gas molecules, с is the conductivity of the ionosphere in emu, and the remain- 
ing notation is as used. above. The quantities v and с are discussed in detail below. 
It will be noted that energy loss has little effect ifv < < w; i.e., if there are appreciably 
less than 2r collisions per cycle between electrons and gas molecules, while if v > > в, 
then the dielectric constant and refractive index both approach unity. 

When the effect of the earth's magnetic field is included, the formulas for refrac- 
tive indexes and dielectric constant become quite involved when losses are taken into 
account.? However, the qualitative effect is similar to the case where the magnetic 
effects are ignored; t.e., the losses make the refractive indexes and the dielectric 
constants have a value closer to unity than in the absence of losses, and this tendency 
is large or small according to whether v/w is appreciably more or less than unity. 


where а = 


Dielectric constant of ionosphere = k^ = 1 — Ak (85) 





1 E, V. Appleton, Wireless Studies of the Ionosphere, Jour. Г.Е.Е., Vol. 71, p. 642, 1932; also, Wire- 
less Section I. E.E., Vol. 7, p. 257, September 1932; В. S. Kirby, L. V. Berkner, and D. M. Stuart, Studies 
of the Ionosphere and their Application to Radio Transmission, Proc. I.R.E., Vol. 22, р. 481, April, 1934. 

2 For derivations, see Baker and Rice, loc. cit., or Pederson, loc. cit. 

з The complete formula is given by Appleton, loc. cit. 
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Energy Absorption in the Ionosphere.—The ionosphere absorbs energy from waves 
passing through it as a result of collisions between the vibrating electrons and gas 
molecules. This action causes the ionosphere to act with respect to the radio wave as 
a medium having a certain conductivity о. This conductivity will have a value 
proportional to the average number of collisions between electrons and gas molecules 
per second, and will be greater the higher the average velocity possessed by the 
vibrating electrons. To the extent that the effects of the earth’s magnetic field can 
be neglected one has! 


e v 1 


о = № notog Х 109 


(37) 
where с = conductivity, emu. 
.е = electronic charge, esu. 
m = electron mass, grams. 
v = number of collisions per second that an electron makes with the gas 
molecules. 
w/2r = frequency. 
For electrons e?/m = 2.81 X 107%, 

The contribution made by a single electron to the ionosphere conductivity is maxi- 
mum when о equals v, $.е., when there are 2r collisions per cycle. The number of 
collisions per second is determined by the thermal-agitation velocity of the electrons, 
and by the gas pressure. It is independent of the frequency or amplitude of the radio 
wave. The value of v is a function of height. Assuming atmospheric pressures 
given by Chapman and Milne,? and an electron “temperature” of 6000°K, v is given in 
Table 2. When the distribution of electrons with height is taken into account, it is 
found that because the electron density drops off very rapidly below 80 km, the maxi- 
mum conductivity occurs in the ionosphere at heights of the order of 60 to 80 km for 
all ordinary frequencies. This is at the lower edge of the ionosphere. Losses well up 
in the ionosphere are smaller because even though the electron density is high, the gas 
pressure is enormously low. 












TABLE 2 
Molecular Electron colli- 
Pressure, dynes |Number of mole- hean free : 
path, | sion frequency 
per sq em cules per cu em im , per Bec 
0 1.01 x 105 2.7 X 10° 9. X10 9.5 х 10% 
12 1.92 x 105 6.5 X 10:8 4. X105 2.1 X 101 
20 5.53 X 104 1.9 х 1015 1. X107 8.5 X 1019 
40 2.55 X 108 8.6 X 1015 3. x10; 2.8 X 10? 
60 1.24 X 10? 4.2 X 10% 6. x107 1.4 X 108 
80 6.27 2.1 x 1014 1.0 8.5 X 10° 
100 0.363 1.2 x 108 20. 4.3 X 105 
150 1.49 x 107? 5.0 x 10: 500. 1.7 X 104 
200 5.62 X 107? 1.8 x 101 1,000. 8.5 X 10? 
300 6.99 X 107* 2.4 X 100 1 xX 104 8.5 X 10? 
400 1.05 X 107* 3.6 X 10? 7 X10: 1.2 x 10? 
600 2.59 х 1079 8.8 х 107 3 х 10 2.8 
800 7.97 X 10-8 2.7 X 109 9 x10; 0.95 
1,000 2.92 х 10? 9:9 X 104 з x10? 2.8 X 1073 








1 For derivation, see Baker and Rice, loc. cù., or Pederson, loc. cit; 
? See 8. Chapman and E. A. Milne, Quart. Jour. Roy. Met. Soc., Vol. 46, p. 357, 1920. 
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Hence practically all the absorption that a wave suffers as a result of the ionosphere occurs 
where the wave enters and leaves the ionosphere. 

The conductivity of the ionosphere is affected by the presence of the earth’s 
magnetic field, since the magnetic field modifies the average velocity with which the 
electrons vibrate under the influence of the radio wave. At frequencies considerably 
higher than the gyro frequency, the mean velocity of the vibrating electron is only 
very slightly affected by the earth’s magnetic field, with resulting negligible influence 
on the conductivity. However, at frequencies in the vicinity of the gyro frequency, 
the average velocity with which an electron vibrates is increased as a result of 
the presence of the earth’s magnetic field, and the conductivity becomes high. 
Such frequencies accordingly tend to be more strongly absorbed by the ionosphere 
than either higher or lower frequencies. At frequencies much lower than the 
gyro frequency, the action of the earth’s magnetic field.is to reduce the average 
velocity of the vibrating electrons to a value less than that which would be obtained 
in the absence of a magnetic field, and this trend becomes more pronounced the lower 
the frequency. The result is that at the lower frequencies the earth’s magnetic field 
reduces the conductivity to values less than given by Eq. (37). The exact expression 
for conductivity is too cumbersome to be given here.! 

A wave traveling a distance d through a portion of the ionosphere having a con- 
ductivity с will be attenuated according to the law 


E -e i (38) 
where E, = initial amplitude of the wave. 
Е, = amplitude of wave after traveling a distance l. 
a = attenuation constant. 
2 = distance in same units of length as a. 
The attenuation constant is? 








«=-®в Nm [a-mi -w (39) 


where k’ is given by Eq. (35) and c is the velocity of light in the same units asl. The 
total attenuation fo dl that a wave suffers in the ionosphere can be calculated from 
Eq. (39) if v and the electron density N are known as a function of height А, remember- 
ing that. dl/dh depends on the angle of the wave path with the horizontal. In the 
important special case of a section of the ionosphere where the frequency is much less 
than the critical frequency and w > > v, Eq. (39) reduces to 


= 2ro > 2re*Nv 
ck! с A k'mo 


The notation is the same as in Eqs. (35), (37), and (39). Equation (40) indicates that 
the energy loss of a high-frequency wave in traversing the lower part of the ionosphere 
(where most of the loss tends to occur) is inversely proportional to the square of the 
frequency. 

Wave Path in the Ionosphere.*— The actual path that a radio wave follows in the 
ionosphere is controlled by the refractive index и. Variation in the index along the 





(40) 


1Tt is given by Appleton, loc. cit. 

2 For derivation, see Baker and Rice, loc. cit. 

.3 This discussion assumes that the change in refractive index in a distance corresponding to one 
* wave length is negligibly small. If this is not true, reflections take place as discussed below, 
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path causes the wave to follow a curved path such that 


1 _ ldu 
Radius of curvature — р ds (41) 
-Here s is distance in the direction normal to that which the wave is following, and the 
curvature is away from the region of high refractive index toward the region of lower 
index. It will be noted that the rate of curvature of the path is greatest when the 
refractive index varies most rapidly, and that the path becomes a straight line when 
the refractive index is constant. The differential equation of the path can be derived 
from Eq. (41), and is! 

For short distances such that the earth curvature can be neglected: 


" (e)-Earth curvature (b tarth curvature taken cos В dz 
5 neglected = 


ration dz = 





(42a) 


Vn? — сов? B 


of For distances great enough that 


Кепе: the earth’s curvature must be taken 
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Fie. 29.— Diagrams illustrating notation of 10 = pa (42b) 
Bas. (42a) and (42b). riy! — rj? cos? B 


where 8 — angle of incidence of wave entering ionosphere. 
p = refractive index of ionosphere, and is a function only of z. 
2 = height of ray above lower edge of ionosphere. 
az = distance parallel to earth’s surface, measured from the point at REB wave 
enters ionized region. 
9 — polar angle (in radians) intercepted by wave path. 
т = distance from wave to center of earth. 
ті = distance from lower edge of ionosphere to center of earth. 
This notation is shown in Fig. 29. 

In making use of Eqs. (42a) and (42b) it is to be noted that with small angles of 
‘incidence, the angle 5 between the wave path and the surface of the earth differs from 
the angle of incidence 8 at the ionosphere because of the curvature of the earth. The 
relationship is - 


cos 6 


7 


To 


сов В = 





(43) 


where В and à = angles illustrated in Fig. 30. 
h = height of the lower edge of ionosphere above earth. 
то = radius of earth in same units of length as used to express height. 
The relationship expressed by Eq. (43) is shown in Fig. 31 for small and moderate 
values of à. At large values of ô one can normally assume В & ô. 
The total angle through which a wave that has entered the ionosphere is deflected 
can be obtained according to Snell’s law by the relation 


cos В = р COS а (44) 


1 Derivations of wave path equations are given by many authors. Thus see Baker and Rice, Loc. cit., 
Pedersen, loc. cit. (p. 171), or G. W. Kenrick and C. K. Jen, Measurements of the Height of the Ken- 
nelly-Heaviside Layer, Proc. I.R.E., Vol. 17, p. 74, April, 1929. ` 
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where a and £ are the angles of refraction and incidence, respectively, as shown in Fig. 
32, and д is the refractive index at the point where o is observed. This relationship 
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Fig. 30.—Diagram illustrating notation of Eq. (43). 
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6 
Ета. 31.—Relation of angle of incidence 8 at the ionosphere to the angle of incidence 6 at 
which the wave leaves the earth, for different ionosphere heights. 


is independent of the way in which the refractive index varies between the lower edge 
of the ionosphere and the point of observation. 
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The special case of Eq. (44), where о = 0, is of particular importance, since this 
corresponds to the condition that must exist at the highest point in the path of a wave 
that is bent back to earth. "The refractive index required to bend back to earth a wave 
entering the ionosphere with an angle 8 is 


и = cos В (45) 


With vertical incidence 8 = 90°, and the wave will penetrate the ionized region until it 
„~ reaches a point where the refractive index is 
+ Zero. 

When the action of the earth's magnetic 
field causes the ionosphere to have two refrac- 
tive indexes, the wave that enters the iono- 
Sphere splits. One part follows the path 
called for by one index, the other the path 
corresponding to the second index. These 
two waves are propagated with different phase 
velocities, different polarization changes, and 
different absorptions. The one behaving 
Fre. 32.—Diagram illustrating nota- most nearly as though the magnetic field were 

tion of Eq. (44). absent is termed the ordinary ray, since its 

characteristics are not much affected by the 

presence of the magnetic field. The other ray is termed the extraordinary ray, and 

in general suffers the greater attenuation. The paths followed by the two rays in the 

ionosphere are not greatly different except where one or the other of the rays is just 

barely returned to earth (or just fails to be returned) by the maximum electron 
density of one of the ionosphere layers.: 

Virtual Height.—The virtual height is the height h shown in Fig. 33 that a wave 
would reach if it traveled in a straight line through the ionosphere and was then 
reflected as though from a mirrorlike 
surface. The virtual height is the 
height calculated on the basis of the 
angles at which the wave leaves and 
returns to the earth. It is also the 
height obtained from pulse measure- 
ments, since the length of time it 
requires a wave traveling with the 
velocity of light to cover the triangular 
path TAR in Fig. 33 is the same time 








/ 
taken by the wave to travel the actual Transmitter ч Receiver | 
path TBR. This is so because al- В angle of incidence 
though the path TBR is shorter, the Fie. 33.—Diagram showing actual path 


group velocity in the ionosphere is just TBR followed by a wave and the equivalent 
enough less than the velocity of light Чело path DAT used to define the. уга] 
to make up for the shorter distance. 

The actual height of a layer, and also the electron distribution within a layer, can 
be determined with reasonably good accuracy by assuming that the electron distribu- 
tion is parabolic with height. If f. is the critical frequency of the layer, then at a 
frequency 0 834 f. the virtual height is the actual height of the layer. Also, the dif- 

1 A comprehensive discussion of the effects produced by the earth's magnetic field is given by Н. У. 


Nichols and J. C. Schelleng, Propagation of Electric Waves over the Earth, Bell System Tech. Jour., 
Vol. 4, p. 215, April, 1925. 
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ference between this height and the virtual height at 0.648 f. (or at 0.925 f.) is half the 
thickness of the layer.! | 

Critical Frequencies.—The maximum electron density of an ionosphere layer is 
commonly expressed in terms of the critical frequency. This is the highest frequency 
that the layer can return to earth when the ray enters the ionosphere with vertical 
incidence. The critical frequency corresponds to a refractive index of zero at the 
point of maximum electron density in the layer [see Eq. (45)], so that this density 
can be determined from measurements of critical frequency. 

When the earth’s magnetic field can be neglected, then for negligible attenuation 
at the center of the layer, one has? 


Critical frequency, kilocycles = f. = 9 4/N (46) 


When the magnetic field of the earth is taken into account there are two critical fre- 
quencies, ў. and f.*, corresponding to the ordinary and extraordinary rays. The 
critical frequency ў. for the ordinary ray is exactly the same as given by Eq. (46) 
when the magnetic field is neglected. The critical frequency, f", is related to the 
critical frequency f,’ and the gyrofrequency fu = Не/2ттс, by the equation 
fo = fefe + Ўн) ; (47) 
The value of f,” is always more than f.°, and at high frequencies the difference, f,* — f, 
approaches fa/2, or about 730 Кс for Н = 0.52 gauss. 
Reflection of Radio Waves by the Ionosphere.—When the change in refractive index in 
a distance corresponding to a wave length 
is not negligibly small, then reflection as 







well as refraction takes place. ‘This situa- lenesphere| ———————— 7 —— 7 

1 : В ; _ divided into 

tion occurs at the lower radio frequencies qi ata |—————-—— GES СКРЕНЕ 

where the distance represented by a wave Bhs tt ING СНИ 

length is large, and it also can occur even at Lower edge” 

relatively high radio frequencies as a result Incident- 

of electron clouds having very sharply de- wave 

fined edges. Such clouds are frequently Fie. 34.—Diagram illustrating 

present in the E layer, and account for the method of determining reflection in the 

sporadic E-layer reflections ionosphere by assuming that the iono- 

я lie i he behavi sphere is divided into a succession of thin 

Analysis of the ionosphere behavior un- layers. 


der these conditions is carried out by divid- 

ing the ionosphere into a number of horizontally stratified layers, lying one above 
another, shown in Fig. 34.3 Each layer is assumed to have a thickness appreciably 
smaller than a wave length, and is assigned a conductivity and a dielectric constant 
corresponding to the values that exist at the center of the layer. A wave reaching the 
interface between two such hypothetical layers experiences an abrupt change in the 
refractive index that produces a partial reflection. The angle of the reflected wave 
equals the angle of the incident wave, and the relative magnitude of the reflected wave 
can be expressed in terms of the reflection coefficient calculated with the aid of Eq. (27), 
provided that values of dielectric constant and conductivity appropriate to the layers 
involved are used. 

+ These relations, as well as others of a similar character, together with discussions on how to check 
the validity of the parabolic assumption, and how to correct for the effect of lower layers when these 
introduce errors, are given by Н. С. Booker and В. L. Seaton, Relation between Actual and Virtual Iono- 
sphere Height, Phys. Rev., Vol. 57, p. 87, Jan. 15, 1940. 

2 When the constant a appearing in Eq. (32b) is taken as 0.33, the effect is to make the electron den- 
sity М corresponding to a given critical frequency about 34 times as great as otherwise. 

з Shogo Namba, General Theory on the Propagation of Radio Waves in the Ionized Layer of the 
Upper Atmosphere, Proc. I.R.E., Vol. 21, p. 238, February, 1933. 


4 А general formula for reflection covering the case where the conductivity can be neglected has been 
developed by Lord Rayleigh, On the Propagation of Waves through a Stratified Medium with Special 
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9. Normal Characteristics of the Ionosphere. Normal Structure of the Ionosphere 
and Its Specification..—The electron distribution in the ionosphere has the general 
character illustrated in Fig. 27, and is normally characterized by maxima, termed 
“layers,” which are designated by letters such as E, F, etc. There are two such layers 
having a permanent existence. The lower is termed the E layer; the upper is desig- 
nated by F at night and P; in the daytime. In the day there is also usually an inter- 
mediate layer, the F, layer, that appears in early morning, persists throughout the 
day, and then fades out at night. Other layers have been reported by some investi- 
gators, of which the most important is the D layer, which lies below the Е layer at а 
height of about 60 km and probably has an influence on daytime broadcast signals at 
considerable distances.3 Very little is known about these other layers, beyond the 
fact that they are present only part of the time and are much less important than the E 
and F layers in returning the radio waves to earth. 

These layers in the ionosphere are described in terms of their critical frequencies 
and virtual heights. Тһе critical frequency is a direct measure of the maximum elec- 
tron density of the layer. The virtual height is an indication of the height at which 
maximum electron density occurs.. The virtual height is greater than the true height, 
but the distribution of ionization is such that the virtual height at frequencies con- 
siderably less than the critical frequency of the layer is very close to the true height. 

Regular Variations of the Ionosphere with Time of Day and Time of Year.—The 
critical frequencies and virtual heights of the various ionosphere layers have diurnal 
and seasonal characteristics as shown in Fig. 35.3 These curves represent monthly 
averages, and individual days can accordingly be expected to deviate from them to 
some extent. The Е layer maintains a substantially constant virtual height of between 
110 and 120 km throughout the day, and from season to season. The critical fre- 
quency of the E layer has, however, a regular diurnal and seasonal variation. During 
the day it varies synchronously with the altitude of the sun, with the daily maximum 
occurring at noon. The diurnal maximum is also greater in summer than in winter, 
i.e., is greater when the zenith angle of the sun at noon increases. This critical fre- 
quency fr follows very closely the law 





Reference to the Question of Reflection, ‘Collected Works,” Vol. УТ, p. 80 (Eq. 5). The result unfor- 
tunately involves integrations that can be carried out only in special cases, however, Several assumed 
laws of variation of the refractive index that can be handled analytically are discussed by T. R. Gilli- 
land, G. W. Kenrick, and K. A. Norton, Investigations of Kennelly-Heaviside Layer Heights for Fre- 
quencies between 1600 and 8650 Kilocycles per Second, Proc. I.R.E., Vol. 20, p. 286, February, 1932. 
` 1 The literature giving experimentally determined characteristics of the ionosphere is almost limit- 
less, For those who wish to follow this subject further, attention is called to the Reports of High-fre- 
quency Radio Transmission Conditions that appear monthly in Proc. I.E.É. Reference is also to be. 
made to the following articles, all of a summary character, which are recommended for one wishing to 
start on the literature that is available: J. H. Dellinger, The Role of the Ionosphere in Radio-wave 
Propagation, Trans. A.I.E.E., Supplement, Vol. 58, p. 803, 1939; Karl K. Darrow, Analysis of the Iono- 
sphere, Bell System Tech. Jour., Vol. 19, p. 455, July, 1940; L. V. Berkner and Н. W. Wells, Report of Iono- 
sphere Investigations at the Huancayo Magnetic Observatory (Peru) during 1933, Proc. I.R.H., Vol. 22, 
p. 1102, September, 1934; S. S. Kirby and E. B. Judson, Recent Studies of the Ionosphere, Proc. I.R.E., 
Vol. 23, p. 733, July, 1935; 8. 8. Kirby, L. V. Berkner, and D. M. Stuart, Studies of the Ionosphere and 
Their Application to Radio Transmission, Proc. I.R.E., Vol. 22, p. 481, April, 1934; J. P. Schafer and 
'W. M. Goodall, Diurnal and Seasonal Variations in the Ionosphere during the Years 1933 and 1934, 
Proc. I.R.E., Vol. 23, p. 670, June, 1935; T. В. Gilliland, S. В. Kirby, М. Smith, and В. E. Reymer, 
Characteristics of the Ionosphere and Their Application to Radio Transmission, Proc. I.R.E., Vol. 25, 
p. 823, July, 1937; N. Smith. Т. В. Gilliland, and S. S. Kirby, Trends of Characteristics of the Iono- 
sphere for Half a Sunspot Cycle, Jour. Research Nat. Bur. Standards, Vol. 21, p. 835, December, 1938. 

2 Зее 8. К. Mitra and P. Syam, Nature, Vol. 135, p. 953, 1935; В. C. Colwell and A. W. Friend, 
Nature, Vol. 137, p. 782, 1936; J. H. Piddington, The Scattering of Radio Waves in the Lower and Mid- 
dle Atmosphere, Proc. I.R.E., Vol. 27, p. 753, December, 1939. 

з The Я layer ordinarily returns only the ordinary ray, but the F, Ёз, and Ёз layers commonly return 
the extraordinary ray as well as the ordinary ray, and so have two slightly different critical frequencies, 
the higher being for the extraordinary ray. 

The critical frequencies under these conditions are designated as fz°, раз, etc., where the subscript 
denotes the layer involved and the superscript indicates the type of ray. : 


Par. 9] PROPAGATION OF RADIO WAVES 721 


Critical frequency fz) — v— 

of E layer =Rv cony (48) 
where y is the zenith angle of the sun and depends upon the time of day and the season 
of the year and K is a factor determined by the intensity of solar radiation, which 
varies in a random way but has no relationship to time of day or season of the year. 
The relation expressed by Eq. (48) holds within fairly close limits during the daylight 
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Ета. 35.—Monthly averages of critical frequencies and virtual heights as a function of 
_time of day for winter and summer and for two parts of the 11-year sunspot cycle. These 
results were obtained at Washington, D.C. 
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hours, provided that у is not too close to 90°. The relationship expressed by Eq. (48) 
indicates that the daytime ionization of the E layer is produced by ultraviolet or 
similar radiation from the sun, and that the recombination rate is relatively rapid. At 
night the critical frequency of the E layer is below one megacycle, and scarcely any: 
experimental data are available giving exact values to be expected. 

The F layer exists only in the daytime and has a virtual height of the order of 
225 km during the middle of the day, a value that is rather consistently maintained 
from season to season. The critical frequency of the F; layer has a diurnal variation 
similar in character to that of the E layer, with the maximum value occurring at noon 


120 and with winter values usually being less 
than summer values. The close relation- 
100 ш ship between critical frequency and 


zenith angle represented by Eq. (48) for 
the E layer does not exist for the F layer, 
however. The F; layer is always present 
in the summer, but does not necessarily 
exist during the winter days, particularly 
during the more active part of the 11-year 
solar cycle. 

The Р layer varies greatly in both 
virtual height and critical frequency dur- 
ing the day, and from season to season. 
The virtual height in the summer range: 
from 300 to 400 km, while in winter the 
virtual height may be as low as 225 km. 
The critical frequency of the P; layer is 
much higher in winter than in summer.! 
In winter the maximum critical frequency 
tends to occur around noon, while the 
maximum is in the late afternoon in 
summer, 

Around sunset the F, layer disappears, 
‘but the Ез layer continues through the 
night, when it is designated as the F 
30 layer. During the period of darkness the 

1930 1931 1932 1933 1934 1935 1936 1937 1938 height of this layer averages about 300 

Fic. 36.—Comparison of annual aver- km. After sunset, the critical frequency 
ages of critical frequencies and sunspot drops off rapidly from the daytime Fz 
numbers, value, and reaches a minimum between 
midnight and sunrise. The minimum value of the night critical frequency is some- 
what lower in the winter than in summer. : 

Year-to-year Variations in the Ionosphere.—The virtual heights of the various layers 
of the ionosphere do not vary appreciably from year to year (see Fig. 35). However, 
the critical frequencies show long-time variations that follow closely the 11-year cycle 
of the sun ultraviolet radiations (sometimes termed the ll-year sunspot cycle). 
"There is a progressive increase in the critical frequencies of the various layers as the 
sunspot cycle advances, and yearly averages of critical frequencies and sunspot num- 
bers show very close correlation (Fig. 36). There is also a definite relation between 


Sunspot Number 











Critical Frequencies in Mc/s 











1 Monthly averages of critical frequency of the Р: layer show definite correlation with the character 
figure for central zone calcium Яосеші of the sun, and some but less pronounced relation with sunspot, 
numbers. See W. M. Goodall, The Solar Cycle and the Fz Region of the Ionosphere, Proc. I.R.E., Vol. 
27, p. 701, November, 1939. 
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monthly averages of sunspot numbers, and of critical frequencies for the E layer (Fig. 
37), provided that the H-layer critical frequencies are corrected by Eq. (48) to take 
into account the seasonal variations in the zenith angle of the sun. 

Another year-to-year effect of importance is that as the solar cycle advances, there 
is a tendency for the daytime F layer to fail to appear in the winter. 

Ionosphere Variations with Latitude and Longitude.—The discussion of normal 
ionosphere characteristics given above is based mainly on results obtained in the 
vicinity of Washington, D.C., where the latitude is 39 degrees north. Scattering 
results obtained at other locations in the Northern Hemisphere indicate that longitude 
has relatively little effect, and that curves of ionosphere characteristics plotted as a 
function of local sun time are very much the same, irrespective of longitude. 

Latitude, however, is quite important, since the varying angle of incidence of solar 
radiation with latitude leads to greater ionization in equatorial regions as compared 
with polar regions. Measurements taken near the equator indicate that the average 
eritical frequencies are somewhat higher and the average virtual height somewhat 
lower than at Washington, D.C. There is also very little seasonal variation near the 
equator. In contrast with this, measurements taken at latitude 70 degrees north 
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Fic. 37.— Correlation between monthly averages of sunspot numbers and of the E-layer 
critical frequency for one-half of a solar rotation. 


show lower average critical frequencies and greater variations with season than are 
present at Washington, D.C. Results obtained in the Southern Hemisphere, except 
for the Fz layer, are in general similar to those for the Northern Hemisphere when the 
reversal of seasons is taken into account. “With the Р layer, however, the action is the 
same in both hemispheres (i.e., there is no reversal of the seasons). 

10. Abnormal Ionosphere Behavior.—While the characteristics discussed in Par. 9 
are those normally observed, the ionosphere under certain conditions exhibits irregu- 
larities of various types, as discussed below. 

Sporadic E-layer Reflections Waves are sometimes returned to earth by the E 
layer at frequencies greater than the critical frequency of the layer.! These are 
termed sporadic E-layer reflections and are thought to be the result of partial reflec- 
tions from a sharp boundary of stratified ionization, according to the mechanism dis- 
cussed in connection with Fig. 34. These reflections are apparently the result of 
electron (or ion) clouds or patches in the E layer, which have very sharp boundaries. 
'These clouds drift through space, with the result that the reflections come and go; 
hence the term “sporadic.” The clouds may range from one kilometer across to 
several hundred kilometers in extent. Sporadic H-layer reflections occur most com- 
monly in the summer, particularly at night, but are found to some extent at any time 
of day or night and occasionally at all seasons. Sporadic E-layer reflections tend to 
be more frequent during the active part of the sunspot cycle, but the correlation is not 
very close, and neither is the occurrence of these reflections correlated with other types 


1 The critical frequency is defined here as the frequency at which waves are just barely returned from 
the layer, with a large virtual height as the frequency is increased. This frequency is quite sharply 
defined, whereas the sporadic E reflections are not critical with frequency. 
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9f ionosphere irregularities. "There is some evidence that sporadic reflections are more 
common at high latitudes than at the equator. 

Sporadic E-layer reflections tend to be less intense the higher the frequency, but 
under special circumstances it is possible to observe sporadic #-layer reflections with 
vertical incidence at frequencies up to about 12 megacycles. Under these conditions, 
and because of the low height of the E layer, it is possible to obtain long-distance sky- 
wave communication at frequencies as high as 60 megacycles. This frequency is 
about twice as high as can be returned from any of the layers by normal refraction 
processes, even when the angle of incidence at the ionosphere has the lowest value 
possible in view of the curvature of the earth and the layer height. 

Sudden Ionosphere Disturbances—Fade-outs.2—Sky-wave signals sometimes sud- 
denly disappear. This phenomenon, often termed the Dellinger effect, is the result of a 
burst of ionizing radiation from a solar eruption on the sun that causes a sudden 
abnormal increase in the ionization of the portion of the ionosphere below the Е layer. 
This results in a great increase in the absorption that waves undergo in entering and 
leaving the ionized region. Such a radio fade-out is usually complete within less than 
a minute, and lasts from ten minutes to several hours. The effect occurs simul- 
taneously throughout the portion of the earth illuminated by the sun, and does not 
occur at night. The action of a fade-out is more intense, and the duration longer, the 
lower the frequency, at least for frequencies above 1,500 kc. The intensity of the dis- 
turbance tends to be greatest in the region where the sun’s radiation is perpendicular, 
_ie., is greater at noon than at other times of day, and greater at the equator than at 
higher latitudes. 
| There is no seasonal variation in the occurrence of radio fade-outs, but there is 

apparently a tendency for such fade-outs to be more numerous in those years char- 
acterized by high sunspot numbers. 

Radio fade-outs occur only when there is a solar eruption as observed with the aid 
of a telescope. The converse does not necessarily follow, however, since most solar 
eruptions fail to produce even a mild radio fade-out. | 

Prolonged Periods of Low-layer Absorpiion.— This phenomenon is similar in all 
respects to the sudden ionosphere disturbances associated with radio fade-outs except 
that the beginning as well as the recovery is gradual, and the duration is much longer, 
commonly several hours. Also the diminution in intensity of the sky wave is generally 
less severe than. in the more intense fade-outs, although sometimes the waves are 
completely absorbed. 

It appears that low-layer absorption arises from the same sort of ionizing radiation 
from the sun that accounts for the radio fade-outs, but is the result of a great outpour- 
ing of such radiation extending over a period of time rather than from a sudden burst. 

Periods of low-layer absorption occur only in daytime, and are most intense for the 
radio waves of medium high frequency. They frequently occur during periods when 
radio fade-outs are numerous. 

Ionosphere Storms.*—An ionosphere storm is characterized by poor radio trans- 
mission at frequencies above 500 ke, lasts for one or more days, and is usually accom- 


1L. V. Berkner and Н. W. Wells, Abnormal Ionization of the E-region of the Ionosphere, Terr. Mag. 
and Atmoa. Elec., March, 1937. 

2J. Н. Dellinger, Sudden Disturbances of the Ionosphere, Proc. I.R.E., Vol. 25, p. 1253; October, 
1937; L. V. Berkner and H. W. Wells, Study of Radio Fade-outs, Terr. Mag. and Atmos. Elec., June, 
1937; L. V. Berkner, Concerning the Nature of Radio Fade-out, Phys. Rev., Vol. 55, p. 536, Mar. 15, 
1939. . 
3 T. В. Gilliland, В. S. Kirby, М. Smith, and S. E. Reymer, Characteristics of the Ionosphere at 
Washington, D.C., December, 1937, Proc. I.R.E., Vol. 26, p. 236, February, 1938. 

АТ. В. Gilliland, S. 8. Kirby, and N. Smith, Characteristics of the Ionosphere at Washington, D.C., 
June, 1938, Proc. I.R.E., Vol. 26, p. 1033, August, 1938. 
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panied by a magnetic storm.! An ionosphere storm begins with a turbulent phase, 
which consists of a violent turbulence of the entire ionosphere in the auroral zone. 
This causes the normal stratification of the ionosphere to be destroyed, with the pro- 
duction of small clouds of ionization that move in anirregularmanner. The turbulent 
period is followed by a moderate phase, in which the effects initiated in the auroral 
zone gradually extend to much lower latitudes by expansion and diffusion of the higher 
F regions. The ionosphere then gradually returns to normal after a period that in 
severe cases may be several days. 

During the turbulent phase of an ionosphere storm, layers with definite virtual 
heights and critical frequencies tend to disappear. During the moderate phase that 
follows, the virtual heights are abnormally great, and the critical frequencies unusually 
low, particularly for the F and F2layers. There is also a tendency for the absorption 
to be greater than normal. 

The effects of ionosphere storms are greater near the polar regions and become 
negligible at the equator. The turbulent phase is usually confined to within about 20? 
of the magnetic poles, and even in the case of very severe storms does not extend 
beyond about 50? from the magnetic pole. The moderate phase is the one normally 
observed in temperate latitudes, and lags some hours behind the initial severe dis- 
turbances observed in the polar areas. Unlike radio fade-outs and periods of low- 
layer absorption, ionosphere storms may occur at night as wellasinthedaytime. The 
frequency with which ionosphere storms occur correlates reasonably closely with solar 
activity, and so follows the 11-year solar cycle as do sunspots, the index for magnetic 
character of the days, etc. 

11. Methods of Ionosphere Investigation. Pulse Method.*—In this method short 
wave trains lasting perhaps 10~ seconds are transmitted. A receiver located in the 
immediate vicinity of the transmitter (commonly only a few feet away) is then used to 
pick up the transmitted waves and any wave trains returned from the ionosphere. 
The output of the receiver is applied to some form of oscillograph, usually a cathode- 
ray tube but in some cases a magnetic oscillograph, and the oscillograph is provided 
with a time axis that is synchronized with the pulses sent out by the transmitter, 
usually by controlling both the time axis and the transmitted pulses from the same 
60-cycle power source. 

When the time axis is horizontal, and the received signals produce vertical deflec- 
tion, the oscillogram obtained has the character shown in Fig. 38a. The first received 
pulse represents the transmitted wave train, while the second is a wave train that 
has traveled up to the ionosphere and been refracted back to earth. The time interval 
between these two pulses is a measure of the path length and determines the virtual 
height of the layer. Additional pulses, when present, represent either waves returned 
from higher layers or waves that have made more than one round trip between earth 
and the first layer. When the received record is to be photographed continuously it 
is desirable to modify the preceding arrangement by biasing the control electrode ot 
the cathode-ray oscillograph tube just enough negatively to turn off the light spot, 
and then superimposing the output of the receiver upon this bias.? By proper 
arrangement of polarities, an incoming pulse will turn the spot on, giving a pattern 
such as is illustrated in Fig. 38b. In such an arrangement it is very convenient to 


1 At frequencies below 500 Кс an ionosphere storm may improve radio transmission. 

It is frequently said that radio reception of short waves is poor when there is a magnetic storm. 
This is a result of the close connection between ionosphere and magnetic storms. 

2 This method was first proposed by G. Breit and M. Tuve, A Test of the Existence of the Conduct- 
ing Layer, Phys. Rev., Vol. 28, p. 554, September, 1926. 

3 The first use of this general method was by L. C. Verman, 8. T. Char, and Aijaz Mohammed, Con- 
tinuous Recording of Retardation and Intensity of Echoes from the Ionosphere, Proc. I.R.E., Vol. 22, 
p. 906, July, 1934. р 3 
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superimpose upon the control electrode bias, very short positive pulses having a 
frequency of 3,000 cycles, synchronized with the timing wave of the oscillograph. 
This will cause spots to appear at intervals along the time (or height) axis representing 
50 km of virtual height, and so automatically will calibrate the height scale. 


Ground First sky / Additional sky 
waves, Wave pulse Ра wave pulse 
A aE 


Time —— 
(a) Received pulse causes vertical deflection 


Time ——— 
(b) Received pulse turns on cathode-ray spot 


Ета. 38.—Example of oscillograms received when a transmitter is within ground-wave 
range, and the transmitted signal consists of a short wave train. The additional sky-wave 
pulses may be either multiple reflections of the first pulse or waves returned from higher 
layers. In many cases the additional sky-wave pulses are absent. 


Equipment has been developed that sends 10 to 60 pulses per second, with the 
frequency of the pulses gradually changing so that a frequency range of perhaps 1,000 
to 10,000 ke is swept through in a period of perhaps 15 minutes.! In receiving such 
multifrequency records, the vertical deflection is obtained from a timing wave syn- 
chronized with the transmitted pulses in such a way that deflections along the vertical 
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Fra. 39.— Record of virtual height as a function of frequency as obtained with a multi- 
frequency recorder. The superscripts 0 and z denote ordinary and extraordinary rays, 
respectively. 


are a measure of. virtual height. Deflections along the horizontal are obtained from 
_ a voltage controlled by the same shaft that varies the transmitter frequency, so that 
1T, R. Gilliland and А. 8. Taylor, Field Equipment for Ionosphere Measurements, Jour. Research 


Nat. Bur. Standards, Vol. 26, May, 1941; Т. R. Gilliland, Note on a Multifrequency Automatic Recorder 
of Ionosphere Heights, Proc. Г.В. E., Vol. 22, p. 236, February, 1934. 
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distance along the horizontal represents transmitted frequency. A typical record 
obtained in this way is illustrated in Fig. 39,! and has the advantage of making it 
possible to evaluate the critical frequencies of the various layers. These critical 
frequencies are marked in Fig. 39, and are indicated either by a sudden jump in the 
virtual height corresponding to refraction that shifts from one layer to a higher layer, 
as in the case of the E critical frequency in Fig. 39, or by a crinkle in the curve, as 
with the F, and Fz layers. The large virtual height associated with these crinkles 
arises from the very low group velocity of a wave train traveling in an ionized medium 
when the frequency is close to the critical frequency. Multifrequency recogds make 
it à simple matter to separate the ordinary and extraordinary rays, and they also 
make it possible to distinguish multiple reflections from reflections produced by a 
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Ета. 40.—Interlocking system for producing and receiving pulses for ionosphere 
investigations. 
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higher layer. For example, in Fig. 39 the reflections corresponding to a virtual height 
of the order of 800 km are obviously multiples of the F, and Fz layers since the critical 
frequencies аге the same as for the F, and Г. layers. "This would be the case only by 
pure chance if the reflection was produced by an independent layer. N 
In making continuous records of the ionosphere by the pulse method it is necessary 
that the receiver sty accurately tuned to the transmitter frequency over long periods 
of time. This problem is particularly difficult in the case of multifrequency records, 
where the receiver must always be in tune with the frequency being transmitted at the 
particular moment, and yet at the same time the transmitter frequency is continually 
varying. This situation can be handled by the interlocking system of producing and 
receiving pulses shown schematically in Fig. 40.2 Here a fixed-frequency oscillator 
operating at the intermediate frequency of the receiver (about 475 kc) is pulsed by 
1 From Darrow, op. cit. 


2 This is due to T. В. Gilliland. See Gilliland and Taylor, loc. cit., for further discussion of such 
equipment, or T. R. Gilliland, Ionospheric Investigation, Nature, Vol. 134, p. 379, September, 1934. 
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means of a thyratron or other convenient arrangement. These pulses are then applied 
to a mixer tube, to which there is also applied voltage from a continuously operating 
oscillator that generates a frequency fo that is variable in the case of the multifrequency 
equipment, or fixed if operation is to be at a fixed frequency. The difference frequency 
produced by the mixer is selected by a tuned circuit in the output of the mixer, applied 
to а power amplifier, and then delivered to the transmitting antenna. At the same 
time output from the continuously operating oscillator fois applied to the first detector 
of the receiver. The detector hence always operates to give the desired intermediate 
frequency irrespective of the transmitted frequency, provided only that the inter- 
mediate-frequency oscillator maintains the assigned frequency to within a few kilo- 
cycles. It will be noted that there is no oscillator in the system operating at the 
frequency that is to be received, and furthermore the intermediate-frequency oscillator 
operates only when pulses are being transmitted, and so does not interfere with the 
reception of the relatively weak pulses returned with a time delay by the ionosphere. 

The receiver in a pulse system is subjected to very high overloads by the trans- 
mitted pulse, and must be so designed that these overloads will not cause damage. 
7 It is also necessary that in the intérval between 
the end of the transmitted pulse and the time 
the first ionosphere reflection returns, the re- 
ceiver be able to recuperate from any overload- 
ing and be restored to normal sensitivity. 
The principal requirement for achieving this 
result is so to proportion all resistance-capacity 
combinations in the receiver that they have a 

Frequency small value of RC. Abnormal charges received 

Fia. 41.—Interference fringes by condensers as a result of the action of the 
produced at receiving point when the transmitted pulse can then be discharged very 
transmitter frequency is varied under quickly. 
conditions where there is only one Miscellaneous Methods of Studying the Iono- 
sd Abas. ea inten-  gphere.— While the pulse method of Breit and 

'Tuve is the most widely used method of investi- 
gating the ionosphere, other techniques have, been employed and have their uses. 

In one of these the frequency of an unmodulated carrier is varied slowly, and the 
variations in the signal strength noted at a receiving point where the strength of the 
sky and ground waves are of the same order of intensity. These variations are 
characterized by regular maxima and minima as shown in Fig. 41. From a knowledge 
of the frequency increment Af required to go from one maximum to the next, together 
with a knowledge of the distance to the transmitter, one can determine the length 
of the path followed by the sky wave (on the basis that the sky wave travels with the 
velocity of light), and accordingly can deduce the virtual height from the triangle TAR 
of Fig. 88. This method was used by Appleton and Barnett in obtaining the first 
experimental proof of the existence of the ionosphere.! Tt has a very serious practical 
limitation, however, in that if there is more than one sky-wave reflection, as is very 
commonly the case, the interference pattern produced at the receiving point with 
change in frequency becomes so complicated that it is difficult to interpret. The 
method is accordingly not generally suitable for high-frequency investigations, but 
it is probably the best of all methods for studying the ionosphere at ftequencies so 
low that pulses of the shortness necessary for resolving an ionosphere layer cannot be 
produced.? | 


Signal Strength 





1 E, У. Appleton and M. А. В. Barnett, Nature, Vol. 115, p. 333, 1925. 
? An example of an application to a moderately low frequency is given by C. R. Smith, Indirect Ray 
Measurements on the Droitwich Transmitter, Wireless Eng., Vol. 14, p. 587, October, 1937.- 
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Another method of determining the virtual height of the ionosphere is to observe 
the interference patterns produced at the ground between the ground wave and the 
sky wave as the distance to the transmitter is varied. As this distance increases the 


average field intensity will diminish, but superposed upon this major trend will be 


oscillations as shown in Fig. 42. 


The maxima of these correspond to points at which | 


the ground and sky waves are in the same phase, with the minima corresponding to 


points where they are of opposite phase. 
the virtual height of the ionosphere, and like- 
wise the reflection coefficient of the wave at the 
ionosphere.! This method is suitable only at 
the lower radio frequencies where the wave 
paths are stable (7.e., no fading). 

Still another method of determining virtual 
height involves measuring the angle with which 
the down-coming sky wave strikes the earth at a 
receiving point a moderate distance from the 
transmitter. From this angle, and the distance 
to the transmitter, one can calculate the height 
of the equivalent triangle that gives the virtual 
height, as shown in Fig. 33. 

Theoretical studies show that the virtual 
heights measured in these three ways are all 
exactly the same virtual height obtained by the 


From this pattern one can readily determine 


Average field intensity 





Field Intensity 


Distance from Transmitter 


Ес. 42.—A schematic diagram 
illustrating the way in which field 
intensity can be expected to vary 
with distance: at moderate distances 
from a long-wave transmitter, show- 
ing how the actual intensity deviates 
from the average field intensity as a 


result of interference between a down- 
coming sky wave and a somewhat 
stronger ground wave. 


pulse method. [The various methods are there- 
fore equivalent, and the choice between them 
is a matter of convenience.? 

Polarization Characteristics of Down-coming Waves—Elliptical Polarization.—The 
polarization characteristics of down-coming sky waves can be determined by observing 
the interference fringes obtained from three spaced-loop receivers as the transmitter 
frequency is varied. This gives sufficient information to determine the vertically and 
horizontally polarized components, the principal axes of an elliptically polarized 
wave,’ and the sense of the polarization. 


1 Examples of such studies are given by J. Hollingworth, Propagation of Radio Waves, Jour. I.E.E., 
Vol. 64, p. 579, May, 1926; J. D. Best, J. A. Ratcliffe, and M. V. Wilkes, Experimental Investigations 
with Very Long Waves Reflected from the Ionosphere, Proc. Roy. Soc. (London), Vol. 156, p. 614, 
September, 1936. 

2 бее J. C. Schelleng, Note on the Determination of the Ionization of the Upper Atmosphere, Proc. 
I.R.E., Vol. 16, p. 1471, November, 1928; also, Proc. Г.Е.Е., Vol. 17, р. 1313, August, 1929; E. V. Apple- 
ton, Some Notes on Wireless Methods of 
Investigating the Electrical Structure of the 
Upper Atmosphere, Proc. Phys. Soc. Lon- 
don, Vol. 41, Pt. II, p. 48, December, 1928. 

3 Elliptical polarization results whenever 
there are vertical and horizontal components 
having different phase. Elliptical polariza- 
tion is characterized by the fact that the 
resultant magnetic and electrostatic fields of 
the wave never at any instant pass through 
zero; rather, the resultant fields rotate in the 
plane of the wave front at & rate corre- 
sponding to the frequency of the wave, while 
at the same time pulsating in amplitude. 
The resultant field produced by elliptical 
polarization can therefore be represented by 
a rotating vector of varying length as illus- 
trated in Fig. 43. The field can never be 
zero because the vertical and horizontal 
components do not become zero at the same 
instant. 


Yector resultant 
af different 
parts of cycle 






Phase difference о between Ey and Ey 
Vectors is a = Sin 


Fig. 43.—Diagram showing electric field of an 
elliptically polarized wave when the wave front is 
in the plane of the paper. 
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This technique has been used to verify the theoretical conclusion that the behavior 
of a wave in the ionosphere is influenced by the presence of the earth’s magnetic field. 
In particular, theory indicates that the direction of rotation of polarization should be 
left-handed in the Southern Hemisphere and right-handed in the Northern Hemisphere 
as a result of the different orientation of the earth’s magnetic field in the two hemi- 
spheres, and this has been verified experimentally. 

Field-strength Curves as a Means of Studying Ionosphere Conditions.*—4A study of 
curves giving a continuous record of received field intensity from a particular trans- 
mitter, as shown in Fig. 44, will give much information concerning the ionosphere, 
particularly when these curves are correlated with results obtained at the same time 
on critical frequencies and virtual heights by means of pulse measurements. , For 
example, the sudden increase in intensity of the received signal at 0700 in Fig. 44 
indicates a shift from the F layer to the E layer, and the sudden drop in intensity 
just before 1800 marks a return to the F layer in the evening. From the virtual 






Field Strength, uv/m 





0700 0800 0900 1500 1600 1700 1800 1900 
Est. Est 
Fie. 44.—Typical behavior of signal strength, showing type of effects produced by 
ionosphere. 


height of the E layer (110 km), the transmission distance, and the transmitter fre- 
quency (048 km and 6,060 mo, respectively, in Fig. 44) one can deduce that the 
critical frequency of the E layer for waves with vertical incidence must have been 
approximately 2,450 ke at 0700 and 1800. d 

It is possible in this manner to correlate many observations on field-strength 
curves with ionosphere data, or vice versa. When comprehensive information is 
simultaneously available on critical frequencies and virtual heights of the various 
layers, one can determine the causes for various changes that appear in the field- 
strength records, as occur, for example, when the transmission path shifts from one to 
two hops, when sporadic reflections are present, etc. р | 

12. Ionosphere—Miscellaneous. Eclipse Effecis.3—Numerous studies have been 
made to determine the effect of a solar eclipse on the ionosphere. An eclipse is found 

1 See Е. V. Appleton and J. A. Ratcliffe, A Method of Determining the State of Polarization of Down- 
coming Waves, Proc. Roy. Soc. (London), Vol. 117 A, p. 576, March, 1928; A. L. Green, The Polarization 
of Sky. Waves in the Southern Hemisphere, Proc. I.R.E., Vol. 22, p. 324, March, 1934; W. G. Baker and 
А. L. Green, The Limiting Polarization of Down-coming Radio Waves Travelling Obliquely to the 
Earth's Magnetic Field, Proc. I.R.E., Vol. 21, р. 1103, August, 1933. 

з For further discussion see J. Н. Dellinger, The Role of the Ionosphere in Radio-wave Propagation, 
Trans. A.I.E.E., Supplement, Vol. 58, р. 803, 1939. 


з 8. В. Kirby, Г. V. Berkner, T. R. Gilliland, and К. A. Norton, Radio Observations of the Bureau of 
Standards during the Solar Eclipse of August 31, 1932, Proc. I.R.H., Vol. 22, p. 247, February, 1934; Е. 
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to cause a decrease in the critical frequency of E and F, layers, with the variation 
being approximately in phase with the optical eclipse. This indicates that the 
ionizing agency in these regions is of solar origin and has a speed closely agreeing 
with that of light. 

The effect of the eclipse upon the P; region is less marked than upon the lower 
regions, and it is not yet certain whether the effects produced by an eclipse on this 
region travel from the sun with the speed of light or at a very much lower velocity, 
as would be the case if corpuscles were involved. 

Effect of Meteors on the Ionosphere.—It has been established that meteors can 
produce sufficient ionization in the upper atmosphere to effect wave propagation; and 
the actual effect of individual meteors on the E region has been observed. 

It has been suggested that meteors might account for sporadic E-layer effects, 
and also that the ionization that persists in the ionosphere at night might be attribut- 
able, at least in part, to the ionizing effect of the minute meteors that are continually 
being received by the earth.? 

Scattering of Radio Waves and Related Deviations from the Great-circle Path.*— 
Seattered reflections are frequently produced in the ionosphere as a result of irregu- 
larities in the electron distribution. These reflections are usually weak, irregular or 
sporadic in character, and diffused. ‘They may be produced in any of the layers and 
in some cases become quite complex as a result of interaction between layers. The 
virtual heights depend upon the type of scattering involved and may range from 
90.km to values in excess of 1,500 km. 

Seattered reflections are also produced when a sky wave strikes the earth after 
refraction by the ionosphere. Such reflected waves then propagate away from the 
scattering point in the same way as would waves produced by a transmitting antenna. 
The signals produced in this way are commonly of the order of 40 db lower in intensity 
than the main wave. 

Scattering can cause a number of effects of importance. A scattered signal may, 
for example, be returned inside the skip region. Also, if the transmitting antenna is 
sharply directional, an observer considerably to one side of the path of the main 
beam may be able to receive the signal, although perhaps weakly, as a result of scat- 
tered waves that travel at right angles to the main beam. When bearings are taken 
upon the received signal under such conditions it is found that the apparent direction 
of the transmitter tends to be at right angles to the actual direction of the main beam, 
as illustrated in Fig. 45. 

It is sometimes found possible to deliver better signals to a given receiving point 
by making use of scattering than can be obtained by direct transmission. ‘Thus when 
short-wave signals are transmitted across the North Atlantic it is found that during 
severe magnetic storms (with corresponding severe ionosphere storms) it is impossible 
to produce an audible signal at the receiving point by aiming the transmitted energy 
along the great-circle path. This is because the great-circle path passes near the 
polar regions, and the absorption during a magnetic storm is practically complete. 





V. Appleton and 8. Chapman, Report on Ionization Changes during a Solar Eclipse, Proc. I.R.E., Vol. 
23, p. 658, June, 1935; 8. S. Kirby, T. R. Gilliland, and E. B. Judson, Ionosphere Studies during Partial 
Solar Eclipse of February 3, 1935, Proc. I.R.E., Vol. 24, p. 1027, July, 1936. 

1 А, М. Skellett, The Ionizing Effects of Meteors, Proc. I.R.E., Vol. 23, р. 132, February, 1935. 

3 J. А. Pierce, Abnormal Ionization in the E Region of the Ionosphere, Proc. I.R.E., Vol. 26, p. 892, 
July, 1938. 

3 For further information on scattering see C. F. Edwards and K. G. Jansky, Measurements of the 
Delay and Direction of Arrival of Echoes from Nearby Short-wave Transmitters, Proc. I.R.E., Vol. 29, 
p. 322, June, 1941; T. L. Eckersley, Analysis of the Effect of Scattering in Radio Transmission, Jour. 
I.E.E., Vol. 86, р. 548, 1940; also Wireless Section, I.E.E., Vol. 15, p. 74, June, 1940; J. B. Hoag and 
Victor J. Andrew, A Study of Short-time Multiple Signals, Proc. [.R.E., Vol. 16, p. 1368, October, 
1928; E. Quack and H. Mégel, Short-range Echoes with Short Waves, Proc. I.R.E., Vol. 17, p. 824, 
May, 1929. 
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However, if the transmitted signals under such conditions are aimed in a southerly 
direction, it is found that the path of the main beam is sufficiently far from the polar 
regions so that the absorption is only nominal, and some of this energy will reach 
moderately high latitudes through the action of scattering.! Bearings on such signals 
received at New York indicate a southeasterly direction of arrival. These effects in 
transatlantic communication ordinarily occur at night, and are most pronounced 
during ionosphere storms, but may be present to some extent at all times. These 
scattered signals are the cause of flutter fading. 

The Luxemburg Effect.~—The action of the ionosphere upon a radio wave is not 
linear, ?.e., the effect is not proportional to the amplitude of the wave. As a result 
there is a possibility that two strong radio waves passing through the ionosphere 
simultaneously could interact to produce cross-modulation products. Theoretical 
work has indicated that the magnitude of this cross-modulation could under favorable 
conditions be sufficient to produce appreciable effect, and such interference has been 
reported by observers. It is termed the “Luxemburg effect” because the first such 
case reported involved Radio Luxemburg. However, since the Luxemburg effect has 


Transmitter 





Apparent direction 
oF transmiter 
® Direction finding receiver 


Fra. 45.—Scattering of beam signals in sidewise directions. 


not been generally observed with most powerful transmitters, there is a possibility 
that external cross-modulation (see Par. 5, Sec. 9) has been the cause of interference 
ascribed to cross-modulation in the ionosphere. 

Echo Signals with Very Long Time Delay.—Echo signals having a time delay of 
several seconds have been reported a number of times, and there are several authentic 
cases of echoes having a time lag of several minutes. The cause of such echoes has 
not definitely been established, but theoretical work indicates that retardation up to 
ten seconds could be accounted for by low group-velocity propagation in the upper 
part of the ionosphere. ‘Signals of greater retardation could be accounted for only by 
waves that have traveled great distances in the empty space outside the earth’s 
atmosphere, and that then by a fortuitous combination of circumstances are finally 
reflected back to earth by ionized regions either within the influence of the earth’s 
magnetic field or in the vicinity of the sun.? 

Correlation of Ionosphere and Signal Strength with Weather—Various investigators 
have attempted to correlate ionosphere and radio propagation data with weather.‘ 
The results have in general, however, been disappointing, for although at times some 

1C. B. Feldman, Deviations of Short Radio Waves from the London-New York Great-circle Path. 
Proc..I.R.E., Vol. 27, p. 635, October, 1939. 

2G. W. О. Howe, Accurate Measurements of the Luxemburg Effect, Wireless Eng., Vol. 15, р. 187, 
April, 1938; V. A. Bailey and D. F. Martyn, The Interaction of Radio Waves, Exp. Wireless and Wire- 
less Eng., Vol. 12, p. 122, March, 1935. 

3 P. О. Pedersen, Wireless Echoes of Long Delay, Proc. I.R.E., Vol. 17, р. 1750, October, 1929; С. 
Breit, Group-velocity and Long Retardations of Radio Echoes, Proc. I.R.E., Vol. 17, p. 1508, Septem- 
ber, 1929. 

< For typical examples of such studies see I. J. Wymore-Shield, A Correlation of Long-wave Radio 
Field Intensity with Passage of Storms, Proc. I.R.E., Vol. 19, p. 1675, September, 1931; Robert C. 
Colwell, Cyclones, and the Kennelly-Heaviside Layer, Proc. I.R.E., Vol. 21, p. 721, May, 1933; Green- 


leaf W. Pickard, Some Correlations of Radio Reception with Atmospheric Temperature and Pressure, 
Proc. I.R.B., Vol. 16, p. 765, June, 1928. 
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correlation seems to exist, this does not always persist indefinitely, and it is usually 
impossible for one investigator to duplicate the correlations observed m another. 
investigator at a different location. 


PROPAGATION OF RADIO WAVES OF DIFFERENT FREQUENCIES 


13. Propagation Characteristics of Very Low-frequency Rađio Waves (below 
100 Kc).1—The propagation characteristics of radio waves of very low frequency are 
controlled by the following facts: (1) the ground-wave attenuation is very small, 
so that ground-wave signals of appreciable strength are produced up to distances of 
1,000 km, particularly at the lowest frequencies; (2) the sky wave is able to penetrate 
only a very slight distance into the ionosphere, which acts almost like a reflecting 
mirror having a height of the order of 60 to 90 km; (3) the energy absorption at the 
ionosphere is relatively small and is less the lower the frequency, is less in winter than 
in summer, and during the night as compared with the day, and varies somewhat from 
year to year. А 

Low- frequency waves that have traveled considerable distance Pre as though they 
were, propagated in the space between the two concentric reflecting spherical shells 
representing the earth and the lower edge of the ionosphere. The attenuation under 
such conditions is that caused by spreading, plus the energy lost at the earth’s surface 
and at the edge of the ionosphere. The loss in the ionosphere has diurnal, seasonal, 
and year-to-year variations. The daylight signal strength of low-frequency radio 
waves over water is given with fair accuracy by the Austin-Cohen formula? 





—0.0015d 
«= 37 ZN- е У (49) 
sin 0 

where e = base of Napierian logarithms. 
field strength, mv/m. 
effective height of transmitting antenna, km. 
wave length, km, 
distance, km, from transmitter. 
angle at center of earth intercepted by transmission path, in radians, 
current flowing in the vertical part of the transmitting antenna, amp. 

Curves showing typical diurnal, seasonal, and year-to-year variations in the 
strength of low-frequency radio signals from distant transmitters are given in Figs. 
46 and 47. It will be noted that the variation between day and night strength 
increases the higher the frequency, and that in all cases the diurnal curves are char- 


Ыга oe ty 
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1 The most comprehensive discussion of propagation at low frequencies available is that of L. Espen- 
schied, C. N. Anderson, and A. Bailey, Trans-atlantic Radio Telephone Transmission, Proc. I.R.E., Vol. 
14, p. 7, February, 1926. 

Attention is also called to the long series of field-strength measurements of transatlantic low-fre- 
quency signals reported in Proc. I.R.E. up to 1933. 

2 This formula was derived empirically but it has been found that an attenuation factor of the form 
—ad/A* has theoretical justification. Thus see С. М. Watson, The Transmission of Electric Waves 
around the Earth, Proc. Roy. Soc. (London), A, Vol. 95, p. 546, July 15, 1919. The values used for а and 
n in Eq. (48) are those originally proposed by І. W. Austin, Some Quantitative Experiments in Long 
Distance Radio Telegraphy, Bur. Standards Bull., Vol. 7, p. 315, 1911. Other investigators have found 
that other values sometimes fit data over a limited range of conditions with better accuracy, but on the 
whole, the original formula is found to be as good as or better than the modifications. A discussion of 
some of these variations is given by E. Yokoyama and T. Nakai, East-west and North-south Attenu- 
ations of Long Radio Waves on the Pacific, Proc. I.R.E., Vol. 17, p. 1240, July, 1929. See also L, W. 
Austin, Preliminary Note on Proposed Changes in the Constants of the Austin-Cohen Transmission 
Formula, Proc. I.E.E., Vol. 14, p. 377, June, 1926. 

There is evidence that for overland transmission the-proper value of « is 0.003 to 0.01. See H. 
Fassbender, Е. Eisner, and G. Kurlbaum, Investigation of the Attenuation of Electromagnetic Waves 
and the Distances Reached by Radio Stations in the Wave Bands from 200 to 2000 Meters, Proc. I.R.E., 
Vol, 19, p. 1446, August, 1931. f 
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acterized by a period of minimum field intensity around sunset, with in some instances 
also a smaller dip in intensity at sunrise.! 
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Fia. 46.—Curves showing average diurnal variation in strength of long-wave signals of 
different frequencies propagated across the North Atlantic during midwinter and mid- 
summer months. (Note that signal strengths at different frequencies cannot be compared 
because the radiated power was not the same at all frequencies.) The solid and clear strips 
at the bottom of the figure indicate periods when the entire transmission path was in dark- 
ness and light, respectively, while the shaded strips indicate that part of the path was in 


darkness and part in light. 
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Ета. 47.— Variation in the monthly average of signal strength at Washington, D.C., of 
signals from 15.9-Ес transmitter at Bordeaux, France. 


Fading is never observed at the low radio frequencies. Any changes of signal 
strength that occur take place gradually. 


1 The characteristics of this sunset dip in signal strength have been studied in considerable detail by 
A. Bailey and A, E. Harper, Long-wave Radio Transmission Phenomena Associated with a Cessation 
of the Sun’s Rays, Bell System Tech. Jour., Vol. 15, p. 1, January, 1936. 

It has been suggested that the sunset dip can be explained on the basis that the wave suffers reflec- 
tion rather than refraction at the lower edge of the ionosphere, and that during the sunset period the 
conductivity and dielectric constant of the ionosphere undergo changes such that the pseudo-Brewster 
angle momentarily coincides with the angle of incidence and causes high absorption of vertically polat- 
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There is evidence to indicate that low-frequency radio signals propagate differently 
in an east-west direction than when traveling between north and south.! Factors that 
could cause this difference are the direction of the earth’s magnetic field in relation 
to the transmission path, and the fact that in north-south transmission the sun time 
is substantially the same. along the entire transmission path, a situation not realized 
with east-west transmission. Also in north-south operation the transmission path is 
always well away from the auroral zone. | 

At distances of a few hundred miles or less, the field strength is the resultant of a 
ground wave and a wave reflected from the ionosphere. Depending upon the distance, 
height of the reflecting layer, and the fre- 
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way the relative phases of ground and sky | 
waves happen to be.? 100 
Effect of Solar Activity.A—Data on the Е 
field strength of transatlantic long-wave 5 80 
signals accumulated over many years show 
that the received field is definitely related 
to the eleven-year cycle of terrestrial mag- 
netic activity, sunspots, solar limb prom- 
inences, and ultraviolet radiation. The 







correlation between yearly averages is фов 1917 1919 1921 1923 1925 1927 1929 1931 
particularly good, as shown in Fig. 48,4 Years 
but with short periods, irregular effects Fia. 48.—Data showing close correla- 


tend to obscure the long-time trend, tion between sunspot numbers and yearly 
and there is very lle day-by-day Average of signal sirongth of log wave 
correspondence. 

Magnetic storms have a very marked effect upon the propagation of low-frequency 
radio waves. A magnetic storm is characterized by a rapid and erratic fluctuation of 
the earth's magnetic field, which begins almost simultaneously over the earth with 
full intensity, and then gradually subsides in three or four days. During a magnetic 
storm the daytime field strength of low-frequency radio waves is increased somewhat 
above normal, the sunset drop in signal intensity disappears, and the night field is 





ized waves. See S. Namba, General Theory of the Propagation of Radio Waves in the Ionized Layer of 
the Upper Atmosphere, Proc. I.R.E., Vol. 21, p. 238, February, 1933. Such partial extinction of the: 
vertically polarized component would account for the very weak signals observed at the earth’s surface, 
since at these low frequencies the horizontally polarized field is of negligible strength at any reasonable 
height above the earth. 

1 Thus see Yokoyama and Nakai, loc. cit. 

2 For example, see P. A. de Mars, О. W. Kenrick, and С. W. Pickard, Low-frequency Radio Trans- 
mission, Proc. I.R.E., Vol. 18, p. 1488, September, 1930. 

3L. W. Austin, Solar Activity and Radiotelegraphy, Proc. I.R.E., Vol. 20, p. 280, February, 1932; 
A. Bailey and H. M. Thomson, Transatlantic Long-wave Radio Telephone Transmission and Related 
Phenomena from 1923 to 1933, Bell System Tech. Jour., Vol. 14, p. 680, October, 1935; C. N. Anderson, 
Correlation of Long Wave Transatlantic Radio Transmission with Other Factors Affected by Solar 
Activity, Proc. I. R.E., Vol. 16, p. 297, March, 1928; K. Sreenivasan, On the Relation between Long- 
wave Reception and Certain Terrestrial and Solar Phenomena, Proc. J. R.E., Vol. 17,.p. 1793, October, 
1929; E. Yokoyama and T. Nakai, Effects of Sun Spots and Terrestrial Magnetism on Long-distance 
Reception of Low-frequency Waves, Proc. I.R.E., Vol. 19, p. 882, May, 1931. See also Espenschied, 
Anderson, and Bailey, loc. cit. 

1 From E. B. Judson, Low-frequency Radio Receiving Measurements at the Bureau of Standards in 
1931 and 1932, Proc, I.R.E., Vol. 21, p. 1854, September, 1933. 
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subnormal, approaching more nearly the day value. "These effects are illustrated in 
Fig. 49, and are more pronounced as the frequency of transmission is increased. 
14. Propagation Characteristics of Radio Waves of Moderately Low Frequency 
(100 to 500 kc).1—THadio waves in the frequency range 100 to 500 ke show the same 
general propagation characteristics as lower frequency radio waves, but witn certain 
features accentuated. Thus the ground wave dies away somewhat more rapidly, 
with the result that it is necessary to depend almost solely upon the sky wave foi 
propagation over considerable distances. The sky-wave absorption, while quite 
small at night, is relatively large in the daytime. The daytime absorption increases 
rapidly with frequency, and at the higher frequencies in the range 100 to 500 ke is 
sufficient to make long-distance daytime communication impossible, at least in the 
summer, when the absorption is much greater. than in the winter. Daytime signals 
over water are given with at least fair accuracy by Eq. (49).2 









300 : Solar activity and magnetie stormis 
200 Бази рата T AS QUE presumably produce the same general ef- 
E BENZ DA NAT | fects at- these frequencies as at lower fre- 
3100 E /0300усіеѕ И EON quencies, but the data on this point are 
* == ЕЕ 
Ё $9 = very meager. 
5% 15. Propagation Characteristics of 
s ж Broadcast Waves (500 to 1,500 Кс). Field 
= Strength Required for Broadcast Service.— 
$$) Practical propagation problems involving 





[= broadcast waves are dominated by the fact 

that the primary objective of a broadcast 

station is to deliver to the receiver a signal 

E бн АМ. strong enough to override all ordinary 

t Fra. 49.— The effects of “magnetic interference, and that is as free as possible 

g " a » eo tr A 

storms on low-frequency waves, showing from fading, distortion, etc. This is in 

how the day field strength is increased contrast with most circumstances where 

and the night field strength reduced by the primary objective is to deliver an 

the magnetic storm. understandable but not necessarily inter- 
ference-free and entirely distortionless signal to the receiver. 

The highest grade broadcast service (primary service) can be rendered only when 
the ground wave is relatively strong compared with interference present, and also has 
a field strength of at least several times the strength of the sky wave at the receiving 
point. 

A lower grade of service (secondary coverage) can be provided relatively dis- 
tant receivers at night through the medium of the sky wave. Secondary coverage 
obtained from the sky wave is of distinctly lower quality than primary coverage, 
since the sky wave always fades in intensity, and is accompanied by at least some 
selective fading that produces distortion. 

The field strengths required for satisfactory primary and secondary coverage 
depend upon the interference level, which, in turn, is dependent upon the local con- 
ditions at the receiving point. This interference level is in general greatest in the 
business and industrial areas of large cities, is less in residential sections of large cities, 
still less in small cities, and least of all in rural áreas. Values of field strength con- 
sidered necessary for primary coverage under various types of average conditions are 
givenin Table 3. In areas where local conditions are more favorable than the average, 
primary coverage will be obtained with weaker fields than specified, and in all cases 
some coverage of an intermittent character that varies with the hour-to-hour intensity 
of local interference can always be obtained with very much weaker fields than those 





—— Just before 
UN I— --- Just after 


1 Curves of field strength as a function of distance at these frequencies are given by Fassbeu 
Eisner, and Kurlbaum, loc. сй, 
з Thus see С. N. Anderson, Notes on Radio Trausmission, Proc. I.R.E., Vol. 19, p. 1150, July, 1931. 
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in the table.. Secondary coverage via the sky wave requires field intensities of 0.5 
mv/m or more under average conditions, except that in rural areas fields of as low as 
50 uv /m will often give signals that are considered of value by the listener. 
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Ета. 50.— Curves of ground-wave strength at broadcast frequencies. ‘These curves are for 
-the case where the field strength at one mile is 100 mv/m. 


"Ground Wave at Broadcast Frequencies.—The primary coverage of a broadcast 
station results from the ground wave at the surface of the earth, and so is determined 
by the surface wave discussed in Pars. 1 and 2. The curve of ground-wave intensity 
as a function of distance for a given transmitter power depends upon the earth con- 
ductivity, the frequency, and the directivity of the transmitting antenna. The 
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dielectric ecnstant of the earth is not important at broadcast frequencies since at these 


frequencies the earth acts substantially as a conductor. 
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A tici from Antenna 
Ета. 50.— (Continued) 


Curves showing ground-wave intensity as a function of distance for various fre- 
quencies are given in Figs. 8 to 10, and additional curves, especially for broadcast 


frequencies, are given in Fig. 50.! 


1 These latter curves are similar to those published by the Federal Communications Commission, 
and differ somewhat at large distances from those of Figs. 8 to 10 because the computations were made 


in а slightly different manner. 
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Examination of these curves shows that the distance at which the ground wave 
can provide primary coverage is very sensitive to frequency, and is much less at the 
high-frequency end of the broadcast band than at the low-frequency end. Earth 
conductivity is also important, and makes it desirable that the site of the transmitting 
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station be carefully chosen to take maximum advantage of regions of high conductiv- 
ity, as, for example, water, marshlands, etc.! Directional transmitting antennas, 


1 The selection of a transmitter location is discussed by W. B. Lodge, The Selection of a Radio- 
broadcast-transmitter Location, Proc. I.R.E., Vol. 27, p. 621, October, 1939; У. A. Fitch and У. 8. 
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Manhattan, New York City. 
Institute of Radio Engineers.) 


which concentrate a large portion of the radiated energy along the horizontal, give an 
effect on. the ground wave that is equivalent to increasing the transmitter power, and 
so are helpful in improving ground-wave coverage. 


Duttera, Measurement of Broadcast Coverage and Antenna Performance, R.C.A. Rev., Vol. 2, p. 396, 
April, 1938; R. F. Guy, Engineering Factors Involved in Relocating WEAF, R.C.A. Rev., Vol. 5, p. 455, 
April, 1941. 
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TABLE 3.—REQUIRED FIELD STRENGTHS 
Field Intensity . 
Primary coverage: - 


City business or factory areas. eese sss. 10-50 mv/m 

City residential атеав....................... :.... 2-10 mv/m 

Towns (2,500-10,000 population) а ae aei 2mv/m 

Towns (under 2, 500 population)................. 0.5 пула 

Rural—all areas during: winter or northern areas | 

during випипет.............................. 0.1-0.5.mv/m 

Rural—southern areas during summer............ 0.25-1.0 mv/m 
Sky-wave secondary coverage: 

Average conditiong........ ccce eese 0.5 mv/m 

Low noise areas (rural, е{с.)..................... 0.1 mv/m 


In cities and built-up areas the effective conductivity that must be used in deter- 
mining ground-wave propagation is considerably less than the actual conductivity of 
the earth because of additional energy 
losses occasioned by man-made structures. 
This effect is particularly pronounced 
where there are many buildings with steel 
framework, or numerous reinforced con- 
crete structures, as in the business, indus- 
trial, and large apartment-house areas of 
big cities. Some of these effects are illus- 
trated in Fig. 51,1 where the "shadow" 
cast by the skyscraper district of lower 
Manhattan is very apparent and contrasts 
Strikingly with the low attenuation propa- 
gation over the water area. 

The Sky Wave.—In the daytime, the 
Sky wave at broadcast frequencies is so 
completely absorbed as to be of negligible 
importance.? With the approach of sun- 
set, however, the sky-wave absorption de- 
creases rapidly, as shewn in Fig. 52,3 and 
within a few hours after sunset the absorp- 
tion by the ionosphere has become rela- 
tively small This condition persists 
throughout the night, but with the ap- 
proach of sunrise the loss is increased, and 
the sky wave disappears. 


Relative Field Intensity 














Before ~—t—> After 
Hours from Sunset 
Fra. 52.— Curves Showing average 


Е | variation of strength of sky wave at the 
The absorption of the sky wave by the ‘receiving point during sunset periods. 


ionosphere occurs at the lower edge of the These results were obtained at a frequency 


of 800 ke over a distance. of 560 miles 


E layer, or in a lower absorbing layer. during the spring. 


The very large loss during the daytime is 
presumably aresult of greater ionization at the lower edge, combined with aslight lower- 
ing of the whole ionized region so that it extends into regions of higher atmospheric 
pressure. The absorption is on the average less during winter nights than in summer 
nights, and at least to a first approximation is independent of the frequency. The 
absorption is also commonly assumed to be independent of the angle of incidence with 

1 From В. Bown and С. D. Gillett, Distribution of Radio Waves from Broadcasting Stations over 
City Areas, Proc. I.R.E., Vol. 12, р. 395, August, 1924, 

2 At considerable distances from the transmitter a sky wave may be detectable, particularly in the 
winter. The strength of the sky wave, even under favorable conditions, is, however, usually too small 


to give satisfactory broadcast service. 
з From Allocation Survey, F.C.C. Rept. 18108, Sept. 1, 1936. 
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which the waves strike the ionosphere, at least when the angle is not too close to 
grazing.. There is evidence to indicate that the absorption increases as the angle of 
incidence becomes small (7.e., approaches grazing). The loss in the ionosphere varies 
greatly from day to day and even from hour to hour. However, it appears that under 
typical night conditions the effective reflection coefficient of the ionosphere for broad- 
cast waves is of the order of 0.25 for angles of incidence exceeding 25°.1 This means 
that the wave returning to earth from the ionized region has а field intensity that is 
approximately one-fourth the intensity (and hence one-sixteenth the energy) that 
would be obtained if there were no losses whatsoever. 

There is also evidence that the sky-wave intensity is related to solar activity, 
although the data bearing on this point are far from complete. It has, for example, 
been found that the average value of night signal strength correlates relatively closely 
with sunspot numbers and the character of the earth’s magnetic field, when moving 
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eight solar rotations. These curves 
have been smoothed by the use of a 
13-day moving mean. 








100 200 300 400 

Distance to Receiver. Km. 

Fie. 54.—Relation between angle at which 
wave leaves the earth and the distance from 
transmitter at which return takes place, and 
also the factor by which the ground-wave dis- 
tance must be multiplied to give the distance 
the sky wave travels. These curves take into 
account the curvature of the earth but assume 


500 


only slight penetration of the ionized E layer. 


averages are taken and the results of a number of 27.3 day periods of solar rotation are 
&veraged, as shown in Fig. 53.? "This curve indicates that strongest night sky waves 
are received during quiet periods of the solar cycle. 

The intensity of the sky wave can be estimated by calculations that assume: (1) 
that the night sky wave suffers a mirrorlike reflection at a height of 100 km (Е layer); 
(2) that the angle of reflection at the layer is equal to the angle of incidence; (3) that 
the equivalent reflection coefficient at the ionosphere is of the order of 0.25 and is 
independent of the frequency and of the angle of incidence; (4) that except for the 
ionosphere losses, the wave field strength is inversely proportional to distance traveled 
by the wave in going from transmitter to ionosphere and back to earth. 

Calculation of sky-wave intensity is facilitated by the use of Figs. 54 and 55, which 
also give a general idea of how thesky-wave intensity can be expected to vary with dis- 

1 W., Ross, Ground and Ionospheric Rays, Wireless Eng., Vol. 14, p. 306, June, 1937. 


2G. W. Pickard, Correlation of Radio Reception with Solar Activity and Terrestrial Magnetism II, 
Proc, I. R.E., Vol. 15, p. 749, September. 1927. 
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tance. The sky wave is weak very close to the transmitter because broadcast trans- 
mitting antennas radiate negligible energy at very high vertical angles. However, as 
this vertical angle decreases as the distance to the receiver is increased, the field 
intensity first increases with distance. It then goes through a maximum, and then 
dies off with still greater distances since a reduction in vertical angle with increased 
distance is not accompanied by a sufficiently great increase in radiated field at the 
lower angle to compensate for the increased distance that the wave must travel to reach 
the receiver. At great distances from the transmitter the sky-wave intensity drops 
off more rapidly than inversely with distance (see Fig. 56), presumably because the 
reflection coefficient becomes less when the angle of incidence of the sky wave at 
the ionosphere approaches glancing, and also because at considerable distances the sky 
wave may have made two or three round trips between the ionosphere and the earth 
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Ета. 55.—Curves useful in the calculation of sky-wave intensity at broadcast fre- 
quencies. These curves assume that the wave is reflected from the Е layer at a height of 
100 km and that the transmitting antenna radiates a field 100 mv /m at one mile along 
the horizontal, with the strength at angles above the horizontal proportional to the cosine 
of the angle of elevation. The curves take into account the curvature of the earth. 


before reaching the receiving point. Experimental results of sky-wave field intensity 
obtained by averaging a large quantity of data are given in Fig. 56.! These curves 
take into account the fading that occurs at considerable distance by giving the field 
strength that is exceeded for various percentages of the time. "The curve giving 
the field strength that is exceeded for 5 per cent of the time is often termed 
the *quasi-maximum." 

The curves of Fig. 56 represent general trends. They do not take into account 
hour-by-hour and night-to-night variations in the ionosphere absorption or seasonal 
effects, sunspots, etc. Also, it has been found that sky waves at broadcast frequencies 
will propagate with less attenuation in a north-south direction than between east and 
west, particularly when the transmission distances are great.? 


1 These data were taken during а period that had more than the normal number of ionospheric 
storms, and there is reason to believe that the fields shown are somewhat lower than for more typical 
conditions, the difference being perhaps 15 db at the greater distances. 

? For example see J. H. Dellinger and A. T. Cosentino, A Radio Transmission Anomaly; Co-opera- 
tive Observations between the United States and Argentina, Proc. I. R. E., Voi. 28, p. 431, October, 1940. 
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Sky waves from a distant transmitter always exhibit fading. The fading is 
usually relatively slow, commonly taking some minutes to go from a maximum to 
minimum signal strength, although in some instances the variation in signal strength 
is more rapid. This fading is the result of interference between waves that have 
traveled slightly different paths in the ionosphere. The fading is sensitive to fre- 
quency, with the result that with a modulated wave the carrier and the various side- 
band frequencies do not necessarily fade in and out together. This is termed selective 
fading and introduces distortion in the received wave, which is particularly great when 
the carrier wave fades to a small amplitude in proportion to the side bands. 
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Fra. 56.—Experimental гези ёз showing observed strength of the sky wave as a function 
of distance for the frequency range 640 to 1,190 kc. These particular curves correspond to 
the second hour after sunset at the recording station and assume that the transmitting 
antenna radiates a field strength of 100 mv/m at one mile along the horizontal with the 
radiation in other directions proportional to the cosine of the angle of elevation. (From 
F.C.C. survey made February through May, 1935). 


Daytime Coverage.—In the daytime only the ground wave need be considered at 
broadcast frequencies. The signals that result under these conditions were discussed 
above, where it was pointed out that they are particularly sensitive to frequency and 
to the conductivity of the earth. The intensity of the daytime signals can be accu- 
rately calculated when the conductivity of the earth is known, and this conductivity 
can be determined experimentally by methods given in Par. 6. 

Nighttime Coverage.—At night the received field is the vector sum of the ground and 
sky waves, and the situation that exists is as shown in Fig. 57. Close to the trans- 
mitter the ground wave dominates, while at large distances the sky wave is the strong- 
est. At some moderate distance the two waves are of approximately equal amplitude, 
and the resultant field obtained will depend primarily upon the phase relations of the 
ground and sky waves. This relative phase is dependent upon frequency, ard may be 
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substantially different for the various frequency components contained in a modulated 
wave. Furthermore, the ionosphere conditions will vary from moment to moment 
sufficiently to cause the relative phase to vary continually. As a consequence, the 
resultant signal in the region where ground and sky waves are of substantially equal 
intensity can be expected to exhibit severe selective fading, with accompanying 
distortion. 

The distance from the transmitter where this region of bad distortion occurs will be 
greater the higher the earth conductivity and the lower the frequency, because these 
factors increase the strength of the ground wave. It will also be greater the more the 
transmitting antenna concentrates its radiation along the horizontal, since such 
antenna directivity causes.the ground wave to be stronger, and at the same time 
reduces the strength of the high-angle radiation producing the part of the sky wave 
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Fra. 57.—Diagram illustrating different types of coverage obtained from a high-power 
broadcast station during the day and night. The top of the shaded area represents the 
lowest field strength that completely overrides the noise level under the assumed conditions. 
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that returns to earth close to the transmitter. The effect of antenna height on the 
location of the region of high distortion is indicated by Fig. 58. 

The position of the region of high distortion is independent of transmitter power, : 
but will vary with conditions in the ionosphere, and so changes from hour to hour and 
day to day. 

With high-power broadcast transmitters, the field strength in the high-distortion 
region is adequate to give good service if it were not for the distortion. In such cases, 
the area of primary coverage is greater in the daytime than at night, when some of the 
daytime coverage is lost because of the distortion region. 





munication at high frequencies depends upon ground waves only in special applications 
such as police radio, where the distances are small and frequencies of the order of 
1.5 to 5 mc are used, and also in the case of moderate-distance transmission over water, 
as in ship-to-shore work. 

1A thorough study of selective fading at broadcast frequencies i is reported in the classic paper by 


R. Bown, De L. K. Martin, and R. K. Potter, Some Studies in Radio Broadeast Transmission, Proc. 
I.R.E., Vol. 14, р. 57, February, 1926. 
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The principal use of frequencies in the range 1.5 to 30 mc is in moderate and long- 
distance communication, in which the ionosphere is used to refract the sky wave back 
to earth at the receiving point. The propagation characteristies under such conditions 
depend upon the transmitted frequency and the conditions in the ionosphere. 
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Fra. 58.—Approximate location of high distortion regions for broadcast antennas of 
different heights. The number of degrees marked for each curve represents the antenna 
height expressed in electrical degrees (180° corresponds to height of 1/2). 
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Skip Distance and Maximum Usable Frequency—Radio waves of frequency less 
than the critical frequency of the Ё» (or F) layer of the ionosphere will be returned to 
earth irrespective of the angle of incidence at the ionosphere. For such frequencies it 
is therefore possible to obtain sky-wave transmission to a receiving point quite close 
to the transmitter. However, when 
the frequency of the transmitted wave 
is more than the critical frequency of the 
Ез (or F) layer, then the only waves 
that will return to earth will be those 
that strike the ionosphere with an angle 
of incidence В such that cos В > po, 
where yo is the refractive index at the 

R ys point of maximum electron density for 

k NE Skip distarice d ———— я the frequency involved. Waves strik- 

Weir i dus 5 Mai cans ing the ionosphere with an appreciably 

ето the greater angle of incidence wil pass on 

ionosphere conditions involving only a single through as illustrated in Fig. 59 (path 

layer. a), while waves with a lesser angle will 

return to earth beyond the skip distance 

(path c). Asa result no sky-wave energy will return to earth closer to the transmitter 
than some distance d, which is termed the skip distance. 

As a result of this skip phenomenon, and the fact that the ground wave dies out 
very rapidly with distance, there is commonly a region beginning a few miles from a 
short-wave transmitter, and extending out to the skip distance, where no signals at 





Fie. 59.—Hypothetical wave paths illus- 
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all are received even though strong signals are returned to earth beyond the skip 
distance.! : 

` The skip distance will depend upon the relationship of the frequency of trans- 
mission to the critical frequency of the ionosphere layer involved, upon the height 
of the layer, and to a slight extent upon the distribution of ionization within the layer. 
In general it may be said that the higher the frequency, the less the ionization in the 
layer, and the higher the layer, the greater will be the skip distance. Each particular 
layer of the ionosphere has associated with it at each frequency a skip distance deter- 
mined mainly by the critical frequency of that layer and its virtual height. The skip 
distances of the various layers at a particular frequency will in general be different. 
The particular layer having the smallest skip distance is sometimes the # and some- 
times the Fz layer, depending upon relative heights and critical frequencies. The Fı 
layer is only very seldom the controlling factor. 

With given ionosphere conditions the skip distance increases with frequency. 
Accordingly, for any given distance at a particular time there is a maximum frequency 
that may be used without causing the sky wave to skip over the receiving point. 
This frequency is termed the maximum usable frequency, and is of great importance 
because it is also the frequency that ordinarily gives the strongest sky-wave signal 
at the receiving point as well as being the highest frequency that can be used to 
obtain sky-wave transmission to the receiver. The maximum usable frequency for 
the extraordinary ray is always greater than for the ordinary ray. However, except 
for short distances the difference is not great and decreases with increasing frequency 
and distance. 

` Ап approximate calculation of the maximum usable frequency for a given distance 
of transmission (or what is equivalent, the calculation of skip distance for a given 
frequency) can be made. by assuming that the wave undergoes а mirrorlike reflection 
at the point of maximum electron density in the layer, and that the height of this 
reflecting point is the virtual height of the layer. This gives? 


(50) 


where r — radius of earth in same units as h. 

h = virtual height of ionosphere layer. 

s = skip distance in same units as h. 

ро = refractive index that must exist at point of maximum electron density for 

frequency corresponding to a skip distance s. 
In applying Eq. (50) to determine the maximum usable frequency, one first calculates 
the refractive index ро required for the given virtual height and skip distance. The 
actual frequency of transmission required to give this refractive index can then be 
determined from a knowledge of the critical frequency of the layer. 
At distances short enough so that the earth’s curvature may be neglected, the 

relationship expressed in Eq. (50) takes the simplified form? 


fa =f VR) +1 (51) 


1 Actually, scattered reflections and sporadic E-layer reflections sometimes result in signals being 
observed within what is normally this skip distance, but these circumstances are the exception rather 
than the rule. 

? For derivation see А. Н, Taylor and E. О. Hulburt, The Propagation.of Radio Waves over the 
Earth, Phys. Rev., Vol. 27, p. 189, February. 1926. 

3 For example, see J. H. Dellinger, The Role of the Ionosphere in Radio-wave Propagation, Trans 
A.I.E.E., Supplement, Vol. 58, p. 803, 1939. 
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where fm is the maximum usable frequency, fe the critical frequency, and s and № have 
the same significance as previously.! . 

Results obtained with the aid of Eq. (50) are approximate in that the virtual 
height А that should be used in this equation will depend somewhat upon frequency. 
Methods have been devised by which one can start with a curve giving virtual height 
as a function of frequency as observed for vertical incidence pulse measurements, and 
determine exactly the maximum usable frequency for a given distance.? The ana- 
lytical basis of such a determination is moderately involved, but the actual result 
can be readily obtained by graphical means. The maximum usable frequency under 
typical conditions behaves as shown in Figs. 60 and 61.3. 
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Fia. 60.—Typical curves showing maximum usable frequency as a function of distance 
for various times of day. Each curve is marked with the appropriate local time and with 
the layer determining the. maximum usable frequency. The results are for Wash- 
ington, D.C. 


The same methods used to determine the maximum usable frequency from a 
knowledge of the virtual height as a function of frequency for vertical incidence can 
also be used to obtain the virtual height as a function of frequency for oblique inci- 
dence. А curve of virtual height for oblique incidence is shown in Fig. 62. For this 
particular case the maximum usable frequency is determined by the Р; layer and is 
20 me. 


1 Another form of Eq. (51) is 
fe 


sin 8 





Jm = fo вес (90° — В) = (52) 


where f is the angle of incidence at the ionosphere measured with respect to the horizontal, as shown in 
Fig. 59, from which it is also seen that tan 8 = h/(s/2), where s and b mean the same as in Eq. (50). 

2 Newbern Smith, The Relation of Radio Sky-wave Transmission to Ionosphere Measurements, 
Proc, I.R.E., Vol. 27, p. 332, May, 1399; Application of Vertical Incidence Ionosphere Measurements to 
Oblique-incidence Radio Transmission, Jour. Research Nat. Bur. Standards, Vol. 20, p. 683, May, 1938; 
Application of Graphs of Maximum Usable Frequency to Communication Problems, Jour. Research 
Nat. Bur. Standards, Vol. 22, р. 81, January, 1939. 

3 Buch curves for a variety of conditions are given by T. R. Gilliland, S. 8. Kirby, and N. Smith, 
Maximum Usable Frequencies for Radio Skywave Transmission, 1933 to 1937, Jour. Research Nat. 
Bur. Standards, Vol. 20, p. 627, May, 1938; also, Proc. I. R.E., Vol. 11, p. 1347, November, 1938. 
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Transmission Paths—Angle of Departure and Arrival.—1f it is assumed that 314° 

is the minimum practical angle above the horizon at which rays can depart from the 
transmitting antenna, the maximum skip distance theoretically possible is about 
1,700 km for H-layer transmission and 3,000 to 3,500 km for F-layer transmission. 
When communication is to be carried on over greater distances the transmission path 
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Fra. 61.— Curves showing maximum usable frequency ав a function of time of day for 
different distances as observed at Washington, D.C. 


must include two or more hops, as illustrated in Fig. 63. When more than one hop 
is involved it is to be noted that the virtual height, length of each individual hop, etc., 
are determined by the ionosphere conditions existing at each apex of the path, and 
that the conditions may be different for the different apexes. This is particularly 
80 in the case of east-west transmission, where large differences in the local sun time 
may exist, and will give rise to differences in ionosphere behavior. As a consequence, 
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Fig. 62.—Curve of virtual height as a function of frequency for oblique incidence, together 
with corresponding curve for vertical incidence. 


one may expect that the length of different hops will not, in general, be the same, and 
that in some cases the wave may even be refracted from one layer during one hop 
and from another layer on another hop. 

When the frequency of transmission is appreciably less than the maximum usable 
frequency, as is commonly the case, then there are normally two or more transmission 
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paths by which energy may reach a distant receiving point in appreciable amplitude. 
Examples of such multiple transmission paths are illustrated in Fig. 64. At a the 
multiple paths result from the fact that when the skip distance is appreciably less 
than the distance to the receiver then the energy may travel by routes involving 
different numbers of hops. The conditions illustrated at 6 represent multiple-path 
transmission as a result of different depths of penetration into the ionosphere, and 
can occur at frequencies differing not very greatly from the maximum usable fre- 
quency. Finally, multiple-path transmission is possible as illustrated at c as a result 
. of energy being refracted from different layers. 





single hop 


Ета. 63.— Transmission to a distant receiver via a sky wave taking two hops. 


Experiments indicate that short-wave transatlantic communication ordinarily 
involves two to four transmission paths that contribute appreciable energy to the 
receiver. Each corresponds to energy arriving at the receiver at a particular angle 
of arrival above the horizon. The angle for a particular path is relatively stable with 
time, and usually lies in the range 10 to 25°. It has further been observed that the 
higher the angle at which the energy arrives at the receiving point the greater the 
length of time required for transmission. This is consistent with Fig. 64, which 
indicates that the waves associated with the paths of larger angles above the horizon 
have traveled a greater total distance in order to reach the receiver. 





T R T 
(a) (b) (c) 


Ето. 64.—Common ways in which multiple transmission paths may arise. For the sake of 
simplicity the curvature of the earth is neglected. 


R T c R 


Optimum Frequency.—In. order that a signal usable for practical communication 
may reach a particular receiving point, it is necessary not only that the frequency not 
exceed the maximum usable frequency for the path involved but also that the absorp- 
tion not be excessive. The general rule that applies here is that the highest frequency 
that will deliver a signal to the receiver will normally give the greatest field strength, 
and that as the frequency is reduced the field strength becomes less, particularly 
during the daytime. When frequencies are selected on the basis of curves of monthly 
averages of maximum usable frequency, such as are given by Fig. 61, it is necessary 
to choose a frequency at least 15 per cent below the monthly average for maximum 


18ee H. T. Friis, C. B. Feldman, and W. M. Sharpless, The Determination of the Direction of 
Arrival of Short Radio Waves, Proc. I. R.E., Vol. 22, p. 47, January, 1934. 
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usable frequency to take care of day-to-day and hour-to-hour deviations.! Com- 
munication with fair efficiency will usually be obtained in daytime for frequencies 
somewhat greater than half the maximum usable frequency; at night, down to some- 
what less than half the maximum usable frequency. 

Since the maximum usable frequency over any given distance varies greatly. with 
time of day, and also somewhat from season to season and year to year, the optimum 
transmission frequency will vary likewise. In particular, where continuous com- 
munication is desired it is necessary to employ at least two frequencies, one for day 
operation and the other for night conditions. A third frequency is also sometimes 
desirable for transition conditions. 

When ionosphere storms are encountered the maximum usable frequency is 
reduced, and the absorption is greatly increased, particularly when the transmission 
path approaches high altitudes. The absorption associated with a severe ionosphere 
storm is then usually sufficient to extinguish the signal completely. 

In long-distance communication, particularly over east-west paths, transmission 
conditions at different places along the path may be greatly different. The highest 
frequency that will deliver a signal to the receiver may then be much less than the 
optimum frequency for one of the hops, so that the absorption will be excessive. This 
condition tends to occur when one end of the path is in darkness and the other in 
full sunlight. ; 

Where sporadic E-layer reflection is obtained, communication is possible at fre- 
quencies much greater than the maximum usable frequency calculated on the basis 
of the ordinary layers.? Тһе signals received under such conditions are often of 
great mtensity as a result of the low absorption encountered by the very high fre- 
quency. However, because of the transient character of sporadic E-layer reflections, 
they cannot be depended upon for commercial communication, but rather represent 
freak conditions of interest and value to amateurs, experimenters, etc., which some- 
times also give rise to unexpected interference. 

Field Strength.—A. large amount of information has been published concerning 
field strengths that can be expected under different conditions from short-wave 
transmitting stations. Some of the more important articles summarizing information 
of this sort are given below.? These data indicate among other things that com- 
munication over the North Atlantic is much worse than from North America to South 
America. Thus the difference between the New York-Buenos Aires circuit has been. 
reported as approximately 25 db.* 

The signal strengths required for carrying on short-wave communication depend 
upon conditions. Values of the order of 10 microvolts per meter are sometimes 
required, while 1 microvolt per meter will commonly be sufficient to give intelligible 

1 A discussion covering the use of graphs of maximum usable frequency for the practical problem of 
selecting the optimum frequency is given by N. Smith, S. 8. Kirby, and T. R. Gilliland, Application of 
Graphs of Maximum Usable Frequency to Communication Problems, Bur. Standards Research Paper 
RP1167, Vol. 22, p. 81, January, 1939. | 

2 Further discussion of transmission by sporadic E-layer reflections is given by Е, Н. Conklin, 56- 
megacycle Reception via Sporadic E-layer Reflections, Proc. I.R.E., Vol, 27, p. 36, January, 1939; D. R. 
Sodiro, Transatlantic Reception of London Television Signals, Proc. I.R.E., Vol. 27, p. 692, Novem- 

E C. R. Burrows, The Propagation of Short Waves over the North Atlantic, Proc. I.R.E., Vol. 19, 
p. 1634, September, 1931; M. L. Prescott, The Diurnal and Seasonal Performance of High-frequency 
Radio Transmission over Various Long-distance Circuits, Proc. I.R.E., Vol. 18, p. 1797, November, 
1930; Clifford N. Anderson, North Atlantic Ship-shore Radio-telephone Transmission during 1932-1933, 
Proc. I.R.E., Vol. 22, p. 1215, October, 1934; Report of Committee on Radio-wave Propagation, Proc. 
I.R.E., Vol. 26, p. 1193, October, 1938; C. R. Burrows and E. J. Howard, Short-wave Transmission to 
South America, Proc. I.R.E., Vol. 21, p. 102, January, 1933; В. A. Heising, J. C. Schelleng, and С. C. 
Southworth, Some Measurements of Short-wave Transmission, Proc. I.R.E., Vol. 14, p. 613, October, 
1926. x 


4В. K. Potter and A. C. Peterson, Jr., The Reliability of Short-wave Radio Telephone Circuits, 
Bell System Tech. Jour., Vol. 15, p. 181, April, 1936. 
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radio-telephone signals and permit commercial radio-telegraph communication, pro- 
vided that the receiving location is relatively free from local noise, and a well-designed 
receiving antenna is employed. 

The strength of short-wave signals received from a distant transmitter (at least 
for North Atlantic paths) has been found to show a correlation with the character 
figures indicating terrestrial magnetic activity and earth currents. These character 
figures show a 27-day recurrence tendency, so that it is possible to predict with fair 
accuracy the strength of signals to be expected in the near future from the conditions 
that existed in the immediate past.! 

Selective Fading with Amplitude- and Frequency-modulated Signals.—W hen short- 
wave signals that have traveled to a distant receiver along a particular path fade, the 
carrier and side-band frequencies (up to 5 or 10 kc) normally fade in and out together. 
Thus the amount of selective fading associated with an individual transmission path 
tends to be small. However, under the rather common conditions where there are 
two or more transmission paths deliver- 
ing signals of comparable strength to the 
receiver, then the resultant received signal 
will be the vector sum of the signals com- 
ing in over the various paths. This 
vector sum will, in general, be quite sensi- 
tive to the exact frequency of the wave, 
with frequencies differing by as little as 





Round-the-Wotld 200 cycles behaving differently. Thus 
Ghent circle ronis sire wa shor? when an ordinary amplitude-modulated 


wave is received under such conditions, 
the various side-band frequencies, and 
also the carrier, will fade in and out in a 
more ог less random way. This causes selective fading of the resultant signal, with 
accompanying distortion.? 

Frequency-modulated signals transmitted over great distances under conditions 
where there is more than one transmission path suffer much greater distortion than do 
amplitude-modulated signals. The distortion is greatest at low modulation frequen- 
cies and high depths of modulation. This distortion results from the fact that the 
instantaneous frequency of a frequency-modulated wave is continually varying, 80 
that when two waves arrive at a receiving point after having traveled different dis- 
tances, they have different instantaneous frequencies. The resultant wave then con- 
tains a new modulation involving both amplitude and frequency modulation at a 
frequency that is not harmonically related to the modulation produced at the trans- 
mitter, but that rather depends upon the difference in transit time for the different 
paths.? 

Round-the-world Signals.*—Signals from a transmitter to a distant receiver may 
reach the receiver either by traveling directly toward the receiver or by traveling 


Ета. 65.—Paths followed by multiple and 
round-the-world signals. 


1 A, M. Skellett, On the Correlation of Radio Transmission with Solar Phenomena, Proc. I.R.E., 
Vol. 28, р. 1361, November, 1935; Henry E. Hallborg, Terrestrial Magnetism and Its Relation to World- 
wide Short-wave Communications, Proc. I.R.E., Vol. 24, p. 455, March, 1936; Short-wave Radio Trans- 
mission and Geomagnetism, R.C.A. Rev., Vol. 5, p. 395, April, 1941; R. M. Morris, and W. A. R. Brown, 
Transoceanic Reception of High-frequency Telephone Signals, Proc. I. R.E., Vol. 21, p. 63, Janary, 1933. 

2 Results of a classic study of selective fading at high frequencies are reported by R. K. Potter, 
Transmission Characteristics of а Short-wave Telephone Circuit, Proc. I.R.E., Vol. 18, p. 581, April, 
1930. 

3 Murray G. Crosby, Observations of Frequency-modulation Propagation on 26 Megacycles, Proc. 
I.R.E., Vol. 29, p. 398, July, 1941; Frequency Modulation Propagation Characteristics, Proc. I.R.E., 

- Vol. 24, p. 898, June, 1936. 

4 For further discussion see E. Quick and Н. Mógel, Double and Multiple Signals with Short Waves, 

Proc. I, R.E., Vol. 17, р. 791, May, 1929. р 
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indirectly the opposite way around the earth, as shown in Fig. 65, thus leading to long 
and short great-circle paths. It is also possible under certain conditions for signals to 
travel from the transmitter past the receiver, on around the earth, and then to the 
receiver a second time. There even are cases on record where the same signal has 
been heard five times at a distant receiving point, while signals repeated once or twice 
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Ета. 66.—Variation of ground-wave field intensity with distance showing the effect of 
different antenna heights and the difference between vertical and horizontal polarization. 
The point on each curve corresponding to line-of-sight conditions is indicated by a short 
vertical line. 


are not infrequent. In order that double signals may reach the receiver by propaga- 
tion along both long and short great-circle paths, it is necessary that the conditions in 
the ionosphere be roughly the same along both routes, and the same requirement must 
also be fulfilled in the case of round-the-world signals. As a result, multiple and 
round-the-world signals are observed only when the part of the great-circle path that 
lies in darkness is experiencing summer, or when the great-circle path coincides very 
closely with the twilight zone. The time delay of round-the-world signals is of the 
order of 14 second, and is so great that when these signals occur it is necessary to 
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reduce the speed of telegraph transmission to an extremely low value.. With radio- 
telephone signals the fading and selective distortion is increased. 

17. Propagation of Ultra-high Frequency Waves (Frequencies above 30 mc).— 
Frequencies above 60 mc are never refracted or reflected back to earth by the iono- 
sphere, and it is only under special circumstances that frequencies in the range 30 to 
60 me are so returned. Аз а consequence, communication at ultra-high frequencies 
is obtained by means of the ground wave discussed in Pars. 1 to 4, with the added 
complication that at receiving points well below the line of sight, tropospheric reflec- 
tions may be of importance. 
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Fig. 67.— Effect of frequency on ground-wave field intensity. 


Field-strength Curves.—The factors determining the strength of the ground wave 
are discussed at length in Pars. 1 to 6, and the essential characteristics are illustrated 
in Figs. 19 to 21. ; 

The field strength wil vary with distance in the manner illustrated in Fig. 66 
(also see Fig. 20). At receiving points appreciably above the line of sight the field 
strength is almost exactly inversely proportional to the square of distance d, and is 
also proportional to the product h;h; of the antenna heights, provided that the trans- 
mission distance is large compared with the antenna height. If the transmission 
distance is not large compared with antenna heigbt,! then the curve of field strength 
as a function of distance shows an oscillatory character, as illustrated in Fig. 20 and 
by the horizontally polarized curve for 10,000 feet in Fig. 66. At points appreciably 


1 Whenever (2rhih2/Ad) > 0.5, the transmission distance can be considered too small in relation to 
antenna heights for the field to be proportional to hihs/d?, 


E 
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beyond the optical horizon, the field strength falls off faster than the square of the 
distance, while as the antennas are raised (though still well below the horizon) it 
increases more rapidly than the product of antenna heights. 

The effect of frequency is illustrated in Fig. 67. Under conditions where the field 
strength oscillates with increasing distance, the effect of an increase in frequency is 
to increase the number of oscillations occurring in a given distance without affecting 
the maximum amplitude of the oscillations. Increasing the frequency also causes the 
oscillatory distribution of field strength to continue until closer to the optical horizon. 
At distances less than the optical horizon, but great enough so that the oscillatory 
distribution of field strength no longer exists, increasing the frequency increases the 
field strength, whereas at distances appreciably beyond the optical horizon the field 
strength is less the higher the frequency. 

The field strength is very sensitive to antenna height. At receiving points well 


beyond the optical horizon, and below the line of sight, the field intensity will depend 


upon height in the manner shown in Fig. 21a. As the antenna is raised above the 
earth’s surface with vertically polarized waves the field strength is first constant, and 
then becomes higher at an increasing rate until at several wave lengths the field is 
almost linearly proportional to height. This linear relation is then maintained until 
the height is very large, after which the field strength increases faster than the height. 
Horizontally polarized waves are seen to behave in substantially the same manner as 
vertically polarized waves except that the height below which the field intensity levels 
out and becomes independent of height is a very small fraction of a wave e length above 
the earth. 

At receiving points within the line of sight, the action at small and moderate 
heights is as in Fig. 21a, but now if the height becomes sufficient in proportion to 
transmission distance so that the curve of field strength as a function of distance 
displays an oscillatory character, then the curve of field strength with height likewise 
shows oscillations, as illustrated schematically in Fig. 21b. 

Curves giving the approximate field strength as a function of distance for various 
transmitter antenna heights are presented in Fig. 68. These are for the case of a small 
vertical doublet transmitting antenna radiating a power of one kilowatt, and assume 
that the receiving antenna is located at the surface of the earth. The increase in 
signal strength that results by raising the receiving antenna above the earth for any 
particular case is given by the curve to the right of the corresponding field-strength 
curve.? 

The application of the curves of Fig. 68 to a practical communication problem is 
illustrated by the following example: 


Example.—It is desired to determine the field intensity expected at a distance of 100 km over land 
when the transmitter is at a height of 200 meters, the receiving antenna is at the height of 100 meters, 
and the frequency is 150 me (2 meters). The transmitter power is 250 watts. 

If the transmitter power were 1 kilowatt and the receiving antenna were at the surface of the ground, 
then the curves show that the received field would be 0.5 по/т. However, the fact that the receiving 
antenna is at a height of 100 meters results in the field strength being 42 db (= 126 times) greater, or 
126 X 0.8 = 101 m/m for one kilowatt, or 55.5 uv/m for 250 watts. 


While the curves of Fig. 68 were derived on the basis of vertically polarized waves, 
they can also be applied to horizontally polarized waves, provided that the antenna 


1 Further discussion of the effect of frequency is given by К. A. Norton, The Effect of Frequency on 
the Signal Range of an Ultra-high-frequency Radio Station, F.C.C. Mimeo. Rept. 48466, Mar. 20, 1941. 

? These curves are due to T. L. Eckersley, Ultra-short-wave Refraction and Diffraction, Jour. I.E.E., 
Vol. 80, p. 586, 1937; also, Wireless Section, Г.Е.Е., Vol. 12, p. 42, March, 1937, and Report of Commit- 
tee on Radio Wave Propagation, Proc. I.R.E., Vol. 26, p. 1193, October, 1938. They were calculated 
by a somewhat less exact method than that outlined in Pars. 1 to 4, but are sufficiently accurate for 
most purposes, and also indicate the influence of various factors on field strength. These curves neglect 
p refraetion in the atmosphere, and so give field strengths slightly low, particularly at considerable 

istancea. 
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Fig. 68a.—Field-strength curves for 150 mo. 
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Руа. 68c.—Field-strength curves for 30 mc. 
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heights are at least several wave lengths. Under this condition vertically and hori- 
zontally polarized waves give almost identical received fields, provided that the 
transmission distance is great compared with the antenna heights (see Fig. 66). 

Practical Limitations to Theoretical Field-strength Curves.—Theoretical field-strength 
curves determined in the manner outlined and discusséd above will give accurate 
results under idealized conditions. Practical conditions, however, nearly always 
differ to greater or less degree from the ideal case, so that while field strength curves 
actually observed follow the general trend of the theoretical curves, they can be 
expected to differ in detail. The theoretical curves cannot, for example, take into 
account the irregularities introduced by cities, by large buildings, by irregular terrain, 
slopes, etc., or by brush and trees. Theoretical calculation of ground-wave field 
intensity likewise ignores the presence of tropospheric reflections. 

The effect of cities on ultra-high-frequency waves is obviously too complicated to 
be taken into account in a formula. However, experimental results obtained on the 
strength of a received signal in built-up areas show that the signal is less than that 
received under idealized conditions by approximately 10 db.! This loss accounts for 
the scattering of the wave required in order to reach street level. 

In cities where there are large buildings it is found that there are commonly several 
wave paths along which energy travels from the transmitter to the receiver, these 
multiple paths arising as a result of reflections at the surfaces of buildings.? Such 
reflections frequently produce a change in the plane of polarization, so that signals 
that were radiated with horizontal polarization possess a vertical component at the 
receiving point, and vice versa. These multiple-path transmissions are very dis- 
turbing in television work because the differences in path length when measured in 
wave lengths will vary with frequency. In the wide frequency band required by 
television signals the result is that the energy arriving over the multiple paths will 
add at some frequencies, and subtract at other frequencies within the transmitted 
band. Multiple-path transmission is also serious in connection with ultra-high- 
frequency landing beams, etc., since an auxiliary wave path created by reflection from 
a near-by building, for example, will produce a spurious course that may lead to serious 
consequences. Trouble from multiple-path transmission tends to be greater the 
higher the frequency because the minimum size of a surface that can act as an effective 
reflector is proportional to the wave length. 

Brush, trees, etc., will have an important effect upon the field strength at ultra- 
high frequencies. Thus, tests made at 250 to 500 mc with antenna heights of about 
3 meters have indicated an attenuation through 500 feet of wood and underbrush that 
is of the order of 10 to 20 db greater than for propagation over level, cleared ground.* 

In the case of transmission to a receiving point above the line of sight, the charac- 
ter of the earth’s surface in the region where the ground-reflected wave is reflected 
from the earth is of importance. Such factors as irregularities, trees, buildings, etc., 
can have an important influence on the reflection coefficient. 

Irregularities of terrain will also influence the received field.strength. The slope 
of the earth in the immediate vicinity of the transmitter and the receiver is of particu- 
lar importance.‘ Hills, large buildings, and other obstacles will cast shadows; i.e., 


1 Charles R. Burrows, Loyd E. Hunt, and Alfred Decino, Ultra-short Waves in Urban Territory, 
Elec. Eng., Vol. 54, p. 115, January, 1935. 

2 P. В. Carter and С. S. Wickizer, Ultra-high-frequency Transmission between the R.C.A. Building 
and the Empire State Building in New York City, Proc. I.R.E., Vol. 24, p. 1082, August, 1936; R. W. 
George, A Study of Ultra-high-frequency Wide-band Propagation Characteristics, Proc. I. R.E., Vol. 27, 
p. 28, January, 1939. 

3 B, Trevor, Ultra-high-frequency Propagation through Woods and Underbush, R.C.A. Rev., Vol. 5, 
p. 97, July, 1940. 

40. В. Englund; A. B. Crawford, and W. W. Mumford, Some Results of a Study of Ultra-short-wave 
Transmission Phenomena, Proc. I.R.E., Vol. 21, p. 464, March, 1933. 
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the field strength will be less immediately behind the obstacle than it is some distance 
beyond.! 

Various investigators have reported the results of field-strength surveys.? Typical 
data taken along a radial away from a transmitter are shown in Fig. 69, where the 
extremities of each vertical line represent the maximum and minimum field strength 
observed in that section of the chart. These particular results were taken in reason- 
-ably open surroundings, yet even then it will be noted that variations of the order of 
15 db are present, which is typical. 

Fading of Ultra-high-frequency Signals.—Ultra-high-frequency signals received at 
a considerable distance from the transmitter will normally have a tendency to fade. 
There are two causes of such fading: first, changes in the rate with which the refractive 
index of the earth's atmosphere varies with height; second, variations in troposphere 
reflections. : : 
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Fig. 69.—Observed variation of field strength with distance from an ultra-high-fre- 
quency transmitter. The vertical line represents the range of field strength observed in 
each region. 


100 





80 





60 







Field Strength- Db. above 1 uv/m 






It is indicated in Par. 4 that the dielectric constant of the earth's atmosphere varies. 
slightly with height in such a way as to cause a bending of the wave path. On the 
average, this bending is equivalent to increasing the effective radius of the earth by a 
factor of approximately 1.33. However, the conditions in the atmosphere vary from 
time to time, and the degree of bending of the wave path (and therefore the corre- 
sponding equivalent radius of the earth) will likewise vary. This will affect the field’ 
strength of the received signal, and can cause slow fading of moderate intensity at. 
points an appreciable distance from the transmitter. 

Troposphere reflections (see below) are produced by discontinuities in the tropo- 
sphere, and since these discontinuities may vary in magnitude, orientation, and in 
height from moment to moment, one can expect severe fading whenever the tropo- 


1 An analysis of this effect showing the magnitude of the shadow is given by Т. L, Eckersley, Direct- 
ray Broadcast Transmission, Proc. I.R.E., Vol. 20, p. 1555, October, 1932. 

2G. W. Wickizer, Field-strength Survey, 52.75 Megacycles from Empire State Building, Proc. I. R.E.. 
Vol. 28, p. 291, July, 1940; Mobile Field-strength Recordings of 49.5, 83.5, and 142 Me from Empire 
State Building, New York— Horizontal and Vertical Polarization, R.C.A., Vol. 4, p. 387, April, 1940; 
Field Intensity Survey of Ultra-high-frequency Broadcasting Stations, F.C.C. Mimeo. Бері. 40004; R. S. 
Holmes and A. Н. Turner, An Urban Field Strength Survey at Thirty and One Hundred Megacyoles, 
Proc. I. R.E., Vol. 24, p. 755, May, 1936. 


Par. 17] PROPAGATION OF RADIO WAVES 761 


spherie wave is dominant at the receiving point, or when its intensity is of the same 
order of magnitude as that of the ground wave. 

Experimental studies of fading have been made by many investigators,! and some 
typical fading records are shown in Fig. 70. When the optical horizon is at a distance 
of the order of 40 miles, it is found that the signal strength at the optical horizon can. 
fade through a range of at least 15 db, while at appreciably greater distances than this, 
which are well below the line of sight, the variation in signal strength may reach as 
much as 50 db. The extent of the fading, and also its character, vary greatly, as is 
apparent from the records in Fig. 70. 
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Fic. 70.—Typical types of fading curves observed at ultra-high frequencies. These are 
for a wave length of 4.7 meters and a distance of 70 miles. . 


A relationship exists between meteorological conditions and fading. Effects 
observed include a difference in the tendency for fading to occur in the day and night, 
and seasonal actions in which the severity of fading will differ in winter and summer. 
Such behavior can be expected to depend upon local weather conditions, however. 
Hence any behavior, however regularly observed at one location, may not be observed 
at some other locality. 


s А ОК 

1 For example, see С. В. Burrows, A, Decino, and Loyd E. Hunt, Stability of Two-meter Waves, 
Proc. I.R.E., Vol. 26, р. 516, May, 1938; С. R. Englund, А. B. Crawford, W. W. Mumford, Ultra-short- 
wave Transmission over 4 39-mile “Optical” Path, Proc. I.R.E., Vol. 28, p. 360, August, 1940; Ultra- 
short-wave Transmission and Atmospheric Irregularities, Bell System Tech. Jour., Vol. i7, p. 489, 
October, 1938; A. H. Waynick, Experiments on the Propagation of Ultra-short Radio Waves, Proc. 
I.R.E., Vo1. 28, p. 468, October 1940; К. С. Maclean and С. 8. Wickizer, Notes on the Random Fading 
of 50-megacycle Signals over Nonoptical Paths, Proc. I. R.E., Vol. 27, p. 501, August, 1939. 
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Fading at ultra-high frequencies is influenced somewhat by frequency, the higher 
frequencies generally fading the most. Some observers have reported that hori- 
zontally polarized waves fade more severely than do vertically polarized waves, but 
others have not found any polarization effects. 

The fading observed at considerable distances from an ultra-high-frequency 
transmitter is sufficiently selective with respect to frequency to produce distortion in 
television signals. This distortion can be severe enough to reduce or even entirely 
destroy the usefulness of the reproduced picture for entertainment purposes. 

Tropospheric Reflections.—The troposphere is that part of the earth's atmosphere 
adjacent to the earth's surface, where clouds form and convection is appreciable. 

It has been found that reflections of appreciable importance in ultra-high-fre- 
quency wave propagation can be produced in the troposphere.! These reflections 
may occur at heights above the earth from 10 km down to 1 kni or less, the lower 
heights being more common. The magnitude of the reflected waves is small, the 
reflection coefficient being commonly of the order of 10-? to 10-4, although larger 
values are possible under certain circumstances. 

Tropospheric reflections are caused by small discontinuities in the dielectric 
constant of the air at boundaries of air masses of different characteristics. Ionization 
does not play any part in tropospheric reflections, since observations made with 
meteorological sounding balloons indicate that the necessary ionization is not present 
in the troposphere.? The discontinuities in the dielectric constant required to explain 
observed results are of the order of 10-5, and these can be readily accounted for on 
the basis of air masses of different temperature and moisture content in proximity to 
each other. 

The reflection coefficient resulting from a discontinuity in dielectric constant can 
be calculated as explained in the footnote associated with Eq. (27). When the change 
Де in dielectric constant is very small, as in the case of troposphere reflections, these 
formulas reduce to the following simplified forms: 

For vertical polarization: 


Reflected wave — _ Ae _ Де 53 
Incident wave ^ 2 cos $ (58а) 
For horizontal polarization: 
Reflected wave Ae 
Incident wave  / (585) 


— 4 сов? ф 


Here ¢ is the angle of incidence at the troposphere layer measured with respect to 
the vertical, as shown in Fig. 71. Under conditions involved in tropospheric reflec- 
tions, ¢ is given with sufficient accuracy by the following formula: 


d! hN? 
ва +0) 
cos? ф = -r n +, — (54) 


ie (1 +) + (2) 


The notation is illustrated in Fig. 71. This equation assumes that the reflecting sur- 


1 Experimental evidence of such reflections is given by A. W. Friend and R. C. Colwell, The Heights 
of the Reflecting Regions in the Troposphere, Proc. I.R.E., Vol. 27, р. 626, October, 1939; J. Н. Pidding- 
ton, The Scattering of Radio Waves in the Lower and Middle Atmosphere, Proc. I.R.E., Vol. 27, p. 753, 
December, 1939; C. R. Englund, A. B. Crawford, and W. W. Munford, Ultra-short-wave Transmission 
and Atmospheric Irregularities, Bell System Tech. Jour., Vol. 17, p. 489, October, 1938. 

? O. H. Gish and H. G. Booker, Nonexistence of Continuous Intense Ionization in the Yroposphere 
and Lower Stratosphere, Proc. I. R.E., Vol. 27, p. 117, February, 1939. 
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face is parallel to the earth, and that the antenna heights are small compared with the 
height of the reflecting boundary. 

It is to be noted that the reflection coefficient tends to increase as the wave strikes 
the reflecting layer with a more glanc- 
ing angle, and will approach unity 
when the angle of incidence approaches 
90°. Such conditions may occur if the 
transmitting antenna is very high, or 
if the plane of the reflecting boundary 
is tilted with respect to the surface of 
the earth. With vertically polarized 
waves the reflection coefficient will be 
zero when ф = 45°. This is the " 
Brewster angle, and with angles ap- 
preciably more glancing, the reflection 
coefficient is approximately the same 
for both vertically and horizontally 
polarized waves. The reflection coef- 
ficient is not affected by frequency. 

The maximum possible range for a 
tropospherie wave when the transmit- 
ting and receiving antennas are ele- Fic. 71.—Diagram illustrat.ng notation of 


/ Feflecting boundary 





a 


e--------£arfh radius 


vated is Eq. (54). 
Range of tropospheric ) _ | 
wave, miles = V2hi + 2 V 2h: + у 21 (55) 


The heights are in feet, the range in miles. "The notation and also the general situation 


/Retlecting boundary 
"4 
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Ета. 72.— Diagram illustrating situation corresponding to Eq. (55). 


involved are illustrated in Fig. 72. With the conditions shown in this figure the angle 
of incidence ¢ has the value $5 such that 


2h; 


a 


Bh, 
1+5 


cos? фъ = (56) 


When the receiving point is at a greater distance than that given by Eq. (55), as, for 


example, if the receiver should be at R’ in Fig. 72, the energy of the wave reflected 
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from the troposphere must diffract around the earth's curvature in order to reach the 
receiver. The situation then is very much as though there were in the troposphere a 
source of radio waves having an antenna height corresponding to the height of the 
reflecting boundary and transmitting to the receiving point. Inasmuch as propaga- 
tion under such conditions is affected by the frequency, the strength of the tropo- 
spheric waves can be expected to be affected by frequency if the distance is greater 
than given by Eq. (55). 

The waves reflected from the troposphere can be expected to vary widely in 
intensity under different conditions, and to be correlated with the weather. At times 
the discontinuities in dielectric constant may reach 1074. At other times they may be 


10000 either negligible or entirely nonexist- 
ent, in which case no tropospheric 

Antenna heights: 500 ft 30 ft waves are produced. It is also pos- 
Polarization: Horizontal sible for two or more discontinuities 

Power: {kilowatt to: exist simultaneously. Further- 


{ &-5xl0 “ети. | | more, since the troposphere is the re- 
gion in which ‘weather? occurs, a 

correlation between tropospheric ef- 
fects on radio waves and weather is to 
be expected. This has been found, 
$e- Ground although the data are too few to per- 
TIIN wave mit any general conclusions being 


N 
{ drawn as to the nature of the 
AINT NELLE correlation. 


Tropospheric. reflections are of 
especial importance when the receiv- 
ing point is well below the sight of the 
transmitter. The waves received via 
the troposphere are then frequently of 
much greater intensity than those ar- 
riving at the receiving point by dif- 
fraction of the ground wave around 
the curvature of the earth. The 
behavior that can then be expected 
under various conditions is given in 
Figs. 73 to 76, which are theoretical 
curves based upon reasonable 
200! | assumptions. 

Vertical vs. Horizontal Polarization. 
'The. effect of polarization on field 

_ Fic. 73.—Effect of magnitude of discon- strength is shown in Fig. 66. There 
шы fen dielectric constant Ae at the reflecting is very little difference except at very 

E x > low antenna heights and when the 
height is not negligible compared with the distance. At low heights the field 
strength is greater with vertical polarization, as is to be expected from Figs. 
21а апа 6. Also, with the combination of large heights and small distance the angle of 
incidence at the ground approaches the pseudo-Brewster angle, so that the reflection 
coefficient with vertical polarization becomes small. The amplitude of the ground- 
reflected wave is then much less with vertical than with horizontal polarization, caus- 
ing the oscillations in the field strength to be less pronounced. | 
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1 These are from К. A. Norton, A Theory of Tropospheric Wave Propagation, Р.С.С. Mimeo. Rept. 
40,003, Mar., 18, 1940. 
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Interference at ultra-high frequencies. caused hy man-made sources such as auto- 
mobiles normally produces stronger: vertically’ polarized waves than horizontally 
polarized waves.! "This results from the fact that such noise sources are ordinarily 
located close to the surface of the earth, and it has been shown above that when the 
antenna is close to the earth, vertical polarization gives a stronger field than does 
horizontal polarization (see Figs. 21a and b). 

When all considerations are taken into account, it is found that the ratio of signal 
to noise with horizontal polarization will, in general, be superior to that obtained with 
vertical polarization, particularly when ће height of the receiving antenna is not 
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Fra. 74.—Effect of layer height on tropospheric waves in a typical case. 


particularly great. : In the case of transmission between mobile units, where both 
transmitting and receiving antennas are located close to the earth, vertical polariza- 
tion is usually superior because of the greater field strength that is produced, though 
the signal-to-noise ratio may be no better than with horizontal polarization. The 
difference between the two types of polarization tends to disappear at moderate to 
large heights and distances.? 

18. Static and Noise.—Radio disturbances caused by natural causes such as 
lightning, electrical storms, etc., are designated variously as static, atmospherics, 
strays.. The effects produced by such disturbances on radio receivers are also some- 


1A discussion of ignition. noise is given by В. W. George, Field Strength of Motorcar Ignition 
Between 40 and 450 Megacycles, Proc. I.R.E., Vol. 28, p. 409, September, 1940. 
? George Н. Brown, Vertical VB. Horizontal Polarization, Electronics, Vol. 13, p. 20, October, 1940. 
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times termed noise, although this word is sometimes used to indicate electrical dis- 
turbances that have a man-made origin, as, for example, disturbances produced by 
electric razors, power lines, etc. 

Types and Sources of Static-—Static disturbances as received in a receiver can be 
divided into the following types: (1) impulses of very high intensity, occurring only 
intermittently; such static is caused by local thunderstorms. (2) A steady rattling 
or crackling that is due to electrical disturbances produced by distant thunderstorms. 
(3) A steady hiss type of static observed at high frequencies, apparently having an 
interstellar origin. This type of static produces a sound similar to that caused by 
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Fic. 75.—Effect of antenna height on tropospheric waves in a typical case. Receiving 
antenna 30 ft. high, transmitting antenna 100 to 1,000 ft. as indicated. 


thermal agitation, and its direction of arrival indicates the possibility of a source in 
the direction of the Milky Way system.* (4) Precipitation static (see below). 

Mountains, desert areas, and the tropies are important sources of static interfer- 
ence. Storm centers, particularly of tropical hurricanes, are common causes of static, 
and it has been found possible to trace the course of a tropical hurricane by taking 
' bearings upon the static received at a moderately distant point.? 

1 Karl О. Jansky, Directional Studies of Atmospherics at High Frequencies, Proc. I.E. E., Vol. 20, 
p. 1920, December, 1932. 

? Karl С. Jansky, A Note on the Source of Interstellar Interference, Proc. I.R.E., Vol. 23, р. 1158, 
October, 1935. 

з Б, P. Sashoff and J. Weil, Static Emanating from Six Tropical Storms and Its Use in Locating the 
Position of the Disturbance, Proc. Г.В.Н., Vol. 27, p. 696, November, 1939; S. W. Dean, Correlation of 


Directional Observations of Atmospherics with Weather Phenomena, Proc, I.R.E., Vol. 17, p. 1185, 
July, 1929. 
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When most of the static arriving аё а receiving location is of distant origin it is 
commonly found that these sources tend to be in certain directions. Thus observa- 
tions of long-wave static received in Maine indicate that, barring local thunderstorms, 
most of the disturbances have a southwesterly origin apparently in the Gulf of Mexico 
or Texas, while similar observations in Europe indicate sources in Africa.! The same 
is also true of static received at high frequencies.? 

When the static is of distant origin it is found that the same impulse will simul- 
taneously produce interference at widely distant points, as, for example, Maine and 
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Fic. 76.—Effect of frequency upon tropospheric waves in a typical ease. 


England.* Itis also possible at times to correlate impulses received at low frequencies 
with corresponding high-frequency static. 


. Effect of Frequency on Propagation Characteristics of Static.—The field strength of 
static appears on the average to be approximately inversely proportional to frequency.4 
This indicates that the electrical discharge that generates the radio wave representing 


1 А, E. Harper, Some Measurements on the Directional Distribution of Static, Proc. I.R.B., Vol. 17, 
p. 1214, July, 1929. 

2 See Karl С. Jansky, Directional Studies of Atmospherics at High Frequencies, Proc. Г.В. E., Vol. 
20, p. 1920, December, 1932. 

* B. W. Dean, Long-distance Transmission of Static Impulses, Proc. Г.В. E., Vol. 19, p. 1660, Septem- . 
ber, 1931. 

1R. K. Potter, An Estimate of the Frequency Distribution of Atmospheric Noise, Proc. I.R. E., Vol. 
20, p. 1512, September, 1932; L. W. Austin, The Present Status of Radio Atmospheric Disturbances, 
Proc. I.R.E., Vol. 14, p. 133, February, 1926. 
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the static interference is а pulse having relatively long duration, and there is experi- 
mental evidence to bear this out.! 

When the static is of local origin the intensity accordingly is less the higher the 
frequency and, in general, becomes quite small at ultra-high and micro-wave fre- 
quencies.? In the case of distant sources, there is superposed upon this effect, the 
propagation characteristics over the path from the source to the receiving point. 
Thus at ultra-high and micro-wave frequencies sky-wave transmission is not possible, 
and distant sources cannot produce static interference. Similarly, at high frequencies, 
the range at which a static source can produce interference on a particular frequency 
will depend upon the time of day, the. distance, etc. As a consequence, high-fre- 
quency static tends to be greatest when conditions are most favorable for the propaga- 
tion of long-distance signals, since then distant static sources become increasingly 
effective.? | 

At broadcast frequencies, the daytime static is largely of local origin, whereas at 
night one has not only the local static but also that generated by distant sources. 
The static level on the average is hence appreciably higher at night, when propagation 
conditions are good. 

Static at the lowest radio frequencies has a very high intensity. This is in part 
because the natural sources of static generate greater intensities at very low frequen. 
cies and in part because low-frequency radio waves propagate very efficiently over 
great distances under practically all conditions. 

Means of Overcoming Static.—The static, energy absorbed by a receiver is propor- 
tional to the width of the response band of the receiving system. Accordingly, the 
first and most obvious means of minimizing static interference is to design the receiv- 
ing system so that the response band is no wider than that necessary to accommodate 
the side bands of the desired signal. 4 

The interference produced by static in a receiver can be reduced by limiting, as 
discussed in Par. 6, Sec. 9. Such limiting is particularly effective in cases where 
the static consists of occasional crashes of very large amplitude, but tends to become 
ineffective when the static is of the continuous crackling or rattling sort, since then 
the peak amplitudes are smaller in proportion to the average amplitude of the static 
energy. | 

Frequency modulation is an effective means of minimizing the effect of static, since 
when the signal is appreciably stronger than the static the latter is almost completely 
suppressed, and does not produce a background of disturbance as with amplitude 
modulation. Furthermore, even when the static is stronger than the signal and so 
suppresses the latter, the usuai frequency-modulation receiving system possesses a 
limiting action that minimizes the intensity of the static disturbance produced even 
during these moments. Unfortunately, however, frequency modulation, because of 
its wide-band requirements, can be used only at the ultra-high frequencies, where the 
static is least severe, and is not available at lower frequencies, where static tends to 
give more. trouble. | ы 

1J. E. I. Cairns, Atmospherics at Watheroo, Western Australia, Proc. I.R.E., Vol. 15, p. 985,7 
December, 1927. 

2 For example, it has been found that a lightning flash 5 miles away will produce only a 5 uv/m field 
at 150 me with a reception band width of 1.5 me. See J. P. Schafer and W. М. Goodall, Peak Field 
Strength of Atmospherics Due to Local Thunderstorms at 150 Megacycles, Proc. I. R.E., Vol. 27, p. 202, 
А investigation of high-frequency static is reported by В. К. Potter, High-frequency Atmos- 
pherie Noise, Proc. I. R. E., Vol. 19, р. 1731, October, 1931. 

* See John R. Carson, Selective Circuits and Statie Interference, Trans. A.I.E.E., Vol. 43, p. 789, 
1924. This is a classical paper in which it is shown that, if static is a random series of impulses, then 


the amount of static energy absorbed by a receiver is directly proportional! to the frequency range to 
which the receiver responds. 
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The received static intensity can be reduced by employing directional receiving 
antennas except when the principal sources of static happen to lie in exactly the same 
direction as the transmitting station being received. Directional antennas are parT- 
ticularly effective in reducing static in the case of long-wave transatlantic communi- 
cation, for nearly all the static except that from local sources has a southerly origin. 

When the full possibilities of narrow-band reception, limiting, and directional 
receiving antennas have been utilized, the only further means of combating static is 
to provide a stronger signal. This may be done either by greater transmitter power 
or by the use of directivity at the transmitting antenna to concentrate the available 
energy more strongly in the direction of the receiving point. 

Much effort has been expended in attempting to devise "static eliminators." 
These have commonly taken the form of attempting to balance static received on one 
frequency with a signal, against static received free of signal on a slightly different 
frequency. Investigation of such systems has shown, however, that no appreciable 
gain results from these arrangements. The best that can be hoped from them is the 
elimination of static in the absence of a signal, which benefit is counterbalanced by 
more static energy being delivered to the receiver output when the signal is present 
than in the case of a simple receiving system that does not attempt to balance out the 
static.1 

Precipitation Static.*—The term precipitation static is used to designate a type of 
interference commonly experienced in an airplane receiver in flying through rain, 
snow, hail, ice crystals, and dust clouds. It consists of a continuous interference that 
may completely blanket reception for appreciable periods. Precipitation static 
occurs when a plane passes through a region where the cloud particles are electrically 
charged. Under such conditions the plane will accumulate a charge, which builds 
up until corona breaks out at some sharp point on the plane. The static resulting 
from this corona discharge is * precipitation static," and consists of a strong induc- 
tion noise field in which the electrostatic induction is much stronger than the magnetic 
component. 

Precipitation static can be almost completely eliminated by (1) providing a means 
of electrically discharging the plane in a way that will create a minimum of radio 
interference, (2) using shielded loop receiving antennas. A suitable arrangement for 
discharging the plane consists of a five-foot length of very fine wire connected to the 
plane by a resistance of approximately 100,000 ohms, five feet long, made of graphite- 
impregnated rubber-covered rope. With such an arrangement the corona that dis- 
charges the plane is concentrated in the trailing wire, where it is located as far as 
possible from the plane itself, and is in the form of a “soft” corona discharge that 
creates a minimum of interference. The use of an electrostatically shielded loop 
antenna then further reduces the static disturbance reaching the receiver, since such 
an antenna responds only to magnetic fields, while the induction field produced by 
tbe corona discharge is primarily electrostatic. 

Precipitation static is sometimes observed at ground stations in snowstorms, thun- 
derstorms, and dust storms. The causes here are apparently either the impact of 
dust particles against the antenna, or the creation of induction fields by near-by 
corona discharges. 


1 John R. Carson, The Reduction of Atmospheric Disturbances, Proc. 7.R.E., Vol. 16, p. 966, July, 
1928. Н ed К 

2 Further discussion of this subject is given by Н. M. Hucke, Precipitation-static Interference on 
Aircraft and at Ground Stations, Proc. I.R.E., Vol. 27, p. 301, May, 1939; Howard K. Morgan, Rain 
Static, Proc. I.R.H., Vol. 24, p. 959, July, 1936; Tomozo Nakai, Some Notes on Rain Static in Japan, 
Proc. I.R.B., Vol. 25, p. 1875, November, 1937; E. C. Starr, Aircraft-precipitation-static Radio Inter- 
ference, Trans, A.I.E.E., Supplement, Vol. 60, p. 363, 1941. 


SECTION II 
ANTENNAS 


FUNDAMENTAL RELATIONS 


х. Radiation. Nature of the Radiated Wave.—A radio wave represents electrical 
energy that has escaped into free space. A radio wave travels with the velocity of 
light, and consists of magnetic and electric fields at right angles to each other, and also 
at right angles to the direction of travel. The intensity of the electric and magnetic 
fields of the wave are such that one-half of the electrical energy contained in the 
wave is in the form of electrostatic energy, while the remaining half is in the form of 
magnetic energy. This leads to 


в = 300H (1) 


where є is the voltage gradient of the electric field in volts per centimeter and H is 
the magnetic field intensity in gilberts. 

The strength of a radio wave is expressed in terms of the voltage stress produced 
in space by the electric field of the wave, and is usually expressed in either millivolts 
or microvolts stress per meter. The stress expressed in this way is exactly the same 
voltage that the magnetic flux of the wave induces in a conductor one meter long when 
the wave sweeps across tbis conductor with the velocity of light. 

The plane parallel to the mutually perpendicular lines of electrostatic and magnetic 
flux of the wave is termed the wave front. The wave travels in a direction at right 
angles to the wave front, with the direction of travel depending upon the relative 
direction of the lines of electromagnetic and electrostatic flux. If the direction of 
either magnetic or electrostatic flux is reversed, the direction of travel is likewise 
reversed, but reversing both sets of flux has no effect. 

The direction of the electrostatic lines of flux is termed the direction of оаа 
of the wave. Thus, when the electrostatic lines are vertical, the wave is said to be 
vertically polarized. 

The wave length represents the distance traveled by the wave in a length of time 
corresponding to,one cycle, assuming a sinusoidal force producing the wave. Since a 
wave travels with the velocity of light, the relationship between wave length in 
meters and frequency f in cycles per second is 

х = 300,000,000 (1a) 
f 

Radiation from an Elementary Doublet.—A doublet consists of a length of con- 
ductor (antenna) short compared with a wave length, which is assumed to have such 
large capacity areas at its ends that the current throughout the length of the con- 
ductor can everywhere be considered the same. 

The strength of the field radiated from such an elementary doublet having a length 
ôl and carrying a current I (see Fig. 1) is given by the formula 


= © X (201 сов w ( — ©) cos 9 (2) 


770 
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where e = strength of wave, volts per meter, at point P (see Fig. 1). 
él = length of wire from which radiation takes place, measured in the 
same units ав A. 
I cos (wt + 90°) = current flowing in wire, amp. 
d = distance from P to antenna, meters. к 
@ = angle of elevation of point at which field is desired with respect 
to a plane perpendicular to the conductor ôl. 
f = frequency of current. 
w 2af. 
t = time. 
c = velocity of light = 3 Х 105 meters per вес. 
^ = wave length corresponding to frequency f. 
The wave front of the wave radiated from a doublet is the plane perpendicular to a 
line drawn to the doublet. The waves are polarized in such a manner that a plane 
can be passed through the antenna and the electro- 


static flux lines of the radiated wave. P is 
The Radiation Fieid Produced by an Actual An- we 

tenna System.—The total radiation field produced d- 

by an antenna system having any known arbitrary „7 


current distribution сап befound by adding the "Ep yas ө 
separate fields produced by the elementary lengths ZU NS V an 

of such an antenna system, with each elementary в 

length treated as a doublet antenna.! In adding ~ 

the contributions to the total field that are made by Fra. 1.—Elementary doublet 
the various doublets that can be considered as mak-  COPsisting of a length of wire 8 
ing up the actual current distribution of an antenna, Se ee 

it is necessary to take into account the phase and the plane of polarization of each 
contribution. 

4. Fields in the Vicinity of an Antenna—Induction Fields.— The electric and 
magnetic fields in the immediate vicinity of an antenna are greater in magnitude, and 
differ in phase, from the radiation field as calculated with the aid of Eq. (2). The 
electric and magnetic fields that must be added to the radiation field in order to give 
the fields actually present are termed induction fields. These induction fields diminish 
in strength more rapidly than inversely proportionally to distance. ‘Thus the induc- 
tion magnetic field from a doublet is inversely proportional to the square of the dis- 
tance, and the induction electric field from a doublet has one component that is 
inversely proportional to the square of the distance and another that is inversely 
proportional to the cube of the distance. Inasmuch as the radiation field is inversely 
proportional to the distance, the induction fields die away much more rapidly with 
distance than do the radiation fields, and at distances of a few wave lengths become 
negligible in comparison with the radiation field. However, at distances from the 
antenna that are small compared with a wave length (or small compared with the 
antenna dimensions if the antenna is large), the induction electric and magnetic fields 
will be much greater than the radiation field of the antenna. . 

The induction field also differs from the radiation field in that, unlike the latter, 
the magnetic and electrostatic field intensities of the induction wave are not propor- 
tional to each other, nor are they in phase. | 

The electric induction field becomes proportionately stronger than the magnetic 
induction field as the distance to the antenna becomes less in the case of a doublet 


1 Such summations can be carried out by either graphical or mathematical integration. Examples 
are to be found in many places in the literature, as, for example, F. E. Terman, “ Radio Engineering," 
2d ed. p. 658. MeGraw-Hill, New York, 1937. 
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antenna. . With а loop antenna, the magnetic induction field is increasingly predomi- 
nant as the distance becomes less. | 

The field in the vicinity of an antenna can be determined by the following methods:! 
(1) Considering the antenna system with its current distribution to be replaced by a 
series of doublets, and then summing up the fields produced by the doublets, taking 
into account the phase and polarization. This method, although apparently simple, 
leads to integrations that normally cannot be made mathematically. (2) Derivation 
of the fields with the aid of the vector and scalar potentials. (3) Derivation of the 
fields from a Hertzian vector. 

The vector and scalar potential method can be applied only to radiating systems 
that are complete in themselves (7.e., in which no current either enters or leaves the 
radiating conductor). In order to apply this method of analysis to such cases as a 
terminated conductor, where the current entering and leaving the antenna system 
may ‘be relatively large, it is necessary to postulate suitable terminating charges at 

the ends of the antenna system to take into account 


the effect of these terminal currents. Otherwise the 
calculated electrostatic fields will be in error.? 
3. Current Distribution in Antenna Systems.— 


An antenna is a circuit having distributed constants. 
The current distribution accordingly has the same 
general character as in a transmission line. Al- 


_ though some deviation from transmission-line be- 
^ havior may be expected because the inductance and 
аА capacity per unit length of an antenna system аге 
not the same for all parts of the antenna, experi- 
ments have shown that these effects are quite small 
: under most conditions. 


(8) Actuel (b) Schematic Resonant Antennas.—In the case of а wire hav- 
ing an open end, the current will be distributed as 

Fie. 2.—Actual and sche- in Fig. 2a. It is zero at the open end and passes 
matic current distribution in through minima at distances that are multiples of 


resonant antennas. The arrows | 3 
тергезеп һе. ditention of güzrent a half wave length away from the:end.? The cur- 
flow (i.e., the polarity). rents in the loops on either side of a current mini- 


mum are almost exactly 180° out of phase except 
in the immediate vicinity of the minimum, which is where substantially all the 
phase echange takes place. Since the current minima are quite small with respect to 
the current maxima, it is common practice to picture the current distribution as in 
Fig. 25, where the current at the minima is assumed to be zero instead of merely small, 
and the currents in adjacent loops are taken as exactly 180° out of phase. The equa- 


1 The fields existing in the immediate vicinity of a doublet antenna are given by C. R. Englund and 
H. T. Friis, Methods for the Measurement of Radio Field Strength, Trans. A.I.E.E., Vol. 146, p. 492, 
1927. 

Use of the vector and scalar potential method is discussed by P. S. Carter, Circuit Relations in - 
Radiating Systems and Application to Antenna Problems, Proc. I.R.E., Vol. 20, p. 1004, June, 1932; 
F. R. Stansel, A Study of the Electromagnetic Field in the Vicinity of a Radiator, Proc. I.R.E., Vol. 24, 
p..802, May, 1936. 

The Hertzian vector method is described by R. Bechmann, Calculation of Electric and Magnetic 
Field Intensities of Oscillating Straight Conductors, Proc. I.R.E., Vol. 19, p. 461, March, 1931. Both 
the Hertzian vector, and vector and scalar potential methods are considered by Andrew Alford, A 
Discussion of Methods Employed in Calculations of Electromagnetic Fields of Radiating Conductors, 
Elec. Comm., Vol. 15, p. 70, July, 1936. 

2 See Alford, Loc. cit.; also, F. M. Colebrook, The Electric and Magnetic Fields of a Linear Radiator 
Carrying a Progressive Wave, Jour. I.E.E., Vol. 86, p. 169, 1940; also, Wireless Section, I.E.E., Vol. 15. 
p. 17, 1940. 

з End effects cause the current loop adjacent to an open end to be a few per cent less than а half 
wave length on the basis of a radio wave traveling through space. 
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tion of the resulting current. distribution for this idealized case is 
current = Jo sin (=) sin wt | (3) 


where Го = current at current maximum. 
z/A = distance in wave lengths from open end. 
w = 2т X frequency. 
= time. 
Grounded Antennas | 
м mF creda car=da c анд cut 


Ungrounded Antennas Without Loading Loaded Ungrounded Antenna . 
«i-i dh) L=2. @1=2). (124 





Fie. 3.—Current distribution in a typical antennas; assuming sinusoidal distribution of 
current. 


The current distribution represented by Eq. (3) is that which would be obtained 
if the antenna acted exactly as a transmission line with zero losses. This condition 
is never realized perfectly in practice, because obviously an antenna will radiate some 
` energy and therefore will consume some en- ; 

ergy. Practically, however, radiation field 
` patterns calculated on the assumptions im- 
plied by Eq. (8) are sufficiently accurate for 
nearly all purposes.! 
Typical examples of current distribution : і 

based on Ед. (3) are shown in Fig. 3. Ineach 

case, the current is assumed to follow a YN „М 
sinusoidal distribution and to be zero at the : TTL. A --> 

open end. When the lower end of the an- 2 

tenna is grounded, as in а to f, the current. (b) Antenna with series inductance 
distribution is made up of a section of a sine 
wave. A change in direction of the antenna, 
as, for example, in e, has no effect upon the 
distribution, at least to a first approximation. 

The current distribution of an antenna can 

be modified by adding suitably spaced series Р 
inductances or series capacities, as illustrated (c) Antenna with series condensers 
in Fig. 4. The effect of a series inductance 
is.to shorten the^physical distance between 
adjacent current minima, as well as to reduce і 
the maximum current in the section of the antenna containing the inductance. 
This is illustrated in Fig. 4b, and if the inductance is sufficiently large, it із pos- 
sible to suppress a current loop almost entirely. In contrast with this, a series 





(a) Antenna without loading 


lene rebel 
‘Distances less than à I 


Fie. 4.—Typical current distributions 
with loaded antennas. 


1 A discussion of the actual current distribution in a vertical grounded antenna, as used in broadcast 
work, and the effect on the field pattern of departure from the sinusoidal assumption is given by W. L. 
McPherson, Electrical Properties of Aerials for Medium and Long Wave Broadcasting, Elec. Comm., 
Yol. 17, p. 44, July, 1938; see also В. M. Wilmotte, Jour. I.E.E., Vol. 66, p. 617, 1928, or Wireless Sec- 
tion, I.E.E., Vol. 3, p. 136, 1928. 
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condenser increases the distance between adjacent minima to a value greater than a 
half wave length. If a number of spaced condensers are employed somewhat less 
than a half wave apart, it is possible to eliminate all current minima except those at the 
ends of the wire, as shown in Fig. 4c, and cause the current to have substantially the 
same phase throughout the entire length of the antenna. 

Nonresonant Antennas.—When an antenna is terminated by an impedance equal 
to the characteristic impedance of the antenna wire considered as a transmission line, 


pns А Terminating 
npu resistance = То 


(a) Non resonant line 


bee o ooo o O] 
Slope ~ Lag 
р PE = 21у Pa 


er Woven, tans 


noth 
(b) Current 
Fra. 5.— Current and phase distribution in a nonresonant antenna. 


as in Fig. 5, the current distribution, instead of having the resonant character illus- 
trated in Fig. 2, is nonresonant, asin Fig. 5. Such a current distribution is character- 
ized by progressive uniform distributed phase shift amounting to 2r radians per wave 
length, and to the extent that the energy losses can be neglected, the current is every- 
where of constant amplitude. Further discussion of such current distributions is 
given in Par. 11, Sec. 3. 

The phase shift associated with a nonresonant current distribution can be modified 
by means of series inductances or series capaci- 
ties spaced not over a quarter wave length apart. 
Series inductances introduce an additional phase 
lag as one travels along the antenna toward the 
terminated end, making the average phase shift 
per unit length greater. Series condensers have 
the opposite effect, causing the average phase lag 
Pd per unit length to be less. 

Imoge yy" 4. Effect of Ground; Image Antennas.— 
antenna When an antenna is near the ground, energy 

Fre. 6.—Diagram illustrating radiated toward the earth is reflected as shown in 
ск { pair ке E n Fig. 6. The total field in any direction then rep- 
duced by an image antenna. resents the vector sum of a direct wave plus a 

reflected wave. 

For purposes of calculation, it is convenient to consider that the reflected wave is 
generated not by reflection but rather by a suitable image antenna located below 
the surface of the ground. This image antenna has a physical configuration that is the 
mirror image of the actual antenna, as illustrated in Fig. 7. In the case of a perfect 
earth (infinite conductivity) the reflection coefficient is unity. -The currents in cor- 
responding parts of the actual and image antennas (5.е., parts lying on the same verti- 
cal line and at the same distance from the earth’s surface) are of the same magnitude. 
The direction of current flow is such that the vertical component of the current in the 
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image is in the same direction as the vertical component of the current in the cor- 
responding part of the actual antenna, and the horizontal component of the current 
in the image is directed oppositely from the horizontal component of the current in 
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Fic. 7.—Images for common types of antennas. 


the corresponding part of the actual antenna. The application of these principles 

to the determination of the direction of current flow in the image in-a doubtful case is 

illustrated in Fig. 8, and the images for a number of typical cases are given in Fig. 7. 
In the case of finite earth conductivity, the 

magnitude and phase of the i image currents are 

modified in accordance with the reflection coeffi- 

cient calculated on the basis of the angle of reflec- 

tion 0 in Fig. 6. That is, the vertically polarized 

component of the reflected wave can be considered 

as being produced by an image antenna in which | 

the currents, instead of being the same as with a | 

perfect earth, are the currents in this ideal case | 

multiplied by the magnitude of the reflection co- | 

efficient for vertically polarized waves as calcu- ————TL————— 

lated for the angle 0, with the phase of the | 

currents in the image adjusted in accordance | 

with the phase angle of the reflection coefficient. | 

It will be noted that in making such a calcula- | 

tion, the departure of the current in the actual Кр 


image from that existing in the ideal case will 1 и 
vary with the angle of reflection 9, and will like- fe 
wise be different for the vertically and horizontally / yz! 
polarized components of the reflected wave. и 


In practical antenna calculations, it is usu- Fig. в Disqram showing hr 
ally permissible to assume that the earth ів а -zontal and vertical components of 
perfect reflector. This is justified by the fact current flow in actual antenna and 
that the errors thus introduced are of secondary in image. 
importance for most purposes. 

The electric and magnetic fields йай in the space above the earth in the 
presence of a perfect earth are exactly the same fields that would be produced in this 
same region by the joint action of the actual antenna and its image, with the earth 
removed. ‘Thijs is not true in the case of an imperfect earth, however, since although 
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the use of an image modified. in accordance with the reflection coefficient gives the 
proper reflected ray, the effect that the current in the imperfect earth Las on the field 
just above the earth is not properly taken into account. 

b. Impedance and Mutual Impedance of Antennas. Self-impedance.—The imped- 
ance of an antenna system is the impedance offered to a voltage applied to the two 
terminals obtained by opening up the antenna system at the point involved, when 
there аге no other antennas near'by. 

The impedance characteristics of an antenna are similar to those of a transmis- 
sion line because of the fact that the antenna is a circuit with: distributed constants. 
Thus a vertical antenna with the lower end grounded acts like a single-wire trans- 
mission line with ground return. The impedance between the lower end of such an 
antenna and ground varies with frequency in the manner illustrated in Fig: 9. Sim- 
ilarly, the impedance at the center of an isolated ungrounded antenna is similar to the 
impedance that would be obtained from a two-wire transmission line having a length 
equal to the distance from the center of the antenna to the ends (see Fig. 9). In 

such a case, resonance is obtained when- 


Groundedantenna Ungroundedantenna ever the total antenna length approximates 


Б | | a multiple of a half length for th 

21 ple of a half wave length for the 

1 , ——1— frequency involved. At frequencies on 
РРР А x 

d one side of a resonance point, the reactance 


Їр equae г. will be inductive; on the other side of the 
MV ' resonance, it will be capacitive. 

The resistance component. of the an- 
tenna impedance takes into account the 
energy consumed by the antenna system 
as a result of radiation, ground losses, an- 
X 2^ 3А E tenna wire resistance, dielectric losses, etc. 

4 In order for the antenna to be efficient, it is 

3 | rer: | necessary that the various losses be small 

М 2 5 compared with the energy lost by radia- 

Power factor angle - 90 lag tion, 2.e., the radiation should account for 

Fig. 9.—Antenna impedance and ag much as possible of the total antenna 
power-factor angle. as a function of resistance. The radiation resistance is 
antenna length in wave lengths. : : р 

discussed further in Par. 6. 

Mutual Impedance——An antenna excited so that it has current flowing in it will 
induce a voltage in any other antenna in the vicinity. This action is as though the 
two antenna systems were coupled, and the behavior that results can be expressed in 
terms of a mutual impedance Zi; existing between the antennas, which is defined by 
the relation | 









Mutual impedance = Zi; = — m (4) 
1 


where J; is the current flowing at the reference point in antenna 1 and E; is the voltage 
that would have to be applied to the reference point in antenna 2 to produce in this 
antenna, with antenna 1 removed, the current that actually flows in it; i.e., Е. is the 
equivalent voltage induced by antenna 1 in antenna 2 when this induced voltage is 
referred to the reference point in the second antenna. 


1 The antenna length required for resonance is always slightly less (of the order of 5 per cent) than a 
multiple of a half wave length. based on the wave length in free space. This is because of end effects 
and couplings between parts of the same wire. See C. R. Englund, The Natural Period of Linear 
Conductors, Bell System Tech. Jour., Vol. 7, p. 404, July, 1928; P. 8. Carter, Circuit Relations in Radi- 
ating Systems and Applications to Antenna Problems, Proc. I.R.E., Vol. 20, p. 1004, s une, 1932. 
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‚ In defining mutual impedance, it is necessary to do so in terms of a reference point in 
each antenna, t.e., the mutual impedance represents the equivalent coupling between 
the antennas expressed in terms of the current at some specified point in the first 
antenna and the resulting effect at some specified point in the second antenna. ‘These 
specified points can be arbitrarily chosen in whatever manner is most convenient, and 
must be specified or implied. If not specified, it is taken for granted that the points of 
reference in both antennas are at current loops. 

The mutual impedance between two antennas is calculated by assuming a con- 
venient current flowing in one antenna and then calculating the resulting electric field 
existing at the; position of the second antenna and parallel with this antenna. This 
electric field then gives the distributed voltages that are induced in the second antenna 
by the current in the first antenna. The voltage thus induced in each differential 
length of the second antenna has the same effect, insofar as current in the antenna 
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Fra. 10.—Mutual impedance between parallel half-wave radiators. 


system is concerned, as some other induced voltage acting at the reference point, 
and the total voltage E; is obtained by integration of these equivalent voltages referred 
to the reference point.! 

Values of Mutual Impedance in Typical Cases—The magnitude and phase angle of 
the mutual impedance that can be expected between two antennas will depend upon 
the spacing and upon the geometrical configuration. The magnitude will be smaller 
the greater the spacing, and will be greater the larger the antenna dimenstonsin wave . 
lengths. The phase angle will vary greatly, depending upon the spacing and the 
geometry, and may have any value from 0 to 360°. Phase angles between 90 and 270° 
signify that the resistive component of the mutual impedance is negative, | 

Values of mutual impedance in some of the more important савез are given in Figs. 
10, 11, and 12. The resistance component of the mutual impedance is given in Figs. 
13, 14, 15 and in Table 1 for a number of common cases. - Formulas for calculating 

1 An excellent discussion of the actual details of making such calewations, together with a number 
of examples, is given by P. S. Carter, Circuit Relations in Radiating Systems and Applications to 


Antenna Problems, Proc. I.R.E., Vol. 20, p. 1004, June, 1932. See also G. H. Brown, Directional 
Antennas, Proc. I.R.E., Vol. 25, p. 78, January. 1937. ^ 
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these and other cases are to be found in the literature but are too involved to be given 
here. In some eases the formula involves an integration that can only be carried out 
graphically, and even when this is not the case, graphical methods are often the 
easiest to use.) | 
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Ета. 11.—Magnitude and phase of the mutual impedance between two identical vertical 
grounded antennas. The designations of the curves are antenna heights. 


Voliage and Current Relations in Systems Involving Coupled Antennas.—The voltage 
and current relations existing in a system of radiators between which mutual imped- 


1 The results given in Figs. 10 to 15 and Table 1 are from Brown, loc cit.; Carter, loc. cit.; and A. A. 
Pistolkors, The Radiation Resistance of Beam Antennas, Proc. I.R.E., Vol. 17, p. 562, March, 1929. 
The Carter paper also gives formulas for the mutual impedance between parallel wires of equal length 
(both staggered and not staggered), colinear wires, and for two wires forming at V. The Brown paper 
gives formulas for vertical grounded antennas such as are used in broadcast work. Mutual imped- 
ance between two antennas lying in the same plane, but not necessarily parallel, is given by F. H. 
Murray, Mutual Impedance of Two Skew Antenna Wires, Proc. I.R.E., Vol. 21, p. 154, January 1933. 
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Fra. 12.—Magnitude and phase angle of mutual impedance between two colinear half- 
wave-length resonant antennas. 
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TABLE 1.—RESISTANCE COMPONENT OF MUTUAL IMPEDANCE EXISTING BETWEEN 
HALF-WAVE-LENGTH PARALLEL RADIATORS 





Spacing d 
(see Fig. 
16) in À 


MOMS cuoco NOMS Aone 


1+1+ 


++ 


1+1+ 


1+1+ 


Relative height À (see Fig. 16) in wave lengths 











0.0 0.5 1.0 1.5 2.0 
73.29 | +26.40 | —4.065 +1.78 —0.96 
12.36 | —11.80 | —0.78 +0.80 —1.00 
4.08 | + 8.83 | +3.56 —2.92 +1.13 
1.77 | — 5.75 | —6.26 +1.96 +0.56 
1.18 | + 3.76 | +6.05 +0.16 —2.55 
0.75 | — 2.79 | —5.67 —2.40 +2.74 
0.42 | + 1.86 | +4.51 +3.24 —2.07 
0.33 | — 1.54 | —3.94 —3.76 +0.74 
0.21 | + 1.08 | +3.08 +3.68 +0.51 
0.18 | — 0.85 | —2.50 —3.40 —1.30 
0.15 | + 0.69 | +2.10 +3.14 +1.82 
0.12 | — 0.57 | —1.80 —2.90 —2.24 
0.12 | + 0.51 | +1.56 +2.61 +2.28 
0.10 | — 0.45 | —1.18 —2.31 —2.29 
0.06 | + 0.36 | +1.14 | +2.06 +2.26 
0.03 | — 0.30 | —1.00 —1.86 


—2.14 


2.5 


3.0 


—0.43 
—0.30 
+0.13 
+0.85 


—0.45 
—0.10 
+1.74 
—1.03 


—0.09 
+1.12 
—1.87 
+1.77 


—2.02: 
+1.71 
—1.32 
+0.66 
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ances exist have exactly the same form as the voltage and current relations in a general 
network (see Par. 20, Sec. 3), and so can be written. as 


Е! = IZn + IZ +... + 1,21 
Ез = 1,2 + 12+... + Я ^ (5) 


Е, = ThZin + 12+... + бт 


where E;, E», etc. = voltages applied to antennas 1, 2, etc. 
Ih, In, etc. = currents flowing in antennas 1, 2, etc. 
211, Z22, etc. = self-impedances of antennas 1, 2, etc. 
712, Zon, etc. = mutual impedances between antennas denoted by subscripts. 
In applying Eq. (5), it is to be noted that if some of the individual radiators 
involved are not excited, then the corresponding applied voltages are zero, whereas if 
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Pig: 13 -—Resistance component of mutual impedance between two parallel nonstaggered 
half-wave-length antennas. 


certain of the antennas are open-circuited so that they carry no current, then the cur- 
rents in these antennas are assigned the value zero in the equations. 

The impedance offered to an exciting voltage applied to the kth antenna (the driv- 
ing-point impedance) is the vector ratio H;,/I;, obtained by dividing the right-hand side 
of the kth equation of Eq. (5) by Ix. Thus for k = 1 


Driving-point E I I : 
impedance for 5 = =? = Zu + 52 Zua +Z +t... (6) 
fir h 2 h 

st antenna 
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The effect that a perfect earth has on the impedances existing in an antenna system 
can be taken into account by replacing the earth by a suitable image antenna system. 
The impedance and voltage and current conditions that exist in the actual antenna 
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Ета. 14.—Resistance. component of mutual impedance between two colinear half-wave 
antennas. 
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Spacing іп Wavelengths 
Fic. 15.—Resistance component of mutual impedance between two long parallel non- 
staggered resonant wires. 


system in the presence of such an image antenna system, in which all the image exciting 
voltages are taken as zero, are then the conditions in the actual antenna in the presence 
of a perfect earth. 

When the action of the earth cannot be approximated by a perfect reflector, the 
effect of the earth on the antenna impedance will be modified somewhat. The analysis 


782 RADIO ENGINEERS’ HANDBOOK [Sec. 11 


vf the exact behavior then becomes quite involved, and is generally not carried out, 
because the impedance modifications introduced by the imperfections of the earth are 

not of great importance under most practical conditions.! 
Measurement of Self- and Mutual Impedances.—The various self- and mutual 
impedances involved in a system of antennas can be readily measured by determining 
the driving-point impedances at the various refer- 
“Ж ence points for two or more conditions. For 
Do example, in a system involving three antennas, Eq. 

í (5) takes the form . 


By = LhZu + IZ + IZ 
Е, = Dn + 125 + Гзйзз р. (7) 
E; = [Из salis 


ў 

! 

п 

1 
i The self-impedance 21: of the first antenna can then 
———————— + be determined by open-circuiting the second and 
| third antennas, thus making 7; and I; zero.? Zi, is 
[* MEER NES de "| then the impedance measured at the reference point 
Fie. 16.—Diagram illustrating im antenna 1, i.e., Zi; = Ei/Ii The mutual imped- 
notation of Table 1. ance Zi, can then be measured by open-circuiting 
antenna 3, thereby putting it out of commission and 
measuring the driving-point impedance at the reference point in antenna 1. Under 

these conditions, one has 


(8a) 


Е = LZu-IZa } 
0 = 7,712 + IZ 


Simultaneous solution of these equations to obtain the driving-point impedance 
Е1/Г1 gives 


Zu 


Driving-point impedance = iam Zu — > 
I 1 Z 22 


(8b) 
Thus a measurement of the driving-point impedance Ei/I:, together with a knowledge 
of the self-impedances Zi; and Z22, which can be determined separately as described 
above, gives the information needed to determine the mutual impedance Zi. Mutual 
impedances between other pairs of antennas can be determined in a similar manner 
from impedance measurements.? 

6. Power Relations in Antennas. Calculation of Radiated Energy.—There are two 
principal methods for determining the energy radiated by an antenna system. In the 
first, known as the Poynting vector method, the antenna is assumed to be at the center of 
2 very large sphere, and the resulting fields produced over the spherical surface by the 
assumed current distribution in the antenna calculated. The power passing through 
each square meter of such a spherical surface is 0.00265e? watts, where є is the field 
strength in rms volts per meter. The total energy radiated from the antenna is then 
found by a process of summation or integration over the spherical surface. This sum- 
mation can be carried out in many cases by mathematical or graphical integration. 


1 Thus W. Г. Barrow, On the Impedance of a Vertical Half-wave Antenna above an Earth of Finite 
Conductivity, Proc. Г.В.Е., Vol. 23, p. 150, February, 1935, shows that the modifications due to imper- 
fection of the ground are negligible for wave lengths above 10 meters except for very dry soil. 

2 In cases where antennas 2 and 8 are in partial resonance, even when open-circuited at the reference 
points, then they must be further sectionalized or otherwise modified in such a manner as to reduce the 
induced current in all parts to a negligible value. 

3 Further discussion on the measurement of mutual impedance is given by G. H. Brown, Directional 
Antennas, Proc. I.R.E., Vol. 25, р. 78, January, 1937. 
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Graphical integration can be readily carried out as follows:! First, the average 
effective field strength at the spherical surface is calculated as a function of the arigle 
of elevation. This average effective field strength for any given angle of elevation is 
defined as the strength of the field that, if constant as one rotates about the vertical 
axis, would represent the same total energy as the actual field distribution for that 
vertical angle. This average effective field strength can be obtained by determining 
the radius of the circle that would inclose the same area as does the actual distribution 
of field strength when plotted in polar form, as shown in Fig. 17a. Second, the values 
of average effective field strength as calculated in the first step are next multiplied by 
A/cos 6, where @ is the angle of elevation, and the resulting product plotted in polar 
form, as shown in Fig. 175.2 Finally, the area under this curve is determined. This 
area is proportional to the total radiated power, and can be evaluated in terms of 


— 








, Actual field pattern > 
4 КА n Average 
/© ircle of equi- Es /\ effective 
4 valent area e ruf \ feld 


N 
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Average ^ ‘Average effective 
effective / field times Neos Ө 
Field и 
— -7 
(a) Relative field asa function of (b} Total power radiated as a 
azimuth for a particular function of vertical angle 


vertical anale 
Fre. 17.—Diagram illustrating method of graphically calculating total radiated power. 


watts from the fact that the area under the semicircle shown in Fig. 176 is equal to 
0.0522e0?ro? watts, where ro is the radius in meters of the spherical surface over which 
the integration is being made, ео is the radius of the half circle plotted in Fig. 175, in 
volts per meter, and the field strengths used in deriving Fig. 17b are in volts per meter. 

When the antenna is near the earth, the procedure for evaluating the radiated 
energy by the Poynting vector method must be modified slightly. In this case, the 
effect of the earth on the radiated field is taken into account in the usual manner by 
postulating an image antenna system. The summation or integration is then carried 
out only for the hemispherical surface above the level of the earth. In the case of 
graphical integration, as illustrated in Fig. 17b, this means that the area to be evaluated 

1 A slightly different graphical procedure is described in the appendix of the paper by Н. E. Gihring 


and G. H. Brown, General Consideration of Tower Antennas for Broadcast Use, Proc, I.R.E., Vol. 23, 
p. 311, April, 1935. 

2 The multiplieation by 4/eos 8 takes into account the fact that, on approaching the vertical, the 
circumference of a ring located on the surface of the sphere with its center on the vertical axis is pro- 
portional to cos 8. The square-root sign is necessary because the area under a curve plotted in polar 
form is proportional to the square of the radius vector. 
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‘is that lying in the first quadrant, whereas іп the absence of the earth, the area that is 
effective is the area in the first and fourth quadrants. 

Another method of evaluating the energy radiated from а transmitting antenna 
consists in assuming an appropriate current distribution and then determining the 
power that must be supplied to the antenna system to sustain these currents.! This 
power is 


Power -f Е.Г. іх (9) 


where J, is the current in an elementary length dz of the antenna system, F, is the 
component of the electric field parallel to dz at its surface and in phase with Г., and 
the integration is carried out over all conductors in the antenna system. The field Fz 
is calculated in accordance with the methods discussed in Par. 2, and must include the 
effects of the current in each part of each conductor of the antenna system. When the 
antenna system is in the vicinity of the earth, the effect of the earth on the field com- 
ponent F, is taken into account by postulating the usual image antenna system. The 
integration indicated by Eq. (9) is carried out only over the actual antenna system, 
however. 

The integration indicated by Eq. (9) can be carried out either mathematically or 
graphically. The graphical procedure is relatively simple and straightforward, and 
except in the simplest cases is usually to be preferred to the direct mathematical 
approach because of the relatively complicated formulas that the latter leads to. 

A third method? of determining the energy radiated by an arbitrary current dis- 
tribution consists in replacing the actual current distribution by a dipole, quadrupole, 
octopole, etc., system located at the origin and producing the same field as is actually 
present. These parts. (dipoles, quadrupoles, etc.) are so chosen that the energy 
radiated by each of them is independent of the presence or absence of other parts, so 
that one adds the radiated energies from each part without the necessity of taking into 
account interference effects. This method, although relatively new and not. yèt 
fully evaluated in comparison with the first two methods, represents a powerful tool for 
attacking problems involving power radiation. 

Radiation Resistance.—The radiation resistance referred to a certain point in an 
antenna system is the resistance which, ‘inserted at that point with the assumed cur- 
rent Го flowing, would dissipate the same energy as is actually radiated fromthe 
antenna system. Thus 


Radiation resistance = кошер (10) 
0 


Although this radiation resistance is a purely fictitious quantity, the antenna acts as 
though such a resistance were present, because the loss of energy by radiation is 
equivalent to a like amount of energy dissipated in a resistance. It is necessary in 
defining radiation resistance to refer it to some particular point in the antenna system, 
since the resistance must be such that the square of the current times radiation resist- 
ance will equal radiated power, and the current will be different at different points in 
the antenna. This point of reference is ordinarily taken as a current loop, although in 
the case of a vertical antenna with the lower end grounded, the grounded end is often 
used as a reference point. 


1The use of this method is developed by A. A. Pistolkors, The Radiation Resistance of Beam 
Antennas, Proc. I.R.E., Vol. 17, p. 562, March, 1929; R. Bechmann, On the Calculation of Radiation 
Resistance of Antennas and Antenna Combinations, Proc. I.R.E., Vol. 19, 1471, August, 1931; also, Vol. 
21. p. 1867, September, 1933; P. S. Carter, Circuit Relations in Radiating Systems and Applicatians to 
Antenna Problems, Proc. I.R.Z., Vol. 20, p. 1004, June, 1932; С. Н. Brown, Directional Antennas, Proc. 
I.R.E., Vol. 25, p. 78, January, 1937. 

2 W. W. Hansen and J. С. Beckerley, Concerning New Methods of Calculating Radiation Resistance 
Fither with or without Ground, Proc. I.R.E., Vol. 24, p. 1594, December, 1936. 
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In an anteana system composed of several'component antennas, the radiation 
resistance of the combination may be expressed in terms of the radiation resistances of 
the individual component autennas when isolated from the remaining parts of the 
antenna system, and the mutual impedances existing between the various parts of the 
antenna system. In particular, the effective radiation resistance encountered by 
the voltage E; applied to antenna 1 of an antenna array is the resistance component of 
the driving-point impedance offered to E; as calculated by Eq. (6). The total power 
delivered to the antenna by the voltage E; is the square of the current at this point 
multiplied by this effective radiation resistance. The radiation resistance to the 
voltages applied to other component antennas іп the system and the power delivered 
by these other voltages can be determined in the same way. The total radiated power 
is then the sum of the powers supplied by the various applied voltages. 

Gain of Directional Antenna Systems.—The term gain, as applied to an antenna 
system, is a measure of the directivity of the antenna field pattern as compared with 
some standard antenna. Quantitatively, the gain is the ratio of power that must be 
supplied to the comparison antenna to deliver a particular field strength in the desired 
direction, to the power that must be supplied to the directional antenna system to 
obtain the same field strength in the same direction. The gain can be expressed either 
directly as a power ratio or in terms of the equivalent number of decibels. 

The procedure for calculating the gain of an antenna system consists in assuming 
currents in the antenna to be investigated and in the comparison antenna, such that 
the field strength produced in the desired direction is the samein both cases. The total 
energy involved is then determined.either by the Poynting vector method or in terms 
of the radiation resistance. 

7. Receiving Antennas.—A radio wave sweeping over a receiving antenna induces 


1% that distributed al 
his padecen cioe x Actual Antenna Equivalent Antenna Circuit 


Circvit 
` value of the induced. voltage. per Equivalent antenna impedance 







meter of conductor length is є cos ф _bistributed 

cos 6, where eis the field strength of “С voltages 

the wave in volts per meter, ¢ is the Equivalent” 

angle between the plane of polariza- . Zy ver HA ated 

tion and the wire in which the volt- _ уон age 

age is induced, and 0 is; the angle Fie. 18.—Actual receiving antenna with a 


- load impedance Zz and distributed induced 
voltages together with equivalent antenna 
circuit. 


between the wave front and the di- 
rection of the antenna. wire. "The: 
quantity «cos ¢ cos 0 is the com- 
ponent of the field that has a wave front parallel to the antenna and is polarized in the 
same plane as the antenna. 
' The distributed voltages induced in a receiving antenna cause currents to flow, so 
that if a load impedance is inserted in series with the antenna, energy that has been 
abstracted from the passing radio wave will be delivered to this load. The antenna, 
insofar as such a load impedance is concerned, can be considered as a generator of 
voltage E that has an internal impedance Z,, as illustrated schematically in Fig. 18. 
The ratio of the lumped voltage E to the strength of the radio wave is termed the effec- 
tive height of the receiving antenna (7.e., Е = eh, where h is the effective height), while 
the equivalent impedance Za is the impedance that the load sees when looking toward 
the antenna. The current that flows in this equivalent circuit is exactly the 
same as the current that flows. in the antenna at the point where the load is 
inserted. 

The resistance component of the antenna-impedance Z, consists of the radiation 
resistance R, of the antenna, plus whatever additional resistance R; must be postulated 
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to take into account other losses, such as arise from the presence of earth, the resistance 
of the antenna wires, dielectrics in the neighborhood, etc. 

The total energy that the receiving antenna abstracts from a radio wave is given 
by tbe relation 


'Total power in watts (eh)? 
abstracted from = FR FR (11) 
radio wave 


where є = field strength (rms value) of the radio wave, volts per meter. 
h = effective height of the antenna, meters. 

Е, = antenna radiation resistance. 

Ri = antenna loss resistance. 

Rz = load resistance. 
The fraction Rz/(R, + В: + Rx) of this total energy is delivered to the load imped- 
ance; the portion R;/(R, + Ri + Rz) represents antenna losses such as occur in the 
wire and ground resistance, etc.; the remainder, the fraction R,/(R, + В, + R2), is 
reradiated. This reradiation of energy results from the fact that when current 
flows in the antenna, radiation takes place irrespective of whether the voltage produc- 
ing the current is derived from a passing radio wave or from some other source. The 
maximum amount of energy that it is theoretically possible for a given antenna to 
abstract from a passing radio wave occurs when the total loss resistance Ri + Rz 
equals the radiation resistance, and the load reactance is equal in magnitude but 
opposite in sign to the reactance: component of Za. Under these conditions, the 
abstracted energy is (eh)?/4R, watts. 

Calculations show that when the receiving antenna is small compared with a 
quarter wave length, the maximum amount of energy that can be absorbed from a pass- 
ing radio wave is roughly the energy contained in a section of the wave front extend- 
ing about one-fifth of a wave length from the receiving antenna. This maximum 
energy is independent of the exact size of the antenna, provided that the antenna is 
small, and is directly proportional to the square of the wave length. When the receiv- 
ing antenna is not small compared with a quarter wave length, the situation is some- 
what more complicated, but, in general, it can be said that the antenna is not capable 
of abstracting energy passing by at a distance much more than one-quarter of a wave 
length from the antenna conductors, but will intercept all the energy closer than this. 

The electric and magnetic fields in the vicinity of a receiving antenna are the sum of 
the fields produced by the radio wave and by the current induced in the receiving 
antenna. The result is that the receiving antenna causes a distortion of the field in its 
immediate vieinity.! Part of this distortion arises from the induction field produced 
by the antenna current, and part results from the radiation field that combines with 
the passing radio wave to redistribute the energy of the passing wave in the same man- 
ner as a parasitic antenna (see Par. 17). | 

8. Reciprocal Relations between Receiving and Radiating Properties of Antenna 
Systems.—The properties of an antenna, when used to abstract energy from a passing 
radio wave, are similar in nearly all respects to the corresponding properties of the 
same antenna when acting as a radiator. Thus the relative response of the antenna to 
waves arriving from different directions is exactly the same as the relative radiation 
in different directions from the same antenna when excited as a transmitting antenna. 
Also like the antenna directivity, the effective height, and the impedance of the 
antenna are the same in reception as in transmission. These reciprocal relations 


1 Thus see Henry C. Forbes, Re-radiation from Tuned Antenna Systems, Proc. I.R.E., Vol. 13, p. 
363, June, 1925. 
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between transmission and reception properties make it possible to deduce the merits of 
а receiving antenna from transmission tests, and vice versa. 

The reciprocal relation between the transmitting and receiving properties of an 
antenna are incorporated in several theorems, the most important of which was dis- 
covered by Rayleigh and extended to include radio communieation by John R. 
Carson.! It is to the effect that zf an electromotive force E inserted in antenna 1 causes а 
current I to flow at a certain point in a second antenna 2, then the voltage E applied at this 
point in the second antenna will produce the same current I (both in magnitude and phase) 
at the point in antenna 1 where the voltage E was originally applied. The Rayleigh- 
Carson theorem fails to be true only when the propagation of the radio waves is 
appreciably affected by an ionized medium in the presence of a magnetic field, and so 
holds for all conditions except short-wave transmission over long distances. 


CHARACTERISTICS OF ANTENNA SYSTEMS 


9. Doublet Antenna.—The field radiated by a doublet antenna is given by Eq. (1). 
The radiation resistance of such a doublet is? 
fe А а 
Radiation resistance | = 789 (2) 


of doublet antenna (12) 


where 61/2 is the doublet length in wave lengths. 

When a doublet antenna is employed for reception under eonditions where the 
maximum possible energy is absorbed from the wave (load resistance plus antenna 
loss resistance equal to radiation resistance), the energy abstracted from the wavecor- 
responds to the energy in.a portion of the wave front lying in a circle centered upon the 
doublet antenna and having a radius of 0.20%. 

10. Resonant Single-wire Antenna.? Radiation Patiern of Single Wire Remote 
from Earth.—The field radiated from an isolated wire that is an exact whole number of 
half wave lengths long is 

а. When the wire is an odd number of half wave lengths long 


cos ( L 0 
607 d hes 


=T sin 8 аза) 
b. When the wire is an even number of half wave lengths long 
sin (= cos 0) 
є = 607 INS ыле) (135) 


а ain 0 


where є = field strength, volts per meter. 
d = distance to antenna, meters. 


1John R. Carson, Reciprocal Theorems in Radio Communication, Proc. I.R.E., Vol. 17, p. 952 
June, 1929. 

Additional discussion of reciprocity theorems, including some additional relations of more limitea 
scope, are given by John R. Carson, A Generalization of the Reciprocal Theorem, Bell System Tech. 
Jour., Vol. 3, p. 393, 1924; The Reciprocal Energy Theorem, Bell System Tech. Jour., Vol. 9, p. 325 
April, 1930; Stuart Ballantine, Reciprocity in Electromagnetic, Mechanical, Acoustical, and Inter 
connected Systems, Proc. I.R.E., Vol. 17, p. 929, June, 1929. 

2 See. С. W. Pierce, ‘Electric Oscillations and Electric Waves," р. 434, McGraw-Hill, New York 
1920. H 

3 The formulas in this section are derived by 8. A. Levin and C. J. Young, Field Distribution and 

‚ Radiation Resistance of a Straight Vertical Unloaded Antenna Radiator at One of Its Harmonics, 
Proc. I.R.E., Vol. 14, p. 675, October, 1926; P. S. Carter, C. W. Hansell, and N. E. Lindenblad, Develop- 
ment of Directive Transmitting Antennas by R.C.A. Communications, Inc., Proc. I.R.E., Vol. 19, p. 
1773, October, 1931. 
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I = current, amp., at a current loop. 

L = length of antenna, meters. 

A = wave length, meters. X 
0 — angle of elevation measured with respect to wire axis. 

The field distribution is a figure of revelution about an axis coinciding with the 
antenna wire, is symmetrical about a plane perpendicular to the center of the wire, 
and has the character illustrated in Fig..19. The relative magnitude and position 
of the various lobes in the directional pattern can be quickly obtained with the aid of 
Figs. 19 and 20. 
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Ета. 19.—Polar diagram showing an of field radiated in various directions from 
an antenna consisting of a wire remote from the ground. These diagrams can be con- 
sidered as cross sections of a figure of revolution in which the axis is the antenna. 


Radiation Resistance and Gain.—Radiation resistance of isolated resonant wire is 
Radiation = Ne NIL 4ті 

а } = 30 [0.5772 + log, ( " x) Ci (+ 3] = 308, (5) (14) 

where the resistance is in ohms, //A is the antenna length in wave lengths, and C?(x) is 


Cile) = Г. 208 2 dr (15) 





Values of Ci(x) can be obtained from the tabulated values of Si(z) given in Table 13, 


Sec. 1. When 1 > 1, the radiation resistance is approximately 


Radiation l | 
ка | = 17.32 + 30 log. (= 2) | ав) 
The relation between radiation resistance and length is given in Fig. 21, which also 
gives the gain of an isolated long-wire antenna as compared with an antenna a half 
wave length long. The power gain of the latter as compared with a doublet is 1.09. 
Effect of a Perfect Ground on Characteristics of a Resonant. Wire.—The effect of a 
perfect earth on the directional characteristics of a resonant wire antenna is deter- 
mined by the method of images discussed in Par. 4. For horizontal antennas, and also 
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for vertical antennas that are an even number of haif wave lengths long, the field in the 


presence of a perfect ground is 


Actual radiation in ` 
presence of ground 


| | 2 sin (2 Esino) 


radiation from 
antenna when 
in free space 


(17) 


In the case of vertical antennas that are an odd number of half wave lengths long, the 


field in the presence of a perfect ground is 


Actual radiation in 
presence of ground 


| = 2 cos (2r X sin 0) 


radiation from 
antenna when 
in free space 


(18) 


In these equations, Н /A is the height of the antenna center above the ground, measured 


in wave lengths, and 6 is the angle of elevation above the horizontal. 


the factor in Eq. (17) is indicated in Figs. 
22 and 23. Itis seen that the ground reflec- 
tion eauses cancellation along the ground 
and at certain vertical angles. Where Eq. 
(18) applies, the nulls occur when Figs. 22 
and 28 show maxima, and vice versa. 

The radiation resistance of a resonant- 
wire antenna is modified by the presence of 
the earth. This effect can be most conven- 
iently taken into account by adding to the 
radiation resistance of the wire as given by 
Eq. (14) the resistance component of the 
mutual impedance between the antenna and 
its image. Thus, in the case of a horizontal 
wire, where the image has currents flowing 
in the opposite direction from those in the 
actual antenna, the effective resistance of 
the latter is its radiation resistance caleu- 
lated on the basis of an isolated wire, minus 
the resistance component of the mutual im- 
pedance as given by Figs. 13 or 15. Hence, 
for a wire four wave lengths long and paral- 
lel to the earth at a height of three-quarters 
wave length, the radiation resistance is 
132 — (—15) = 147 ohms, where —15 ohms 
is the resistance component of mutual im- 
pedance for a spacing of 1.54 (= 2 X 0.752). 
In the ease of vertical wires, the resistance 
component of the mutual impedance of the 
image is calculated: on the basis of colinear 
conductors, and is added to the radiation 
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Respect to Wire | 
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Length of Wire in Wave алайна 


b Relative Amplitude of Ears for 
Unit Loop Current 
24 





Relative Amplitude of Ear: 


б 8 10 12 
Length of Wire in Wave Lengths 


Fic. 20.—Angles at which the radia- 
tion from an isolated wire antenna is 
zero and maximum, together with rela- 


tive field strength of the ears. The ears 
are numbered so that ear 1 is the lobe 
adjacent to the antenna. 


resistance of the isolated wire when the wire is an odd number of half wave lengths 
long, and is subtracted when the wire is an even number of half wave lengths long. 
Examples showing the effect on radiation resistance of antenna height above earth 


in typical cases are presented in Fig. 24. 


Losses in the earth do not affect the radiation resistance appreciably. The effect 
of an imperfect earth on the field distribution is taken into account by modifying the 
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Fig. 21.—Radiation resistance and power gain of an isolated resonant antenna. 





Height Above Ground= Height Above Ground = 
Height Above Ground= 3 Height Above Ground * X 
Height Above Grounds 2X nae Above Ground*4A 


Fie. 22.—Polar diagram of the factor [2 sin Gr — sin 9)| for various values of H /^, 


showing how the height above earth affects the ао ва characteristics of the antenna. 
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Fig. 23.—Chart showing the vertical angles at which the factor [2 sin(2r X sin б) 


is maximum and zero. These represent the vertical angles at which the reflections from 
the ground cause complete reinforcements and complete cancellation, respectively, of the 
radiation. | 
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Radiation Resistance in Ohms 


Fic. 24.—Effect of antenna height on radiation resistance in typical cases. 


magnitude and phase of the current image in accordance with the reflection coefficient 
of the earth, as described in Par. 4. Under these conditions 


radiation 
Actual radiation H from 
in presence of | = [2 + A? + 2A cos (s t4 sin в) | antenna (19) 
ground ; : when in 
free space 


Here A is the magnitude of the reflection coefficient, and $ is the phase angle of the 
reflection coefficient as defined in Par. 5, Sec. 10. The negative sign is used for the 
case corresponding to Eq. (17) when there is a perfect earth, and the positive sign 
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corresponds to the case of Eq. (18); the remaining notation is the same as previously 
employed. 
7v f jM 


Antenna Length-Jyg Antenna Length=A/4 





Antenna Length "M : Antenna Length-5 № 


Antenna CAG Antenna Length A, 


Fra. 25.—Directional characteristics in a vertical plane of field produced by grounded 
vertical antennas of varying lengths. "These polar diagrams can be thought of as cross 
sections of figures of revolution about the antenna, and assume a perfectly conducting 
earth. 


11. Grounded Vertical Antennas. Grounded Vertical Wire.1—The field pattern 
obtained with a grounded vertical wire depends upon the height (length) H/A of the 
wire in wave lengths according to the equation 


H H. 
_ 60r eos 2т x — cos (2.2 sin e) 


d cos @ (20) 





where e = field strength, volts per meter. 


I — current, amp., at current loop.? 
d = distance, meters. 
IH/X = height (length) in wave lengths. 


9 — angle of elevation with respect to the earth. 
This equation assumes a perfect earth. 


1 Stuart Ballantine, On the Radiation Resistance of a Simple Vertical Antenna at Wave Lengths 
below the Fundamental, Proc. Г.В.Е., Vol. 12, p. 823, December, 1924; E. B. Moullin, The Radiation 
Resistance of Aerials Whose Length Is Comparable with the Wavelength, Jour. I.E.E., Vol. 78, p. 540, 
1936; also, Wireless Section, I.E.E., Vol. 11, p. 93, June, 1936; М. Wells, Aerial Characteristics, Jour. 
I.E.E., Vol: 89, Part 3, p. 76, June, 1942. 

This assumes a sinusoidal distribution of current. Analysis of cases where the current distribution has 
been modified is discussed by Н. Е. Gihring and О. Н. Brown, General Consideration of Tower Antennas 
for Broadcast Use, Proc. I. E.E., Vol. 23, p. 311, April, 1935; W. L; McPherson, Electrical Properties of 
Aerials for Medium and Long Wave Broadcasting, Elec. Comm., Vol. 17, p. 44, July, 1938. 

2 The loop current in a vertical wire is related to the base current by 


' base current 
Loop current = ——— ——— 
y sin (=: =) р 


This loop current will not be present anywhere in the actual antenna when H <A/4, but it can he 
calculated, and fields and resistance can then be referred to it, even if it is only hypothetical. 


(21) 
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When the length of the grounded antenna is of the order of one-eighth wave length 
or less, the radiation is almost exactly proportional to the cosine of the angle of eleva- 
tion. As the height is increased the radiation is concentrated increasingly along the 
horizontal until the height exceeds a half wave length, beyond which high-angle lobes 
of increasing amplitude appear until at a height of one wave length none of the energy 
is radiated along the horizontal. This behavior is illustrated in Fig. 25. 
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Fie. 26.—Radiation resistance of vertically grounded antenna with varying amounts 
of capacity top loading (see Fig. 27 for notation). The resistances shown are referred to a 





а : Н+ 
current loop. When the resistance із referred to the base current, it із 1/sin? (2 + ) 


times as great as the value shown above. 


The radiation resistance (referred to a current loop) of a grounded vertical antenna, 
with sinusoidal current distribution and a perfect earth assumed, is 


Е - eo 48: (4222) co (2022) — 1 (om E) из (412) 
— lan (=) [5 (+) -isi (DJ 


where Si(z) = {= “ып dx (23) 


22) 


Values of the sine integral Sz(r) and of Si(r) are tabulated in Tables 12 and 13, 
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respectively, of Sec. 1. The radiation resistance given by Eq. (21) is referred to the 
loop current. The radiation resistance referred to the base current is the loop resist- 


ance divided by sin? (2 x) the square of the ratio of base to loop current. 


Results calculated with the aid of Eq. (22) are plotted in Fig. 26 (curve for 
b/ = 0). . 

Vertical Grounded Antennas with Capacity Tops—Sectionalized Antennas.—Vertical 
grounded antennas are frequently provided with a capacity top. This may be in the 
form of a ring or spider, an L (see Fig. Зе), or a T (see Fig. 3f). Occasionally the capac- 
ity top is connected to the upper end of the vertical portion of the antenna through 
aninductance. This gives the same effect as increasing the capacity of the top. The 
current in the vertical portion of an antenna provided with a capacity top is distributed 
in exactly the same way as would be the case if the capacity top were removed and the 
antenna height increased somewhat, as illustrated in Fig. 27. 





Kr vp. cR 
A/4 74 ! b 
> 






(H*b)» A/2 MA <(H+b)< /2 r2 | 
(а) (b) i | | 
р EN 
(H +b)<A/4 

(c) 


Fie. 27.— Diagram illustrating notation used in Eq. (24) and Fig. 26. 


In calculating the behavior of an antenna with a capacity top, it is customary to 
neglect the radiated field produced by the horizontal currents flowing in the top capac- 
ity. This is permissible because this field is of negligible amplitude compared with the 
radiated field produced by the currents flowing in the vertical portion of the antenna. 

The variation of field with vertical angle for an antenna with a capacity top is! 





wr 2r сов (+ sin ө) — sin 9 sin 2? sin (2-2 sin в) 
в = —- 


cos 6 
_ сов 2т wl 


cos 8 


(24) 


where є = field strength, volts per meter. 





d = distance, meters. 
I = current at current loop = „(base current) . 
> ( A+ ") 
sin | 27 
A 
9 = angle of elevation above the earth. 
H/^ = height of vertical portion in wave lengths (see Fig. 27). 
b/d = vertical length that added to antenna would cause same current in H that is 


present with flat top (see Fig. 27). 


1G. H. Brown, A Critical Study of the Characteristics of Broadcast Antennas as Affected by 
Antenna Current Distribution, Proc, I.R.E., Vol. 24, p. 48, January, 1936. 
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When Н/^ is small and b > > H, then the current in the vertical part is substantially 
constant, and Eq. (24) reduces to 


120r Н 
= у То сов 0 (25) 


€ 
where J, is the current in the vertical portion. 

Top loading has the same effect on the field distribution in a vertical plane as a 
greater height. Thus an antenna for which H = 0.45) can by suitable top loading be 
made to have a field distribution in the vertical plane that is substantially the same as 
for a vertical wire of Н = 0.6). 

The radiation resistance of a top-loaded antenna referred to the current at a cur- 
rent loop is given in Fig. 26.! In the special case of antennas where the total equiva- 
lent electrical length Н + b does not exceed a tenth of a wave length, as is the case 
with long-wave antennas, the radiation resistance referred to the base current, is? 


Radiation resistance HN? H 1 H ү: 
in ohms psy DP -w tale) | e 
The notation is explained in Fig. 27. 
A slightly different form of top loading is shown in Fig. 28, and involves the inser- 
tion of an inductance coil in a vertical grounded antenna  4—-——-——A 
a little way down from the top. This causes the current 
distribution to be modified as illustrated, the currents 
flowing in the portion of the antenna below the coil being X J; 
- the same as those that would be present if the coil was re- he 
moved and the actual height increased somewhat, as indi- ! 
cated by the dotted line in Fig. 28.3 This method of top 1 
t 
' 
Li 





loading gives results equivalent to those obtained with a 
*apacity top. Yo 

12. Antennas Terminated so that the Current Distribu- C 
tion is Nonresonant.— The current distribution in this 


case is ^ 


Ето. 28.— Current dis- 

І = [yee (27) tribution in vertical an- 

. А А К tenna having ап induc- 

where L = distance from end of line to which power is tance inserted near the 
supplied. top. 


I = current at distance Г, from end of line to which power is supplied. 
I, = current at L = 0. 
« = equivalent attenuation constant of line. 


The phase of the current 7 lags 2rL/* radians behind the phase of Io. 
The radiated field obtained with the current distribution of Eq. (27) is* 


ЗОГ, sin 6 


= "m (=) 


1 These curves are based on data given by W. L. McPherson, Electrical Properties of Aerials for 
Medium and Long Wave Broadcasting, Elec. Comm., Vol. 16, p. 306, April, 1938. 

2 Fulton Cutting, A Simple Method of Calculating Radiation Resistance, Proc. I.R.E., Vol. 10, 
р. 129, April, 1922. This paper also gives formulas for the radiation resistance of other antenna con- 
figurations operated at frequencies much lower than that giving quarter-wave resonance. 

з Further discussion of this case, with formulas for field patterns, radiation resistance, and relative 
fields radiated along the horizontal, is given by G. H. Brown, A Critical Study of the Characteristics 
of Broadcast Antennas as Affected by Antenna Current Distribution, Proc. I.R.E., Vol. 24, p. 48, Jan- 
uary, 1936; A Note on the Placement of the Coil in a Sectionalized Antenna, Broadcast News, Vol. 22, 
p. 14, October, 1936, 

4See Terman, op. cit., p. 662. 





(1 + eal — 2-91 сов pL) | (28) 


€ 
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where e — field strength, volts per meter. 
d = distance, meters. A 
9 = angle measured with respect to wire axis. 


p = 2 (1 — cos 9). | i 


D 


The remaining notation is as in Eq. (27). 
In the common case where the amplitude of the current can be assumed constant 
along the wire, 7.е., zero losses corresponding to a = 0, then Eq. (28) becomes! 


pL 


_ 807, б sin PE 
z аа 


а 





cot (29) 
Typical field patterns calculated from Eqs. (28) and (29) are shown in Fig. 29. 
These patterns exhibit a strong unidirectional tendency with the angle between the 


Current distribution 
/ 
Bes к, ы Antenna wire 
Se - / 
( 2 Zo : 


(a) Non-resonant antenna (b) Directional pattern for L=2A 
| and negligible attenuation 


“Antenna _.- Anfennor 
wire wire 


(c) Directional pattern for L24X (d) Directional pattern for L=42 
and negligible attenuation and total attenuation. а= 0,8 


Ета. 29.—Typical directional characteristics for a nonresonant wire in space. These 
patterns may be considered as cross sections of a figure of revolution in which the wire is 
the axis. 


major lobe and the wire being less the greater the wire length measured in wave lengths. 
This angle for the assumption of zero losses in the transmission line is 90° — ¢, where ¢ 
is given by the solid curve of Fig. 40. 

Examination of Fig. 29 shows that even with losses that represent as much as or 
more attenuation than would be encountered in practice (aL = 0.08), the field pattern 
still has the same general character as with zero losses. The chief difference is that 
the losses cause the minima to be filled in. 

The radiation resistance of a terminated antenna on the assumption of uniform 
current distribution (negligible attenuation) is given in Fig. 30.2 This resistance is 
defined as the quantity that, when multiplied by the square of the current 7, in the 

1 This relation is also given by Andrew Alford, A Discussion of Methods Employed in Calculations 
of Electromagnetic Fields of Radiating Conductors, Elec. Comm., Vol. 15, p. 70, July, 1936; F. M. 
Colebrook, The Electric and Magnetic Fields of a Linear Radiator Carrying a Progressive Wave, 
Jour. I.E.E., Vol. 86, p. 169, 1940; also, Wireless Section, I.E.E., Vol. 15, p. 17, March, 1940. 


2 Erom Alford, loc. cit. See also Е. M. Colebrook for details regarding radiation resistance caleu. 
Jations. 
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wire, will give the total radiated power. ‘The radiation resistance as given in Fig. 30 
involves an approximation, since if there is radiation, there necessarily must be some 
attenuation. The resulting error is small when the radiation resistance is small in 
comparison with the characteristic impedance of the terminated wire considered as a 
one-wire transmission line. However, when the value of radiation resistance differs 
only slightly from the characteristic impedance, then the results obtained from Fig. 
30 must have a correction applied to them that may be fairly large. 

13. Antenna Аттауѕ.1 Ар antenna array is an arrangement of antennas so spaced 
and phased that the fields radiated from the individual antennas composing the array 
tend to add in some preferred direction, and to cancel in other directions. It is possi- 
ble in this way to obtain very great directivity and consequent large antenna gain. 

Field Pattern for a Rectangular Array of Similar Radiators —The most important 
general case of an antenna array consists of a number of identical radiators equally 
spaced along the z, y, and z axes, carrying equal currents, with the phase difference 
between adjacent radiators along any one axis constant. Such an arrangement can 
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Fig. 30.—Radiation resistance of nonresonant antenna having low attenuation and 
remote from earth. 


be termed a rectangular array, and may be regarded as consisting of 9t parallel planes, 
each made up of № parallel columns, where each column is made up of л individual 
radiating elements. | | 

The arrangement of radiators in the form of a rectangular array gives a resultant 
field pattern that is a modification of the field pattern of the individual array. The 
field obtained is? 


sin nr(a cos ¢ cos 0 +b) 

n sin т(а cos ¢ cos 0 + b) Я 
sin Nx(A sin ф cos 0 + В) (sin Nr(A sin 0 + B) 
N sm r(A sin ¢ cos 0 + В) Ў sin r(A sin Ө +.B) 


Relative field strength = E 
(30} 








where n, №, and 3t = number of radiators along т, y, and z axes, respectively. 
а, A, and 9 = spacing of adjacent radiators along z, y, and z axes, respectively, 
measured in fractions of a wave length. 
b, В, and 3 = phase displacement between adjacent radiators along z, y, and 
z axes, respectively, measured in fractions of a cycle. 
1G. C. Southworth, Certain Factors Affecting the Gain of Directive Antennas, Proc. I.R.E., Vol. 18, 
. 1502, September 1930; E. J. Sterba, Theoretical and Practical Aspects of Directional Transmitting 


Systemi, Proc. I. R.E., Vol. 19, р. 1184, July, 1931. 
? See Southworth, Toc. ей. 
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0 — angle with respect to zy-plane (angle of elevation). 

9 = angle with respect to zz plane (bearing angle). 

Е = directional pattern of individual radiators composing the array. 
The field distribution is determined by four factors. Тһе first is the radiation 
pattern of the individual radiator; the second, third, and fourth take into account the 
distribution and phasing of the radiators along the z, y, and z axes, respectively. 

Broadside Arrays.—A broadside array consists of a number of identical radiators 

carrying currents of the same phase and spaced at uniform intervals along a line. It is 
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Fra. 31.—Effect of array length and element spacing on directional characteristics 
of the field radiated from a broadside array under conditions where the individual radiator 
has a circular pattern in the plane under consideration. 


a special case of the general rectangular array of Eq. (30) in which N = 1, $t = 1, 
b — 0. The field distribution of a broadside array is given by the equation 





Relative field | =R EE [na (a cos ф cos 0)] (31) 


strength n віп [r(a cos ф cos 6)]| 


where n = number of radiators in the array (assumed spaced along = axis). 
а = spacing of adjacent radiators in wave lengths along 2 axis. 
Е = field distribution of individual radiator when isolated. 
6 = angle of elevation with respect to zy plane. 
ф = bearing angle measured with respect to a plane containing the line of the 
array (22 plane). р | 
The principal properties of a broadside array are illustrated in Figs. 31 to 33. The 
sharpness of the directional pattern in a plane containing the line of the array increases 
with the length of the array and is substantially independent of the spacing of the 
radiators until a critical spacing is exceeded. This critical spacing depends upon the 
directivity of the individual radiators, and is approximately 31/4 when the individual 
antennas radiate uniformly in all directions in a plane containing the line of the array. 
The minimum permissible spacing becomes greater, however, as the individual anten- 
nas possess increasing directivity in a plane containing the line of the array. Thus, 
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when the individual radiators are half-wave antennas parallel to the line of the array, 
as in Fig. 32, the critical spacing is something greater than a wave length, and when 
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Ес. 32.—Effect of array length and element spacing on directional characteristics 
of the field radiated from a broadside array under conditions where the individual radiator 
is a half-wave antenna having its axis parallel with the line of the array (collinear 


arrangement). 


the individual radiators have still greater directivity, as is the case with the V antennas 
of Fig. 43b, still larger spacings between radiators are permissible without loss of the 


broadside concentration. These ef- 


fects of radiator spacing come about Ф 


because increased spacing tends to re- 
sult in large parasitic lobes of radiation 
in directions other than at right an- 
gles to the line of the array. How- 
ever, if the directivity of the individual. 
radiators is such that little if any en- 
ergy is radiated in a side direction 
corresponding to such a parasitic lobe, 
as in Fig. 32 for a spacing of one wave 
length, then these potentially large 
parasitic lobes will still be small. 

The effect of the ground on the 


field pattern of a broadside array in . 


which the individual antennas are 
vertically polarized is obtained by 
multiplying the field pattern as cal- 
culated by Eq. (31) by the factor 
given by Eq. (18), where the height 
H is the height to the center of the 
broadside array. When the individ- 
ual radiators of the broadside array 
are horizontally polarized, then the 








4 
Array Length in Wave Lengths 


Fra. 33. Gain of a broadside array as а 
function of array length for various element 
spacings. These curves are for the case cor- 
responding to Fig. 31, with the radiation from 
the individual antenna proportional to the 
cosine of the ‘angle of elevation, and give the 
gain over a single element of the array. 


field pattern as given by Eq. (31) for an isolated system must be multiplied by the - 
factor calculated from Eq. (17) to take into account the effect that a „рген ground 
has on the direction pattern of the array. 
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The power gain of a broadside array is almost exactly proportional to the length of 
the array, provided that this length exceeds one or two wave lengths. The power gain 
is also substantially independent of the spacing of the individual radiators, provided 
that this spacing does not exceed the critical spacing beyond which the directional 
pattern begins to exhibit large parasitic lobes in other than the broadside direction. 
This is illustrated in Fig. 33. 

The power gain of a broadside array can be readily calculated when tables or 
curves are available giving the resistance component of the mutual impedances 
between parallel antennas of the type employed in the array. This is illustrated by 
the following example: 


Example.—Calculate the power gain of the broadside array of Fig. 34, assuming that the earth is a 
perfect reflector (1) when the power gain is referred to an isolated antenna similar to that composing 
each element of the array and (2) when the comparison antenna is in the same position with respect to 
earth as the antenna elements. 

If the individual antennas of the array of Fig. 34 are assumed to carry the same current as the 
comparison antenna, the field radiated along the horizontal at right angles to the line of the array will be 
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Fig. 34.— Diagram of simple broadside array illustrating notation. 


eight times as strong as the field from the single isolated comparison antenna, corresponding to a power 
64 times as great, and 4 times the field or 16 times the power when the comparison antenna is not 
isolated but is near the earth. The amount of power required to produce this field in the array is pro- 
portional to the summation of the radiation resistances of the individual wires of the array. The total 
resistance of any wire of the array is the radiation resistance of this wire when isolated plus the resistance 
component of the mutual impedances between the wire and every other wire of the array and its image. 
For the two end wires, with the aid of Table 1, this total resistance is 


73.3 — 12.4 + 4.1 — 1.8 — 41 — 0.8 + 3.6 — 6.3 = 55.6 ohms. 
Similarly, for the two middle wires this resistance totals 
8 : 73.3 — 2(12.4) + 4.1 — 4.1 — 2(0.8) + 3.6 = 50.5 ohms. 


The total power that must be supplied to maintain the assumed current in the array.is accordingly 
proportional to 2(55.6 + 50.5) = 212.2 ohms. This is 212.2/73.3 = 2.90 times as great as the power 
required by the isolated comparison antenna, and produces a field representing 64 times as much power. 
The gain of the array is hence 64/2.90 = 22.1 times, as compared with a half-wave radiator remote 
from earth. The gain with respect to a half-wave vertical radiator with the lower end d/4 above earth 
is similarly 16/[212.2/(73.3 — 4.1)] = 5.22 times, where 73.3 — 4.1 = 69.2 ohms is the radiation 
resistance of the comparison antenna taking into account its image. 


In eases where the necessary tables giving the resistance component of the mutual 
impedance are not available, graphical methods are generally preferred. 

End-fire Arrays—The end-fire array consists of a number of identical antennas 
arranged along a line, carrying equal currents excited so that there is a progressive 
phase difference between adjacent antennas equal in cycles to the spacing between 


1 Formulas giving the gain of rectangular arrays in which the elementary radiators are doublet 
antennas are given by Southworth, loc. cit. and Sterba, loc. cit. 
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these antennas in wave lengths.! Thus if the adjacent antennas are a quarter of a 
wave length apart, a phase difference of 90° between adjacent antennas is called for. 
The end-fire array can be considered a special case of the rectangular array in 
which N = 1, 9 = 1, anda = Ы. The field pattern that results is given by the 
equation 
Relative field 
strength 


sin [nza(cos ф cos 0 + 1)] 


^ sin [ra(cos $ cos @ + 1)] (32) 





The notation is the same as in Eq. (31), with the + sign being used if b is positive and 
the — sign if b is negative. 
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Fig. 35.—Effect of array length and element spacing on the directional characteristics 
of the field radiated from an end-fire array. The elementary antennas of the array are 
oriented at right angles to the line of the array and are vertical. 


The field pattern of a typical end-fire array under various conditions is illustrated in 
Fig. 35, and is characterized by concentration of the resultant radiated field in the 
direction of the end of the array having the most lagging phase. This unidirectional 
nature of the field pattern makes the end-fire array of considerable importance. 

The end-fire arrangement concentrates the radiation in both the vertical and hori- 
zontal planes. This concentration is proportional to the length of the array, and is 
substantially independent of the spacing of the elementary radiators, provided that 


1 It has been found possible to increase the directivity and power gain of an end-fire array by making 
the phase difference between adjacent radiators about т/п radians ‘greater than in the usual end-fire 
arrangement, where n is the number of radiators. This increases the power gain by а factor of about 
1.8 if the array is at least two wave lengths long. See W. W. Hansen and J. R. Woodyard, A New 
Principle in Directional Antenna Design, Proc. I.R.E., Vol. 26, p. 333, March, 1938. 
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this spacing does not exceed a critical value. This critical spacing depends upon the 
directivity of the individual radiators and has a value about 34/8 when the field pat- 
tern of the individual radiators of which the array is composed is circular in a plane 
containing the line of the array. Greater spacing is permissible, however, if the 





30 individual radiators have directivity that is 
of the same general character as that pro- 

о25 duced by end-fire action. 
ЕЕ The power gain of an end-fire array 
Em 2 expressed with reference to an individual 
z è antenna such as‘ those that make up the 
об 15 array, is proportional to the length of the ar- 
22 ray, and nearly of independent element spac- 
25 0 ing up to critical spacing, as illustrated іп 
n. 5 Fig. 36. The gain of an end-fire array hav- 
5 E ing a given length is almost exactly the same 
2 0 аз the gain of a broadside array of the same 


O 2 4 6 58 10.12 length, if it is assumed that both arrays have 
Array Length in Wave Lengths һе same type of individual radiators ori- ` 


Ета. 36.—Gain of end-fire array as а. ented in the same direction with respect to 
function of array length for various the line of. the array. 
element spacings. ‘These curves are cal- A A M nt d 
culated on the assumption that. the rray of Trays.— Many antennas use 


individual antennas are vertical doublets in practice can be considered as an array, 
and that the array length is in a hori- each element of which is in itself an array. 
zontal direction. The directional characteristics of such an 
array of arrays can be calculated with the aid of Eq. (30) by taking R as the directional 
pattern of the individual elementary array. An example of such an array of arrays is 
shown in Fig. 37, which can be considered as two broadside arrays arranged in end- 
fire fashion, with a spacing of a quarter of a wave length. The directional character- 
istics of the individual broadside array is given by Fig. 37c, corresponding to Rin Eq. 








daniel 
Plan view 
‘Line of 
КЕЙ rre) 
Side view 
(a) Broadside array of vertical (b) Directional choracter- | 
' unidirectional couplets (curtains istic of two-element O Tenera к 
one fourth cycle out of phase) end- fire array characterisne Characteristic, 
of individual ‘of array (a), 
broadside obtained by 
array multiplying 
i pattern (c) 
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Fra. 37.—An array of arrays in which the disnas array is a broadside arrangement 

having the characteristics shown at (c), with two such Þroadaidę, arrays arranged in end- 
fire fashion to form an array of arrays. _ 
(30). This must be multiplied by the directional patteri ои? in Fig. 37b of a two 
element end-fire array spaced a quarter of a wave length. The resultant pattern in 
the horizontal plane is shown in Fig. 37d, and is seen to possess ‘the sharpness in the 
horizontal plane of a broadside array, combined with the unidirectional characteristics’ 
of an end-fire array. 
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Arrays of arrays are used to increase the directivity obtainable from simple arrays. 
In general, arranging arrays side by side in broadside fashion sharpens the directional 
pattern in the horizontal plane, while stacking them one above the other in tiers 
increases the directivity in the vertical plane by giving a broadside action in the vertical 
direction. The use of a second curtain of arrays, located an odd number of quarter 
wave lengths behind or ahead of the original array and phased correspondingly to give 
end-fire action, then results in a unidirectional characteristic. ‘Thus the combination 
of two curtains of stacked broadside arrays gives vertical and horizontal directivity 
combined with a unidirectional pattern. 

The power gain of an array of arrays must usually be found by graphical methods. 
Formulas are, however, available in certain special cases, as, for example, in the case of 
a rectangular array in which the radiating elements are doublets.! In certain cases, 
notably the broadside array, tabulated values of mutual impedance may be available 
from which array gain can be determined. 

` In systems involving two arrays or curtains arranged in end-fire manner to give a 
unidirectional characteristic, the addition of the second array. or curtain always 
exactly doubles the power gain (adds 3 db) over that given by the single array or 
curtain. This makes it necessary to determine only the gain of one array or curtain, 
and thereby simplifies the gain calculation in certain cases. 

Two-element Antenna Arrays ——The two-element antenna array is widely used in 
broadcast work, where it consists of two vertical antennas that are so spaced and sup- 
plied with currents of such relative phase and magnitude as to give the desired field 
pattern in the horizontal plane. The field distribution of such an array consisting of 
identical elements A and B is 


Radiated field = ([1 + k cos (y + $)] + k? sin? (y + ф) 4Es (83) - 
where k = ratio of current in antenna В to current in А. 


y = 278 cos 0 cos ё, 


ф = phase angle by which current in B lags current in A. 
S/A = spacing of radiators in wave lengths. : 
6 = angle in horizontal plane (bearing angle), measured with respect to a line 
joining the antennas. 
5 = vertical angle measured with respect to the horizontal. 
Es = field radiated by antenna A, with antenna B removed but no change of 
current in antenna А. 

In the special case where the currents in the two antennas are of equal magnitude, 
the field pattern in the horizontal plane is as shown in Fig. 38 for various phases and 
spacings.? The power gain of a two-element array tends toward a maximum when the 
spacing is 0.3) or less and the currents in the two antennas are equal and 180° out of 
phase. This maximum is approximately 2.5 times (= 4 db) over a single radiator.? 

The gain of two-element antenna arrays can be readily determined by using the 
self- and mutual impedances involved in the system to evaluate the power required to 
maintain the desired currents, as explained in Par. 6. 


1 бее Southworth, loc. cit. and Sterba, loc. cit. | 

2 From G. Н. Brown, Directional Antennas, Proc. I.R.E:, Vol. 25, p. 78, January, 1937. Similar 
curves are given by A. J. Ebel, Directional Radiation Patterns, Electronics; Vol. 9, p. 29, April, 1936. 

Mechanical devices for solving this equation and plotting the results are described by F. Alton 
Everest and Wilson 8. Pritchett, Horizontal Polar Pattern Tracer for Directional Broadcast Antennas, 
Proc. I.R.E., Vol. 30, p. 227, May, 1942; W. G. Hutton and R. M. Pierce, A Mechanical Calculator for 
Directional Antenna Patterns, Proc. I.R.E., Vol. 30, p. 233, May, 1942. А 

з Further discussion.of the properties of such arrangements, and also of arrays composed of closely 
spaced pairs of antennas of this type, is given by J. D. Kraus, Antenna Arrays with Closely Spaced 
Elements, Proc. I.R.E., Vol. 28, p. 76, February, 1940. 


804 : RADIO ENGINEERS HANDBOOK [Sec. 11 
14. Rhombic Antenna.'—The rhombic antenna consists of four nonresonant wires 


arranged in the form of a diamond or rhomboid as in Fig. 39. Such an arrangement 
gives greater directivity than can be obtained from a single long nonresonant wire, and 
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Fic. 38.—Horizontal radiation patterns of arrays of two vertical antennas fed with 
currents of equal magnitude, showing effect of spacing d and phase a. The circle super- 
imposed on each diagram has the same area as the field pattern actually attained. ` 


furthermore provides a convenient means of terminating the antenna system to obtain 


the nonresonant condition. 

The directional characteristics of the radiation from each leg of the rhomboid is as 
shown in Fig. 29, and when the tilt-angle ¢, as defined in Fig. 39, has the optimum 
value according to Fig. 40, all four legs have major lobes that tend to be pointed in the 
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Fra. 39.—Rhombie antenna showing how the radiation from the individual legs combines 
to produce a maximum in the direction of the terminating resistance. 


direction of a line drawn through the apexes, and at the same time tend to add in 
phase in this direction. 


1 For further information, see E. Bruce, Developments in Short-wave Directive Antennas, Proc. 
I.R.E., Vol. 19, p..1406, August, 1931; E. Bruce, А. C. Beck, and L. R. Lowry, Horizontal Rhombic 
Antennas, Proc. I.R.E., Vol. 23, p. 24, January, 1935. 
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Radiation from а rhombic (diamond) antenna in space, with characteristic imped- 
ance termination, when the attenuation along the wires is neglected, ist 


Relative field | Y eos (¢ — B) сов (ф + В) 
strength ~ M — cos 8 sin ($ — В) eos @ sin ($ + В) 


X sin is [1 — cos 0 sin (¢ + pit sin iz [1:— eos ө sin (ф — e| 





+ 
ns (84) 


where ¢ = tilt angle of antenna (see Fig. 39b). 
B = bearing angle with respect to line passing through the apex having the 
terminating resistance and the diagonally opposite apex. 
6 = angle of elevation with respect to the plane of the antenna. 
= length of each side of the rhomboid. 
\ = wave length. 

In the usual case, the rhombic antenna has its plane parallel to the earth and is 
supported from wooden telephone poles at the corners. The modification in direc- 
tional pattern obtained under such conditions as a result of the presence of à perfect 
earth is taken into account by multiply- 
ing the relative field strength as calcu- 80 
lated from Eq. (34) by the factor given 10 
in the right-hand side of Eq. (17). 

'The optimum tilt angle of & rhom- 
boid antenna is not especially critical 
with respect to the length of the legs, 
provided that this length is not less 
than two wave lengths (see Fig. 40). 
As a result, the rhomboid can be used 10 
over a considerable frequency range 
without adjustment. ‘The effect of a 0 
change in frequency is mainly to alter | д 
the vertical angle of the main lobeand Ui, optimum, tilt апше fo non 
the sharpness of the directional pattern attenuation. 
somewhat without changing its funda- 
mental character. The frequency range obtainable under practical conditions is 
approximately 2 to 1, with the higher frequencies having the sharpest patterns, and 
the main lobe directed closer to the horizontal than the lower frequencies, as shown 
in Fig. 41. 

The designer of a rhombic antenna has as variables at his disposal the height above 
ground, the length of the legs, and the tilt angle ¢. It is possible to control the angle 
above the horizontal for maximum response by varying the tilt angle while leaving 
the length of the legs constant. Similarly, the effect that insufficient height has on the 
directional characteristics can in large measure be compensated for by suitably increas- 
ing the leg length and suitably modifying the tilt angle.” 
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1See Bruce, Beck, and Lowry, loc. cit. 

This equation involves two approximations. First, the assumption that the attenuation along the 
wires is zero implies that the antenna radiates no energy, an obvious error. The amount of attenuation 
actually encountered in practical designs, however, is not sufficient to cause a very large modification. 
Second, Eq. (34) applies only to the portion of the field that is polarized parallel to the plane of the 
rhombic antenna, Actually, the antenna radiates some energy that is also polarized at right angles to 
this and, likewise, when acting as a receiving antenna, is responsive in some degree to waves polarized 
in this manner. A discussion of the field pattern in the general case, when the various polarizations 
involved are taken into account, is given by Donald Foster, Radiation from Rhombic Antennas, Proc. 
I.R.E., Vol. 25, p. 1327, October, 1937. See also the discussion by L. Lewin, Proc. J.E.E., Vol. 29, 
p. 523, September, 1941. 

2-A discussion of the various possibilities of this sort that can be utilized to advantage in designing 
rhombic antennas is given by Bruce, Beck, and Lowry, loc. cit. 
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The power gain of a rhombic antenna array depends upon the length of the legs 
measured in wave lengths, and upon the other proportions of antenna. With leg 
lengths ranging from two to four wave lengths, the power gain is commonly of the 
order of 20 to 40 in typical cases. The higher gains tend to go with the longer lengths, 
since then the concentration of energy in the desired direction is greater, and further- 
more the amount of energy radiated is greater in proportion to that dissipated in the 
terminating resistance. 

The radiation resistance of a rhombic can be defined as that quantity which when 
multiplied by the square of the average current in the wire will equal the radiated 
Dower. When the length and breadth are both considerably greater than A, this 
resistance В in ohms is! 


R = 240 Гов, (=; соз? °) 6 0.577 | (35) 


In considering its effect on current distribution, this resistance can be considered as 
being uniformly distributed along the wire. 

The terminating resistance of a rhombic antenna must dissipate a considerable 
amount of power when the antenna is used for transmitting. This may in typical 
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Ето. 41.—Polar diagram showing directional characteristics of the same horizontal rhombic 
antenna for three different frequencies, 


cases be of the order of a quarter to a half of the total power supplied to the antenna, 
with the exact value depending upon the antenna design. When high-powered trans- 
mitters are involved, a convenient way of obtaining a terminating resistance of the 
required power-handling capacity is to use a two-wire transmission line having a 
characteristic impedance equal to the desired terminating resistance and employing 
iron wire to give high loss. This transmission line can be run back from the terminat- 
ing apex toward the input apex, and after being made sufficiently long to dissipate all 
except a negligible proportion of the power, can be terminated in a low-wattage resist- 
ance, or even left unterminated. 

It is possible to modify the minor lobes in the rear of the directional pattern, and in 
particular to obtain a null in any desired backward direction, merely by modifying the 
magnitude or phase angle, or both, of the terminating resistance. 

There is an advantage in making each conductor of a rhombic antenna consist of 
two or more spaced wires connected in parallel. . This lowers the characteristic imped- 
ance of the rhombic antenna, thereby making the terminating impedance less critical 
and also causing a greater proportion of the total energy supplied to the rhombic to be 
radiated. There is a further advantage to be gained by arranging such a spaced-wire 
conductor so that the effective conductor diameter is greater at the two corners of 
the rhombic that are between the apexes than at the cornersof the apexes. It is possi- 
ble in this way to compensate for the fact that the varying spacing between the sides 
of the rhombic tends to cause the characteristic impedance of the antenna to be differ- 
ent at different places. 

1Lewin, loc. cit., or Rhombic Transmitting Aerial Efficiency, Wireless Eng., Vol. 18, р. 180, May, 


1041. This latter article also contains additional useful information on the performance of rhombio 
antennas, 
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15. The Resonant V Antenna.'— This antenna consists of two long resonant wires 
arranged to form a V and excited so as to carry equal currents that are in phase 
opposition. "The apex angle of the V is made twice the angle that the first lobe in the 
field pattern of a long resonant wire makes with the wire (see Fig. 19).? This gives a 
strong concentration of radiation in the plane of the V, with the major lobe of the direc- 
tional pattern in the direction of the line bisecting the V as shown in Fig. 42. 


Directional Characteristics of Radiation From Resultant Directional 
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Fic, 42.—V antenna, showing how the radiation from the two legs combine to give a 
well-defined beam. 


The radiation pattern from a V antenna, if it is assumed that the antenna is remote 
from earth and that each leg is an even multiple of a half wave length long, is* 





Field strength in plane of V = Ng. + ES — 2E,E, cos (2 L sin « sin °) (36a) 


Radiation in vertical plane passing through bisector of apex angle 


А (= e 
‚ _ 1201 sin | -у- сов a cos ) sin a "m 
d 1 — cos? 0 cos? а 
where E, and Е = radiation in desired direction from individual legs of antenna as 
given by Eq. (13). 

1 = length of leg. 

№ = length corresponding to one wave length. 

a = half of angle at apex. 

$ = bearing angle with respect to bisector of apex. 

e = field strength, volts per meter. 


n = number of half wave lengths in each leg of antenna. 
< 6 = angle of elevation with respect to plane of antenna. 
І = current at current loop. 


d = distance to antenna, meters. 
Increased directivity can be obtained by means of an array, each element of which is 
a V antenna. Thus the directivity in a vertical plane can be improved by stacking 
two or more V’s one above the other, as illustrated in Fig 43a. Similarly, a uni- 
directional pattern can be developed by the use of a second system of V antennas 
spaced an odd number of quarter wave lengths behind the original system and excited 


1 For further information see P. S. Carter, C. W. Hansell, and М. E. Lindenbald, Development of 
Directive Transmitting Antennas by RCA Communications, Inc., Proc. 7. R.E., Vol. 19, p. 1773, Octo- 
ber, 1931; Р. S. Carter, Circuit Relations in Radiating Systems, Proc. I. E. E., Vol. 20, p. 1004, June, 
1932. . 

2 When the sides of the У are short, for example, one wave length or less, the apex angle at which the 
power gain of the antenna is maximum is less. Thus, for legs one wave length long, maximum gain is 
obtained with an apex angle of 90° rather than the 105° corresponding to exact superposition of the 
major lobes. When the antenna is near the earth, the optimum angle is also slightly less than when 
the V is isolated. i 

3 See Carter, Hansell, and Lindenblad, Loc. cit. 
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90° out of phase to give an end-fire action (see Figs. 43a, 43b, and 43c).! This end- 
fire action doubles the power gain otherwise obtained. The directional pattern can be 
sharpened in a horizontal plane by placing two or more sections of V antennas in 
broadside, as illustrated in Fig. 43b. The power gain from this broadsiding is approxi- 
mately equal to the number of sections; 7.¢., if three sections are used the power gain 
will be roughly tripled, etc. 

A single section of the type illustrated in Fig. 43a, with the sides of the V about 
eight wave lengths long and with a vertical spacing of 1/2 between V’s, has a power 
gain of approximately 39 referred to a half-wave antenna. 

16. Fishbone Antennas.—The fishbone antenna is illustrated in Fig. 44, and is a 
special form of end-fire array in which the necessary phase relations are maintained by 
a nonresonant line. The outstanding characteristics of a fishbone antenna are its 
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Fic. 43.—Commercial design of V resonant antenna arrays, together with feeder circuits. 


ability to operate over a considerable band of frequencies without any readjustment 
whatsoever and the smallness of the minor lobes in its directional pattern. 

The fishbone antenna consists of a series of collectors arranged in collinear pairs, 
loosely coupled to the transmission line by small capacities supplied by an insulator, as 
indicated in Fig. 44. The collectors are usually, although not necessarily, horizontal. 
'The phasing is obtained by taking advantage of the fact that when an unloaded trans- 
mission line is terminated in its characteristic impedance, the phase shift along the line 
is proportional to length, and is 360? per wave length. 

In the usual design, the collectors are each about 0.3 wave lengths long at the 
optimum frequency, and are spaced at a distance not to exceed 1/12 at this frequency. 
The length of the array is commonly 3 to 5 wave lengths, and is limited by the reactive 
loading that the coupled antennas place upon the transmission line. In order that 

1 An alternative arrangement for eliminating back-end radiation is shown in Fig. 43d, and consists 
in placing a second V a short distance above or below the first. This second V is a half wave length 
shorter than the first V, and is excited in phase quadrature. Since its center is almost exactly a quarter 


wave length closer to the apex than the center of the other V, the two acting together are essentially 
equivalent to the arrangement of Fig. 43c, but only half as many supporting poles are required. 
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this reactive loading may not be too great, the coupling capacitators are so designed 
that their loading under the most unfavorable conditions within the range frequencies 
to be received will not reduce the velocity of phase propagation along the line to less 
than 90 per cent of the velocity of light. An antenna designed in this way is effective 
for frequencies ranging from 1.2 to 0.5 times the optimum frequency. This frequency 
range is limited at low frequencies by the fact that very little energy is coupled into 
the line, because the collectors are so far out of resonance, and because at low frequen- 
cies the antenna begins to lose its directivity. At high frequencies, the limit is fixed by 
the fact that, as the collectors approach resonance, the resulting reactive loading of the 
line is sufficient to reduce the phase velocity excessively and so spoils the phasing. 
The terminating resistance used in a fishbone antenna should approximate the 
characteristic impedance. The field pattern in the backward direction can be con- 
trolled to some extent by varying either the magnitude or phase, or both, of the 
terminating impedance. It is possible in this way to make a null occur in almost any 
backward direction that may be arbitrarily chosen. 
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Fig. 44.—Plan view of single fishbone antenna and of an array consisting of two such 
antennas in broadside. 


In practical applications, two fishbone antenna arrays are commonly placed broad- 
side, as illustrated in Fig. 44. This materially improves the directivity in the hori- 
zontal plane, and corresponds to an improvement in the power gain of approximately 
two. : 

17. Antenna Systems Involving Parasitic Antennas.—In the case of transmitting 
systems, a parasitic antenna is defined as an antenna that influences the directional 
pattern but that is excited only by the voltage induced in it by the action of power 
delivered to a neighboring antenna that is excited. In receiving systems, a parasitic 
antenna is an antenna associated with the antenna to which the receiver is connected, 
but reacting on the receiving system only through mutual impedance. 

Analysis of Parasitic Antenna Action..—The voltage and current relations that 
exist in a system involving parasitic antennas can be calculated by the system of 
equations given in Eq. (5). In the transmitting case, the applied voltages in all the 
parasitic antennas are zero, while in the receiving case, these applied voltages are the 
voltages induced in the individual antennas by the radio wave. 

The method of using Eq. (5) can be made clear by considering a simple example, 
such as a driven antenna (designated by subscript 1) associated with a single parasitic 


1 See P. В. Carter, loc. cit.; G. Н. Brown, Directional Antennas, Proc. I.R.E., Vol. 25, p. 78, January, 
1937; L. 8. Palmer, W. Abson, and R. H. Barker, Multiple Reflect‘ons between Two Tuned Receiving 
Antennae, Jour, I.E.E., Vol. 83, p. 424, 1938; also, Wireless Section. I.E.E., Vol. 13, p. 294, September, 
1938. 
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antenna (designated by subseript 2). One then has 
Е! = IiZu + Isis 


0 = IZ + In (87) 
Simultaneous solution of these two equations yields 
= Е; 
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'The field distribution of an antenna array involving parasitie antennas is obtained 
by assuming a convenient current in the driven antenna and then calculating the 
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Fia. 45.— Directional patterns obtainable in a horizontal plane with a combination of 
two vertical antennas, one driven and one parasitic, for different spacings between antennas 
and different tuning.of.the parasitic antenna. The phase angles shown are the angles of 
the self-impedance of the parasitic antenna corresponding to the particular tuning con- 
dition. (From G. H. Brown.) 


magnitude and phase of the currents in the remaining antennas, as illustrated above. 
The directional pattern obtained with these resulting currents in the various antennas 
is then determined in the usual manner. - 

The power gain of an antenna array involving parasitic antennas can be determined 
from the radiated field produced in the desired direction for an assumed current in the 
driven antenna, and the power that must be supplied to the driven antenna to produce 
the currents that give the field. This power can be readily determined from the resist- 
ance component of the driving-point impedance of the driven antenna and the current 
that was assumed in the driven antenna in calculating the field distribution. 
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Typical Antenna System Involving Parasitic Antennas.!—The simplest possible 
parasitic antenna arrangement consists of a single driven antenna associated with a 
single parasitic antenna. Even with such a simple system, a wide variety of direc- 
tional patterns can be obtained, since two variables are involved, namely, the spacing 
between antennas and the tuning of the parasitic antenna. This is illustrated by Fig. 
45, which shows a series of directional patterns obtainable in the horizontal plane 
from a simple array of two vertical antennas, one driven and one parasitic. A rela- 
tively marked unidirectional effect is obtained when the spacing is close and the para- 
sitic antenna is tuned so that its resonant frequency differs slightly from the exciting 
frequency. This is also shown in Fig. 46. With close-spaced arrangements, a para- 
sitic antenna that is resonant at a lower frequency than that being transmitted will act 
as a reflector and reduce the field strength in the direction of the parasitic antenna, 
while if resonant at a higher frequency than that being transmitted, then the parasitic 
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Ета. 46.—Effect of tuning of parasitic antenna on ratio of fields in forward to backward 
direction in a typical case. 


antenna acts as a “director” that tends to concentrate the radiated field in its 
direction. . 

Close-spaced arrays involving a driven antenna, and one or more parasitic anten- 
пав are frequently used to obtain directivity with a minimum of size. "Typical exam- 
ples are illustrated in Figs. 476 and 47c, and consist of a radiating antenna, a reflector, 
and one or more directors with spacings as indicated. The desired directivity is 
obtained by experimental adjustment of the directors and reflector, it being kept in 
mind that the reflector is always tuned to a slightly lower frequency than that being 
radiated, and the directors to a slightly higher frequency. A properly adjusted three- 
element array such as illustrated in Fig. 47b, composed of radiators approximately a 
half wave length long, will give a gain of 5 to 7 db over a half-wave antenna. Still 
greater gains are obtainable by the use of additional directors. 

Arrangements such as shown in Fig. 47c, involving a number of parasitic antennas 
arranged along a line, are often termed Yagi arrays. 


1 For further information and examples, see Brown, loc. cit.; Hidetsugu Yagi, Beam Transmission of 
Ultra-short Waves, Proc. I.R.E., Vol. 16, p. 715, June, 1928; A. Wheeler Nagy, An Experimental 
Study of Parasitic Wire Reflectors on 2.5 Meters, Proc. I.R.E., Vol. 24, p. 233, February, 1936. 
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Examples of other arrays involving parasitic antennas are also illustrated in Fig. 
47. A variety of directional patterns can be obtained with these arrangements, 
according to the spacings involved and the tuning of the parasitic antennas. It is 
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A- Driven antenna 
D= Director parasitic antenna 
R= Reflector parasitic antenna 


Fig. 47.—Examples of antenna arrays involving parasitic antennas, 


possible with arrangements of this sort to obtain very marked directivity, as illus- 
trated by Fig. 48.1 | 

In antenna arrangements such as are illustrated in Fig. 37, where two antenna 

arrays are spaced an odd number of quarter wave lengths apart in order to obtain an 

end-fire effect that will provide a unidi- 

Nov rectional pattern, the reflecting curtain or 


us decr iia array is frequently excited parasitically 
k ў instead of being driven. When this is 
"Driver the case, the magnitude and phase of the 
ontenna induced currents are controlled by the 
а = 0.248 X tuning of the parasitic array, which must 
b= 0.588 А be carefully adjusted to give the most 
с = 0535 X desirable characteristics. 
Adjustment of Antenna Systems Involv- 
Array Field pattern ing Parasitic Radiators.—In transmitting 


Fig. 48.—Field distribution in hori- systems, the most convenient way to ad- . 
zontal plane obtained from an array of just the parasitic radiators is to excite 
vertical antennas, one of which is driven the driven antenna, place a receiver at a 
eii of which are parasitic, arranged сопуепіепі distance in the desired direc- 

: tion, and then vary the tuning of the 
parasitic radiator by cut and try until the best results are obtained. In the case of 
an array intended for receiver use, one can adjust by placing a small transmitter at 
some distance in the undesired direction and then adjusting the parasitic antenna by 


1 From G. H. Brown, Directional Antennas, Proc. Г.Ю.Е., Vol. 25, p. 78, January, 1937. 
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cut and try until a receiver associated with the receiving antenna indicates minimum 
response. 

18. Loop Antennas.—The loop antenna is essentially a coil of any Souvent Cross 
section (see Fig. 49 for examples), carrying a radio-frequency current. The ordinary 
loop is so designed that its dimensions are small compared with the wave length, in 
which case the currents are of the same magnitude and phase throughout the loop.! 

Characteristics of Ordinary Loops.—The field radiated in a plane perpendicular to 
the plane of the loop by an ordinary loop in which the dimensions are so small com- 
pared with a wave length that the current can be considered as constant throughout 
the loop is? 


І, cos 8 (89) 


є = 


120r? (4 


where є = field strength, volts per meter. 


d = distance, meters. 

N = number of turns in loop. 

A = area of loop, square meters. 
A = wave length, meters. 


A/N? = area in wave lengths squared. 
I, = loop current, amp. 
0 = angle with respect to plane of loop. 
This relation holds irrespective of the shape of the loop, provided that the loop is smal! 
compared with a wave length. 


FAQ? © 


Fie. 49.— Typical loop antennas. 


When a loop is used as a receiving antenna, the voltage induced in the loop by a 
wave polarized in the plane of the loop is 


Voltage induced | = 


A 
in loop 2reN X бов 6 (40) 


The notation is the same as in Eq. (39), except that є is the strength of the passing 
radio wave in volts per meter. 


1 When the loop is small compared with a wave length, but not extremely small, the distributed 
eapacity and leakage inductance between turns of the loop may cause the current to vary in magnitude 
throughout the loop, although the phases will be substantially the same. Under these conditions, the 
directional pattern may be slightly different from that of an idealized loop. See E. M. Williams, 
Radiating Characteristics of Short-wave Loop Aerials, Proc. I.R.E., Vol. 28, p. 480, October, 1940. 
Also, the voltage step-up ratio of the loop will be affected, so that if the loop is used in measuring field 
strength, a correction must be made for its distributed constants (see Par. 40, Sec. 13). 

Further information on loop behavior under conditions where the distributed nature of the loop 
inductance and capacity must be taken into account is given by Paul B. Taylor, Theory of Loop 
Antenna with Leakage between Turns, Proc. I. R.E., Vol. 25, p. 1574, December, 1937; Е. M. Colebrook, 
The Application of Transmission Line Theory to Closed Aerials, Jour. I.E.E., Vol. 83, p. 403, 1938; 
also, Wireless Section, I.E.E., Vol. 13, p. 273, September, 1938; V. I. Bashenoff and М. A. Mjasoedoff, 
The Effective Height of Closed Aerials, Proc. I.R.E., Vol. 19, p. 984, June, 1931; L. S. Palmer and D. 
Taylor, Rectangular Short-wave Frame Aerials for Reception and Transmission, Proc. I.R.E., Vol. 22, 
p. 93, January, 1934. 

2J. Н. Dellinger, Principles of Radio Transmission and Reception with Antenna and Coil Aerials, 
Bur. Standards Sci. Paper, 354, December, 1919; also, Trans. A.I.E.E., Vol. 38, p. 1848, 1919. 
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The field pattern represented by Eqs. (39) and (40) is shown in Fig. 50, and when 
the loop is remote from ground can be considered as & cross section of a figure of 
revolution about. an axis that is perpendicular to the: plane of the loop. It will be 

noted that the field distribution produced by & loop an- 
tenna when remote from ground is exactly the field distri- 
bution from a doublet antenna located at the center of the 
loop, having its axis perpendicular to the plane of the loop. 


"A The two patterns differ, however, in that the field radiated 
Loop (Plan View) from the loop is everywhere polarized in a direction parallel 

Fra. 50.—Direc- to the plane of the loop. 
tional characteristic of Equations (39) and (40) assume that the loop is remote 


loop antenna. Thisap- from earth. If this is not the case the method of images 

mcdia ds re uM may be used to determine the influence that the earth has on 

the loop is small. the directional pattern... When the loop is vertical, the effect 

of the ground is to modify the distribution in the vertical 

plane, but the relative distribution in & horizontal plane is still as shown in Fig. 50. 

The radiation resistance of a loop antenna that is small compared with a wave 
length and is remote from earth is! 


Radiation resistance | _ А\? 
dmm } = 31,200 (м А (41) 


where №, A, and à have the same meaning as in Eq. (39). 
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(а) Alford loop (b) ‘Modified forms of ultra-high- frequency loops 


Fra. 51.— Ultra-high-frequency loops. 


The radiation resistance of the ordinary loop is very small. As a result, it is 
difficult to make the loss resistance low enough to obtain high efficiency when a loop 
antenna is used as a radiation or to obtain appreciable energy pickup when the loop is 
used in reception. 

Ulira-high-frequency Loop Antennas.—The low efficiency obtained with an ordinary 
loop transmitting antenna can be overcome at ultra-high frequencies by an ingenious 
arrangement due to Alford,? which is shown in Fig. 51a. The sides of the Alford loop 


1Andrew Alford and A. G. Kandoian, Ultra-high-frequency Loop Antennas, Trane. A.I.E.E., 
Vol. 59, p. 843, 1940. 

? See Alford and Kandoian, Loc. cit. A modified form of high-frequency loop involving three voltage 
fed half-wave antennas in a triangular configuration is described by N. E. Lindenblad, Antennas at 
Empire State, Communications, Vol. 21, p. 9, May, 1941. 
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are sections of a resonant transmission line so arranged that there is a current loop 
at the center of each side, with the current in the various sides all in phase. 

The Alford loop has radiation characteristics that are nearly the same as those 
of an ordinary loop, but at the same time permits the use of loop dimensions that are 
not negligible compared with a wave length.' This results in a relatively high radia- 
tion resistance, enabling the Alford loop to act as an efficient transmitting or receiving 
antenna. 

The radiation resistance of an Alford loop such as shown in Fig. 51а, referred 
to the current Го in the center of the leg, is given by the semiempirical equation 


Radiation resistance } = 320 [sin (= nj (42) 
in ohms t X 


where //A is the length of the sides in wave lengths. 

Modified forms of the Alford loop are illustrated in Fig. 51b. In these, the radia- 
tion. pattern in the plane of the loop is no longer always nearly circular, because the 
currents in the various sides of the loop may show marked asymmetries. 

Combination of Loop and Vertical Antenna.—When the output of a vertical antenna 
is coupled into the circuit of a vertical loop in such a way that the voltage induced 


Œ) А х 5 Oirectiong, 
of nulls ` 


(а) (b) (с) kz1 (а) k»1 (e) k«1 
Loop alone Vertical antenna Loop plus vertical antenna 
alone : 


Fia. 52.—Directional patterns obtained by combining a vertical antenna with a ver- 
tical loop. The quantity k represents the contribution of the vertical antenna to the 
output, as compared with the loop contribution. 


in the loop by the coupling is 90? out of phase with the voltage the passing wave 
induces in the vertical antenna, and if at the same time the vertical antenna is located 
near the loop, then the directional characteristic in the-horizontal plane is 


Relative response = k + cos 8 (43) 


where 0 is the bearing angle with respect to the plane of the loop and k is the relative 
contribution of the loop and antenna actions (k = 1 for equal effects). "The resulting 
directional patterns for different amounts of vertical antenna pickup are illustrated 
in Fig. 52. When the loop and antenna contribute equally to the output, the result 
is a cardioid, as in Fig. 52c, whereas if they are unequal and k is less than unity, the 
directional pattern exhibits two minima that are not exactly 180° with respect to 
each other as is the case with a simple loop. - 

19. Polyphase Antenna Systems. Turnstile Antenna.»—The turnstile antenna 
consists of two half-wave radiators crossing each other at right angles, as shown in 
Fig. 53a, and excited 90° out of phase. Such an arrangement has a field distribution 

1 The field pattern of an Alford loop will differ from that оѓ ап ordinary small loop in two respects. 
First and most important, there will be departures from a circular pattern in the plane of the loop as a 
result of the fact that the current is not constant around the perimeter of the loop. Seeond, the radi- 
ation drops off a little more rapidly with angle @ measured with respect to the plane of the loop than 
cos 0. -This is because the length of the side is not negligible compared with a wave length. These 


effects are negligible when the sides do not exceed A/8 in length, and are not large even for sides A/4 long. 
з George Н. Brown, The Turnstile Antenna, Electronics, Vol. 9, p. 15, April, 1936. 
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in the plane of the loop that is approximately circular, as shown in Fig. 53b. This is 
obtained from the field patterns of the individual antennas by noting that the indi- 
vidual radiations in any particular direction are in time quadrature, and so combine |. 
to give a resultant that is the square root of the sum of the ure of the individual 
radiations in that direction. 






37Patterns of 
individuaal 
antennas 


(a) Turn- stile array (b) Directional patterns in horizontal plane 


Fie. 53.—Stacked array of turnstile antenna systems, together with directional patterns 
in horizontal plane. 


Turnstile antennas are sometimes arranged in an array in which a number of 
individual turnstiles in a horizontal plane are arranged one above the other in a 
broadside array, in which the line of the array is vertical, as shown in Fig. 53a. This 
gives approximately uniform radiation in all horizontal directions, but provides 
directivity in a vertical plane. 
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Fia. 54. — Polyphase antenna array that concentrates radiation along the horizontal 
without requiring a high pole structure. Varying the angle between the lines of antennas 
or modifying the arrangement of antennas within a line, etc., makes it possible to control 
the horizontal and vertical patterns. 


Polyphase Antenna Arrays..—Marked directivity in a vertical plane can be 
obtained at broadcast and lower frequencies by using a large number of short vertical 
radiators in a polyphase array, as illustrated in Fig. 54. Here short vertical radiators 
are arranged at regular intervals in linear arrays, a number of such linear arrays are 
arranged as shown, and then the various linear arrays are excited in a polyphase 


1 Such arrangements have been proposed by Terman, op. ci., p. 678. 
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manner. It is possible in this way to realize an approximately nondirectional charac- 
teristic in the horizontal plane, while marked directivity in the vertical is maintained. 
Directional characteristics for a typical case are shown in Fig. 54. Such polyphase 
arrangements are very flexible, since by simple changes in the individual array it is 
possible to vary the directional characteristics in the horizontal plane in almost any 
manner desired. 

20. Ring Antenna Systems..— Marked directivity i in the vertical plane combined 
with a substantially circular pattern in a horizontal plane can be obtained by arrang- 
ing short vertical radiators in concentric rings and providing a uniform progressive 
phase shift between adjacent antennas in the individual rings such that the total 
phase shift around the circumference of each ring is the same and is a whole number 
of cycles. 

Two types of such ring antenna systems have especially desirable properties. The 
first, termed the Jo type, consists of a multiplicity of concentric rings, with all antennas 
in the same ring having the same phase. The other, termed the J type, has only a 
single ring, but with the total phase shift around the ring being n cycles, where n is 
an integer not less than 1. 

The design of a Jo antenna is carried out as follows: First, an integer m is selected 
that will give the desired power gain when substituted in the approximate relation 


Power gain £ 1.17 V/m — 0.5 (44) 


This power gain is expressed with respect to a short vertical grounded antenna, and 
assumes that the radiators of which the ring array is composed are likewise short 
vertical radiators. The value of m obtained in this way then determines a value 
of the quantity Ё’ро according to the relation 


Еро = «(m — 0.25) (45) 


The quantity k' is defined by the relation 


Me SE g (46) 
A 
where 
Ed 59 (47) 
k po — 1 


The radius р of a ring is then made such that Jo(k’p) is а maximum, corresponding to 
= 0.62 ^ + Pr 
р & 0.62 © + gg Wave lengths (48) 


where p has the value 0 for the first ring, 1 for the second ring, 2 for the third ring, 
etc., and the outer ring in the array is the one for which the radius p is a little less than 
k'po. There is also a central antenna. The number of antennas in each ring should 
be not less than 1 + k’po/S. The total current in each ring, when the current in the 
center antenna is taken as unity, will then be 2:00 for the first ring, 2.9 for the second 


1 W. W. Hansen, and J. R. Woodyard, A New Principle in Directional Antenna Design, Proc. I.R.E., 
Vol. 26, p. 333, March, 1938; W. W. Hansen and Г. M. Hollingsworth, Design of “ Flat-shooting"” 
Antenna Arrays, Proc, I.R.E., Vol. 27, р. 137, February, 1939; Н. Chiereix, Antennas a Rayonnement 
Zenithal Réduit, L'Onde electrique, Vol. 15, p. 440, July, 1936. See also U. S. Patent 2,218,487, Oct. 15 
1940, issued to W. W. Hansen and F. E. Terman. 
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ring, 3.6 for the third, then 4.2, 4.7, etc.! This total current in a particular ring is 
equally divided among the antennas in the ring, and the phases of successive rings 
differ by exactly 180°. An example of a Jo antenna system is given in Fig. 55. 
The J, antenna is designed by first selecting the total number of cycles n of phase 
shift around the ring to give the desired gain, 
according to the approximate equation 


Power gain = 0.752 Vn +1.5 (49) 


This assumes that the array is composed of 
short vertical radiators, and gives the power 
gain with respect to a single such radiator. 
The minimum number of radiators required is 
2n + 3. With fewer than this, the radiation 
pattern in the horizontal plane will not be cir- 
cular. The radius p of the ring must be small 
enough to satisfy the relation (27p/d)? < < 4. 
The exact value of the radius is othevwise 
immaterial except for the fact that the smaller 
the radius the lower will be the radiation 
resistance, and hence the more difficult it be- 
comes to reduce the other losses sufficiently 

" БАХ XU > to provide an efficient radiating system. The 

| | | Jn antenna is characterized by a directivity 

Fra. 55.—Plan view of Ja antenna ina vertical plane that has no minor lobes, as 
array with m = 4, having a gain of 2.3. Shown in Fig. 56. 

The circles represent array elements, Comparison of the characteristics of the Jo 
those with a ( —) inside having the cur- апа J» arrays indicates that the latter is pref- 
оине Gaines Be ed erable when high gain is desired, Whereas the 
The radii of the successive rings are former becomes more economical with moder- 
0.52%, 0.95Х and 1.394, and the relative ate gains. The transition point at which the 
currents in the indiridual antennas are multiple-ring arrangement has approximately 
ae 0.41, and 0,36 for the successive the same desirability as the single ring occurs 
К when (k’po)/S is in the range 6.65 to 10. 

21. Antenna Systems Involving Plane Reflectors. Systems Employing a Single 
Flat Reflector—In ultra-high-frequency work, a flat conducting sheet, usually of 
copper, is often placed near an antenna system to modify the field pattern and increase 
the gain. Such a reflector acts in the same as a perfectly conducting earth, and its 
effect can be analyzed in the same way. 








Fie, 56.—Field produced in a vertical plane by a single-ring antenna for n = 5, correspond- 
ing to a gain of 2.1. 


: The simplest arrangement involving a flat reflector of this type consists of a half- 
wave antenna adjacent to and parallel with a copper sheet or screen. In such an 
arrangement, the spacing between the antenna and the reflector is preferably of the 

1 These total relative currents in each ring are proportional to the areas under the successive loops of 


the function pJo(k’p), with each ring of antennas being identified with the corresponding loop of the 
Bessel function. 
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order of 0.1 to 0.3 wave lengths. The maximum radiation is then іп a direction at 
right angles to the plane of the reflector, and the power gain referred to an isolated 
half-wave antenna is of the order of 6 db (4 times). "The éffect of spacing on the gain 
for zero loss resistance of the antenna, and for the case where a loss resistance of 1 ohm 
is assumed, is shown in Fig. 59 by the curves marked 180°. The variation of radiation 
resistance with spacing is shown by the curve marked 180° in Fig. 60. The low 
resistance with very small spacings 






makes such close spacings undesirable, Flat sheet ~, -p 
because then even a small loss resist- reflector Су | ER 
ance will reduce the antenna efficiency A 1 angie a 
substantially. р 

An ее spaced close to a re- й (aer 2106 H 
flector is equivalent to & close-spaced «A. Maximum | 
two-element array such as is discussed \ radiation E 
in Par. 13. Тһе two arrangements Flat sheet > Antenna КД 
differ, however, in that the antenna reflector ” Antenna 


with reflector gives a unidirectional 
pattern and so has somewhat more 
power gain. The arrangement with 
a reflector is accordingly to be pre тус, 57. Corner reflectors,. in cross section 
ferred to a close-spaced array where and in perspective. 
it can be employed. n^ 

Flat reflectors are sometimes employed in association with broadside antenna 
arrays at ultra-high frequencies as a substitute for a reflecting curtain, to give a 
unidirectional characteristic. Such an arrangement has been termed a “billboard” 
array, and has an advantage over the equivalent arrangement employing a reflecting 
curtain in that the adjustments associated with the latter are eliminated. The only 
adjustment in the billboard arrangement is the spacing between the arrays and the 
reflector. ‘This spacing can be an odd number of quarter wave lengths, or it can be 





1 
(а) 90?corner — (b) 60? corner 


Ета. 58.—Image system for corner antennas. Here A represents the exciting antenna, 
and the numbered antennas are images. The antenna A, in conjunction with its asso- 
ciated images (and in the absence of all reflectors), produces the same field in the direction 
of the reflector mouth as does the system consisting of A and the corner reflector. 


less than a quarter of a wave length. In the latter case, the spacing is not at all 
critical, but the radiation resistance of the antennas is lowered appreciably by the 
presence of the reflector, and the directivity will usually not be quite so great as that 
obtainable with larger spacing, as, for example, 34/4 or 53/4. 

Antenna with Corner Reflector.—The corner reflector antenna consists of a driven 
radiator, normally a half-wave antenna, associated with a reflector constructed of two 


1 John D. Kraus, The Corner-reflector Antenna, Proc. I.R.E., Vol. 28, р. 518, November, 1940 
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flat conducting sheets (or their electrical equivalent), which meet at an angle to form 
& corner. An arrangement of this sort is shown in Fig. 57. 

When the corner angle с is 180/n, where т is an integer, the effect of the corner 
reflector can be taken into account by the method of images. For a 90? corner, it is 


EE Їн ШИШ: ИКЕ rr 
HERE} $+ ИШ 
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Gain in Decibles 


4 in Wavelengths 


Fra. 59.—Power gain of corner-reflector antenna systems compared with a half-wave 
antenna in free space for different values of the corner angle a. The curves marked “0” 
are for zero loss resistance; those marked “1? are for an assumed loss resistance of the 
exciting antenna of 1 ohm. 


necessary to postulate three images as shown in Fig. 58a, a 60? corner requires five 
images, as in Fig. 58b, and a 45? corner, seven images, etc. 

The principal effect of a cornér reflector is to concentrate the radiation in the 
direction of the bisector of the corner, with the maximum concentration taking place 


100 


> Radiation Resistance in Ohms 


*S* in Wavelengths 


Ета. 60.— Radiation resistance of driven half-wave antenna in corner-reflector systems as a 
. function. of the antenna-to-corner spacing S for various values of the angle о. 


in the horizontal plane, but with incidental concentration in the vertical plane. For 
best results there is an optimum spacing S between the antenna and the corner. If 
the spacing is too large, the directional pattern begins to show multiple lobes, the 
gain drops off, and the arrangement also becomes-physically large. On the other 
hand, as the spacing becomes small, the radiation resistance is reduced, and incidental 
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loss resistances then consume an increasingly large fraction of the energy. The 
relationship between spacing and gain is shown in Fig. 59 for various corner angles. 
The radiation resistance is shown in Fig. 60. It will be noted that power gains of the 
order of 10 to 13 db (10 to 20 times), as compared with an isolated half-wave antenna, 
are readily obtainable in a relatively simple, compact arrangement having a reasonable 
radiation resistance. 

In order to realize the theoretical possibilities, 
the corner reflector should have a height H such 
that the difference between the antenna length 
and the height is preferably not less than S. Driven 
Likewise, the length of L of the reflector sides pole 
(see Fig. 57) should be at least 3S to 4S. à 

'The conducting reflector can be approximated 
satisfactorily by a grid-type arrangement involv- Supporting 
ing spaced parallel wires orientated in the same ember - 
plane as the antenna, as illustrated in Fig. 61. 

'The spacings between the wires of such a reflec- ra 
tor must be a relatively small fraction of the an- 
tenna spacing S, if the action is to be the full 
equivalent of a solid reflector. It is to be noted 
that the reflector wires are not parasitic antennas | ; 

in the ordinary sense, in that their length is not fori ae Pipes ш, 
critical, but rather must merely be sufficient to jn place of the usual conducting 
give an effect approximately the same as though sheet. 

one had an infinite length. This arrangement 

has the advantage that it has lower resistance to wind, and is also much lighter than 
a solid reflector. 

22. The Wave Antenna (Beverage Antenna).1—This is a form of nonresonant 
antenna used in the reception of long-wave signals. It consists of a wire ranging 
from one-half to several wave-lengths long, pointed in the direction of the desired 
transmitting station and mounted at a convenient height (usually 10 to 20 feet) 
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Frc. 62.—Details of action taking place in wave antenna when the incident wave 
arrives from the direction in which the response is maximum, together with directional 
diagram when the wire is 0.9 wave lengths long. 


above earth. The-end toward the transmitting station is grounded through an 
impedance approximating the characteristic impedance of the antenna when con- 
sidered as a one-wire transmission line with ground return, while the energy abstracted 
from the radio wave is delivered to a radio receiver at the end of the antenna farthest 
from the transmitter. 


1 Harold H. Beverage, Chester W. Rice, Edward W. Kellogg, The Wave Antenna—A New Type of 
Highly Directive Antenna, Trans. A.I.E.E., Vol. 4^ ». 215, 1923. 
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The wave antenna abstracts energy from passing waves as a result of the wave tilt 
that the earth losses produce in vertically polarized low-frequency waves traveling 
along the surface of the ground. When the wave is traveling in the direction of the 
wire toward the receiver, as in Fig. 62, the currents induced in different parts of the 
wire all add up in phase at the receiver because the currents induced in the wire travel 
with the same velocity as the radio wave and keep in step with each other. When 
the wave travels in the opposite direction, the energy builds up as the terminated end 
is approached, but the terminating resistance absorbs this energy, and there is little 
or no effect on the receiver. Waves arriving from the side have little resultant effect 
at the receiver, because, although the various induced currents are more or less in 
phase at their point of origin, they are initiated at widely different distances from the 
receiver. 

The wave antenna has marked directivity in the horizontal plane, as shown in 
Fig. 62, and this can be still further improved by arranging several wave antennas 
in a simple array.! Since the wave antenna is nonresonant, it can be used to receive 
simultaneously signals of different wave lengths, provided that the transmitters all 
lie in the same general direction. 

The wave antenna is suitable only for reception. In transmitting, the earth losses 
are so great compared with the radiated energy that the low efficiency more than 
counterbalances the directivity obtained. 

23. Antenna Systems with Steerable Directivity.s—Antenna systems of this type 
are arranged to have a very sharp directivity in a vertical plane, and are provided 
with means whereby the angle of maximum effectiveness in the vertical plane can be 
adjusted so as to coincide with the angle of arrival of the radio waves, as explained in 
Par. 7, Sec. 9.8 Antennas of this type have been referred to as Musa systems, from 

` the first letters of the words in the phrase “multiple unit steerable antenna." 

The Musa antenna system, as employed in commercial practice, consists of a 
number of rhombic antennas, uniformly spaced along a line. The outputs of the 
antennas are then so combined as to provide a uniform constant progressive phase 
difference between adjacent antennas. The vertical angle for maximum reception 
can be controlled by adjusting this phase difference according to the equation 


d 
№ =2т y 008 9 (50) 
where d/\ = spacing between centers of adjacent antennas in wave lengths. 
6 = angle of wave arrival above horizontal for which reception is to be best. 
у = phase difference required between adjacent antennas to make reception 


of wave at angle 0 a maximum. 

The phasing is accomplished by means of adjustable phase shifters that are 
interconnected so that they can be operated from a single control. In the Musa 
' System thése phase shifters operate at the intermediate frequency of the receivers. 
This is accomplished by having the output of each antenna system delivered to a 
separate mixer, with all such mixers supplied by voltage from a common beating 
oscillator. This arrangement takes advantage of the fact that when two radio- 
frequency voltages are separately heterodyned with the same beating oscillator, the 
difference frequency outputs obtained have the same relative phases as do the original 
' radio-frequency voltages before the frequency change was accomplished.* 


1 Austin Bailey, В. W. Dean, and W. T. Wintringham, The Receiving System for Long-wave Trans- 
atlantic Radio Teléphony, Proc. I.R.E., Vol. 16, р. 1645, December, 1928. : 

2? H. T. Friis and C. B. Feldman, A Multiple Unit Steerable Antenna for Short Wave Reception, 
Proc. I.R.E., Vol. 25, p. 841, July, 1937. . 

8 In the case of a transmitting antenna, the object would be to adjust the directivity so that it coin- 
cided with one of the preferred angles at which energy is effectively transmitted to the receiving point. 

1 Н. T. Friis, А New Directional Receiving System, Proc. I.R.E., Vol. 13, p. 685, December, 1925. 
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A simpler system of directivity steering, but one that has much less directivity 
in a vertical plane, can be obtained by employing a rhombic antenna in which the tilt 
angle is varied.! A structural arrangement is employed in which the apex of the 
rhombic opposite the terminating resistance is fixed, while the apex at the terminating 
resistance end is kept taut by a constant pull obtained from a rope passing over a 
pulley and loaded with weights. Тһе directivity is adjusted with the aid of ropes 
connected from the other two corners of the rhombic, passing over pulleys at the 
supporting towers and leading to a winch. With this arrangement, winding up these 
ropes on the winch will open up the sides of the rhombic and reduce the tilt angle, 
which, in turn, changes the vertical directivity. 

24. Antenna Systems to Produce a Specified Directional Characteristic.?— Given 
& field pattern that has mirror image symmetry about an axis, it is then always 
possible to determine a system of radiators, which, when distributed along this axis, 
will produce a field pattern approximating 
the given pattern to any desired degree of 
accuracy. 

The current distribution required to do this 
can be built up from pairs of radiators, with the 
currents in the two antennas of a pair being us 





of equal magnitude (but not necessarily equal i 
phase). The pairs are arranged symmetrically | 
along the axis about a common center point, p sies dz—-------- RI 
and the spacing of each pair is an integral | ce dp al 
multiple n of the spacing of the pair of radia- 
tors closest to the center point. The arrange- 
ment is shown in Fig. 63, when d, = nd;. 

The specification of the basic distance 41 of the first pair of radiators, and of the 
relative magnitudes and phases of the currents in the various pairs of radiators is 
accomplished as follows: First, it is to be noted that the nth pair of radiators makes a 
contribution to the total field in the horizontal plane that is given by the equation 


Ета. 63.—Antenna system composed 
of symmetrical pairs. 


E, = An cos (n È sin g + $e (51) . 


where E, = field of nth antenna pair. 
А» = proportionality factor. 
4:/х = spacing of first pair of antennas in wave lengths. 
$n = phase difference between the currents in the two antennas of the nth pair. 
B = bearing angle measured with respect to perpendicular of line of array 
(see Fig. 63). 
The total field E radiated by a system of n such antenna pairs, including the radiation 
A, from a single antenna at the array center, is accordingly 


п= п 
= Gn г 
Е = А + 24" cos (nw + ©) (52) 
where Ф = т а sing 2. %53) 


Equation (52) assumes that the mean phase of the currents in each pair of antennas 
is the same as the phase of the current in A, i.e., that the current in one antenna of 

1E. Bruce and А. C. Beck, Experiments with Directivity Steering for Fading Reduction, Proc. 
I.R.E., Vol. 28, p. 357, April, 1935. 


? Irving Wolff, Determination of the Radiating System Which Will Produce a Specified Directional 
Characteristic, Proc. I.E.E., Vol. 25, p. 630, May, 1937. 
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the pair has the phase +¢,/2 and in the other has —¢n/2. Equation (52) is a Fourier 
Series, each term of which determines the magnitude and phase of the currents in one 
of the pairs of radiators of which the antenna system is composed. It is obvious that 
by suitable choice of the coefficients A, and фи, it is possible to realize any desired 
field distribution as a function of the variable w, from w = т through w = 0 to 
w = =r. ` ` 

In applying this principle, the desired field distribution is expressed as a function 
of w from В = +r to В = —«. Now the transformation from the variable 8 to 
the variable w depends upon the choice of di/A, i.e., upon the spacing between the 
first pair of antennas. Since any value of d;/A less than 1 is permissible, there are ` 
in general an infinite number of solutions to the problem. In the special case! where 
the desired field intensity at 8 = 7/2 is the same as the desired intensity at 8 = —7/2, 
it is permissible to assume that dı = A. If this is done, the value of w is specified 
over the range extending on either side of w = 0, to w = --«di/X and tow = —«d;/A. 
For the more general case, where it is necessary that di < А, specification of the field 
from В = +r to В = —« leaves regions from w = та. /А to w = т and also from 
w = —mdi/Ato w = —r that are not specified by the assumed field distribution. The 
curve of w may be completed to т and to — by assuming any convenient amplitude 
of field in these intervals, provided only that the assumption satisfies Dirichlet’s 
conditions in these regions. In general, the curve of field strength should be continued 
through these gaps to w = +r and to w = —« in such a way that the complete 
resulting curve, when plotted as a function of v, can be represented by the simplest 
possible Fourier series. 

The final step in the specification of the апатай system is to determine the 
coefficients in the Fourier series of Eq. (52) that will give the desired field-strength 
pattern, expressed as a function of w with the arbitrary extensions as explained above. 
This specifies the relative amplitudes A, of the currents required in the successive 
pairs of antennas and phase differences ¢n required between currents of the two anten- 
nas of each pair, for the case where the basic spacing di/A of the pairs of antennas 
has the value used in defining w. The mean phase of each pair of antennas should 
all be the same, and should be the phase of the central antenna, as indicated above. 
. The procedure outlined above is applicable directly to the case where the individual 
radiators have a circular pattern in the plane in which the directivity of the array 
is specified. The procedure can also be readily extended to cover the case where the 
individual antennas have directivity in this plane. This is done by dividing the 
directional pattern desired, by the directional characteristic of the individual radiator, 
to obtain a desired directional characteristic for the assumption that the radiators 
have a circular pattern. The relative amplitudes and phases of the currents in the 
antenna pairs used to build up this desired characteristic are then determined on 
the basis that each antenna has circular directivity. 


ANTENNAS WITH HORN AND PARABOLIC RADIATORS 


25. Horn Radiators. General Properties—In the horn radiator, directivity is 
obtained by using a horn to guide and concentrate the radiated wave into a sharply 
defined pattern. Examples of horn radiators are shown in Figs. 64, 74, 75, and 77. 
Such radiators are capable of giving highly directional patterns when the mouth 
has a dimension large compared with the wave length. Horns become practical 
at very high frequencies, since then a dimension large compared with the wave length 
does not involve excessive physical size. Since horn radiators do not involve resonant 
elements, they can be operated over a wide frequency band. 


1 There are other special cases in which it is permissible to make 41 greater than A, although di must 
always be less than 24. See Wolf, loc. cit., for an example. 
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The field pattern obtained by exciting a horn radiator is determined by the shape 
and dimensions of the mouth measured in wave lengths and the variation in the magni- 
tude and phase of the field distribution produced across the mouth of the horn. 
The action of a horn is, in fact, exactly as though the mouth of the. horn was replaced 
by a distribution of elementary dipoles, as illustrated in Fig. 64, in which each dipole 
radiates a field! proportional to Е(1 + cos 0), where 6 is the angle measured with 
respect to the direction in which the horn points, and Ё is the intensity of the electric 
field where the dipole is assumed to exist. The dipoles are polarized in the same 
direction as the electric field at the mouth of the horn. The actual field pattern of 
the radiation from the horn is the summation of the radiated fields produced by all 
these elementary dipoles as obtained by integration.? ` 

The nature of the field distribution across the mouth opening із determined by the 
horn’s shape and by the mode of excitation, The relative phases of the field at differ- 









EN 
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Fra. 64.—Sectoral horn excited by ТЕо,: wave. The radiation pattern obtained from 
the horn can be considered as arising from an array of fictitious elementary dipoles arranged 
across the mouth of the horn as illustrated and having a strength proportional to 
E(1 + cos 0), where E is the intensity of the electric field at the mouth of the horn and 
0 is the angle with respect to ХУ plane. 


ent parts of the mouth are determined by the relative distances of different parts 
of the opening from the throat of the horn and are also influenced by the mode of 
excitation when higher order modes are involved. 

When a horn radiator is used as a receiving antenna, the mouth gathers in a sec- 
tion of the passing wave. If this wave is traveling directly toward the mouth of the 
horn, then the horn in effect cuts out a slice of the wave having a cross section арргохі- 
mating that of the horn mouth, and causes the energy in this slice to travel down 
the horn toward the throat. If the oncoming wave approaches from an angle, the 
effective cross-section of mouth that this wave sees as it approaches the horn is 
reduced, and. the amount of energy that can be abstracted from the wave is likewise 
less. The end result is a directional pattern that is exactly the same as that obtained 
when the horn is used for transmitting. A horn antenna will, in general, abstract 
considerably more energy from a radio wave approaching from the favored direction 
than can be abstracted from the same radio wave by a dipole. In the case where the 

1 This corresponds to a cardioid pattern, with maximum radiation forward and zero radiation back- 
ward into the horn. Such a result comes about when the effect of both the electric and magnetic fields 
across the horn mouth are taken into account. 


? The theory of horns, with particular reference to sectoral horns, is presented in detail by W. L. 
Barrow and L. J. Chu, Theory of the Electromagnetic Horn, Proc. I. R.E., Vol. 27, p. 51, January, 1939. 


` 
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mouth of the horn is in a plane, as in Fig. 64, then if the horn is oriented in the direc- 
tion for interception of maximum energy from the passing wave, one has approximately. 
Energy abstracted by horn A 


Energy abstracted by doublet dipole ee №2 (54) 





where A/A? is the mouth area in square wave lengths. This equation becomes inac- 
curate when the smaller dimension involved in defining the mouth opening (the width 
b in Fig. 64) becomes comparable with or less than a quarter wave length. 

Sectoral Horn.'—'The sectoral horn is illustrated in Fig. 64. It has a rectangular 
cross section, and is flared linearly in one dimension only. Such a horn when used 
for transmitting produces a fan-shaped beam that is very sharp in the plane in which 
the horn is flared (the XZ plane of Fig. 64) and a less sharp beam in the corresponding 
plane at right angles (the XY plane in Fig. 64). 

Coupling to a sectoral horn may be either by means of a wave guide or from an 
antenna, Wave-guide coupling is obtained by terminatimg the throat in a rectangular 





= Match 
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(a) Exciter for TEo,, wave (b) Exciter for ТЕ о wave 


Fra. 65.—Àntenna excitation of sectoral horn, together with impedance-matching arrange- 
ment to provide a nonresonant concentric transmission-line input. 


wave guide, as illustrated in Fig. 64. The horn under these conditions can be thought 
of as a rectangular wave guide flared in one dimension. Antenna excitation is 
obtained by terminating the throat of the horn in a short section of wave guide that 
forms a box, and then exciting this box by means of a probe or a doublet antenna, as 
illustrated in Fig. 65. In such arrangements, the impedance offered by the antenna 
system will depend upon the physical size of the antenna and upon the distance of the 
antenna from the rear of the exciting box. 

A sectoral horn operated as a transmitting antenna has the possibility of being 
excited in several modes. The most important of these and the only ones used in 
practical operation of sectoral horn radiators correspond to ТЕ, and TE1, waves 
traveling down the wave guide used for coupling. _ The field distributions inside the 
horn corresponding to these two basic modes of excitation are illustrated in Fig. 66. 
It will be noted that in the T'E,,; mode, the electric field is constant in the vertical 
plane (plane XY of Fig. 64), while in the horizontal plane (plane XZ of Fig. 64), the 
electric field is maximum at the center of the horn and gradually diminishes approxi- 

1 Further information on sectoral horns is given by Barrow and Chu, op. cit; W. L. Barrow and 
Е. D. Lewis, The Sectoral Electromagnetic Horn, Proc. I. R.E., Vol. 27, р. 41, January, 1939; L. J. Chu 


and W. L. Barrow, Electromagnetic-horn Design, Trans. A.I.E.E., Vol. 58, p. 333, July, 1939; W. L. 
Barrow and Carl Shulman, Multiunit Electromagnetic Horns, Proc. I.R.E., Vol. 28, p. 130, March, 1940. 
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mately sinusoidally to zero at the sides. With excitation by the ТЕ: wave, the 
situation is interchanged, the electric field being constant in the horizontal or XZ 
plane and tapering off sinusoidally in the vertical or X Y plane from a maximum in the 
middle of the horn to zero at the upper and lower sides. 

Excitation by the TE, mode, free from the distorting effect produced on the 
pattern by higher order modes, can be obtained by suitable design of the throat. 
Waves of the ТЕ.» type suffer attenuation near the apex of a sectoral horn, and the 
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Fre. 66. Field distributions corresponding to ТЕо, and ТЕЁ waves in the sectoral 
horn of Fig. 64. 


radial distance over which the region of high attenuation extends is greater the higher 
the order of the wave. Consequently, by designing the throat so that the sectoral 
horn is cut off a suitable distance Re from the apex in forming the terminating wave 
guide or box (see Fig. 64), it is possible to permit the fundamental mode TE; to 
reach the mouth substantially unattenuated, while at the same time providing very 
high attenuation or filtration of high order modes, such as the T'E»s, ete. This 
optimum cutoff length В, for TEo.ı excitation, and also the extent of the region of 
high attenuation for the T'E,; mode of excitation, are shown in Fig. 67. Higher 
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modes of even order can be prevented from appearing by providing symmetrical 
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Fie. 67.— Extent of attenuating 
region near apex of sectoral horn for 
ТЕо, and ТЕо,з waves. 


' excitation systems, as well as by proper throat 


design. 

When radiation by means of the ТЕЁ» 
wave is desired, higher order modes of the 
TEn. type may be eliminated by. suitably 
adjusting the vertical dimension b in Fig. 64. 
The ТЕ, wave is able to travel freely in the 
radial direction when the dimension bis greater 
than a half wavelength, whereasunattenuated 
propagation of the third-order mode TE3,o 
requires that the vertical dimension b exceed 
3^/2, etc. Discrimination against even-order 
modes, such as ТЕ», о, can be obtained by pro- 
viding an exciting system that is symmetrical 
in the horizontal plane. Hence one should 
have 


/2 <b < 3^/2. 


Discrimination against higher order modes 
of excitation is particularly important in the 
case of antenna excitation. This is because 
antenna arrangements such as those illustrated 
in Fig. 65 simultaneously generate fields cor- 


responding to several modes, and if the higher order components are not suppressed, 
the resulting field pattern will be irregular in outline and generally undesirable. 


Horizontal Verticat 
pattern pattern 


Fie. 68.—Typical field pattern 
of sectoral horn excited by a T'Eoi 
wave.. For the case shown, the 
flare angle is 30?, the horn length 
R is 11А, and the vertical aperture 
is one wave length. 
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Ета. 69.— Width of beam in vertical 
plane for sectoral horns of various 
heights excited by ТЕЁ» and TFi,o 
waves. The term beam angle is here 
used to indicate the angle included 
between the points of the major lobe, 
where the field intensity is 10 per cent 
of the maximum. 
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The directional pattern of a properly designed sectoral horn excited in the TEo,1 
mode has the general character shown in Fig. 68. The pattern in the vertical plane 
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is determined опу by the vertical aperture (dimension b in Fig. 64), and is independ- 
ent of the width of the mouth or the flare angle. The vertical pattern has only a 
single lobe if the vertical aperture does not exceed a wave length; while with greater 
apertures one or more small minor lobes are present. In the case of vertical apertures 
of one wave length or greater, the width 8, of the beam in the vertical plane between 
the two nulls is given by the equation 


in = 
= л (55) 


where Б is the vertical aperture measured in wave lengths. This leads to the result 
shown in Fig. 69, 
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Fie. 70.—Beam angle in horizontal plane for sectoral horn of Fig. 64, excited by TEo,1 
wave, as a function of flare angle фо and horizontal aperture, for various horn lengths R. 
The beam angle is here defined as the angle between points at which the field strength has 
dropped to 10 per cent of that at the maximum of the beam. The dotted curve marked 
“optimum design” gives the proportions for which а beam of given width is obtained with 
a horn of minimum length. 


The wave pattern in the horizontal plane of the sectoral horn of Fig. 64 excited 
by a TEy wave is affected both by the width.of the aperture and by the flare angle, 
but is independent of the height of the aperture in the vertical plane. With constant 
flare arigle, the beam tends to become sharper the greater the width of the aperture; 
while with an aperture of constant width, the beam becomes wider the greater the 
flare angle ($.е., the shorter the horn). The quantitative relations are shown in 
Fig. 70. When the flare angle.is very small, the beam in the horizontal plane has its 
maximum sharpriess for an aperture of given width, but the horn is very long. The 
beam width 8н between nulls when the flare angle approaches zero is 


sint = —— - (56) 
where а /^ is the horizontal aperture in wave lengths (see Fig. 64). As the flare angle 


is increased, the front of the wave traveling down the horn diverges as is apparent 
from Fig. 66a. This causes a broadening of the beam, and if the length of the horn 
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is very large when measured in wave lengths, the width of the main beam approaches 
the flare angle, irrespective of the aperture width.! 
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Ес. 71.— Typical series of horizontal radiation patterns for TE1,o wave in sectoral horn 
of Fig. 64. 


For design purposes, one is usually interested in obtaining a beam of a given 
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Fic. 72.—Optimum proportions for sec- 
toral horns excited by ТЕ! wave, cor- 
responding to the shortest horn giving the 
indicated beam width. The beam angle in 
this curve corresponds to the angle between 
points at which the field strength of the 
main lobe is 10 per cent of the maximum. 


sharpness using a horn having the short- 
est possible length R. This condition is 
shown by the dotted line in Fig. 70 
marked “optimum design.” It is to be 
noted that this optimum design corre- 
sponds to horn proportions such that the 
difference in distance from the apex of 
the horn to the middle of the mouth (to 
line Y in Fig. 64) and the distance to the 
edge of the mouth (distance R in Fig. 64) 
is approximately 0.3754. 

The field pattern of a sectoral horn 
excited by a ТЕ, wave differs in certain 
details from the pattern obtained with 
the TE, excitation. The width 8, of 
the beam in the vertical plane is now 
approximately 50 per cent broader than 
given by Eq. (55) (see Fig. 69). At the 
same time, the horizontal pattern is char- 
acterized by a major lobe that for very 
small flare angles is smooth and approxi- 
mately two-thirds as wide as with TE, 


excitation but that becomes jagged with large flare angles, as illustrated in 


1 The statement that the diverging character of the field within the horn causes the beam to becóme 
broader is equivalent to stating that the field at different parts of the mouth of the horn is not in the 
same phase because different parts of the mouth of the horn are at different distances from the horn 


apex. 


Par, 25] | E ANTENNAS 881 


Fig. 71. The proportions corresponding to the shortest horn that will have 
a specified beam width in the horizontal plane, when excited in the TE; 
mode, are given in Fig. 72.1 Upon comparison of these proportions with those 
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Ета. 73.—Power gain for sectoral horn of Fig. 64 excited by TEo,ı and TE1,o waves, 
showing the effect of flare angle and horizontal aperture. These curves are for a vertical 
aperture of one wave length and give the gain compared with a doublet antenna. For 
other vertical apertures, the power gain given by the curves should be multiplied by the 
vertical aperture measured in wave lengths. 


represented by the dotted line marked “optimum design" in Fig. 70, it is noted that 


1 These optimum proportions correspond to a condition such that the distance from the point n 
on the middle of the apex (see Fig. 64) to the point m on the side of the mouth is approximately a 
quarter of & wave length greater than the distance from n to the center of the mouth where the X, Y, 
and Z planes intersect in Fig. 64. For this optimum condition, the irregularity in the directional 
pattern is only moderate, as can be found from an examination of Fig. 71. 
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ТЕ, о excitation in a given horn will result in a slightly sharper beam in the horizontal 
plane than TE, excitation. At the same time, the pattern in the horizontal plane 
tends to be irregular with the ТЕ, mode, and the pattern in the vertical plane is 
broader, so that in general, ТЕ, excitation is preferable. 

The power gain of a sectoral horn is high if the horn aperture is at alllarge. Curves 
giving the power gain using a doublet antenna as the standard of comparison are given 
in Fig. 73 for the case where the vertical dimension b of the aperture is one wave 
length. For other vertical apertures, the power gain as given by the curves should be 
multiplied by the vertical aperture in wave lengths. The dotted curves through the 
maxima in Figs. 73а and 73b represent proportions giving the maximum possible 
power gain for a given horn length, t.e., optimum proportions from the point of view 
of power gain. These proportions are substantially identical with those giving 
maximum sharpness of beam in the horizontal plane (see Figs. 70 and 72). This 
confirms the expected fact that conditions giving the narrowest beam will also give 
the maximum power gain. 

Pyramidal Horns.—A pyramidal horn is illustrated in Fig. 74 and can be thought 
of as & modified form of sectoral horn that is flared in two dimensions instead of only 

one. This provides a mouth that 

can be large in both dimensions, 

combined with & throat small enough 

to be coupled to an ordinary wave 

С NER. guide and to attenuate undesired 

арна modes of excitation. The factors 

controlling the two flares of a py- 

ramidal horn are the same as in the 

simple sectoral horn. Thus when 

excitation is by a TE: wave, the 

relationship between beam width in 

the horizontal plane, the horizontal 

Fie. 74.—A pyramidal horn. flare angle фи (flare in XZ plane of 

Fig. 74), and the length of horn are 

exactly the same as in the case of a sectoral horn having a type ТЕ: excitation. 

Similarly, the factors determining the width and character. of beam and flare angle 

ф, in the vertical plane (flare in XY plane of Fig. 74) are the same as the factors 

that would determine width of beam and flare angle in the horizontal plane of a 

sectoral horn excited by a ТЕЁ, wave; i.e., flare in the vertical plane with a T'Es,i 
wave corresponds to flare in the horizontal plane and a ТЕ, wave. 

In designing pyramidal horns for T'E,,: excitation,! it will be noted that the flare 
angle in the vertical plane with a-given length of horn should not exceed the value 
corresponding to the proportions indicated in Fig. 72. Otherwise the major lobe 
in the vertical directional pattern becomes ragged. 

The power gain of pyramidal horns excited by the ТЕ, mode and having small 
flare in the vertical plane is given accurately by Fig. 73а. However, with larger flare 
angles in the vertical plane, the power gain is reduced by a factor that depends on the 
horizontal flare angle and the radial length of the horn. 

Conical Horns.2—A conical horn is a section of a cylindrical cone, the apex of 


which is terminated in a cylindrical w wave guide or cylindrical coupling section, as 
shown in Fig. 75a. 


1 This also covers the T'Ei,o case, since a pyramidal horn with TE: excitation becomes the ТЕ 
case simply by rotating the horn 90° so that X Y is the horizontal plane. 

2G, C. Southworth and A. P. King, Metal Horns as Directive Receivers of Ultra-short Waves, 
Proc. I.R.E., Vol. 27, p. 95, February, 1939; А. P. King, Metal Horns ав Radmtors of Electric Waves, 
Bell Lab. Rec., Vol. 18, p. 247, April, 1940. 
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The conical horn is usually excited by а ТЕ;,: wave, although higher modes are 
possible. The field configurations of the T'Ei wave in a circular horn is similar to 
that of a ТЕ, wave in a rectangular horn. A cross-sectional view of the field con- 
figuration is shown in Fig. 75b. 

The character of the radiation pattern obtained with a conical horn is determined 
by the diameter of the mouth opening and by the flare angle, or, what is equivalent, 
by the diameter and length of the horn. The effect of variation in the flare angle 
and in the length of the horn is given in Fig. 76. The field patterns in the vertical 
and horizontal planes differ slightly as a result of the different orientation of the electric 
and magnetic fields in the horn with respect to these planes. Examination of Fig. 76 
shows that for а given horn length L there is an optimum flare angle, and likewise for a 
given flare angle, there is an optimum length. If the flare angle is too great or the 
horn length excessive, the pattern becomes jagged in its outline. On the other hand, if 
the flare angle is small or the horn 
is short, the pattern becomes quite 
broad. The optimum proportions 
correspond to 


0.3X cos y 


ecu 
(1 — cos $) 


or the equivalent 


cos у = — (57b) 
1 + 0.3 Т, 


(57а) 





==——— Magnetic field 
Electric field 





From the geometry for Fig. 76, one 
also has 


D = 2L sin 5 (58) 





The proportions represented by Eqs. (p) Fields with TE), wave 
(57) correspond to the conditions i 
where the difference in distances oa 
and ob (—L) in Fig. 75a from horn 
apex to horn edge and center, respectively, is 0.34. Conical horns designed in 
accordance with Eqs. (57) will give the sharpest beam that can be obtained for a horn 
of given length. 

Biconical Horns.\—A biconical horn consists of a figure of revolution having a 
eross section such as is shown in Fig. 77a. This can be thought of as the sectoral 
horn of Fig. 64 rotated in the XY plane about point n. When excited in a funda- 
mental mode, such a horn is characterized by a pancake type of radiation pattern in 
which the radiation is concentrated in à sharp beam in the vertical plane, as shown in 
Fig. 77d, but is uniformly distributed in the horizontal plane. 

The fundamental modes that may be used to excite a biconical horn are the TEM 
and TE, waves. These involve field distributions as shown in Figs. 77b and 77c, 
respectively. The TEM wave is analogous to the ТЕ; mode of the sectoral horn 
of Fig. 64, and the same rules regarding optimum flare angle apply in the two cases. 


Fie. 75.—Conieal horn and field distribution 
within horn for ТЕ}, wave. 


1 W. L. Barrow, Г. J. Chu, and J. J. Jansen, Biconical Electromagnetic Horns, Proc. I. E. E., Vol. 27, 
p. 769, December, 1939. | 
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The T'E,,; mode in the biconical horn corresponds to the wave of the same designation 
in the sectoral horn of Fig. 64, and again the relationship between sharpness of beam, 
flare angle, horn length, etc., given for the sectoral horn applies to the corresponding 
biconical case. When the axis of revolution of the biconical horn is vertical, it will 
be noted that the TEM mode results in the radiation of vertically polarized waves, 
whereas the ТЕ: mode radiates horizontally polarized waves. 
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Electric-plane characteristics 
---- Magnetic-plane characteristics 
(a) Length approximately constant (b) Constant flare angle 

Fic. 76.—Directional properties of conical horns of roughly the same length but of 
various angular openings and of the same angular openings but of different lengths. The 
wave length for all cases is 15.3 ста. 

The relationship between power gain, flare angle, and radial length of horn in the 
case of biconical horns follows the same general rules that apply to the sectoral horn. 
The quantitative relations existing are given in Fig. 78. The dotted curve marked 
“optimum design” corresponds to the horn giving the maximum power gain (i.e., 
sharpest beam) for a given length, and is seen to correspond very closely to the opti- 
mum design for the corresponding sectoral horn excited with the corresponding mode. 

The TEM mode in a biconical horn is most readily produced by providing a space 
between the cones, either by separating the apexes slightly, as in Fig. 79a, or by cutting 
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away а section of the apex, asin Fig. 77a. А short antenna carrying a uniform current 
distribution is then placed in the resulting space coincident with the axis of revolution 
(see Fig. 77а). The ТЕ, wave may be produced by a small loop fed by a two-wire 
balanced line located between the cones, as shown in Fig. 79a. In this arrangement, 
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(c) Fields inside horn when 
excited by Т.Е о wave 


magnetic field 





(d) Directional pattern in 
vertical plane 

Fic. 77.— Cross section of biconical horn, fields inside such horn when excited by TEM 
and T'Ew1 waves, and typical directional pattern in the vertical plane for TEM excitation. 
In the representation of fields, the dotted lines indicate magnetic flux and the solid lines 
electric field, and the upper drawing for each case is a cross section of the horn in a plane 
containing the axis of revolution, while the lower diagram shows the fields that are seen 

when one looks toward the apex of the cone. 


the length of the loop must be appreciably less than a half wave length in order to 
maintain substantially uniform current distribution around the loop. As a result, 
the radiation resistance is quite low. A higher radiation resistance can be obtained, 
as illustrated in Fig. 796, where a number of antennas are bent in circular segments and 
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placed about a circular center section. These antennas are fed in such a manner that 
the currents flow in the same angular direction in all the antennas, and the diameter 
of the circle formed by the antennas is preferably an odd multiple of a half wave length. 
The excitation of TEM waves can be avoided by taking care to provide a balanced 
feed arrangement. 

One of the critical features of biconical horn design is the spacing between the cone 
vertexes. "There should be enough spacing so that desired mode is propagated freely 
from the apex outward with negligible attenuation. Also, the greater the spacing 
the easier it is to obtain a high radiation resistance in the exciting antenna. At the 
same time, the spacing should be small enough to provide attenuation of higher order 
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Ета. 78.— Power gain of biconical horns relative to doublet antenna. The dotted 
curves marked “optimum design” correspond to the condition of maximum power gain 
for a given radial length. In these curves, ro/À is the radial length of the horn, measured 
in wave lengths. 
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Ета. 79.—Methods of exciting TEo,ı waves in a biconical horn. 


modes. When these factors are balanced, the result is that it is generally desirable 
to keep the spacing considerably less than a half wave length. 

Pipe Radiators. —A pipe radiator is formed by a wave guide that is allowed to 
remain open at one end, and therefore radiates energy. The simplest radiators of this 
type are circular wave guides with a ТЕ, wave and rectangular wave guides with 
either à ТЕ, ora ТЕо,1 wave. Both these cases may be considered as special cases of 
conical and sectoral horns, respectively, in which the flare angles have become zero. 
Under such conditions, the directivity in any plane depends upon the dimensions 
of the mouth in that plane, with the width of the major lobe being almost exactly 
inversely proportional to the corresponding dimension measured in wave lengths. 


1 For further discussion, see W. L. Barrow and F. M. Greene, Rectangular Hollow-pipe Radiators, 
Proc. Г.Ю... Vol, 26, p. 1498, December, 1938; Southworth and King, ор. cit. 
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The practical usefulness of pipe radiators is limited by the fact that if the wave 
guide is large enough to give a reasonably sharp beam, then it is so large that it does 
not attenuate higher order modes. Under such circumstances, there is considerable 
practical difficulty in obtaining action corresponding to a single mode of excitation. 

26. Antennas with Parabolic Reflectors..—A parabola can be used to concentrate 
the radiation from an antenna located at the focus, to form a beam in the same way 
that a searchlight reflector produces a light beam. ‘The action of a parabola is to 
convert a spherical wave originating at the focus into a plane wave at the mouth 
of the parabola, as shown in Fig. 80. The end result obtained with a parabolic 
antenna is accordingly very similar to that obtained by using a horn, the chief differ- 
ence being in the way in which the field distribution across the mouth is established. 

There are, however, several differences in detail between the parabolic and the 
horn radiator. In the parabola, the 
wave across the mouth is a plane 
wave, whereas in the case of a horn, 
the wave front is divergent because 
of the flare of the horn. The char- 
acteristics of the parabola are also 
such that the fields established 
across the mouth by the. parabola 
are everywhere in the same phase, 
whereas with the horn radiators, 
there is a variation in the phase 
because of the differences in distance 
from the apex to various parts of 
the horn mouth. The distribution Fra. 80.—Conversion of spherical waves to 
of field intensity across the mouth plane waves by a parabolic reflector. The 


of the horn will generally be differ- circles represent the spherical waves radiated 
ent from that of the parabola be- from the antenna A; while the vertical lines 


: $ B represent the wave front after reflection from the 
cause of the different way in which роне surface. \ 


the excitation is obtained. Finally, 

in the parabolic antenna, the portion of the radiation from the antenna that is 
directed away from the parabolic surface has a diverging wave front, and is lost as 
far as the main beam is concerned. This not only wastes power but also broadens 
the beam by creating additional radiation to the side. 

This direct radiation can be eliminated by exciting the parabola with a directional 
antenna system such that the radiation is all directed toward the parabolic surface. 
One way that can be used to approximate this result is to employ an array of parasitic 
antennas such as those illustrated in Fig. 47. Another possibility is to surround the 
exciting antenna by a hemispherical shield, as shown dotted in Fig. 83. The wave 
directed toward such a shield is reflected back at the antenna in the proper phase to 
add to the waves leaving the antenna directly for the parabolic surface. The radius 
of such a shield should be an exact multiple of a half wave length. The shield should 
not be too small, for in that case there is appreciable mutual coupling between the 


1 There is almost no information published in English on parabolic antennas. The reader who 
wishes to follow the subject further is referred to the following German and French articles, which have 
formed the basis of most of the material in this section: René Darbord, Reflecteurs et Lignes de Trans- 
mission pour Ondes Ultra Courtes, L'Onde électrique, Vol. 11, p. 54, 1932; Walther Kohler, Die Wirkungs- 
weise von Vollmetal und Gitterreflektoren bei ultra kurzen Wellen, Hochfrequenz Technik und elektro 
Akustic, Vol. 39, p. 207, 1932; R. Brendel, Beitrag zur Berechung von Reflectoren fur elektrische Wellen, 
Hochfrequenz Technik und elektro Akustic, Vol. 48, p. 14, 1936; R. Bromel, The Beam Properties of 
Small Parabolic Reflectors with Various Excitations, Hochfrequenz Technik und elektro Akustic, Vol. 48, 
p. 81, 121, 1936; C.I.H.A. Staal, Full Parabolic Reflectors for Microwaves, Philips Transmitting News, 
Vol. 3, р. 14, 1937, Hochfrequenz Technik und elektro Akustic, Vol. 50, р. 206, 1937; Е. Ollendorf, “ Die 
Grundlagen der Hochfrequenztechnik.” 
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dipole and the shield that distorts the action. At the same time, the shield should not 
be so large as to intercept a considerable portion of the main beam that is reflected 
from the parabola. The final choice of shield radius will depend largely on the size 
of the parabola. 

Paraboloid of Revolution (Rotational Parabola).—The paraboloid of revolution 
has a parabolic cross section, with the axis of revolution coinciding with the line oo' 
shown in Fig. 80. The excitation of such an antenna system is obtained by providing 
a source A of radio waves at the focus of the parabola. A rotational parabola is 
approximately equivalent to a conical horn antenna system. 

The radiation pattern of a rotational parabola is characterized by a sharply 
defined main lobe directed along the axis of revolution and surrounded by a succession 
of minor lobes of relatively small and rapidly decreasing intensity, as shown in Fig. 81. 

The width of the main lobe between 


woe 6° (ро ев 6° jo nulls, assuming that the radiation from 
WM | | | | | | | || | | | | the exciting antenna is nondirectional, 
| \\ | | із given approximately by the equation 
Beam width between ) _ 137.5 (59) 
nulls, in degrees B (2) 
A 


where D/X is the mouth diameter in 
wave lengths. 

In practice, the main lobe is not cir- 
eular in cross section, because the source 
of the exciting radio waves will have 
some directivity. For example, when 
the excitation is from a vertical half- | 
wave antenna located at A in Fig. 80, 
the radiation is not uniform in the ver- 

: tical plane, even though it is in the hori- 

i plane at right angles In plane of the exciting zontal plane. As a consequence, the 
o exciting antenna antenna (vertical) A ? 

(horizontal) parabola acts as though it had a mouth 

Fra. 81.—Directional pattern of rota- diameter in the vertical direction less 
tional parabola excited by doublet antenna than the actual diameter. Under such 
Henri з mouth diemor of n s a Гос. conditions, the beam is broader in the 

n . . 1 1 

amplitudes of the minor lobes: als вложение vertical plane Шап Even by Eq. (59), 

for clarity. although this equation still gives the 
horizontal width. In the case of a 

vertical doublet radiator (field proportional to the cosine of the angle of elevation), 

the beam width in the vertical is approximately 1.25 times that for the horizontal plane. 

The “spot” produced by the beam is then elliptical, with the ratio of axes approxi- 

mately 1.25 to 1. 

A parabola with a given mouth diameter may be designed for a large or small focal 
distance, as illustrated in Fig. 82. The optimum focal distance for any particular 
case is arrived at after considering several factors. In the first place, the smaller 
the focal distance the smaller will be the fraction of the total radiation that is not 
intercepted by the parabolic surface (i.e., the smaller the energy lost by direct radia- 
tion). However, a focal distance so short that the focus is located inside the mouth 
of the parabola (Fig. 82a) results in the field reflected from some parts of the parabola. 
being: out of phase with the contributions of other parts. For example, when excita- 
tion is obtained as in Fig. 83 from a vertical antenna, the rays marked a and 6 will 
have opposite phase after reflection by the parabola and so will tend to cancel. in 
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the case of vertical antenna excitation, the focus is preferably approximately in the 
piane of the mouth of the antenna, as illustrated in Fig. 825, corresponding to a focal 
distance equal to one-half the radius of the mouth. When the antenna A has direc- 
tivity of such a character as to concentrate a fairly sharp beam along the axis toward 
the parabolic focus, then the surface is preferably designed so that its focus lies outside 
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Ета. 82.—Rotational parabolas with same mouth diameter but different focal lengths. 


the parabola, as shown in Fig. 82c. In this case, the focus is preferably so chosen 
that the angle a approximates the width between the nulls of the antenna beam. 

The power gain of a rotational parabola excited by a doublet antenna (radiated 
field proportional to the cosine of the angle of elevation) is! 


Power gain relative | - 21 2fR? y 


to doublet antenna § — XX Aft + Е? (60) 


where f is the focal distance, à the wave length, and R the radius of the mouth. 
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Fic. 83.—Rotational parabola excited by vertical antenna located at focus that is inside 
the parabola. 


This power gain is maximum when the focal distance is equal to half the radius of the 
mouth (the case illustrated by Fig. 825), for which case it becomes 


1 Вее Darbord, loc. cit. 
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Maximum power gain 
using doublet Lx (= i) 
radiator, relative À 
to doublet antenna 


(61) 


In the event that a spherical shield or other reflector is provided that prevents all 
loss from direct radiation, then the gain under optimum conditions will be twice that 
given by Eq. (61). 

The paraboloid of revolution may be considered an alternative to a conical horn, 
in that both produce approximately the same type of directional pattern and both 
have approximately the same gain for the same mouth opening, provided that the flare 
angle of the horn is small. When the two are compared, it is found, however, that 
if the optimum flare angle is used for the conical horn in order to keep the length 
of the horn to a reasonable value, then the horn has a somewhat broader pattern for a 
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Fia. 84.—Cylindrical parabolas with open and closed ends. 


given mouth diameter than the rotational parabola, and at the same time the parabola 
has less depth and is therefore more manageable physically. 

Cylindrical Parabolic Reflectors.—Cylindrical parabolic reflectors have a parabolic 
curvature in one plane, usually called the horizontal plane, and no curvature in any 
plane perpendicular to this horizontal plane. The top and bottom of the reflector 
may be open, as in Fig. 84a, or closed by plane reflecting surfaces, as in Fig. 84b. 

Cylindrical parabolas are normally excited by an antenna parallel to the cylindrical 
surface, located at the axis of the parabola. The parabola is preferably so designed 
that the focus lies well within the mouth, so that the fraction of the radiated energy 
that fails to be intercepted by the parabolic surface will be relatively small. 

The cylindrical parabola with closed top and bottom is the approximate equivalent 
of a sectoral horn of corresponding mouth dimensions.! The directional pattern in 
the horizontal plane is the same as that of a sectoral horn of zero flare angle excited 
in the TE, mode. The directional pattern in the vertical plane corresponds to the 
vertical pattern of the corresponding sectoral horn excited by the ТЕ,,: mode. A 
cylindrical parabola with closed top and bottom has less axial length for a given mouth 
opening than the corresponding sectoral horn, and also gives a sharper pattérn in 


1 See W. L. Barrow and Е. Р). Lewis, The Sectoral Electromagnetic Horn, Proc. I.R.E., Vol. 27, p. 41, 
January, 1939. 
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either the horizontal or vertical plane while retaining the same- width of pattern in 
the other plane. 

A cylindrical parabola with open ends has the same directivity in the horizontal 
plane as when the top and bottom are closed, but the directivity in the vertical plane 
is less than with closed top and bottom. 


PRACTICAL TRANSMITTING ANTENNAS 


27. Transmitting Antennas for Frequencies below 500 Kc.—Transmitting anten- 
nas for the lower radio frequencies are always of the grounded vertical-wire type, 
with a flat top that is usually arranged in the form of an inverted L, or a T, as in 
Figs. 3e and 3f, respectively. 

The flat top is preferably large enough so that its capacity to ground is consider- 
ably greater than the capacity between the vertical wire and ground. In this way, 
the effective height of the transmitting antenna is only slightly less than the actual 
tower height. 

When steel towers are employed, there should be sufficient spacing between the 
tower and the vertical down-lead and flat top, so that the capacity from tower to 
these antenna elements is quite small. Otherwise unnecessary circulating capacity 
currents will be present that will result in increased loss of energy. There is some 
advantage in insulating the tower from ground or in using a wooden tower. 

Guy wires have much the same effect as the tower, and either should be kept as 
far as possible from all parts of the antenna or, alternatively, should be broken up 
into small sections with insulators. The location of these insulators is preferably 
such that the guy wires with insulators in place produce a minimum of disturbance 
in the electrostatic field that would exist in the same region if the guy wires were 
entirely absent.? 

Within the limitation that the flat-top capacity should be considerably greater 
than the capacity of the vertical down-lead, the required capacity is, in general, 
determined by the fact that the current J going into the flat top (i.e., the current 
in the vertical lead) is related to the voltage E, applied to the flat top, and the capac- 
ity C of top to ground, according to the relation 


- T (62) 


It is apparent that the flat-top capacity required to avoid excessive voltage and danger 
of corona is greater the lower the frequency and the higher the transmitter power. 

Particular attention must be paid to the design of the antenna insulators when the 
voltage is high. The common types consist of relatively long rods or tubes of insulat- 
ing material with properly designed end terminals. In some cases shielding rings 
are also used to distribute the voltage stress. 

In long-wave antenna systems for transoceanic service, where the investment is 
extremely large and continuous operation is essential, it is necessary in most regions 
to provide means for removing sleet from the antenna system. This is accomplished 
by circuit arrangements in which 60-cycle current can be circulated for the purpose of 
keeping the wires warm without at the same time interfering with the normal antenna 
action.* It is alao desirable in such antenna systems to provide means of releasing 

1 The effective Eight of a grounded vertical-wire antenna is the height that a vertical wire would be 
required to have to radiate the same field along the horizontal as is actually present if the wire carries a 
current that is constant along its entire length and of the same value as at the base of the actual antenna. 
The effective height of a quarter-wave vertical wire is 2/x times the actual height. | 

2 H. P. Miller. Jr., The Insulation of а Guyed Mast, Proc. I.R.E., Vol. 15, p. 225, March, 1927. 

3 The design of such insulators is discussed by W. W. Brown, Radio Frequency Tests on Antenna 


Insulators, Proc. I.R.E., Vol. 11, p. 495, October, 1923. 
1J. Н. Shannon, Sleet Removal from Antennas, Proc. I. R.E., Vol. 14, p. 181, April, 1926. 
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any antenna wire that becomes overloaded, either by the use of a weak link or by 
means of a spring trip. Such arrangements will prevent the loss of towers either 
from overloading or from unbalanced pull resulting from a failure of only a single part 
of the antenna system. 

Loss Resistance—Ground Systems.1— The radiation resistance of grounded vertical- 
wire antennas with flat top, as given by Eq. (26), tends to be low with reasonable 
antenna heights, particularly at the lower frequencies. As a result, it is necessary 
that unusual effort be made to minimize the loss resistance associated with low fre- 
quency transmitting antennas. The most important of these losses occur in the 
ground, in the antenna tuning inductance, in the insulation, and in the conductors. 

Losses in the tuning inductance are a coil-design problem, and it is found desirable 
to employ coils that are physically large, carefully designed, having litz wire. The 
conductor resistance can be minimized by the use of adequate size and number of 
antenna wires. In order that insulation losses may be low, it is absolutely essential 
that there be no corona whatsoever at any place in the system. When high powers 
are involved, this requires use of suitable corona shields on insulators, the avoidance 
of sharp points, etc. 

The largest power loss in a long-wave antenna usually occurs in the ground. 
Ground losses arise from the fact that the current charging the capacity between the 
antenna and ground flows through the capacity from the antenna to the earth and 
then back through the earth to the grounding point at the transmitter. The earth 
is a relatively poor conductor, so special provision must be made for returning these 
currents to the grounding point on the transmitter with a minimum of loss. One way 
of accomplishing this is to bury wires near the surface of the earth for the purpose of 
providing a low resistance path through the ground back to the transmitter. In 
order to be effective, these buried wires must be so arranged that the charging 
currents entering the earth have only a small or moderate distance to travel through 
the earth to reach a wire. When the antenna extends over a very large area, as in 
the case of very low-frequency antennas, it is desirable to modify the ground system 
so that the ground currents collected by the buried-wire system in given areas are 
delivered to local central points, and returned from there to the transmitter ground 
over an aboveground transmission line. In such an arrangement, reactances should 
be inserted at various places in the system so that the currents will be properly 
distributed between the various collecting points. It is also helpful in extended 
systems to employ several antenna grounding points in order to reduce the distance 
that the current must be transmitted in order to return it to the antenna ground. 
This is termed multiple tuning. 

When the soil is very poor or rocky, it may be desirable to employ an artificial 
ground consisting of a network of wires placed a small distance above the earth and 
insulated from it. Such an arrangement, termed a counterpoise, effectively replaces 
the earth by a conducting screen provided that the spacing between the wires of the 
counterpoise is not greater than the height of the counterpoise above the ground. 
To be fully effective, the counterpoise should extend out from the antenna a distance 
at least equal to the height of the antenna above ground, and preferably twice as 
great, so that it will intercept most of the electrostatic field in the vicinity of the 
antenna. A combination of the counterpoise and buried-wire grounds is also pos- 
sible. In such arrangements, the counterpoise is connected to the transmitting 
antenna coil so that if it is assumed that the earth is a neutral plane, the counterpoise 
has the opposite polarity with respect to ground as does the antenna. ‘The distribu- 


1 An excellent discussion of antenna losses and ground systems is given by N. Lindenblad and W. W. 
Brown, Main Considerations in Antenna Design, Proc. I.R.E., Vol. 14, p. 291, June, 1926. See also 
Е. F W. Alexanderson, Transatlantic Radio Communication, Trans. A.I.E.E., Vol. 38, р. 1269, 1919. 
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tion of current between the counterpoise and the buried ground system will depend 
upon the negativeness of the counterpoise with respect to the ground, and there will 
be a particular division of current in each case that causes the total ground losses to 
be a minimum. 

28. 
modern broadcast transmitting antenna consists of a tower! that functions as a 
vertical radiator. The tower is in some cases provided with top loading. This is 
usually in the form of a ring, spider, or other equivalent arrangement providing a 
lumped capacity at the top of the tower. Such a capacity “hat” can be connected 
directly to the top of the tower, or it may be insulated from the tower and connected 
thereto by a coil. In another form of top loading, the top section of the tower is 
insulated and connected with the remainder of the tower through a series inductance. 

Field Distribution in the Vertical Plane.—The field distribution in a vertical plane 
of a grounded vertical radiator depends upon the height, as discussed in Par. 11 and 
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Ета. 85.—Field strength along the horizontal as a function of antenna height for a vertical 
grounded radiator with one kilowatt radiated power. 


shown in Fig. 25 (also see Figs. 85 and 86). With antenna heights of the order of a 
half wave length or slightly greater, there is marked concentration of energy along the 
horizontal plane, and a corresponding reduction in the radiation at large vertical 
angles. This is a desirable result from broadcast purposes, as explained in Par. 15, 
Sec. 10.2 

The optimum height of a simple vertical radiator depends upon the transmitter 
power, transmitter frequency, earth conditions, etc., and will vary with conditions 
existing in the ionosphere. Experience has shown that an equivalent ele®trical 
height of 0.53 wave lengths (190 electrical degrees) is about optimum for ordinary 
conditions.? Although a height of 0.625 wave lengths gives maximum concentration 
of radiation along the horizontal, it is accompanied by an undesirably large lobe of 
radiation at high vertical angles. 

A tower with top loading gives almost exactly the same field distribution in a 
vertical plane as is obtained with a simple vertical radiator of somewhat greater vertical 


1 Tower antennas can be analyzed as wide-band antennas of the type discussed in Par. 36, which 
gives a number of curves and formulas directly applicable to tower antennas. 

2 Stuart Ballantine, On the Optimum Transmitting Wavelength for a Vertical Antenna over a Per- 
fect Earth, Proc. Г.В.Е., Vol. 12, p. 833, December, 1924. 

3G. H. Brown, A Critical Study of Broadcast Antennas as Affected by Antenna Current Distri- 
bution, Proc. I.R.E., Vol. 24, р. 48, January, 1938. 
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height. Тор loading is used where it is not feasible to construct a simple radiator of 
the required height, as when commercial air lanes pass near by. "Top loading is also 
used when flexibility is desired, since the equivalent electrical height of a top-loaded 
antenna can be changed simply by modifying the amount of top loading. 
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Fig. 86.—Field strength as a function of angle of elevation for vertical radiators of dif- 
. ferent heights. | 
Another method of concentrating the radiation along the horizontal is to employ 
a tower radiator considerably greater than a half wave length high, and then to insert 
series condensers at intervals of 34 wave length or less, thus modifying the current 
distribution in a manner analogous to that of Fig. 4c and maintaining the current 
everywhere in the same phase, even though the height is greater than a half wave 
length. Such an arrangement has a lobe of radiation 
of substantial amplitude at relatively high vertical 
angles, which can be canceled by combining with an 
additional radiator consisting of a horizontal circular 
disk (or equivalent). Such a disk radiates a single 
high-angle lobe, and if placed at the proper height and 
excited with current of appropriate magnitude, will 
neutralize the undesired high-angle lobe that would 
otherwise be present.! The high-angle radiation can 
Ф also be eliminated by*a ring of low vertical radiators 
arranged about the main antenna and excited in the 
Fie. 87.—Typical current proper magnitude and phase.? 
distribution in a tapered tower Tower Construction.—The towers used as vertical 
radiator: radiators may be of either uniform or tapered cross 
section, may be either self-supporting or guyed, and are sometimes insulated from 
ground and sometimes not. 
A tower of uniform cross section has a current distribution that is substantially 
sinusoidal. With such towers, it is possible to predict with considerable accuracy 
1J. W. Labus, A Broadcast Antenna for “Low Angle" Radiation, Proc. I.E.E., Mon 28, p. 935, 
August, 1935. 


2 Ralph М. Harmon, Some Comments on Broadcast Antennas, Proc. I.R.E., Vol. 24; P. 36, January, 
1936. 
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the equivalent electrical height and the impedance that can be expected between the 
lower end of the tower and ground. "Towers with tapered cross section (2.е., wide 
base and narrow top) have a current distribution of the character shown in Fig. 87. 
The departure of this distribution from the sinusoidal distribution results in the effec- 
tive electrical height being somewhat less than the actual physical height. The 
quantitative relation between current distribution and taper has not been worked 
out; so with tapered towers it is not possible to predict the exact electrical height that 
will be obtained. If top loading is employed with tapered towers, it is possible to 
2djust the top loading experimentally to get any desired electrical height within. wide 
limits, and thereby obtain in a tapered tower performance that is identical with that 
which can be obtained with a tower of uniform cross section. 

When a guyed mast is used, the supporting guy wires must be broken up at several 
points by insulators. One such insulator is normally placed at each end of the guy 
wire, with additional intermediate insulators also being used spaced at intervals, 
usually of the order of 0.1 wavelength. These guy-wire insulators can be of the egg” 
type, or equivalent arrangement, such that a mechanical failure of the insulating 
material does not interfere with the functioning of the guy as a mechanical support 
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Fra. 88.—Shunt-excited grounded vertical radiator. 


for the tower. The voltage duty of the guy-wire insulators depends upon the number 
and location of the insulators, their electrostatic capacity, the power of the transmitter, 
and the antenna height. In the case of a tower that is in the order of a half wave 
length high, a potential of roughly 30 volts per wave length is induced along the wire 
for one watt of power in the antenna. The voltage for other powers is proportional 
to the square root of power. The voltage duty on the guy-wire insulators is accord- 
ingly quite small, being about 300 volts when the-insulators are spaced 0.1 wave length 
and the transmitter power is 10 ку. The exact value can be determined only by rather 
elaborate calculations, but this crude approximation gives the order of magnitude. 

Methods of Exciting Tower Antennas.—A tower antenna may be insulated from 
ground and excited by applying a voltage between the lower end of the tower and 
ground (series excitation), or alternatively the tower may be grounded and the excita- 
tion applied across a section h of the tower, as shown in Fig. 88 (shunt excitation). 

In series excitation, the important considerations involved are the impedance 
between the base of the antenna and ground, and the voltage that must be applied to 
this impedance across the base insulator in order to deliver the full transmitter power 
to the antenna at modulation peaks. The impedance between the base and ground of 
a tower radiator acts very much like the impedance at the sending end of a transmis- 

1A thorough study of the voltage requirements imposed on the guy-wire insulators, in which such 
calculations are gone into in some detail is given by G. H. Brown, A Consideration of the 


Radio-frequency Voltages Encountered by the Insulating Material of Broadcast Tower Antennas, 
Proc. I.R.E., Vol. 27, p. 566, September, 1939. - 
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sion line open-circuited at the receiving end and having a length equal to the tower 
height.! The correspondence is not exact, however, since it is generally found that 
the frequencies at which the impedance has unity power factor correspond to antenna 
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Fre. 89.—Resistance and reactance components of impedance between tower base 


and ground of vertical radiators as a function of height (average for five guyed towers, as 
given by Chamberlain and Lodge). 


heights somewhat less than would be expected by the simple transmission-line theory, 
as illustrated in Fig. 89. The situation is further complicated by the fact that there is 
a lumped capacity between the bottom of the tower and ground that is in shunt with 


1 The characteristic impedance Zo to be used in making such a calculation is 


h 2h 
Zo = 138 logio = — (во + 69 lomo 3) 


where А = tower height above earth. 

р = radius of antenna conductor. 

М = wave length in free space. 
This relation is given by J. Е. Morrison and Р. Н. Smith, The Shunt-excited Antenna, Proc. I.R.E., 
Vol. 25, p. 673, June, 1937. An alternative relation 


zo = oo fie (8) -1) 


is given by G. H. Brown, A Consideration of the Radio-frequency Voltages Encountered by the Insulat- 
ing Material of Broadcast Tower Antennas, Proc. I.R.E., Vol. 27, p. 566, September, 1939. Still 
another alternative is given by Eq. (65). 
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the impedance of the antenna itself. In view of these uncertainties, it is necessary to 
obtain experimentally the impedance between the tower and ground before it is possible 
to design the coupling networks and to predict the voltage across the base insulator, 
unless previous experience has been obtained from a very similar installation.! 

The voltage across the base insulator depends upon the magnitude and power factor 
of the impedance at the base of the tower and the amount of power delivered to the 
antenna, and will vary greatly in accordance with the impedance properties. With 
antennas that. are in quarter-wave resonance, the base impedance is a resistance of 
approximately 37 ohms, and the base insulator voltage is quite small, being approxi- 
mately 545 peak volts for one kilowatt of carrier power modulated 100 per cent. 
The base voltage increases rapidly as the antenna height becomes less than that for 
quarter-wave resonance. The voltage across the base insulator is a maximum when 
the equivalent electrical height is a half wave length. The base impedance is then a 
resistance of the order of 200 to 400 ohms, corresponding to 1,265 to 1,800 volts peak 
across the insulator during modulation peaks for one kilowatt of carrier. The lower 
values tend to go with towers that are tapered and that have wide bases. For powers 
other than one kilowatt, the voltage across the insulator is proportional to the square 
root of power. 

The shunt-excited antenna? shown in Fig. 88 can be considered as consisting of an 
antenna 1-2, in which the exciting voltage between the lower end 2 and ground is 
developed across the section 2-3 of a one-turn inductance 2-3-4-5, formed by the 
inclined wire 2-5-4, the antenna section 2-3, and the ground return 3-4. It is possible 
to calculate roughly the proper location and slope of the inclined wire by determining 
the impedance of the antenna 1-2 between 2 and ground, by making use of transmis- 
sion-line theory, and then calculating the performance of the one-turn loop. In 
practice, however, there are enough unknown factors involved so that it is necessary to 
employ a certain amount of cut and try to obtain desired results. The shunt-fed 
arrangement lends itself particularly well to concentric-conductor feed arrangements. 
In this case, the inclined wire is connected to the transmission-line tower at a point 
such that the resistance component of the system impedance, as viewed from point 4, 
looking toward 2-3 (Fig. 88), has a resistance equal to the characteristic impedance of 
the concentric feed line. The reactive component of the impedance at point 4, which is 
always inductive, is then resonated out by means of series capacity 5. Point 2, at 
which the inclined wire should be connected with the tower, will depend upon the 
height and taper of the tower, etc., but is of the order of one-fifth the tower height in 
a typical case. The end 4 of the wire is then located at a distance from the tower base 
such that the slope of the wire is roughly 45°. 

The performance that can be obtained from a tower radiator is substantially the 
same with shunt feed as with series feed, provided that the former is carefully arranged 
to minimize unnecessary losses. In particular, inasmuch as the current circulating in 
the loop 2-3-4-5 involves a section 3-4 of ground, it is necessary that considerable care 
be taken to keep the resistance in this section 3-4 small. This can be done by provid- 
ing buried or surface wires to carry the current. 

1 Good discussions concerning the measurement of the impedance of broadcast antennas are given 
by D. B. Sinclair, Impedance Measurements on Broadcast Antenna, Communications, Vol. 19, p. 5, 
June-July, 1939; W. A. Fitch and W. S. Duttera, Measurement of Broadcast Coverage and Antenna 
Performance, R.C.A. Rev., Vol. 3, р. 340, January, 1939; А. W. Ladner, discussion, Wireless Section 
I.E.E., Vol. 11, p. 118, June, 1936. In the last reference it is pointed out that in making impedance 
measurements the exciting voltage must normally be applied at the point in the antenna where the 
impedance is being measured. ы 

Some results of impedance measurements are given by А. В. Chamberlain and W. В. Lodge, The 
Broadcast Antenna, Proc I.R.E., Vol. 24, p. 11, January, 1936. 

2 Further information on shunt-excited antennas is given by J. F. Morrison and P. H. Smith, The 


Shunt-excited Antenna, Proc. I.R.E., Vol. 25, p. 673, June, 1937; Pierre Baudoux, Current Distribution 
and Radiation Properties of a Shunt-excited Antenna, Proc. I.R.E., Vol. 28, p. 271, June, 1940. 
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Shunt excitation is not practical, however, when the antenna height is much less 
than 0.2 wave length. With very short antennas, it is impossible to obtain a reason- 
able resistance component at the terminal of the inclined wire unless this wire is con- 
nected at an excessive height above ground. 

Transmission Lines—The energy can be carried from the transmitter to the 
antenna by means of either a coaxial line or a two-wire line. The coaxial line is more 
expensive, but is capable of giving a superior performance. A coaxial line may be 
buried, or mounted either on or just above the earth’s surface, and is preferably 
arranged so that it is gastight and is then filled with dry nitrogen that is maintained at 
a slight positive pressure by means of a tank and regulating valve to prevent entrance 
of moisture through breathing. Considerable care must be paid to the mechanical 
design of such a line in order to obtain airtight joints, to provide for expansion and con- 
traction with temperature changes, etc.! 

Two-wire transmission lines are constructed following customary practice, and are 
widely used. They are somewhat more subject to troubles from weather, such as 
sleet, etc., than the coaxial line, but are relatively inexpensive. 

Transmission lines for broadcast antennas are always made to function as non- 

resonant lines. This is done by means of an impedance matching network propor- 
tioned to convert the actual impedance offered by the antenna system to a resistance 
equal to the characteristic impedance of the transmission line. In the case of concen- 
tric lines, and also with open wires in which one side of the system is grounded, this is 
accomplished with a simple T or т network of the type discussed in Par. 25, Sec. 3. 
When a balanced two-wire transmission line is employed, it is necessary to provide a 
transformer involving inductive coupling to go from the balanced transmission-line 
system to the unbalanced antenna that has one side grounded. 
_ Ground Systems for Tower Antennas.2—The chief source of energy loss in a tower 
radiator occurs in the ground. Currents flow from tower to ground through the capac- 
ity from tower to ground, and then must return through the earth to the base of the 
tower. Appreciable energy losses occur in the earth as a result of its resistance, because 
even though the cross section of earth available to carry current may seem large, skin 
effect confines the current to the region near the earth's surface, and at the same time 
the earth is at best & poor conductor. 

Losses in the ground ean be minimized by employing a system of buried wires radiat- 
ing out from the base of the tower to provide low resistance paths by which current 
can return to the tower. Study has shown that these radials should.extend at least a 
quarter of a wave length from the base of the tower and, preferably, a half wave 
length, and that there should be at least 90 such radials, Such an arrangement makes 
it possible for nearly all the charging current returning through the earth to find its way 
to a wire without having to travel an excessive distance through the earth. The exact 
depth to which the ground wires are buried, the earth conductivity, and the size of the 
wires are relatively unimportant. . The principal thing is that they be of adequate 
length and be not too far apart, so that the distance from any point on the ground in 
the vicinity of the tower to the nearest radial will not be great. 

Investigation of the ground currents in the vicinity of an antenna shows that the 
height of an antenna has little effect on the length of ground wire that should be used. 

1 For discussions of coaxial line design, see J. B. Epperson, Installation of Coaxial Transmission 
Lines, Electronics, Vol. 12, p. 30, July, and p. 31, August, 1939; W. 8. Duttera, New Coaxial Trans- 
mission Line at WTAM, Electronics, Vol. 12, p. 30, March, 1939. 

2 A thorough study of ground systems for broadcast antennas, including much additional informa- 
tion, is given by G. H. Brown, R. F. Lewis, and J. Epstein, Ground Systems as a Factor in Antenna 
Efficiency, Proc. Г.В.Е., Vol. 25, р. 753, June, 1937. 

3 It has been found possible to calculate the distribution of currents in the ground by assuming that 


a moderate amount of resistivity does not cause the distribution to differ appreciably from that existing 
in a perfect earth. One then calculates the currents that enter the earth and return to the tower, on 
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In tower radiators that are of the order of a half wave length high and that are 
insulated from ground, there is a considerable voltage between the base of the tower 
and ground. This causes a large current to flow through the lumped capacity 
between the tower base to ground, and it is therefore important that care be taken to 
avoid power loss from these capacity currents. A wire screen connected to the buried 
ground system is sometimes placed under the tower for this purpose,! although this is 
not necessary if an adequate buried-wire system is employed. 

With a properly designed ground system, the losses in the earth are relatively small 
compared with the energy radiated, provided that the tower has a height of 1g wave 
length or more. 

Antenna Arrays.—Extensive use is made of simple antenna arrays for broadcast 
purposes. These arrays consist of two or occasionally three to four spaced tower 
radiators. The directional pattern obtained depends upon the spacing and upon 
the relative magnitude and phase of the currents in the various towers.? 

An antenna array can serve two principal purposes in broadcast work. First, when 
the population is not uniformly distributed in all directions about the transmitter, it is 
possible by means of a directional array to concentrate the radiated energy in the areag 
where the population is greatest, thereby giving better signals where improved service 
will be of greatest value. Second, it is possible by means of a directional’ array to 
reduce greatly the field strength radiated in a particular direction, and in this way to 
reduce the interference that the transmitter will cause with another station some dis- 
tance away operating on the same channel. 

In order to obtain the desired directional pattern, it is necessary that the relative 
magnitudes and phases of the currents in the various antennas be accurately controlled. 
The best way of ensuring that the desired conditions are being obtained is to measure 
these quantities directly. This can be done by mounting a one-turn loop rigidly on the 
tower, so that the loop is coupled to the magnetic flux produced by the current 
flowing in the tower, and then bringing the loop output to the transmitter building 
through a concentric line. By using a cathode-ray tube to compare the outputs 
obtained in this way from the various antennas involved, one can readily obtain the 
relative magnitude and phase.’ 

It is to be noted that one cannot determine the relative magnitudes and phases of 
the antenna currents from the relative magnitudes and phases of the transmission-line 
currents delivered to the coupling network associated with the individual antennas. 
This is a result of the mutual impedance between the antennas, which causes the line 
and antenna currents to differ in both magnitude and phase in different ways for the 
individual antennas. 

29. Short-wave Transmitting Antennas. Half-wave Antenna Arrangements.—Half- 
wave antennas are used in short-wave communication when directivity is not desired or 
when simplicity is of more importance than directivity. Such half-wave antennas may 
be placed vertically or horizontally, the latter placement being the most common. 





the basis of the electric field existing in the vicinity of the tower, and then assumes that these currents 
are confined to the region near the surface of the earth as a result of skin effect. When this is done, it 
is interesting to note that the loss in the earth is greatest at a distance of approximately $$ of a wave 
length from the base of the tower. See George H. Brown, The Phase and Magnitude of Earth Currents 
Near Radio Transmitting Antennas, Proc. I.R.E., Vol. 23, p. 168, February, 1935. 

1 An increase of 10 per cent in field strength from the use of a ground screen 50 by 50 feet is reported 
in a particular case Бу В. Е. Guy, Notes on Broadcast Antenna Developments, R.C.A. Rev., Vol. 1. 
p. 39, April, 1937. ` 

2 A discussion of simple arrays such as are used in broadcast work is given in Par. 13. See also 
W. S. Duttera, Some Factors in the Design of Directive Broadcast Antenna Systems, R.C.A. Rev. 
Vol. 2, p. 81, July, 1937. 

3 For further details, see John F. Morrison, Simple Method for Observing Current Amplitude and 
Phase Relations in Antenna Arrays, Proc. I.R.E., Vol. 25, p. 1310, October, 1937; Simplifying the 
. Adjustment of Antenna Arrays, Bell Lab. Rec., Vol. 17, p. 390, August, 1939. 
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With the horizontal configuration, the height above earth has an important effect upon 
the distribution of radiated energy in the vertical plane, and so should be carefully 
chosen. | 

Methods by which power may be supplied to a half-wave antenna from a balanced 
two-wire transmission line are illustrated in Fig. 90. Method (a) does not require that 
the antenna length even approximate a half wave length, since changing the antenna 
length simply affects the resonances appearing on the transmission feed line. In 
method (b), the termination of the transmission line is completed through the capacity 
from the open wire of the transmission line to the antenna, as shown dotted. In this 
arrangement, the antenna length must approximate a half wave length, and the 
transmission line adjustment must be such as to provide a voltage loop at the antenna 
termination of the line. While arrangements (a) or (b) in Fig. 90 fail to provide char- 
acteristic impedance termination for the transmission line, nonresonant conditions can 





(e) 


Fra. 90.—Half-wave antenna arrangements. 


be obtained over the main part of the transmission line, if desired, by the introduction 
cf an impedance-matching arrangement in the transmission line near the antenna. 
An impedance match that permits nonresonant operation can be obtained with the 
arrangements (c), (d), апа (e) in Fig. 90. А+ (c), the antenna length is chosen to give 
half wave resonance, and the spacing m is adjusted to provide an impedance match. 
In the case of a horizontal antenna above a perfect earth, this spacing depends upon 
height in the manner illustrated in Fig. 91.1 The tapered section of the transmission 
line must have a taper so gradual as to intriduce negligible discontinuity. An 
apex angle of about 75? is typical. The single-wire transmission-line arrangement 
shown at (d) is a modification of arrangement (c). Here the return circuit is com- 
pleted through the capacity of the antenna to ground, and the ground. ‘The proper 
adjustment of such an arrangement can be made by observation of the current distribu- 
tion of the line and antenna.? Resonances on the single-wire transmission line that are 


1P, S, Carter, Circuit Relations in Radiating Systems and Applications to Antenna Problems, 


Proc. I.R.E., Vol. 20, p. 1004, June, 1932. 
?See also W. L. Everitt and J. Е. Byrne, Single-wire Transmission Lines for Short-wave Radio 


Antennas, Proc. I.R.E., Vol. 17, p. 1840, October, 1929. 
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characterized by minima (ог maxima) that are exact multiples of a half wave length 
distant from the antenna indicate that the line is not attached to the correct point on 
the antenna, while resonances with minima (or maxima) at other distances indicate 
that the antenna is not in resonance. The arrangement of Fig. 90e is basically similar 
to that at (a), except that an impedance-transforming arrangement is involved. Неге 
two closely spaced half-wave antennas are connected together at their ends, and one of 
the dipoles is fed at the center from a balanced transmission line. The two antennas 
operate in parallel, each carrying half the total current, so that the impedance offered 
to the transmission line is four times the loop radiation resistance of a half-wave 
antenna, or approximately 290 ohms. A two-wire transmission line having this value 
of characteristic impedance can be readily designed. Other transformation ratios can 
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Ета. 91.—Variation of spacing m in antenna arrangement of Fig. 90с for the case of a 
horizontal half-wave antenna with variation in height aboveground. 


be obtained by making the diameters of the two radiators unequal or by using more 
than two radiators.! 

Directional Short-wave Transmitting Antennas.—Directional transmitting antennas 
are used to concentrate the available transmitter power in the direction in which it is 
desired to communicate. A moderate amount of directivity can be obtained by simple 
antenna arrays involving several radiators, such as the close-spaced arrays of Fig. 47, 
the two-element array of Fig. 92a, the simple multielement array of Fig. 92b, etc. In 
the last arrangement, the individual horizontal radiators are made slightly less than a 
half wave length long, and the loops aa are slightly greater than a quarter wave length 
long, so as to insert capacitive reactance in series with the horizontal wires. The 
result is to give a current distribution similar to that of Fig. 4c, in which the currents in 
the horizontal elements are all in phase. 

When a large amount of directivity is desired, as as in commercial point-to-point com- 
munication, the usual practice is to employ either a rhombic antenna, or an array of V’s 


1 P, S. Carter, Simple Television Antennas, R.C.A. Rev., Vol. 4, p. 168, October, 1939. 
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as illustrated in Fig. 43. Such arrangements are inexpensive to construct and give a 
satisfactory amount of directivity. 

Highly directional arrays involving many individual radiators in broadside, end- 
fire, or some other equivalent arrangement, although once very common, no longer 
find extensive use. This is because their complexity results in expensive construction 
and difficulty in tuning up. Examples of such multielement arrays are shown in Fig. 
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Fig. 92.—8imple directional arrays. 


93. At (a), the antenna is formed by folding a wire in such a manner that the vertical 
sections all carry current in the same phase, while the horizontal sections serve as one 
side of half-wave resonant lines that produce a phase reversal. At (b), the antenna 
wires serve simultaneously as radiators and, transmission lines by being so arranged 
that the currents along any diagonal are in the same phase. The diagonals at 90? then 
combine to give the effect of a vertically polarized array. At (c) and (d), the radiators 
are connected to a resonant line at voltage loops, are spaced a half wave length apart, 
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Ета. 93.—Commercial designs of broadside antenna arrays involving combinations of 
many half-wave radiators. The reflector antenna system that is always used to give a 
unidirectional pattern is omitted in this figure for the sake of clearness. 











and have successive radiators connected to alternate sides of the line. This causes all 
radiators to be excited in the same phase. Antenna systems such as these, involving 
numerous radiators, are tuned up by exciting from a convenient source of power and 
observing the current distribution over the system. The lengths of the various radia- 
tors and line sections are then adjusted by trial and error until the current loops are at 
the desired places. 


* 
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Aircraft Radio Antennas.1—Short-wave aircraft antennas can be classified as fixed- 
wire, trailing-wire, and shunt-fed-wing types. 

The fixed-wire type of antenna is strung from one part of the plane to another, 
sometimes but not always, with the use of ashort mast. The plane acts as the ground, 
and the effective height is necessarily low, with the result that the radiation resistance 
is correspondingly small at the lower frequencies, generally being of the order of 1 to 
2 ohms at 2to 4 mc. The fundamental frequency for quarter-wave resonance of such 
an arrangement depends upon the size of the antenna system, and with the largest 
planes is about 3 mc, while in small planes, it may be as great as 15 mc. Fixed-wire 
antennas are accordingly normally operated at frequencies lower than their resonant 
frequency, and so have a relatively large capacitive component to their impedance, 
which must be tuned out at the transmitter by the use of a suitable antenna tuning 
inductance. 

With fixed-wire antennas, there is danger that the antenna wire may pick up heavy 
ice loads. The tendency can be minimized by arranging the antenna so the angle be- 
tween the antenna and the direction in which the plane travels does not exceed 15 to 20°. 

The trailing-wire antenna consists of a wire reeled out from the tail or underside of 
the plane, of such length as to give quarter-wave resonance when the plane is used as 
the ground. The trailing wire is normally terminated with either a weight or some sort 
of drag device. The trailing-wire antenna is relatively efficient, since it has a high 
radiation resistance, and furthermore has the advantage that by varying the length 
of wire reeled out, one can adjust the antenna for operation at any desired frequency, 
thus eliminating much tuning and loading apparatus. 

` The shunt-fed-wing antenna arrangement makes use of the wings of the airplane as 
a radiator, and excites them by shunt feeding. To accomplish this, a feeder is taken 
through the skin of the fuselage and grounded a short distance out on the wing, and the 
other transmitter terminal is grounded to the airplane body. With this arrangement, 
the wing becomes excited in a manner similar to that of a shunt-fed broadcast antenna. 
Experience indicates that such an arrangement may be used if the wing spread of the 
airplane is 40 per cent or more of the working wave length. Such an arrangement 
gives results that compare favorably with fixed-wire antennas. 

Aircraft antennas are frequently used over a wide frequency range. As a result, 
the impedance as a function of frequency is of considerable importance, since this 
determines the design of the antenna coupling system. 2 

The field radiated from an aircraft antenna is usually a mixture of horizontally and 
vertically polarized waves. The directional pattern for these two components will 
generally differ greatly, and the ratio of their strengths will vary with the direction 
with respect to the plane. 

Mobile Radiators.s—Short-wave anama antennas for automobiles, tanks, etc., 
present a relatively difficult problem, particularly when the maximum length of 
antenna that can be used is only a small fraction of a wave length. 

The usual antenna used for such service consists of some form of whip mounted 
vertically, with the vehicle body used as the ground. The antenna is brought into 
resonance by means of an inductance coil connected between its lower end, and the 
body. For best results, the diameter of the antenna should be as large as possible. 

1 Рог further discussion see George L. Haller, Aircraft Antennas, Proc. I.R.E., Vol. 30, p. 357, 
August, 1942; R. McGuire and J. Delmonte, Development of Aircraft Radio Antennas, Communications, 
Vol. 20, p. 5, March, 1940; Howard К. Morgan, “ Aircraft Radio and Electrical Equipment,” Pitman, : 
ale York, 1939; P. C. Sandretto, Principles of Aeronautical Engineering, McGraw-Hill, New York, 

? Examples of impedance characteristics of typical aircraft antennas are'given by Haller, loc. cit. 

з For further discussion, see Millett С. Morgan, Improved Low-frequency Mobile Radiator, Blec- 


tronics, Vol. 18, p. 33, July, 1940; William R. Wilson, A Solenoid-whip Aerial, Electronics, Vol. 14, p. 56, 
January, 1941. 


854 RADIO ENGINEERS’ HANDBOOK [Sec. 11 


This reduces the reactive component of the antenna impedance, and therefore reduces 
the size of tuning inductance required, giving lowered losses in the coil. There is also 
an advantage in top-loading the antenna, either by some form of outrigger arrangement 
or by inserting an inductance in series with the antenna near the top, as illustrated in 
Fig. 94. The advantage of such top loading is that it forces the upper parts of the 
antenna to carry a substantial current, and thereby makes the effective height of the 
antenna approach more closely the actual physical height. 


І Whip... 









Shield can for 
protection and 
for fop capacity 


Coll for fop ---»s 
loading 


Antenna post; 


Antenna tuning 
inductance 
1 


Coaxial 
9----= X line to 
' transmitter 


Insulators. 


Cor body 


Ета. 94.—Top-loaded antenna for mobile service. 


Multifrequency-tuned Antenna Systems.—Circumstances sometimes arise where it is 
desired to operate the same antenna at a number of specified fixed frequencies at differ- 
ent times. "This result is achieved with the arrangement shown in Fig. 95.1 Here the 
length a; is made equal to a half wave length at the highest frequency to be trans- 
mitted. Parallel resonant circuits Г.С, and LC; are then added at the ends of this 
section, these circuits being resonant at the frequency for which a1 is a half wave length. 
Operation at the next lower frequency is then obtained by adding sections b and b’, so 
that the equivalent electrical length of the section аз, when the reactance introduced 
by the resonant circuits is taken into account, corresponds to half-wave-length reso- 
nance for the next lower frequency of 
transmission. These added sections are 
inoperative for the frequency for which 
ал is in half-wave resonance, since they 
are isolated by the high impedance of the 
parallel resonance circuits Г.С and LC}. 
Thus one obtains two resonant frequen- 
cies corresponding to the two desired fre- 
quencies of transmission. Additional 
resonant frequencies can be introduced 
as required by adding further parallel 
resonant circuits tuned to the appropriate 
frequencies, as Г.С, and L;C; together 
with additional segments to the antenna length, such as c and с”. 

Transmission Lines for Short-wave Transmitters.?—Transmission lines used to trans- 
mit power from a transmitter to a short-wave antenna system are usually either con- 
ventional concentric or two-wire transmission lines, 





Ета. 95.—Multifrequency antenna. 


1 Howard K. Morgan, A Multifrequency Tuned Antenna System, Electronics, Vol. 13, p. 42, August, 
1940. 
3 See also Par. 14, Seo. 3. 
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Two-wire transmission lines are normally arranged so that they are balanced with 
respect to ground, and this requires either that the antenna system be likewise balanced 

. € that a suitable transformer be employed. A concentric line is unbalanced with 
respect to ground, and if it is to be used to deliver power to a symmetrical antenna 
system, some provision must be made for transforming from an unbalanced to a 
balanced system.! Transformation from a coaxial system to a balanced system may 
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system. 


be obtained by inclosing the tnal quarter-wave end section of the coaxial line within a 
coaxial cylindrical container that is conductively connected with the outer conductor 
of the coaxial cylinder, as shown in Fig. 96a. This inclosing quarter-wave-length sec- 
tion should have a diameter appreciably greater than that of the coaxial line in order to 
ensure & good balance. 

A somewhat more complicated arrangement, but one that is likewise capable of 
giving a higher degree of balance, is illustrated in Fig. 96b. Here the length of the sec- 


1 The transformer arrangements of Fig. 96 are described by. N. E. Lindenblad, Antennas and Trans- 
mission Lines at the Empire State Television Station, Communications, Vol. 20, p. 13, May. 1940. 
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tion inclosing the coaxial line (balance to unbalance converter) has been extended to a 
half wave length, and symmetry is obtained by the use of a stub section physically 
similar to the outer conductor of the coaxial line to which the inner conductor is con- 
nected as shown. The similar section, one quarter of a wave length from the con- 
verter, is to give a compensating irregularity for the purpose of canceling any reflections 
that may be introduced by the converter. This eliminates all possibility of any 
impedance irregularity being introduced. : 

Resonant transmission lines are often used with low-power transmitters when the 
transmission distance is small. Resonant lines do not require an impedance-matching 
system, and in some cases (as in Figs. 90a and 92a), it is possible to tune the whole 
antenna system at the transmitter end of the line and thus avoid the necessity of 
exact adjustment of the antenna length. 

Nonresonant lines must be used if the transmission distance is large, since other- 
wise the power loss will be excessive. They are also necessary with high power even 
for short-distance transmission, in order to avoid undesirably high voltage stresses. 

30. Transmitting Antennas for Ultra-high Frequencies (30 to 300 Mc).—All kinds 
of antennas suitable for short-wave operation are also suitable for ultra-high-frequency 
use. In addition, since a high frequency corresponds to a relatively short wave length, 
it becomes practical to employ antenna types that would: have prohibitive dimensions 
at lower frequencies. In particular, the corner-reflector antenna is especially suita- 
ble for ultra-high frequencies, since it gives good gain, is compact, and is portable. 
Close-spaced arrays involving parasitic antennas, and the billboard type of antenna 
also find considerable use at ultra-high frequencies. 

A simple antenna arrangement commonly used at ultra-high frequencies is the 
“flagpole” type, in which the radiating element is in the form of a flagpole and is fed 
from a concentric transmission line. In such an arrangement, it is desirable to provide 
an impedance-matching arrangement to prevent resonances on the concentric trans- 
mission line. The usual method of doing this is illustrated in Fig. 970.1 Неге the 
central conductor of the concentric line is extended for three-quarters of a wave length 
beyond the termination of the outer conductor, and the upper half wave length of this 
extension functions as a half-wave radiator. The quarter-wave-length section nearest 
the termination of the concentric line, acting in conjunction with a wire a connected to 
the outer conductor, serves as a quarter-wave-length transforming section, The 
half-wave antenna acts as a voltage-fed radiator similar to that of Fig. 90b, and by 
using proper spacing between the wire of the quarter-wave-length impedance-matching 
section, a characteristic impedance termination for the line can be obtained. In prac- 
tice, it is preferable to interchange the wire a and the radiator, as in Fig. 975, to provide 
a direct contact to ground if lightning should strike the antenna. 

Another type of flagpole antenna is illustrated in Fig. 97с.2 Here the antenna c is 
an extension of the inner conductor of a quarter-wave-length mounting section d. The 
purpose of this quarter-wave-length mounting section is to provide means by which 
rigid mounting can be obtained without affecting the electrical properties, since the 
impedance at point e of section d is practically infinite. The antenna is excited from a 
concentric transmission line b provided with a quarter-wave-length matching section a 
to convert the 37.2-ohm radiation resistance of the antenna c to the characteristic 
impedance of the concentric line b, which is usually higher than 37.2 ohms. The neces- 
sity of this quarter-wave-length matching section can be eliminated by shortening the 
antenna c slightly and likewise by shortening the mounting section d, so that the imped- 


1W. C. Tinus, Ultra-high-frequency Antenna Terminations, Electronics, Vol. 8, p. 239, August, 
1935. 

2G. Н. Brown and J. Epstein, An Ultra-high- frequency Antenna of Simple Construction, Com- 
munications, Vol. 20, p. 3, July, 1940. 
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ance at point e is resistive, but has а value equal to the characteristic impedance of the 
transmission line. An arrangement of the type of Fig. 97c can be mounted at the 
top of a flagpole by rearrangement as in Fig. 974. Here the ground plane is supplied 
by the crossed wires gg extending a quarter wave length from the radiator. The parts 
labeled a, b, c, and d have the same significance as in Fig. 97c. ` 
Another antenna of the flagpole type is illustrated in Fig. 97e. Here the outer 
conductor of a concentric line is extended and folded back on itself by means of a cylin- 
der of relatively large diameter, a quarter wave length long, as shown. This outer 
cylinder, together with the extension of the central conductor, then functions as a half- 
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Fra. 97.—Antenna arrangements of the ''fiagpole"' type. 


wave-length radiator, and when in resonance, offers an impedance of approximately 74 · 
ohms as a terminating load for the concentric line. 

Broadcasting Antennas for Ultra-high Frequencies.—In ultra-high-frequency broad- 
casting (including frequency modulation, television, etc.), it is desired to concentrate 
the radiation to a high degree along the horizontal, and at the same time to have a 
relatively circular pattern in a horizontal plane. This result can be achieved by a 
stacked array of turnstile antennas or of Alford loops. Such arrangements radiate 
horizontally polarized waves. A corresponding directional pattern with vertically 
polarized waves can be obtained by employing a broadside array of vertical half-wave 
radiators, with the line of the array placed vertically (5.е., a number of vertical half- 
wave radiators stacked vertically and excited in the same phase). 

An ingenious arrangement that gives both vertically and horizontally polarized 
waves (actually, circular polarization), with a circular pattern in a horizontal plane and 
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directivity in the vertical plane, has been developed.! This consists of eight half-wave 
radiators tilted at 45° with respect to the vertical and lying uniformly spaced in the 
surface of a cylinder having its axis vertical, and a diameter slightly over a half wave 
length. These radiators are all excited in the same phase. The resultant action is 
then to produce a substantially circular pattern in the horizontal plane, with the 
radiation being circularly polarized. Several such arrangements can be stacked one 
above the other to give increased directivity in a vertical plane. 

81. Transmitting Antennas for Microwaves.—At wave lengths less than one 
meter, it is possible to use types of antennas that would be physically too bulky at 
longer wave lengths. Thus, when a large amount of directivity is desired, parabolic 
and horn antennas are generally employed. When a moderate amount of directivity is 
needed, a corner reflector antenna, or a close-spaced array involving a radiator asso- 
ciated with parasitic antennas, can be used; likewise, a rhombic antenna. 

When directivity is not important, half-wave radiators are used, excited from a 
concentric line through some form of transformer, or in a flagpole arrangement. With 
a half-wave radiator, it is common practice to provide an artificial ground in the form 
of a copper sheet or disk several wave lengths in extent. 


RECEIVING ANTENNAS 


92. Long-wave Receiving Antennas.—The usual long-wave receiving antenna is 
either a wire run diagonally to a tower or other point of high elevation, or a vertical 
grounded wire with a single-wire flat top in the form of a T or an inverted L. 

Directivity in the horizontal plane can be obtained by the use of a loop or wave 
antenna employed either singly or in an array.? The amount of directivity that it is 
practical to obtain at the longer wave lengths is quite limited, because transmission 
lines of excessive length are required if an antenna array has dimensions of the order of 
several wave lengths. Hence the directivity of a simple loop, or of a single wave 
antenna, is all that is employed except in a few special instances. Even then, a loop, 
unless physically large, abstracts very little energy from low-frequency radio waves. 
Likewise, a wave antenna has the disadvantage that the direction from which it 
receives signals cannot be changed without completely reconstructing the antenna. 

33. Broadcast Receiving Antennas.—The ordinary broadcast receiver has enough 
sensitivity so that an antenna with an effective height of only a few meters is adequate 
to provide a signal that will override the ordinary set noise. Marked directivity 
should be avoided in broadcast receiving antennas, since signals are normally to be 
received from all directions. 

The usual broadcast receiving antenna is a single wire having a length of a few feet 
up to about 100 feet, or consists of a wire leading to some metal object insulated from 
ground, such as a bed spring, etc. A metal plate placed in the receiver cabinet has 
also been used. The ground connection for the antenna system is usually supplied by 
the power cord. 

Many present-day broadcast receivers are provided with a built-in loop antenna 
that can be used as an alternate to the more conventional antenna. Although the 
effective height of the loop is lower than that of the usual wire antenna, it is normally 
sufficient to permit adequate reception under average conditions, and the loop has the 
advantage of making the set completely portable. Built-in loop antennas have a 
certain amount of directivity, with the result that the reception from a particular 
station may depend upon the exact position of the receiving set. This directivity is 
not so great as might be expected, however, since there is considerable residual vertical 


1N. E. Lindenblad, Antennas and Transmission Lines at the Empire State Television Station, 
Con munications, Vol. 21, p. 10, April, 1941. 

2 An array of віх loops for long-wave reception is described by A. G. Lee, Radio Communication 
Services of the British Post Office, Proc. I.R.E., Vol. 18, p. 1690, October, 1930. 
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antenna effect, because no attention is paid to balancing and shielding the loop. 
Inclosing a loop in an electrostatic shield will reduce the interference produced by 
near-by noise sources! although such a. shield results in a sacrifice in compactness. 

Automobile Antennas.?— А. great variety of antenna arrangements are used in auto- 
mobile receivers. Perhaps the most effective is a vertical whip, connected to the re- 
ceiver by means of a transmission line. Other arrangements that are employed include 
plates mounted below the running board and insulated from the body of the car, and a 
plate connected in the top. This latter arrangement is suitable only for cars in which 
the top is not all metal. 
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Fra. 98.—All-wave antenna system, together with equivalent circuits at high and low 
frequencies. 


All-wave and Noise-reducing Antenna Systems.—All-wave broadcast receivers oper- 
ate most effectively when used in conjunction with special antenna systems designed to 
give adequate pickup over a wide frequency range with a minimum of directivity, . 
which at the same time minimize noise pickup. 

An example of a wide-band antenna system is shown in Fig. 98.8 This employs а 
horizontal doublet antenna having an over-all length slightly less than a half wave 


1 Stanford Goldman, A Shielded Loop for Noise Reduction in Broadcast Reception, Electronics, 
Vol. 11, p. 20, October, 1938. 

2 Information of the effectiveness of various automobile antennas is given by D. E. Foster and 
G. Mountjoy, Measurement of Effective Height of Automobile Antennas, R.C.A. Rev., Vol. 3, p. 369, 
January, 1939. 

* Harold A. Wheeler and V. E. Whitman, The Design of Doublet Antenna Systems, Proc. I. R.E., 
Vol. 24, p. 1257, October, 1936. 
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length at the highest frequency to be received. Each half of the antenna consists of 
two wires arranged in a V as shown. ‘This lowers the reactive component of the 
antenna impedance and so simplifies the design of the associated coupling networks. 
The antenna has its own ground, and is coupled to a balanced nonresonant line by an 
antenna coupling unit. The receiving terminal of the balanced line is coupled to the 
unbalanced input of the receiver through a “line-to-receiver filter” or transformer, 
which has a balanced primary with an electrostatic shield between primary and second- 
ary. The antenna coupling unit is so designed that at the high frequencies the 
antenna functions as a horizontal doublet coupled to the transmission line through the 
transformers Lı and Г», as shown in Fig. 985, with the coupling network so designed 
that the impedance match between the line and antenna is sufficiently good to permit 
the energy transfer to approach the maximum possible value. At low frequencies, the 
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Fie. 99.—Systems for preventing а noise voltage E existing between chassis and 
ground, as a result of the power-cord connection, from causing a noise voltage from being 
applied to the grid of the first tube of the radio receiver. 


arrangement functions as a flat-top antenna that is coupled to the line through the 
transformer L4Ls, as shown in Fig. 98c. Transition between doublet and flat-top 
action occurs in the vicinity of 5 mc, and comes about as a result of the fact that at high 
frequencies the capacity C2 isa virtual short circuit, and so prevents action as a flat-top 
antenna, while at low frequencies ше transformer Г.Г is so inefficient аз to prevent 
action as & doublet antenna. 

- An antenna system of the general type illustrated in Fig. 98 commonly results in 
material improvement in the signal-to-noise ratio. The use of a transmission line 
makes it possible to place the antenna at a location relatively free from noise, which is 
often of help. At the higher frequencies, where the system functions as a horizontal 
antenna, further reduction in noise results from the fact that most man-made sources of 
noise are located close to the earth, and во generite relatively weak horizontally polar- 
ized waves. 

Experience has shown that a РЕЗ ЗИ amount of noise at broadcast and 
higher frequencies is the result of noise currents that reach the receiver via the power- 
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line cord. This places a radio-frequency noise voltage E between the chassis and 
ground, as shown in Fig. 99a. The usual input connection to the antenna with one 
terminal of the primary coil P grounded to the chassis then permits noise currents 
to flow through P to ground via antenna capacity C. The result is a noise voltage 
applied to the grid of the first tube. Noise from this source can be largely eliminated 
by any arrangement that provides the receiver with a balanced transmission-line 
input, which is mechanically and electrically symmetrical and electrostatically 
shielded. A simple noise-reducing antenna arrangement based on this principle is 
illustrated schematically in Fig. 995.1 It is found that such an arrangement will give 
marked improvement in signal-to-noise ratio, particularly if advantage is taken of the 
fact that the transmission line permits the antenna to be placed some distance away 
from the receiver, where there is less noise. 

A modification of the arrangement of Fig. 99b, in which the electrostatic shielding 
can be dispensed with, is shown in Fig. 99c.2 Here the antenna is formed by the 
extension of one wire of a two-wire transmission line that terminates in a coil coupled 
to the first tuned circuit of the receiver. An adjustable neutralizing condenser C, 
is employed, and is so adjusted as to compensate for the capacity C; from the lower 
end of the primary winding to the chassis. With proper adjustment, the noise voltage 
E applied between the chassis and ground will produce no potential difference across 
the input tuned circuit connected to the first tube. This balance is substantially 
independent of the frequency. 

A relatively simple system for getting a response over a wide range of frequencies 
makes use of a number of half-wave antennas resonant at different frequencies and 
connected in parallel across the terminals of the transmission line. ` Each antenna 
in such an arrangement is made approximately a half wave length for the mean 
frequency of the band that it is intended to cover, so that by using a number of fre- 
quencies and properly spacing them, a wide frequency range can be covered with 
fairly satisfactory results. 

Radio-frequency Distributing Systems.?—]In apartment houses, № is sometimes 
desirable to provide a master antenna system that will operate a number of radio 
receivers simultaneously. 

The most satisfactory arrangement of this type makes use of а nonresonant trans- 
mission line, across which the various receivers are connected through an attenuation 
unit that introduces about 30 db loss. The loss in the attenuator is compensated 
for either by employing an individual buffer amplifier between each receiver and the 
line or, preferably, by means of a wide-band amplifier connected between the antenna 
and the transmission line. Such an arrangement will give satisfactory reception . 
with receivers having ordinary sensitivity, and interaction between receivers is prac- 
tically eliminated because effects originating within one receiver are attenuated 60 db 
before reaching the input of another receiver. 

In simple installations, the attenuating network and amplifier are sometimes 
omitted. In such cases, the receivers are provided with high-impedance input circuits, 
and are connected directly across the transmission line. 

34. Short-wave Receiving Antennas.—A wire fifteen to twenty feet long is 
commonly used as a general-purpose receiving antenna for short-wave signals. 
Somewhat better results, particularly, improved signal-to-noise ratio, can be obtained 
by using an antenna system similar to systems for the short-wave ranges of all-wave 
broadcast receivers (see above). 





1 W. Г. Carlson and V. D. Landon, A New Antenna Kit Design, R.C.A. Rev., Vol. 2, p. 60, July, 1937. 

2 Y, D. Landon and J. D. Reid, A New Antenna System for Noise Reduction, Proc. I.R.E., Vol. 27, 
p. 188, March, 1939. 

3 F, X. Rettenmeyer, Radio-frequency Distributing Systems, Proc. I.R.E., Vol. 23, p. 1286, Novem- 
ber, 1935; D. J. Fruin, A Central Antenna System, Electronics, Vol. 12, p. 37, November, 1939. 
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Where it is possible to employ directional receiving antennas, as, for example, in 
point-to-point communication or in a case in which the signals to be received originate 
in a certain portion of the world, there is considerable advantage in employing an 
antenna system having high directivity. Noise and interfering signals arriving from 
directions other than that of the desired signal are then reduced, thereby improving 
the signal-to-noise ratio and reducing interference. When the noise or interference is 
distributed in a random way with direction, the improvement in signal-to-noise 
ratio obtained with a directional receiving antenna is the same as the power gain 
of the antenna when used for transmitting. When most of the noise arrives from some 
other direction than does the desired signal, the improvement is even greater than the 
power gain, while in the unfortunate case in which the noise and signal come from the 
same direction, directivity gives no benefit whatsoever. 

It is very desirable that the directional pattern of a receiving antenna have small 
minor lobes. If there is a minor lobe of considerable intensity, noise or interfering 
signals coming from this particular direction will be received with almost full intensity, 
even though this minor lobe may be quite narrow in width and so cause very little 
power to be wasted if the same antenna were to be used for transmitting purposes. 
It is also important in the case of receiving antenna systems having high directivity 
that the transmission line from antenna to receiver, and the circuits associated with the 
receiver input, be very carefully designed to avoid direct pickup of energy from the 
passing waves. In view of the fact that the discrimination against signals and noise 
from undesired directions may be of the order of 20 to 60 db in a directional antenna, 
only a very small spurious response to such an undesired signal introduced by unbal- 
anced transmission lines, etc., will greatly reduce the benefits obtained from the 
directivity. 

The types of directional receiving antennas most commonly used for commercial 
work are the rhombic and fishbone antennas. Both of these are characterized by 
excellent directivity and ability to respond almost equally well over a frequency 
range of about 2 to 1. The fishbone antenna has the further advantage of possessing 
a directional pattern characterized by unusually small minor lobes. In both the 
rhombic and fishbone antennas, it is possible to make the response approach zero 
in almost any desired backward or side direction by proper adjustment of the magni- 
tude and phase angle of the terminating impedance. 

It is, of course, possible to use other types of directional antennas for short-wave 
reception. V’s, broadside arrays, systems involving parasitic radiators, etc., are 
employed to some extent. 

35. Ultra-high-frequency and Microwave Receiving Antennas.— Reception at 
ultra-high and microwave frequencies is generally carried out with the same types of 
antennas that are used for transmission at these frequencies. . 

The principal problem involved with ultra-high-frequency арі microwave 
receiving antennas is in obtaining an adequate pickup sensitivity, so that the amount 
of energy abstracted will be sufficient to override the set noise. This difficulty comes 
about from the fact, as explained in Par. 7, that an antenna is capable of abstracting 
energy from a section of the wave front that extends only about a quarter of a wave 
length away from the antenna. At very short wave lengths, it is accordingly a diffi- 
cult matter to abstract much energy. Thus a horn or parabolic reflector will intercept 
an amount of energy corresponding to that contained in a section of the wave front 
having about the same area as the mouth of the horn or reflector, and even then a por- 
tion of this energy may be reradiated. Thus, even though a horn of reasonable 
physical dimensions may give an enormous power gain when operated as a trans- 
mitting antenna at centimeter wave lengths, the amount of energy that it abstracts is 
_ small compared to that of an ordinary broadcast receiving antenna 25 feet. long 
operating at broadcast frequencies. 


Par. 36] . ANTENNAS 863 


Because of considerations involving the amount of energy abstracted, it is found 
that the half-wave antenna becomes increasingly unsatisfactory as the frequency is 
increased above 30 me. At these higher frequencies, it is usually necessary to employ 
some form of antenna array having greater ability to abstract energy. 


WIDE-BAND ANTENNAS—TELEVISION ANTENNAS! 


86. Wide-band Antenna Systems. General Considerations.—All antenna systems 
of the resonant type capable of operating over a wide frequency range are character- 
ized by having a diameter or other crosswise dimension that is relatively large. The 
use of a large diameter does not affect the radiation resistance greatly if at all, but it 
reduces the inductance and increases the capacity of the antenna elements. The 
resultant effect is to cause the equivalent resonant circuit that the antenna represents 
to have a lowered Q, and hence broader resonance. 
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(a) Cylindrical (Ы) Conical (с) Spheroidal (d) Diamond (e) Double 
antenna antenna antenna antenna diamond 


Fra. 100.— Typical wide-band antenna arrangement. АЦ the antennas shown can be 
considered cross sections of a figure of revolutions. Dash line AA represents a neutral 
plane that can be replaced by a conductor (earth) with the omission of the lower half of 
the radiating system. 


The large cross-sectional area needed to obtain wide-band characteristic can be 
obtained in a variety of ways. A number of these are illustrated in Fig. 100 and 
involve such expedients as a half-wave antenna of large diameter (cylindrical antenna), 
the use of double cones, etc. The Empire State television antenna shown in Fig. 110 
is а special application of the general axiom that a large: d diameter is favorable for 
wide-band operation. 

Cylindrical Antennas.—The cylindrical antenna in Fig. 100a can be considered as 
the generalized case of a half-wave antenna in which the diameter of the antenna is 
not necessarily very small compared with the length. The characteristics of such an 
antenna are given in Figs. 101, 102, and 103,? expressed in terms of the parameter Ka, 
which represents the average characteristie impedance and is given in Fig. 104 and 


1 It is to be noted that while this section considers only antennas of the resonant type, nonresonant 
antennas, such as described in Pars. 12, 14, and 16, are also wide-band antennas, and would be used 
where high directivity was desired. 

2 These curves are from S. A. Schelkunoff, Theory of Antennas of Arbitrary Size and Shape, Proc. 
I.R.E., Vol. 29, р. 493, September, 1941. For further information see E. B. Moullin, The Radiation 
Resistance of Aerials Whose Length Is Comparable with the Wavelength, Jour. I. E.E., Vol. 78, p. 540, 
1936; also, Wireless Section, 7. E.E., Vol. 11, p. 93, June, 1936; E. B. Moullin, The Radiation Resistance 
of Surfaces of Revolution, Such as Cylinders, Spheres and Cones, Jour. I.E.E., Vol. 88, p. 50, March, 
1941, Part III; and E. B. Moullin and H. Page, discussion on The Radiation Resistance of Surfaces of 
Revolution, Such as Cylinders, Spheres and Cones, Jour. I.E.E., Vol. 88, p. 171, June, 1941, Part III; 
Ronald King and Е. G. Blake, Jr., The Self-Impedance of a Symmetrical Antenna, Proc. I.R.E., Vol. 30, 
p. 335, July, 1942. 
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by. the relation 
К. = 276 logis 21 — 120 (65) 
The notation of Eq. (65) and Fig. 104 is given in Fig. 1002. 


Examination of Figs. 101 to 103 brings out the following points: (1) The resistance 
that the antenna system offers at its input terminal under conditions where the total 
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Fig. 101.—Resistance and reactive components of impedance of cylindrical antenna of 
Fig. 100a as calculated for different values of characteristic impedance Ka. (After Schel- 
kunoff.) These curves assume that the resistance and reactive components are in series 
with each other and neglect the effect of any lumped shunting capacity that may be 
present across the input terminals. 


length of the antenna does not exceed 0.8 wave length (1 € 0.43) is almost ТЕРЕТ 
ent of the characteristic impedance Ко; however, when the total length approxi- 
mates a wave length (1 ~ 0.51) the resistance component of the antenna impedance 
depends very greatly upon the characteristic impedance Ka, being comparatively 
low when the characteristic impedance is low (7.e., when the diameter is large); (2) the 
reactive component of the antenna impedance is less the lower the characteristic 
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impedance, this applying both for conditions close to resonance and for those far 
from resonance; (3) increasing the diameter of the antenna reduces the length required 
to obtain half-wave and full-wave 
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Fie. 102. Fie. 103. 
Fie. 102.—Input resistance for cylindrical antennas in half-wave and full-wave 
resonance. 
Fic. 103.—Shortening of cylindrical antenna as a function of сһагасфегїзЫо impedance, 
expressed as per cent reduction below a half wave length for half-wave resonance and a full 
wave length for full-wave resonance. 





generates into a biconical horn operating in the THM mode, as illustrated in Fig. 77 
(provided that the antenna is a number of wave lengths long). 

The characteristics of conical antennas depend upon the angle of revolution у 
(see Fig. 100b) and the length of the antenna, expressed in wave lengths. The char- 
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Fie. 104.—Average characteristic T of various types of antennas illustrated in 
Fra. 100. 


acteristies that can be expected and the information necessary for antenna design are 
given in Figs. 105, 106, and 107,? expressed in terms cê the characteristic impedance К 
1 Further information is given by Schelkunoff, loc. сй; P. S. Carter, Simple Television Antennas, . 


R С.А. Rev., Vol. 4, p. 168, October, 1939; and Moullin, loc. cit. - 
2 These are from Schelkunoff, loc. cit., and Carter, loc. сй. 


866 RADIO ENGINEERS’ HANDBOOK | [Sec. 11 


given in Fig. 108 and by the equation 


К = 276 logi cot 4 (66) 
where y is the angle of revolution, as in Fig. 100b. The principal conclusions to be 
derived from these results are: (1) the total antenna length required for half-wave 
resonance is appreciably less than a half-wave length; (2) the antenna length 
required for full-wave resonance, and for still higher order harmonic operation, is also 
less than the corresponding length in wave lengths measured in free space; (8) the 
resistance component of the input impedance of the cones under conditions of half- 
wave-length resonance is substantially independent of the angle of revolution, while 

03 the input resistance in the region of full- 
wave-length resonance varies greatly with 
the angle of revolution; (4) the reactive. 
component of the impedance offered by the 
cones as one departs from half-wave-length 
or full-wave-length resonance depends upon 





Ql the angle of revolution, and decreases 

008 rapidly as the angle of revolution is 
eS 006 increased. 

3I 005} — Miscellaneous Wide-band Antenna Struc- 

- aoa tures.—The cylinder and cone are by no 

means the only antenna arrangements 

003 with large cross-sectional areas. Typical 

of the possibilities that remain are the 

002 spheroidal, diamond, and double-diamond 

antennas of Fig. 100 and the wide-band 

television antenna of Fig. 110. A folded 

001 dipole, such as is shown in Fig. 90е, is also а 


300 600 1000 2000 3000 


Characteristic Impedance Kin Ohms first step toward a wide-band arrangement, 


in that dividing the antenna into two ad- 

Fra. 105.—Shortening effect in conical jacent radiators of small diameter produces 
а eret ав ро c RA/2 ^ Әп effect equivalent to a substantial in- 

crease in diameter. 

The characteristics of spheroidal, diamond, and double-diamond antennas have 
been studied mathematieally.? The results obtained are analogous to those for the 
cylindrical and conical radiators; t.e., the behavior depends upon the average char- 
acteristic impedance, and this is less the greater the diameter in proportion to length 
(see Fig. 104). As this characteristic impedance becomes smaller (7.e., the larger 
the cross-sectional area in proportion to wave length), the length of antenna required 
for resonance becomes less, and the reactive component of the antenna impedance 
is greatly reduced. The resistance component of the antenna impedance is not 
greatly affected by the average characteristic impedance ($.е., by the cross-sectional 
dimensions) if the antenna is in the vicinity of half-wave resonance or is shorter, but 
with full-wave resonance (21 = X) the resistance component of the antenna impedance 
is reduced very greatly as the average characteristic impedance is made smaller. 

The formulas giving the impedance relations and also the actual current distribu- 
tions that can be expected are to be found in the literature? but are too complicated 
and specialized to be reproduced here. The effect of cross-sectional area upon antenna 


1Thus, Carter, loc. cit., gives 21 ~ 0.73 as the value determined experimentally for full-wave 


` resonance for values of y such as would be used in practice. 


2 Schelkunoff, loc. cit. 
з See Schelkunoff. loc. cit. 
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length required to produce half-wave resonance is, however, given by the following 
relatively simple expressions:! 
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fic. 106.—Resistance and reactance components of input impedance of conical antenna 
of Fig. 100b (after Schelkunoff), for small angles of revolution. 


For spheroidal antenna with a < < 1: 


a= 3(1- кова) р 


For double-diamond antenna with a < < i: 


x 
2-5 





(68) 
1 From Schelkunoff, loc. cit. 
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T; will be noted that the arrangements of Figs. 100a, 100d, and 100e represent types 
of tower radiators in common use for broadcast transmitters (see also Fig. 86), assum- 
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та. 107.—Experimental re- 
sults obtained by Carter giving 
relationship between input re- 
sistance of a pair of cones in 
full-wave resonance, and the 
angle of revolution of the cone 
for large angles of revolution. 
Under these conditions the over- 
all length of the pair of cones 
should be approximately 0.73 
wave length at the mid-frequency, 
regardless of the angle of 
revolution. 


ing the neutral plane is replaced by the ground. 
It thus becomes apparent that the ordinary tower 
radiator used in broadcast work is a form of wide- 
band antenna, and the characteristics of such. an- 
tennas can be analyzed in terms of the methods 
and formulas referred to here. 

87. Requirements of Antennas Used for the 
Transmission and Reception of Television Signals.! 
In television transmitting systems, it is necessary 
that the impedance match between the antenna 
and the transmission line leading from the trans- 
mitter be good enough to keep the reflection 
coefficient, as defined by Eq. (55), Sec. 3, to 
within a very small value throughout the fre- 
quency band covered by the television signal. 
This band width is of the order of 5 megacycles in 
typical systems, and with the assigned television 
channels is of the order of 10 to 15 per cent of the 
carrier frequency. The maximum allowable reflec- 
tion coefficient that can be tolerated is of the order 
of 5 per cent, which means that the vector imped- 
ance must not vary more than + 10 per cent from 
the mean value. Hence when the magnitude 


of the impedance is substantially constant over the band, as is typically the case, the 
reactive component of the impedance must never exceed 10 per cent of the resistance 


component. 
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Ета. 108.—Characteristic impedance K of conical antennas as a function of angle of 
revolution ұ (see Fig. 1005). 


Reflections at the antenna end of the transmission line of & transmitting system 
result in the formation of “ghost” phenomena, in which weak displaced images are 
produced as a result of energy that has been reflected back from the antenna to the 

1 See Carter, loc. cit.; S. W. Seeley, Effect of the Receiving Antenna on Television Reception Fidelity, 


R.C.A. Rev., Vol. 2, p. 433, April, 1938. 
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transmitter, and then is reflected back to the antenna, to be reradiated with a delay 
time corresponding: to twice the length of time required to travel the transmission 
line. Failure to match the impedance of the. antenna and transmission line to each 
other will also result in distortion of the image, in that the energy transfer at some 
frequencies is different from that at others. This distortion is, however, of much 
less importance than the production of ghosts. 

The receiving апхеппа of a television System must meet requirements that are 
much simpler than those applying to the case of transmission. Here it is not par- 
ticularly important that a.good impedance match be maintained between the antenna 
and the transmission line, provided that there is a satisfactory impedance match 
between the transmission line and the input to the receiver. `- Mismatching between 
antenna and line produces a loss of energy transfer and so distorts certain parts of the 
picture, but a considerable amount of mismatching can be tolerated before a serious 
degradation of picture quality occurs. 

Reflections produced at the receiver input terminals can produce ghost images, as 
described above, as the result of waves that travel back to the antenna and then are 
returned to the receiver with a delay time corresponding to twice the line length. 
However, the impedance match between the transmission line and the receiver input 
can be made very excellent by designing the receiver input to offer a substantially resist- 
ance impedance over a wide frequency range. This imposes some limitations on the 
input circuit of the receiver, particularly lowering the voltage gain obtainable between 
the line and the grid of the first tube, but by paying this penalty a good impedance 
match may be readily achieved over any desired band width. | 

In the reception of television signals a special problem is encountered in соппес- 
tion with orientation of the antenna to avoid reflected waves that reach the antenna 
by indirect paths. Waves that reach the receiving antenna from such a path as 
reflection from a large near-by building will have traveled a somewhat greater distance 
than the main part of the wave, and so will produce on the television output tube a 
ghost. image displaced by a time delay corresponding to the extra transmission dis- 
tance. The most practical means of handling this situation under ordinary conditions 
is to experiment with receiving locations and the orientation of the receiving antenna 
until a combination is obtained whereby the indirect waves received as a result of 
reflection are minimized to the point of causing no trouble. It is helpful in such experi- 
ments to caleulate the time delay involved, from the displacement of the ghost picture, 
and obtain the corresponding distance in feet on the basis of a wave traveling with the 
velocity of light. With this information one can frequently dejermine the source of a 
disturbing reflection. 

Wide-band Antennas Suitable for Television—An ordinary quarter-wave or half- 
wave antenna having a diameter of the order of one and a half inches is suitable for use 
ав а receiving antenna in the television band around 50 mc. The impedance match 
that can be obtained between such an antenna and a two-wire transmission line, with 
the use of a quarter-wave matching section, likewise of large diameter, is only fair, but 
‘is entirely adequate for receiving purposes. In contrast, a small-diameter antenna is 
inadequate even for receiving purposes (see Fig. 109). 

The higher degree of impedance matching required in the case of television trans- 
mitting antennas is such that dipoles of even large diameter are unsuitable. A folded 
dipole of the type shown in Fig. 90e is considerably better than a single dipole, as 
apparent from Fig. 109, but is not quite adequate to meet the rigid requirements of a 
high-grade television transmitter with a 50-me carrier. By combining two folded 
dipoles in a turnstile array, still further improvement is possible, as discussed below, 
and a passably acceptable result obtained. 

1 See Seeley, lor. cit. 
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Cone antennas or double-cone systems, as discussed in connection with Fig. 100b, 
have characteristics that more than meet the wide-band requirements of television 
transmitters, as.is obvious from Fig. 109. The only objection to such antennas is 
their rather inconvenient bulk, but this can in many cases be met by replacing the 
cone by a number of wires. It has been found that twelve wires distributed uniformly 
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Fic. 109.—Experimentally observed values of reflection coefficient obtained between 
various types of antennas and a two-wire transmission line. (After Carter.) 





Fia. 110.—Turnstile television antenna array of the type used on the Empire State Building. 
Note the bracket supporting the ellipsoidal element. 


around the conical surface give a result substantially equivalent to that of the solid 
structure, and have much less wind resistance and weight. 

An ingenious wide-band television transmitting antenna has been used on the 
Empire State Building, and is illustrated in Fig. 110.! As shown in Fig. 111, this is 


1A detailed description is given by N. E. Lindenblad, Television Transmitting Antenna for Empire 
State Building, R.C.A. Rev., Vol. 3, p. 387, April. 1939. 
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an evolution of a grounded quarter-wave antenna in which the exciting voltage is 
applied approximately midway in the antenna structure by means of a concentric line. 
By using large-diameter components, and particularly by properly proportioning the 
different parts of the antenna system, it is possible to obtain an extremely good 
impedance match over a wide frequency range, as apparent from Fig. 111. In the 
antenna as built, the central ellipsoidal conductor is supported by a bracket, as shown 
in Fig. 110. This bracket represents an inductive shunt between the ellipsoid and 
the base portion, and has little effect upon the electrical behavior, other than to 
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Fie. 111.—Evolution of the Empire State type of antenna structure from a quarter-wave 
grounded antenna excited by a concentric line at its mid-point. 


modify the optimum proportions. In the. Empire State installation, four antennas of 
this character are arranged around a central tower to form a turnstile array, as shown 
in Fig. 110. 

Benefits from Turnstile Arrangements.—Antenna systems of the types discussed 
above give better performance when connected in a turnstile arrangement than when 
used alone. This is because of the fact that the two parts of the turnstile array must 
be excited 90° out of phase, and so are fed through transmission lines of different elec- 
trical lengths. When these lines are combined, compensating action is obtained 
whereby the impedance mismatches of one part of the system tend to become com- 
pensated for by corresponding impedance mismatches of opposite character from the 
other (7.e., quadrature) portion of the turnstile system. 


SECTION 12 
RADIO AIDS TO NAVIGATION 


DIRECTION FINDING! 


1. General Considerations in Direction Finding.—Radio direction finding is 
accomplished by taking advantage of the fact that radio waves normally propagate 
between transmitter and receiver along a great-circle route. Hence a ship or airplane 
can obtain its location by determining the direction of radio waves sent out by trans- 
mitters at known locations. Similarly it is possible to determine the position of a 
radio transmitter by taking bearings on the radio waves at two receiving points. 

When radio direction finding is used to determine the location of a ship, airplane, 
etc., it makes no difference whether the ship observes the bearings of the waves 
radiated from known locations or whether receivers at known locations are used to 
determine the bearings of waves sent out from the ship. This is because the Rayleigh- 
Carson reciprocity theorem (Par. 8, Sec. 11) shows that under the conditions for which 
accurate bearings are possible (7.e., where the action of the earth’s magnetic field in 
the ionosphere is unimportant), the observed bearings are unaffected by interchanging 
the transmitter and direction-finding receiver. 

Direction-finding Errors Caused by Lateral Deviation and Scattering of Radio Waves. 
The accuracy of all radio direction-finding work is based upon the assumption that the 
radio waves follow a great-circle route. This is usually, but not always, the case. 

Lateral deviation of the ground-wave can occur when the great-circle route between. 
transmitter and receiver is roughly parallel to a coast line. Under such conditions 
the higher ground-wave attenuation over the land results in a shifting of the wave 
front, and the wave arriving at the receiving point tends to be bent in such a way as 
to cause the transmitter bearing to be displaced oceanward from the true bearing of 
the transmitter. Bearings that are within 10 to 15° of а coastline are therefore to be 
distrusted, particularly if the distance to the transmitter is large. Similar behavior 
is often found in mountainous regions, since the attenuation of a ground wave travel- 
ing up a valley is less than that of a wave traveling crosswise from ridge to ridge. 
There is hence a tendency for the energy that reaches a receiving point to arrive via 
a valley, even when the valley does not run in the exact direction of the transmitter. 

At the higher radio frequencies, where propagation over even moderately short 
distances depends upon the ionosphere, the direction from wltich waves arrive at a 
receiving point will on occasion deviate appreciably from the true bearing as a result 
of conditions of the ionosphere.. The chief source of such errors is from scattered 
reflections, which, as indicated in Par. 12, Sec. 10, can cause waves to arrive at a 
receiving point from other than the great-circle direction. Errors due to scattering 
are most pronounced when the normal transmission path is seriously disturbed by 
an ionosphere storm, or when the receiving point is not in the direction toward which 
the main part of the transmitted energy is directed. 

There is also evidence to indicate that lateral deviation of signals away from the 
great-circle route can be caused by a tilt in the ionosphere in the region where the 


1 An encyclopedic treatment of direction finding is given by R. Keen, “ Wireless Direction Finding,” 
Iliffe and Sons, Ltd., London, 1938. 
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wave is refracted earthward. The amount of tilt likely to occur, though not great, 
сап be sufficient to introduce appreciable error in bearing. Ionosphere tilt may be 
caused by ionosphere storms, or by the normal variation in the ionosphere that occurs 
during the day, particularly around sunrise and sunset. 

Errors Due to Reradiation from Neighboring Objecis.—Yhe true direction in which 
radio waves are traveling will be obtained only when the point of observation is 
remote from metal objects. Passing waves striking wires and other metal objects 

. induce currents that produce induction and radiation fields, which, when combined 
with the fields of the passing waves, result in a distortion of the wave front in the 
vicinity of the object. Fields from induced currents produce two effects upon direc- 
tion-finding equipment: (1) a deviation in the apparent direction from which the 
passing wave seems to arrive and (2) a quadrature effect corresponding to fields 90° 
out of time phase with those of the passing wave, and giving an effect equivalent to 
elliptical polarization. In the case of direction finders such as loops, which depend 
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Fra. 1.— Normal quadrantal error characteristic of a ship. When the error is large, there is 
a tendency for the minimum to be indistinct. 


Error Angle (To be Added to Observed Bearing) 


upon obtaining a null for accurate indication, this quadrature component destroys 
the null, thereby blurring the minimum and reducing the accuracy obtainable. 

These errors from induced currents are particularly important in connection with 
loop or similar direction finders used on shipboard.? When a ship-borne direction 
finder is located along the center line of the ship, the error introduced by induced 
currents usually has the general character shown in Fig. 1. Тһе error is maximum 
for waves arriving 45° from bow or stern, and either small or zero when the wave 
bearing is directly forward, astern, or to either side. This type of error in ships is 
commonly termed quadrantal error, and is normally of such a character as to make the 
observed bearing angles nearer to 0 or 180°, as the case may be, than the true bearing. 
The quadrantal error depends on frequency. It is also affected by the loading of the 
ship, tending to be greater when the ship is lightly loaded, and also will, of course, be 
influenced by changes in rigging. When the quadrantal error for a particular bearing 
is large it is commonly found that the minimum of a loop direction finder is blurred. 

1R. Н. Barfield, The Measurement of the Lateral Deviation of Radio Waves by Means of a Spaced- 
loop Direction Finder, Jour. I.E.E., Vol. 83, p. 98, 1938; also, Wireless Section, I.E.E., Vol. 13, р. 314, 
September, 1938. 

2 A detailed discussion of such errors, together with compensating means, is given by C. T. Solt, The 


Development and Application of Marine Radio Direction Finding Equipment by the United States Coast 
Guard, Proc. I.E. E., Vol. 20, p. 228, February, 1932. 
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When the error from induced currents is excessive, and particularly when there is 
sufficient quadrature effect to give a. distinctly blurred minimum, it is necessary to 
minimize the effect of induced currents. This can be done by relocating the direction- 
finding equipment so that it is more nearly in the clear, or one may in some cases be 
able to minimize the effect of induced currents by insertion of insulation at points that 
interfere with the paths of the induced current. It is also usually possible to com- 
pensate at least partially for the effects of metal objects by introducing additional 
objects, as, for example, a short-circuited loop ("current loop"), strategically located, 
of such size and orientation as to induce in the direction-finding antenna an approxi- 





(b) With compensating loop 


Fic. 2.—Example showing quadrantal error caused by currents induced in stack and in 
closed circuit formed by mast and stay, and improvement of null by means of a compensating 
loop. The loop is formed by connecting a wire between stack and mast. The magnitude 
and phase of the current I, flowing in this loop, and hence of the compensating effect pro- 
duced, can be controlled by adjustment of the magnitude and phase of the impedance Z. 


mately equal but opposite effect to that produced by other objects. Compensation 
of this character is frequently necessary in the case of ship direction finders. A typical 
example is shown in Fig. 2. 

Errors from currents induced in “ореп radiators,” $.е., objects such as poles, stacks, 
etc., that do not form closed loops, are greatly reduced by providing the direction- 
finding equipment, particularly antenna, with electrostatic shielding. This removes 
the effect of induction electrostatic fields, and so in the case of near-by “open radia- 
tors” eliminates most of the error otherwise present, because near such radiators the 
induction electrostatic field is much stronger than the remaining fields caused by 
induced current. 
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The possibility of errors from induced fields makes it desirable always to calibrate 
direction-finding equipment after it has been installed, with the use of waves from 
transmitters at known locations.! One can then either use a correction curve, or may 
compensate automatically for the error by some mechanical arrangement involving 
an adjustable cam, so that the pointer on the direction finder gives the correct direc- 
tion even when this differs from the apparent direction indicated by the waves. 

Errors from “ Mountain Efect.” ?—In mountainous regions errors can occur in air- 
borne direction finders as a result of waves reflected from the rough terrain combining 
with the direct wave in a manner that causes the apparent direction of arrival to differ 
from the true bearing. These errors vary with distance to the transmitter, are very 
sensitive to frequency, and depend upon the character of the terrain, because these 
factors determine the point of reflection, the magnitude of the reflected wave, and the 
phase relation of the direct and reflected waves. у 

When ‘‘mountain effect” is present, loop direction finders frequently give a blurred 
minimum, particularly when the signal used is modulated and so contains several 
frequencies. This is in addition to the fact that the bearing obtained may be in error. 

The presence of mountain-effect error is indicated by irregular fluctuations 
in apparent bearing about the true course as the plane travels. The absence of such 
fluctuations is a certain sign that the effect is absent. 

2. The Loop Direction Finder.—In the loop direction finder, a receiver is excited 
by a loop artenna that is rotated until a zero response of the receiver indicates that 
the plane of the loop is perpendicular to the direction in which the wave travels (see 
Par. 18, Sec. 11). The loop is adjusted for minimum rather than maximum response, 
because the percentage change in loop response with a small change in loop position 
is much greater in the vicinity of the loop minimum. 

A simple loop antenna employed in this way gives the bearing angle of the passing 
radio wave, but leaves a 180° uncertainty in the actual direction of the transmitting 
station.? This ambiguity in the sense of the bearing can be removed by making use 
of a vertical antenna in conjunction with the loop. The addition of vertical antenna 
pickup to the output of a loop antenna results in one lobe of the loop pattern being 
enlarged, while the other is diminished, as discussed in Par. 18, Sec. 11, and also as 
shown in Fig. 3. 

The procedure for direction finding is hence to obtain the bearing by adjusting 
the loop for zero response with the vertical antenna disconnected. The sense of the 
bearing is then determined by rotating the loop 90° in a specified direction and coupling 
the vertical antenna to the loop. If the addition of the vertical antenna increases 
the signal the sense is one way, while the diminution of the signal indicates the opposite 
sense. : 

In combining the vertical antenna pickup with the loop output to obtain a sense 
determination, it is necessary that the voltage developed by the vertical antenna be 
not greater than the resultant voltage acting in the loop circuit. It is also necessary 
that the phase of the vertical antenna output that is coupled into the loop circuit be 
such that the antenna effect induces a voltage in the loop circuit that is approximately 


1 Та the case of ship direction finders the calibration is often done by having a second ship steam 
around the ship with the loop, and transmit continuously. The distance in such cases must not be too 
small, or errors may be introduced from the action of the horizontal flat top of the transmitting antenna, 
See J. Е. Coales, Errors in Direction-finding Calibrations in Steel Ships Due to the Shape and Orienta- ` 
tion of the Transmitting Antenna, Jour. I.E.E., Vol. 73, р. 280, 1933; also, Wireless Section, I. E.E., 
Vol. 8, p. 127, September, 1933. 

2 A comprehensive discussion of the subject is given by H. Busignies, Mountain Effects and the Use 
of Radio Compasses and Radio Beacons for Piloting Aircraft, Elec. Comm., Vol. 19, No. 3, p. 44, 1941. - 

3 A direction-finding system in which freedom from sense ambiguity is obtained by using two crossed 
lcops in combination with a vertical antenna is described by C. E. Horton and C. Crampton, A Radio 
Compass Developed in Н. M. Signal School, Jour. Г.Е.Е., Vol. 73, p. 284, 1933; also, Wireless Section, 
I.E.E., Vol. 8, p. 181, September, 1933. 
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in phase (or phase opposition) with the resultant voltage acting around the loop. 
Since the resultant voltage acting around the loop is 90° out of phase with the voltage 
induced in the vertical antenna, this means that a 90° phase shift is required in the 
coupling system, which can be conveniently obtained by the use of mutual-inductance 
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Ете. 3.—Directional characteristics of vertical loop for vertically polarized waves with 
ара without antenna effect. Note that a small antenna effect in phase with the resultant 
loop voltage causes the null direction to differ from 90? with respect to the plane of the 
loop, while a small antenna effect in quadrature with the resultant loop voltage results in a 


blurred minimum. 


coupling. The effect produced by adding various amounts of antenna pickup to the 
loop output, and also the effect of the phase of tbis pickup, is illustrated in Fig. 3. 
Balancing and Shielding of Loop Antennas.—The bearing obtained with a loop 
antenna will be erroneous unless the loop is carefully balanced electrostatically with 
respect to ground. This is because if the loop is not so balanced, there will be a 
residual antenna effect that distorts the directional pattern of the loop, as shown in 
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Fie. 4.—Balanced-loop antenna systems, including arrangements involving compensating 
capacities and mutual inductances for eliminating residual antenna effect. 


Fig. 3b for the case marked “antenna effect small.” This causes the nulls to appear 
in directions slightly different from 90° with respect to the plane of the loop. 

Typical circuit arrangements that can be used in association with a loop to main- 
tain symmetry with respect to ground are shown in Figs. 4c and 4d. In many practi- 
cal direction-finding systems it is customary to include also a small auxiliary balancing 
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condenser or variable mutual inductance to compensate for any residual antenna 
effect. A'condenser used for this purpose normally consists of a three-plate arrange- 
ment having two stators, as shown in Fig. 4a, while the variable mutual inductance 
is used to couple a controllable antenna effect into the loop, as in Fig. 4b. The adjust- 
ment of such a compensating arrangement can be easily made by taking advantage of 
the fact that in the absence of all antenna effect the two null directions of the loop 
differ by 180°, but when there is a small antenna effect the two nulls are slightly less 
than 180° apart, as shown in Fig. 3. The correct adjustment of the compensation is 
therefore the adjustment for which the loop, after having been rotated to give zero 
response, will again give zero response when reversed exactly 180°. 

The accuracy with which electrostatic balance to ground can be obtained and 
maintained in a loop antenna is increased by inclosing the loop in an electrostatic 
shield. Such а shield ensures that all parts of the loop will always have the same 
capacity to ground irrespective of the loop orientation or of the presence or absence 
of neighboring objects. A loop shield normally makes use of a metal housing, usually 
in the form of a pipe, which is provided with an insulated joint or bushing so that the 
shield does not act as a short-circuited turn. The presence of such an electrostatic 
shield surrounding a loop antenna has practically no effect upon the performance of 
the loop, although there are some modifications in the detailed mechanisms of the 
loop operation.+ i 

Shielding of loop antennas also has the advantage of preventing induction electro- 
static fields from affecting the loop. This is important in the case of precipitation 
static (see Par. 18, Sec. 10), and also when there are near-by objects that act as an 
open antenna (see Par. 1 above). 

- Polarization Errors in Loop Direction Finders (Night Effect—Airplane Effect)."— 
The bearings obtained from a vertical loop antenna rotated about a vertical axis will 
be correct if the passing waves are vertically polarized. If, however, there is present 
a horizontally polarized downcoming component of the waves, the horizontal members 
of the loop have voltages induced in them that do not give zero resultant loop output 
voltage when the plane of the loop is perpendicular to the bearing of the radio wave.’ 
In fact, if there is present nothing else but horizontally polarized downcoming waves, 
the null position of the loop occurs when the plane of the loop is parallel, rather than 
perpendicular, to the bearing of the radio wave. A vertically polarized downcoming 
component produces the same effect on the bearing determination as any other verti- 
eally polarized wave, and so causes no trouble. When the wave possesses both a 
vertically polarized component and a horizontally polarized downcoming component, 
the result is either that the loop null indicates an erroneous bearing or that it is impos- 
sible to obtain a zero response for any loop position. This latter occurs when the 
resultant voltages induced in the vertical and horizontal loop members are not in 
phase, and gives a loop characteristic similar to that of Fig. Зе. Troubles introduced 
by downcoming horizontally polarized waves are termed polarization errors. 

Horizontally polarized downcoming waves are normally produced by action of the 
jonosphere. When this is the case, the polarization error is small near the transmitter 

1 The theory of the shielded loop antenna is given by В. E. Burgess, The Screen Loop Aerial, Wireless 
Eng., Vol. 16, p. 492, October, 1939. 

The use of shielding for loop antennas was apparently first suggested by R. H. Barfield, Shielded 
Loops, Jour. I.E.E., Vol. 62, p. 249, 1924. 

2 An excellent discussion of this subject is given by R. L. Smith-Rose, Radio Direction-finding by 
Transmission and Reception, Proc. I.R.E., Vol. 17, p. 425, March, 1929. 

3 The magnitudes of the voltages induced in horizontal members is determined by the resultant of 
the incident downcoming wave and the wave reflected from the surface of the earth. The induced 
voltages will hence be different for the lower and upper horizontal members and will depend on fre- 
quency and on soil conditions, The standard wave error (see Par. 4) of a loop in which the distance 


from any part to the ground is small compared with a wave length is 35.2? for the case of a perfect 
ground, 
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because there the sky wave is much weaker than the ground wave, but becomes of 
increasing magnitude as the distance is increased. At broadcast and lower fre- 
quencies, where loops are most commonly used, the sky wave is much stronger at 
night than in the daytime, so that the error from downcoming sky waves is commonly 
termed night effect. 

Polarization error or night effect reduces the usefulness of the loop as a direction- 
finding device, limiting the transmission distance for which it can be used, and making 
this distance depend upon the time of day or night and upon the frequency. In 

partieular, the night-effect or polariza- 
tion type of error makes it impossible 
to use & loop at the higher radio fre- 
quencies except for very small distances. 

When night-effect error is present, 
the bearing of the wave from a parti- 
cular station as observed by a loop 
often varies continuously as a result of 
fading effects produced by the iono- 
sphere action. The presence of night- 
effect error can accordingly be detected 
by observing the bearing over a period 
of time and noting whether or not it is 
steady and sharp. When night effect is 
present, the true bearing can be ob- 
tained, at least approximately, by tak- 
ing bearings at regular time intervals 
and averaging them, since the effects of 
the ionosphere tend to be random and 
will, over a period of time, average out 
to zero. 

The night-effect error is normally 
less for bearings taken aboard an air- 
craft flying at a high elevation than it 
is for bearings taken at a point on the 
ground below the same airplane, pro- 

Output vided that the distance of transmission is 

у large. The reason for this is that the 
S i Ü strength of the direct wave reaching the 
Electo static receiver from the transmitter is much 

Shield greater at a high elevation. than it is at 
the ground level, where this direct wave 
is a ground wave and suffers high at- 
tenuation. Under these conditions the 

sky wave reflected from the ionosphere is proportionately less important, and so is 
less able to introduce an error. 
When signals are received by a loop antenna from an airplane that is more or less 
' overhead, the loop antenna may be subjected to horizontally polarized downcoming 
waves just as when the ionosphere produces a sky wave. The result is again the 
production of polarization errors in the bearing. The action of this case is termed 
airplane effect. 
Goniometer Arrangements.—The necessity of rotating a loop antenna to obtain а 
bearing can be avoided by employing two fixed loop antennas oriented 90° with 
respect to each other, with their outputs combined in a goniometer, as shown in Fig. 5. 






Crossed. 
* loops “ 













Ета. 5.—Crossed-loop antennas connected to 
form a goniometer system. 
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The goniometer consists of two pairs of primary coils Р.Р, and Р.Р», one for each 
loop, arranged at right angles to each other and coupled to a secondary coil P, as 
shown in Fig. 5. If the goniometer is built so that the mutual inductance between 
each pair of primary coils and the secondary is proportional to the cosine of the angle 
that the axis of the secondary coil makes with the axis of the primary coils, then for 
any position of the secondary the relation between output of secondary and the direc- 
tion from which waves arrive will be identical in character to the directional charac- 
teristics of a single loop, but the orientation of the pattern depends on the position 
of the goniometer secondary. Thus rotation of this output coil is equivalent elec- 
trically to rotating a loop antenna. 

The goniometer arrangement permits use of fixed antennas that can be made much 
too large to rotate. Furthermore, these fixed antennas may be connected to the 
goniometer coils by relatively long transmission lines, so that a physical separation is 
possible between the antenna system and the equipment that must be manipulated. 

In the design of goniometer systems 
it is necessary that the two crossed an- 
tennas and their associated transmission 
lines and goniometer field coils all be 
symmetrical, both mechanically and elec- 
trically. It is also very desirable that 
the goniometer search coil be electro- 
statically shielded from the field coils. 
The field coils should be so designed that 
the maximum coefficient of coupling ob- : 
tainable between the search coil and a І ; 
pair of field coils is large, while at the p , |7 S (шш 
same time the mutual inductance should Balancer, 

f Е unit 
be as nearly as possible proportional to 





the cosine of the angle of rotation. This C G = 
latter result ‘can be approached by ! 
proper distribution of the field-coil wind- Ета. 6.—Antenna and input circuits of a 


practical loop direction finder provided with 


ing, and any residual deviations can then sense determination: 


be taken into account by means of a cor- 
rection curve or by a mechanical compensating cam. 

Practical Loop Direction Finders.: —The schematic antenna and input circuits of a 
commercial loop direction-finding system are shown. in Fig. 6. In this arrangement 
the loop antenna is grounded at the center, and antenna effect is balanced inductively 
by a balancer unit of the type illustrated in Fig. 4b. Sense determination is obtained 
by throwing switch 5 to "sense," thereby placing a high resistance in series with the 
antenna input circuit and causing a voltage to be induced in the loop that will cause 
the normal loop pattern to be distorted to resemble a cardioid. The extent to which 
a true cardioid is realized can be controlled by adjusting the magnitude of the resist- 
ance. The condensers C and C are ganged so that Г.С. has approximately the 
same resonant frequency as the loop circuit. The loop antenna itself is inclosed in an 
electrostatic shield, and this shield is extended to cover the leads connecting from 
antenna to receiver, and then terminates in a completely inclosed housing in which 
the receiver is located. In this way the shielding is fully effective, and the receiver is 
protected against direct pickup of a signal. Direct pickup is particularly to be 
avoided because it causes a signal to appear in the receiver output when the loop is in 


1 For further information see Soit, loc. cit.; H. B. Martin, Small Vessel Direction Finders, R.C A. 
Rev., Vol. 2, p. 69. July, 1937. 
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the null position and delivers no signal to the receiving set—the equivalent of antenna 
effect. 

A properly balanced and calibrated loop will ordinarily give bearings that are 
accurate to within one-half to two degrees on near-by radio stations. The accuracy 
diminishes, however, as the distance to the transmitter increases, is greater during the 
day than at night (as long as sky-wave propagation is possible), is reduced as the fre- 
quency is raised, and is greater when the transmission is over water than when over 
land. This is because all these factors affect the ratio of ground wave to downward- 
traveling sky wave. The maximum distance at which satisfactory bearings can be 
obtained in the daytime is of the order of 50 to 200 miles at frequencies of about 500 
ke, and may be as great as several thousand miles at very low radio frequencies. At 
frequencies greater than 1 to 2 megacycles loop direction finders tend to become 
increasingly unreliable because of the possibility of sky waves of high intensity being 
present both day and night up to points quite close to the transmitter. 

Loop antennas have been developed for use at ultra-high frequencies, as, for 
example, 50 megacycles, and when carefully designed can be made to give reasonably 
accurate results. This is possible because at very high frequencies there is no sky 
wave, and it is necessary merely that the loop be properly balanced and shielded in 
order to be usable. у i 

3. Direction Finders Based on Adcock Antennas.—The Adcock antenna in its 
simplest form consists of two spaced vertical antennas connected as shown in Fig. 7. 
The action of this arrangement, as far as vertically polarized waves are concerned, is 
identical with a loop since the resultant current in the output coil of such an Adcock 
system is proportional to the vector difference of the voltages induced in the two 
vertical members, exactly as in the ease of the loop. Horizontally polarized downcom- 
ing waves do not affect the Adcock antenna, however, since the voltages induced in 
the two horizontal members are of the same magnitude and phase, and so cancel out 
as the result of the circuit arrangement. 

Other forms of Adcock antennas are illustrated in Fig. 9. These are all charac- 
terized by the fact that the active members are spaced vertical wires, while the 
horizontal members are so disposed that either little or no voltage can be induced in 
them or, alternatively, that voltages induced in them balance out as a result of the 
circuit arrangement and the fact that the horizontal members are physically close to 
each other instead of being spaced as in the case of the loop. 

The effective height of an Adcock antenna is the same as that of a one-turn loop 
of corresponding dimensions. Since a loop is not limited to a single turn, the Adcock 
antenna is definitely inferior to a loop from the point of view of induced signal. This 
is one of the chief limitations of the Adcock antenna and makes it necessary to use a 
relatively larger physical structure than necessary with a loop for comparable response. 
Another disadvantage of the Adcock antenna system is that it represents a source of 
energy having a relatively high equivalent internal impedance that is capacitive. If 
the Adcock is to be tuned. to resonance, this must be done by means of a relatively 
high inductance coil that will add appreciable loss to the circuit, while if the antenna 
system is to be used in a nonresonant manner, then the high source impedance does 
not lend itself to association in an efficient way with relatively long leads, or with 
transmission lines.. Some help can be obtained by making the vertical members of 
the Adcock ‘antenna in the form of wire cages of relatively large diameter, but this is 
only a partial solution of the problem. In contrast with the Adcock antenna system, 
a loop antenna has an internal impedance consisting of an inductive reactance of 
moderate value. By the use of a suitable number of turns, the loop van be readily 


1 For example, see Н. С. Hopkins, A Loop Direction Finder for Ultra-short Waves, Wireless Eng., 
Vol. 15, p. 651, December, 1938. 
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tuned to resonance by means of a variable condenser having negligible Joss. If the 
loop is to be untuned, it can be more readily matched to a transmission line or used 
with long leads than can the Adcock system. 

"The value of the Adcock antenna system in direction finding is the greatly reduced 
susceptibility to polarization errors. Adcock systems are hence especially valuable 
at short waves, and at ultra-high frequencies, where loops perform least well. Adcock 
antennas find some use at relatively low frequencies, but here in order to obtain any 
reasonable amount of energy pickup it is necessary to employ physically large fixed 
antennas with a goniometer arrangement. 

Polarization Errors of Adcock Antenna Systems.—A perfectly symmetrical Adcock 
antenna system of the type illustrated in Fig. 7 would have zero polarization error if 
operated in free space remote from all other objects. However, when the antenna 
system is in the vicinity of the earth, or other equivalent ground plane such as might 





a 
Output 
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Fie. 7.—Simple Adcock Ета. 8.—Adoock antenna system located 
antenna system remote from close to earth, 


neighboring objects, particu- 
larly the earth. 


be provided by an airplane, polarization errors are present to a greater or less extent. 
The way in which polarization errors are then introduced in the system can be explained 
with the aid of Fig. 8. , Horizontally polarized downcoming waves induce voltages in 
the two horizontal members and cause a difference of potential to be produced between 
points а and b. These voltages cause currents 4; and 42 to flow in the vertical members 
as indicated. When the antenna system is remote from all objects, particularly 
the earth, these two currents are of equal magnitude, and since they flow through the 
coil L in opposite directions, no effect is produced in the output. However, when the 
lower members of the antenna system are close to the ground, as in Fig. 8, the capaci- 
ties C1 and Cj of the lower two legs to ground cause the current d; to be greater than 71 
because of the lowered impedance offered to iz аз a result of the presence of the earth. 
As a consequence, the currents 7; and iz produced by the downcoming wave no longer 
balance in the coil L, and there is a residual output. This results in a polarization 
error that, although substantially smaller than in the case of a loop antenna, is never- 
theless by no means negligible. 

Types of Adcock Antenna Systems and Their Polarization Errors.!—The principles 
involved in the Adcock antenna system may be applied in a number of ways, of which 
some of the more practical examples are shown in Fig. 9. 


» 1A classic paper on the polarization error of various types of Adcock systems is that of В. Н. Bar- 


882 RADIO ENGINEERS’ HANDBUOK [Sec. 12 ` 


The arrangement of Fig. 9a has already been discussed above. The polarization 
error of this arrangement becomes less the greater the spacing between the earth and 
the lower limbs, and is also affected by the soil conductivity. The standard wave 
error will vary accordingly, but in a typical case is of the order of 2 to 6°. 

'The simple U-type antenna of Fig. 9b represents the upper half of the system of 
Fig. 9a. If the earth were a perfect conductor and the horizontal members were 
extremely close to the earth, the polarization error would be zero. However, the 
earth is not a perfect conductor and so has a reflection coefficient that is less than 
unity to downcoming horizontally polarized waves. This results in there being a 
horizontal electric field at the earth’s surface when downcoming waves are present, 
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Ета. 9.—Various types of Adcock antenna systems. 


which induces a voltage in the horizontal member and gives rise to a polarization 
error. In a typical case, the standard-wave polarization error to be expected in an 
arrangement of this sort may easily exceed 10 to 15°. 

The polarization error of the simple U-type antenna of Fig. 96 can be reduced by 
placing the horizontal members in a shield grounded at each end as shown in Fig. 9с, 





field, Some Principles Underlying the Design of Spaced-derial Direction-finders, Jour. I.E.E., Vol. 76, 
р. 423, 1935; also, Wireless Section, 1.Е.Е., Vol. 10, p. 55, June, 1935. 

Practical examples of Adcock direction-finding systems for various parts of the frequency spectrum, 
together with data on polarization errors experienced in practice and comparisons between Adcock and 
loop systems with respect-to polarization errors is given Бу Smith-Rose, loc. cit.; В. L. Smith-Rose, Radio 
Direction-finding оп Wavelengths between 2 and 3 Metres (100 and 150 Ме./з), Wireless Section, I. E.E., 
Vol. 15, р. 161, September, 1940; also, Jour. Г.Е.Е., Vol. 87, p. 154, 1940; R. L. Smith-Rose and H. С. 
Hopkins, Radio Direction Finding on Wavelengths between 6 and 10 Metres (Frequencies 50 to 30 
Ме. /Вее.), Jour. I.E.E., Vol. 83, p. 87, 1938; also, Wireless Section, Г.Е.Е., Vol. 13, p. 303, September, 
1938; R. H. Barfield and R. A. Fereday, An Improved Medium-wave Adcock Direction-finder, Wireless 
Section, I.E.E., Vol. 13, p. 33, March, 1938; also, Jour. I.E.E., Vol. 81, p. 676, 1937; R. H. Barfield 
and W. Ross, A Short-wave"Adcock Direction-finder, Jour. Г.Е.Е., Vol. 81, p. 683, 1937; also, Wireless 
Section, Г.Е.Е., Vol. 13, р. 39, March, 1938; В. Н. Barfield, Recent Developments in Direction-finding 
Apparatus, Jour. I.E.E., Vol. 68, p. 1052, 1930; R. A. Watson Watt, Polarization Errors in Direction 
Finders, Wireless Eng., Vol. 13, p. 3, January, 1936. 
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or by burying them as in Fig. 94. The use of a shield will reduce the polarization 
error to perhaps half of that of the unshielded U type. Burying the horizontal 
members produces some further reduction in polarization error, with the actual 
amount of error depending upon the conductivity of the earth, the frequency, and the 
depth of burial. A wire screen placed over the earth’s surface immediately under- 
neath the antenna will help in reducing the error in Fig. 9d. The buried arrangement 
does not eliminate polarization errors completely because the currents the wave 
induces in the ground penetrate to a depth greater than it is practical to bury the 
horizontal connections. 

The arrangement of Fig. 9e is referred to as a balanced system, and can be thought 
of as the Adcock antenna system of Fig. 9a modified by reducing the length of the 
lower limbs, so that the horizontal members will be closer to ground, and then com- 
pensating for the increased impedance of the lower limbs by connecting capacities 
between them and ground. The condensers CC are so selected that the impedance 
of the upper and lówer sections about the dividing points a and b will be the same. 
'The standard wave error of a typical arrangement of this type is of the order of the 
corresponding shielded-U system of Fig. 9c. 

The arrangement in Fig. 9f is the same as that of Fig. 9b except for the fact that 
each vertical antenna is separately coupled to the output circuit. In such an arrange- 
ment the polarization error is very small because the insertion of mutual inductances 
between the two vertical sections introduces a very high impedance between points 
a and b (see Fig. 9f), with the result that the current produced by the voltage induced 
in the horizontal members becomes extremely small. In fact, if suitable electrostatic 
shields are used, as shown dotted in Fig. 9f, and care is taken to maintain symmetry, 
it is possible theoretically to reduce the polarization error to zero. Practically, 
the standard wave error of coupled arrangements of the type of Fig. 9f is readily 
kept to as low as 1° or less. 

Miscellaneous Considerations in Adcock Antenna Systems.—The sensitivity of the 
Adcock antenna system to neighboring objects, and particularly the earth, makes it 
usually desirable to employ two pairs of Adcock antennas at right angles to each 
other in a goniometer system, rather than to employ a single rotatable Adcock antenna. 
The relation of the antenna to these objects then remains fixed. 

Adcock antenna systems are subject to vertical antenna pickup just us are loop 
systems. With Adcock arrangements, antenna effect arises from failure to maintain 
symmetry between the various vertical antennas and their associated leads and 
coupling coils. Electrostatic shielding of horizontal members and also the use of 
electrostatic shields in coupling coils are always helpful in reducing unbalances. It is 
also sometimes desirable, or even necessary, to inclose the vertical members in electro- 
static shields in order to make their capacities to ground independent of neighboring 
objects, and to minimize the effect of induction electric fields that may be generated 
by current induced in near-by objects. 

Sense determination can be obtained in Adcock systems in the same way as with a 
loop antenna, $.е., by introducing a certain amount of antenna pickup in a controlled 
way that changes the normal figure-of-eight pattern to a cardioid pattern.! 

4. Evaluation of Polarization Error—Standard Wave Error.—The merit of a 
direction-finding system from the point of view of immunity to polarization error can 
be conveniently defined in terms of a standard wave error. The standard wave 

1 А modified sense-determining arrangement, in which a vertical antenna is substituted for one pair 
of antennas in a goniometer system, and sense is obtained by comparing the null position for this con- 
nection with the null obtained for the usual two pair of antennas, is described by R. A. Fereday, A 
Sense-finding Device for Use with Spaced-aerial Direction-finders, Jour. I.E.E., Vol. 84, p. 96, 1939; 


also, Wireless Section, Z.E.E., Vol. 14, p. 14, March, 1939. This arrangement is particularly useful at 
high frequencies. 
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error is the error in bearing that would be obtained if the incoming wave arrived from 
an angle of 45° above the horizontal, and had its electric vector inclined at an angle 
of 45° with respect to the vertical. In calculating the standard wave error, it is 
always arbitrarily assumed that the resultant voltage induced in the vertical members 
by the “standard wave” is in the same phase as the resultant voltage induced in the 
system by the horizontal component of the “standard wave" acting on the horizontal 
members of the antenna. This actually may not be the case unless the “standard 
wave” is elliptically polarized, but it greatly simplifies the calculations, and for 
comparative purposes is perfectly satisfactory. 

The standard wave error can be calculated from the geometry of the antenna 
system, the frequency, and a knowledge of the earth’s constants. The intensity of 
the horizontal electric field produced near the surface of the earth by a downcoming 
wave—and hence the voltages induced in a horizontal member—depends very greatly 
üpon the reflection coefficient of the earth, and varies greatly with the height measured 
in wave lengths. The effect of height is especially great when the earth is a good 
reflector. 

The polarization error of a direction-finding antenna ар can be determined 
experimentally by transmitting from a low-power elevated source, and employing 
а doublet or dipole transmitting antenna that can be rotated to produce waves of any 
desired polarization. In carrying out such tests it is essential that the distance 
between transmitter and receiver be not too small. The minimum allowable distance 
depends upon the antenna dimensions, the wave length, and the inherent accuracy 
of the direction finder being investigated, and is of the order of 0.6 to 3.5.1 At 
the higher radio frequencies it is possible to place the transmitter on a high tower 
and still obtain reasonably large angles of incidence while this requisite distance 
is maintained.? If the frequency is very high, it is even possible to obtain a 45° 
angle of incidence corresponding to a standard wave. At lower frequencies it is 
necessary to place the elevated transmitter in an airplane if large angles of incidence 
are to be obtained with adequate spacing between transmitter and receiver, or 
alternatively the transmitter must be supported by a balloon or kite. 

b. Miscellaneous Direction-finder Systems.? Cathode-ray Direction Finders 
(Instantaneous Direction Finders).4—A simple form of cathode-ray direction finder 
giving an instantaneous indication of bearing is shown in Fig. 10a. Here the antenna 
system consists of two loop or Adcock aerials crossed at 90° with respect to each other. 
The outputs of these aerials are applied to separate radio-frequency amplifiers having 
identical phase shift and amplification. The outputs of the amplifiers are applied to 
the horizontal and vertical deflectors, respectively, of a cathode-ray tube. With 
such an arrangement the effect of the voltages induced in the crossed antennas by a 
passing radio wave is to produce a line on the cathode-ray tube as shown in Fig. 106, 
she direction of which indicates the bearing of the signal, while the length depends 
on the signal strength and so is of no significance. 

Sense determination can be obtained in an arrangement of the type shown in Fig. 
10a, which involves intensity modulating the beam of the cathode-ray tube with a 


1'W. Ross, The Calibration of Four-aerial Adcock Direction-finders, Jour. I.E.E., Vol. 85, р. 192, 
1939; also, Wireless Section, Ј.Е.Е., Vol. 14, p. 229, September, 1939. 

2 R. H. Barfield, An Elevated Transmitter for Testing Direction Finders, Wireless Eng., ‘Vol. 15, 
p. 495, September, 1938. 

3 А more complete and also more detailed discussion of various types of direction finders is given 
by Keen, loc. cit. 

«Рог further information see В. А, Watson-Watt and J. Е. Herd, An Instantaneous Direction 
Reading Radio Goniometer, Jour. I.E.E., Vol. 64, p. 611, 1926; also, Exp. Wireless and Wireless Eng., 
Vol. 3, p. 239, April, 1926; G. H. Munro and L. G. H. Huxley, Shipboard Observations with a Cathode- 
ray Direction-finder between England and Australia, Jour. I.E.E., Vol. 71, p. 488, 1932; also, Wireless 
Section, Г.Е.Е., Vol. 7, p. 283, September, 1932; The Staff, Radio Research Station, A Short-wave 

, Cathode Ray Direction Finding Receiver, Wireless Eng., Vol. 15, p. 432, August, 1938; H. T. Budenbom, 
Azimuth Indicator for Flying Fields, Bell Lab. Rec., Vol. 20, p. 58, November, 1941. 
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radio-frequency voltage derived from a vertical antenna and amplified by a third 
amplifier, as shown dotted in Fig. 10a. This third amplifier must have a phase 
shift that is identical with that of the first two amplifiers, and its amplification must 
be such that the amplified signal will be sufficient to produce an appreciable amount 
of intensity modulation. In addition, a 90° phase shift must be introduced between 
the voltage induced in the vertical antenna and its amplified output, in order to take 
into account the fact that the resultant voltage acting around the loop is 90° out of 
phase with the voltage induced in a vertical antenna. 
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Fra. 10.—Instantaneous cathode-ray direction-finder systems. 


The effect of intensity modulating the cathode-ray beam is shown in Fig. iUc. 
If the control electrode of the tube is normally biased approximately to cutoff, the 
effect is to black out one-half of the line of Fig. 10b and to cause the intensity of the 
other half to vary from practically nothing near the origin to maximum intensity near 
the end of the line, as shown. Since the particular end of the line of Fig. 10b that is 
blacked out by the intensity modulation from the vertical antenna output depends 
upon the direction from which the waves arrive, a definite sense indication is obtained. 

In a system of the type illustrated in Fig. 10a it is convenient to employ a super- 
heterodyne system, instead of a simple radio-frequency amplifier. This can be done 
by employing a common beating oscillator for all three antenna systems, thereby 
converting the incoming signals to a predetermined intermediate frequency that can 
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then be amplified and applied to the electrodes of the cathode-ray tube. Such an 
arrangement takes advantage of the fact that if the frequency of several waves is 
changed to a new frequency by the heterodyne process, the relative phases of the waves 
after their frequencies have been changed will not be changed if a common beating 
oscillator is used for all the waves involved (see Par. 23, Sec. 11). 

It is necessary that the various amplifiers used in the system of Fig. 10a have 
identical phase shifts, and it is also necessary that amplifiers 1 and 2 have identical 
amplification. If amplifiers 1 and 2 have different phase shifts, an ellipse (or a 
section of an ellipse) will appear on the cathode-ray screen instead of a line (or a section 
of a line). If the phase shift of amplifier 3 is incorrect, the portion of the line visible 
on the end of the cathode-ray tube will not have maximum intensity at the point of 
maximum deflection, and furthermore, the black-out on the end of the line toward 
the origin will not be clean-cut, If amplifiers 1 and 2 have the same phase shift but 
unequal amplification, a quadrantal error will be introduced that is maximum for 
waves arriving at an angle of 45° with respect to the planes of the antennas, but that 
becomes zero when the arriving wave travels parallel to the plane of either antenna. 

A practical method of adjusting amplifiers 1 and 2 to have identical characteristics 
is to provide in the direction-finding equipment a test oscillator with a loop that will 
induce in the two crossed antennas voltages of equal magnitude and phase. The phase 
shift and amplification of one of the amplifiers is then varied until a straight-line 
pattern is obtained at an angle of 45°. Amplifier 3 can then have its phase adjusted 
by turning on this amplifier and adjusting phase shift until a satisfactory black-out 
is obtained. An alternative method of adjusting amplifiers 1 and 2 to equality is to 
tune in some signal, and then connect the inputs of amplifiers 1 and 2 in parallel 
across one of the two antennas. When the phase and amplitude characteristics are 
identical, the bearing indicated will be 45°, and there will be no tendency for the 
section of line appearing on the cathode-ray screen to open up into an ellipse. 

The cathode-ray direction finder giving instantaneous bearing has a number of 
advantages, and is coming into increasing use. In particular it avoids the necessity 
of manipulating the direction-finding equipment, and gives an accurate bearing 
on a signal of brief duration, such as a single dot. Also, the instantaneous direction 
finder gives a positive indication as to whether or not the signal is present. 

Spaced-loop Direction Finders.—In this arrangement the ordinary loop or Adcock 
antenna system is replaced by two loop antennas spaced some distance apart, as in 
Fig. 11a, and connected in such a manner as to oppose each other. The directional 
pattern of such an arrangement to vertically polarized waves is the same as that of an 
ordinary loop, with the null direction in a direction at right angles to the plane of the 
loops (see Fig. 115). However, unlike the single loop system, horizontally polarized 
downcoming waves produce no output in such a spaced-loop arrangement when the 
system is in the null position, because in this position the horizontally polarized 
downcoming waves induce identical voltages in the two spaced loops and these are 
balanced out by the connection. The spaced-loop arrangement thus has no night- 
effect error. This is gained, however, at the expense of reduced energy pickup, and the 
need of even greater care in design to obtain and maintain symmetry, as compared 
with an ordinary loop. 

A modified form of spaced-loop direction finder has been proposed, in which the 
loops are as shown in Fig. 11с. Such an arrangement has the advantage that the 
eoupling between the antennas and the shield connecting the horizontal members is 
minimized. "The directional pattern of this arrangement for vertically polarized waves 
is shown by the solid line in Fig. 11d, while the dotted line gives the pattern for a hori- 
zontally polarized wave coming downward at a sloping angle. It will be noted that 
the minima in the X X direction are free of polarization errors (night effects), whereas 
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the minima in the YY disappear when night effect is present, which gives a means of 
identifying the nulls. 

Rotating Beacon Direction Finder —The rotating beacon makes use of a transmitter 
with which is associated an antenna system that has a well-defined minimum, as, 
for example, a cardioid pattern. The entire antenna system is then rotated, or a 
goniometer arrangement is used to cause the polar diagram of the directional pattern 
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Ета. 11.—Spaced-loop direction-finder systems with corresponding directional patterns. 


to rotate, a constant speed being used such that a complete revolution is made in 
some predetermined time, normally one minute.! At the instant that the minimum 
of the system is directed northward a marker signal in the form of a dash is sent out 
from a nondirectional antenna. 


1 Aerial systems for rotating beacons and methods of exciting them are described by H. A. Thomas, 
A Method of Exciting the Aerial System of a Rotating Radio Beacon, Jour. I.E.E., Vol. 77, p. 285, 
1935; also, Wireless Section, I. E.E., Vol. 10, p. 256, September, 1935., 

It is also possible to obtain a rotating pattern by setting up two fixed erossed-antenna systems and 
feeding them with radio-frequency signals modulated at the desired rotation frequency, the modulation 
of the voltages supplied to the two antenna systems being in phase quadrature. See David G. C. Luck, 
An Omnidirectional Radio-range System, R.C.A. Rev., Vol. 6, p. 55, July, 1941; p. 344, January, 1942. 
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Signals from such a rotating beacon can be used to obtain a bearing by starting a 
stop watch when the marker signal is sent out and stopping the watch when the 
received signal passes through a minimum. The elapsed time, together with a - 
knowledge of the speed and direction of rotation of the beacon, will then give the 
bearing. 

The rotating-beacon arrangement has the advantages that no special equipment 
is required at the receiving point in order to obtain a bearing, that there is no possi- 
bility of mistakes in bearings, that little skill is required in using the system, and that 
there are no quadrantal errors and no need of calibration. Night effect is, however, 
present to the same extent as in the loop arrangements if a loop transmitting aerial 
is used, and the system requires a very special transmitter. 

The principle of the rotating-beacon direction finder can be expanded considerably 
by utilizing special receiving equipment. Thus by making the rotating beam con- 
sist of a limacon (similar to a cardioid, except that there is not sufficient vertical 
antenna effect to produce a complete null) the receiver output will be an audio wave 
having a frequency corresponding to the rotational speed of the pattern. By means 
of a phase splitter it is possible to derive from this single audio wave two waves in 
quadrature, which can be applied to the vertical and horizontal deflecting electrodes 
of a cathode-ray tube to give a circular pattern. If now the transmitter winks out 
its radiation momentarily when the maximum of the pattern is north, then the bearing 
of the transmitting station as observed from the receiver is indicated by the place on 
the periphery of the circular pattern on the сайһоде-гау! screen at which the winking 
out occurs. 

Pulse Direction-finding Systems.—The pulse direction finder consists of a direction- 
finding system modified to operate on transmitted signals that consist of short pulses, 
such as are used in ionosphere studies. The output indicator of the receiver consists 
of a cathode-ray tube with a sweep circuit that can be synchronized with the repetition 
rate of the transmitted pulses. 

In such an arrangement the pulses reaching the receiver via the ground wave 
arrive sooner than the same pulses that have traveled via the ionosphere, and so can 
be observed separately. The bearing is obtained by manipulating the loop to give a 
minimum for the ground-wave pulses, while the sky-wave pulses are ignored. In this 
way night-effect error can be eliminated, since the only downcoming horizontally 
polarized waves that can be present are contained in the pulse that has traveled via 
the ionosphere. 

Compensated Loop Direction Finder—The fact that night effect is caused by 
voltages induced in the horizontal members of the loop by horizontally polarized 
downcoming waves has led to the suggestion that these voltages causing night effect 
might be neutralized by coupling into the receiving system the output of a horizontal 
antenna that rotates with the loop and responds to nothing but horizontally polarized 
downcoming waves.? In order to be effective, such an arrangement must obtain 
substantially complete neutralization of the effect of horizontally polarized down- 
coming waves for angles of incidence varying from vertical to very close to the hori- 
zontal. This arrangement appears to have some practical possibilities, but the proper 
evaluation of these will await a more complete investigation than has yet been 
published. 

Homing Devices.—A homing device is a form of direction finder arranged to 
indicate the orientation of the direction-finding system with respect to the direction 

1 Complete details of a practical system of this type, together with modifications that will make it 
possible to use the arrangement as a homing device, are described by Luck, loc. cit. 

2Е, E. Terman and J. M. Pettit, A Proposal for the Reduction of Polarization Errors in Loop 
Direction Finders (abstract), Proc. Г.В.Е., Vol. 28, р. 285, June, 1940; В. H. Barfield, The Performance 


and Limitations of the Compensated Loop Direction-finder, Jour. I.E.E., Vol. 86, p. 396, 1940; also 
Wireless Section, J.E.E., Vol. 15, р. 108, June, 1940. 
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of travel of the radio waves. The indication may be visual in the form of a zero- 
center meter, in which no deflection indicates the ‘‘on-course’’ position, while deflec- 
tions to the left or right indicate deviations to either side of this course. Alternatively, 
aural indication may be obtained by an interlocked dot-dash (or A-N) arrangement 
such as is used in radio range systems. 

Homing devices find their chief use in guiding aircraft to a particular destination, 
as, for example, an airfield or a carrier. It is to be noted, however, that an airplane 
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Fig. 12.—Course followed by an airplane homing on a transmitter located at В when 
there is a strong cross wind. Note that the course followed deviates greatly from the most 
direct path even though the airplane is always pointing toward B. 


guided home by such a device will not fly directly toward its destination if there is a 
cross wind, but will fly a course such as is illustrated in Fig. 12. 

All homing devices that have been developed are based on some form of switched- 
antenna pattern. The basic principles involved can be explained with the aid of 
Fig. 13. Here loop and vertical antennas are combined to give a cardioid directional 
pattern, and the output of the receiver is rectified and passed through a direct-current 
zero-center galvanometer. The polarity of the loop output that is combined with the 
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Ета. 13.—Circuit diagram of simple homing device, together with diagram of the antenna 
directional pattern for the two loop polarities. 


vertical-antenna output is continually reversed by means of a commutator, so that 
the directional pattern of the combined antenna systems is switched back and forth 
between the solid and dotted cardioids of Fig. 13.1 А second commutator, syn- 
chronous with the first, reverses the terminals of the galvanometer in synchronism 

1 А variation in this antenna system is to use a single loop antenna and switch in such a way as to 
alter the symmetry of the loop with respect to ground by causing the switching to ground first one side 


of the loop and then the other. See W. S. Hinman, Jr., A Radio Direction Finder for Use on Aircraft, 
, Jour. Research Nat. Bur. Standards, Vol, 11, p. 733, December, 1933. 
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with the reversals of the loop polarity, so that the galvanometer deflection represents 
the difference between the receiver output for the two loop polarities. If the plane 
of the loop is parallel to the direction in which the signals travel, the antenna system 
output will be the same for both loop polarities. This causes equal 4-с currents to 
pass through the galvanometer alternately in opposite directions, and there will be 
no deflection. However, if the plane of the loop is not parallel to the bearing of the 
signal, the output of the antenna system will depend upon the loop polarity, and a 
resulting 4-с current will flow through the galvanometer. This causes a deflection 
to the right or left, according to which side of the zero direction the signals arrive 
from. The sense of the bearing obtained in this way can be determined from the 
fact that, if the loop is deflected to a particular side from the position giving zero 
output, the direction in which the galvanometer deflects will depend upon the sense 
of the bearing. 
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Fic. 14.—Schematic diagram of homing device using electronic switching. 

Most homing devices in actual use employ electronic or vacuum-tube switching 
rather than mechanical switching. A schematic circuit arrangement showing how 
this is carried out in a typical case is given in Fig. 14. Неге tubes V; and V; are 
operative on alternate half cycles of the switching voltage. By exciting the inputs 
in push-pull from the loop, while connecting the outputs of these tubes in parallel 
and combining with vertical antenna pickup as shown, the end result can be made 
substantially equivalent to the switched cardioids of Fig. 13. The switching voltage 
is also applied to the full-wave rectifier Уз, which is so arranged that the output of the 
radio receiver is inserted in series with the cathode of this rectifier as shown. Visual 
indication is then obtained by а zero-center meter connected in such a way as to 
indicate the difference between the rectified currents flowing to the two anodes of 
tube Уз. 

The operation of this output system can be explained briefly as follows. Under 
“оп course” conditions the receiver output is a steady d-c current that, not being 


transferred by transformer Tı, has no effect on the full-wave rectifier tube Vs. 
Under these conditions the two anodes of this tube receiver equal 4-с currents because 
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they are equally excited from the switching voltage. However, under “‘off-course”’ 
conditions the output of the receiver pulsates at the switching rate, so that there is a 
voltage of switching frequency developed in the secondary of transformer Tı. The 
polarity of this voltage with respect to the switching voltages applied to the anodes 
of tube V; will, however, depend upon whether the course is to the right or left. 
The d-c currents drawn by the two anodes of V; will then be different, and there will 
be a resultant current through the indicator having a polarity depending upon whether 
the deviation from the “оп course" is to the left or right. 

The Automatic Radio Compass.—The term “automatic radio compass" refers to a 
direction-finding system that sets itself with respect to the passing radio waves without 
manual manipulation. 

The basic principles involved in such an arrangement can be understood by 
considering the Sperry-RCA radio compass. This makes use of a loop antenna, the 
output of which is amplified and mixed in a balanced modulator with a locally gener- 
ated audio frequency, in this case 90 cycles. The output of the balanced modulator 
contains 90-cycle side bands that will reverse in phase as the antenna system passes 
through a position of zero response. The modulator output, consisting of 90-cycle 
side bands minus carrier, is mixed with signal from a vertical antenna, the phase 
of which has been shifted 90°. This vertical-antenna output thus replaces the 
carrier of the original signal, but unlike the carrier voltage induced in a loop does 
not have its polarity reversed as the antenna system is swung through a null. The 
result is that the 90-cycle modulation envelope of the resulting wave formed by 
this type of combination of loop and vertical-antenna pickup will have a phase that 
_ will reverse as the loop position swings through a null. This modulation envelope 
is recovered by rectification, and the resulting 90-cycle voltage compared with a 90- 
cycle component obtained from the modulating source. The comparison is obtained 
with the aid of an electronic control device operating on a reversible motor, which 
rotates the loop in such a direction as to bring it to the null position. Whenever 
the loop is not directly on a null, this action is present and brings the loop to a null, 
whereupon no 90-cycle component appears in the receiver output and the loop comes 
to rest. While the loop pattern has two nulls, only one of these provides stable 
equilibrium. Consequently the 180° ambiguity of the ordinary loop system is 
avoided. 

The automatic radio compass gives a continuous indication of the exact course that 
one is traveling with respect to a bearing defined by the direction of travel of the radio 
wave being utilized. In this respect, the automatic compass differs from homing 
devices, since the latter indicate only whether one is heading along the bearing defined 
by the wave or is to the right or left of this bearing. 
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6. The Long-wave Radio Range.—The radio range is a type of radio beacon 
that lays down a course in a predetermined direction. The characteristics of a typical 
radio-range transmitter installation are as follows:? The antenna system consists of 


1 This division gives merely a brief summary of some of the more important radio aids to air navi- 
gation, other than the radio compass, that were in use prior to 1939. This material is presented pri- 
marily for the sake of completeness and with the full realization that the many new developments in 
radio navigation that have been made to meet military needs have rendered much of this material 
obsolete. 

2 The system in use at the present time is described by W. E. Jackson and D. M. Stuart, Simul- 
taneous Radio Range and Telephone Transmission, Proc. I. £.E., Vol. 25, p. 314, March, 1937. Earlier 
developments that established the basis of the preserit system are reported by J. H. Dellinger, H. Dia- 
mond, F, W. Dunmore, Development of the Visual Type Airway Radio-beacon System, Jour. Radio, 
Vol. 4, p. 425, March, 1930; Proc. 1.В.Е., Vol. 18, p. 798, May, 1930; Н. J. Walls, The Civil Airways 
and Their Radio Facilities, Proc. 1.В.Е.. Vol. 17, p. 2141, December, 1929; Е. G. Kear and W. E. 
Jackson, Applying the Radio Range to the Airways, Proc. I.R.E., Vol. 17, р. 2268, December, 1929. 
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two pairs of crossed Adcock antennas that are 90° in space with respect to each other, 
together with a central vertical antenna. The transmitter operates in the frequency 
range 200 to 400 ke and has two independent radio-frequency channels differing in 
frequency by a convenient audio frequency, commonly 1,020 cycles controlled by 
matched crystal oscillators having low temperature coefficient plates. The output 
of one radio-frequency channel is applied to the central tower, while the output of the 
other channel is switched from one Adcock antenna to the other in a systematic 
fashion, normally such that the radiation on one Adcock antenna corresponds to the 
code character for the letter A (- —), while that for the other is the complementary 
code character, corresponding to the letter № (— —). 

When such signals are observed on an ordinary radio receiver, one hears an audio- 
frequency beat note corresponding to the difference between the frequency of the 
two r-f channels, normally 1,020 cycles. The intensity of this note is proportional 
to the intensity of the radiation received from the particular Adcock antenna being 
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Fie. 15.—Equisignal courses from an aural radio range under various conditions of 
adjustment. The solid line represents the directional pattern in the horizontal plane for 
the Adcock antenna arranged in the direction indicated by A, while the dotted line is a 
pattern in the horizontal plane for the Adcock system oriented in the direction indicated by 
B. The dots at the ends of lines A and B, and at the center, represent the individual ver- 
tical towers comprising the antenna system. 


excited at the moment, and will depend upon position, because each Adcock has a 
marked directional characteristic in the horizontal plane, as shown in Fig. 15a. 
As the second radio-frequency channel is switched from one Adcock antenna to the’ 
other, the directional pattern of the antenna system will change from the solid to 
the dotted pattern as shown. In the particular case where the receiver lies in a direc- 
tion from the transmitters indicated by one of the arrows in Fig. 15a, the intensity of 
the received beat note is not affected by the switching. These equisignal directions 
define courses that may be used as an aid to navigation. Any position, either to the 
right or left of such an equisignal course, will be characterized by a greater intensity 
of the radiation from one Adcock antenna than from the other. For such an off-course 
position, the code character corresponding to the Adcock system that produces the 
strongest signal will predominate, and indicate in which direction the deviation is. 
Course Alignment.—The various courses provided by a radio range can be aligned 
to the actual routes followed by air travel in several ways. First, the whole pattern of 
Fig. 15a may be rotated in azimuth by employing a goniometer arrangement consisting 
of two primary and two secondary windings. ‘The primary windings are crossed at 
90°, as are also the secondary windings. Тһе result is essentially the equivalent of 
two separate goniometers of the type described in Fig. 5, the combination of one 
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primary coil with the two secondaries providing one rotatable figure-of-eight pattern, 
while the other primary coil with the same two secondaries supplies the second figure- 
of-eight pattern that is crossed with the first. 

Second, the individual courses can be shifted by a variety of techniques so that 
they are no longer symmetrically 90? apart. Thus if the angle between the primary 
coils of the goniometer differs from 90°, the result is as shown in Fig. 15b. Again, 
if resistances are inserted in the circuit, or other means used so that the power delivered 
to one of the Adcock antenna systems is less than to the other, the result is as in Fig. 
15c. Finally, if a phase-shifting network is used to introduce a phase shift between 
the currents in the two towers comprising one of the Adcock antenna systems, so 
that these currents are no longer 180°.apart, the result is as shown in Fig. 15d. A 
result equivalent to this can likewise be obtained by arranging matters so that the 
central vertical antenna also receives some excitation from the second radio-frequency 
channel when this channel is switched to one of the Adcock systems (system B in Fig. 
15d). Still further flexibility in course alignment can be obtained by using a com- 
bination of these methods. 

Miscellaneous Considerations.—The radio-range installations now employed in 
the United States provide for broadcasting of weather information without interrup- 
tion of the radio-range service. This is accomplished by making the power supplied 
to the central antenna by the first radio-frequency channel somewhat greater than 
the power supplied to the Adcock antennas and arranging so that this power can 
be modulated to a reasonable depth, say 70 per cent, by speech. Interference with 
the speech by the 1,020-cycle beacon signals is eliminated by inserting a band-rejec- 
tion filter in the speech input circuit to the transmitter modulator, which eliminates 
speech frequencies in the neighborhood of this frequency. In the aircraft receiver, 
a band-rejection filter is then employed so that the operator may select only the 
radio-range signal of 1,020 cycles, or may select another circuit that carries the speech 
without the radio-range signal, or may obtain at least reasonably satisfactory reception 
of both speech and the radio-range signal simultaneously. 

Night-effect errors? appear in radio-range systems, and are due to the same 
horizontally-polarized downcoming waves that cause night-effect error in radio 
compass work. The use of crossed-Adcock transmitting antennas in place of crossed- 
loop antennas that were used earlier greatly reduces the night effect. This is because 
at the frequencies used in radio-range work the ionosphere produces little or no change 
in the polarization of the radio waves. Hence the Adcock system gives а perform- 
ance superior to a crossed-loop system because the Adcock antennas radiate no 
horizontally polarized waves to begin with. The receiving antenna on the airplane 
should also be arranged so that it will respond only to vertically polarized waves. 
This can be accomplished by using a vertical antenna with a symmetrically arranged 
flat-topped structure. Such a receiving antenna will not respond to horizontally 
polarized downcoming waves. 

The stability with which the courses of a radio range system are maintained in 
the desired directions is determined by the relative magnitudes and phases of currents 
in the crossed-Adcock antennas. It is accordingly important that slight changes 
in antenna reactance caused by weather, ice, etc., have the minimum possible effect. 

1 Further details of this system, which is now in use, are given by Jackson and Stuart, loc. cit. The 
original simultaneous radio-range and radio-telephone system was developed by F. G. Kear and G. H. 
Wintermute, A Simultaneous Radiotelephone and Visual Range Beacon for the Airways, Proc. I.R.E., 
Vol. 20, p. 478, March, 1932. 

2H. Diamond, On the Solution of the Problem of Night Effects with the Radio Range Beacon 
System, Proc. I.R.E., Vol. 21, p. 808, June, 1933; Haraden Pratt, Apparent Night Variations with 
Crossed-coil Radio Beacons, Proc. I.R.E., Vol. 16, p. 652, May, 1928. 


3 Further discussion is given by H. Diamond and G. L. Davies, Characteristics of Airplane Antennae 
for Radio Range Beacon Reception, Proc. I.R.E., Vol. 20, p. 346, February, 1932. 
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This result can be achieved by employing suitable feeding. arrangements.! One 
method is to couple the various vertical radiators to the source of power through 
low-loss quarter-wave transmission lines. This provides a constant-current trans- 
mission system, in which the load currents bear a constant relationship to the sending 
voltage, irrespective of the load impedance. An alternative arrangement is to connect 
the two antennas that form an Adcock arrangement in series through a transmission 
line that is considerably less than a quarter of a wave length long, so that the same 
current must necessarily flow in each antenna of the pair. 

Multiple Courses.—1t has been found that in mountainous countries a radio- 
range system, instead of giving a single equisignal course, sometimes gives several 
courses. This effect can appear at distances of the order of 30 miles or more from the 
transmitter, and as many as five or six such courses have been found in some cases. 
Such multiple courses do not usually point exactly to the transmitter, and may be 
distributed over an angle of the order of 15°. Тһе tendency for the equisignal course 
to be accompanied by spurious subsidiary courses is most evident when the main 
course is more or less parallel with mountain ranges and valleys. 
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Fra. 16.—Experimentally observed field strength of A and М signals obtained by flying 
at right angles to the course laid down by a radio-range system under conditions where 
there are an excessive number of multiple courses. 


Multiple courses arise from the fact that over mountainous terrain the resultant 
signal received at a point in the air is the combination of a direct signal, a sky wave, 
and a ground-reflected signal, and will vary in an irregular manner according to the 
circumstances. The details of the combining may furthermore not be exactly the 
same for the radiations from the two crossed antennas of the radio-range transmitter. 
The result is that when an airplane flies at right angles to the equisignal course, the 
field intensity, instead of varying continuously, as shown by the two lines marked 
“ideal” in Fig. 16, will vary in an irregular manner as shown.? The result is then 
a number of equisignal courses, with resulting confusion to the pilot. 

Visual Radio Range.—In the visual radio range the ''on-course-off-course" 
indication is obtained visually rather than by ear. A number of forms of such systems 
have been devised, but in general all of them are based upon using two modulation 
frequencies, for example, 65 cycles and 85 cycles. This may be employed in various 
. For further information вее Е. G. Kear, Maintaining the Directivity of Antenna Arrays, Proc. 
I.R.E., Vol. 22, p. 847, July, 1934; Hans Roder, Elimination of Phase Shifts between the Currents in 
Two Antennas, Proc. I.R.E., Vol. 22, p. 374, March, 1934. 

2 See W. E. Jackson, The Impetus Which Aviation Has Given to the Application of Ultra-high 
Frequencies, Proc. I.R.E., Vol. 28, p. 49, February, 1940. 

3 For more complete discussions of visual radio-range systems see Kear and Wintermute, loc. cit.; 
J. H. Dellinger, H. Diamond, and F. W. Dunmore, Development of the Visual Type Airway Radio 
Beacon System, Proc. I.R.E., Vol. 18, p. 796, May, 1930; Haraden Pratt, Field Intensity Character- 
istics of Double Modulation Type of Directive Radio Beacon, Proc. Г.В.Е., Vol. 17, р. 873, May, 1929; 


W. E. Jackson and S. L. Bailey, Development of a Visual Type of Radio Range Having Universal 
Application to the Airways, Proc. Г.В.Е., Vol. 18, p. 2059, December, 1930. 
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ways, one method consisting in using a pair of crossed loops or Adcock antennas, 
and exciting the loops (or Adeocks) alternately with radio-frequency power, with the 
carrier power for one loop or Adcock modulated at 65 cycles, and that for the other 
modulated at 85 cycles. At the receiver the demodulated audio-frequency currents 
actuate tuned reeds, and the relative intensity of the vibrations of the reeds tuned to 
65 and 85 cycles, respectively, indicates the extent to which the equisignal course is 
being followed. 

An alternative visual presentation employs selective circuits to separate the two 
modulation frequencies, rectifies the outputs separately, and then feeds the rectified 
outputs differentially to a zero-center meter in such a manner that when an equisignal 
course is being followed, the two rectified outputs balance and give zero deflection. 
However, if off the course, one of the currents is stronger than the other, and the meter 
will deflect either to the left or right, and thereby indicate in which way one is off 
course. 

7. Ultra-high-frequency Radio Range.'—Although the established system of 
radio ranges in this country operates at a relatively low frequency, experimental 
ultra-high-frequency radio-range systems have been devised, and there are indications 
these ultra-high-frequency systems will come into practical use. 


Equisignal 
course 





Fig. 17.—Typical antenna patterns that can be used to produce an ultra-high-frequency 
radio-range signal. 


The ultra-high-frequency radio range makes use of the same basic equisignal 
system as does the low-frequency radio range, but differs in the antenna arrangement 
used. While it is possible at ultra-high frequency to use crossed figure-of-eight 
patterns, as illustrated in Fig. 15a, it is preferable instead to use antenna arrangements 
having relatively high directivity in the horizontal plane, such as obtained by employ- 
ing an antenna array. In this manner it is possible to obtain directional patterns of 
the general character indicated in Fig. 17. If the transmitter output is switched back 
and forth between the antenna system having the directional pattern indicated by 
the solid line and the antenna system having the pattern shown by the dotted line, 
in the same manner as in the long-wave radio range, then an equisignal course is 
formed. However, because of the shape of the antenna patterns, the intersection that 
forms the equisignal course is sharper than for figure-of-eight patterns, causing the 
course provided by the ultra-high-frequency system to be much more sharply defined. 
This reduces the width of the course, and also reduces the tendency for spurious courses 
to be developed. 

The most satisfactory ultra-high-frequency systems so far developed employ an 
antenna array composed of horizontal loop antennas, thus providing pure horizontally 
polarized waves. Early experimental work on ultra-high-frequency ranges indicated 
that a frequency of 63 megacycles was superior to a higher frequency, but continued 
experimentation has resulted in a 125-megacycle system that is superior. It is not 
altogether unlikely that with further development still higher frequencies will be 

1The literature on ultra-high-frequency radio-range systems is rather incomplete. The reader 
interested in the subject will find some help from J. C. Hromada, Development of an Ultra-high- 
frequency Aural Radio Range (abstract), Proc. I.R.E., Vol. 29, p. 356, June, 1941; E. Kramar and 
W. Hahnemann, The Ultra-short-wave Guide-ray Beacon and Its Application, Proc. I.R.E., Vol. 26, 


р. 17, January, 1938; Н. A. Chinn, A Radio Range Beacon Free from Night Effects, Proc. I.E.E., 
Vol. 21, p. 802, June, 1933. 
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found to be better, particularly since the higher the frequency the easier it is to obtain 
an antenna array that will concentrate the radiation at a relatively low vertical angle. 
One of the chief problems encountered in the development of ultra-high-frequency 
radio ranges is the avoidance of spurious courses formed by minor lobes of the two 
antenna patterns intersecting to form secondary equisignal zones. Antenna systems 
must hence be so designed that the minor lobes have negligible amplitude. It is 
also important that the angle of elevation of the receiving point with respect to 
the transmitter have no effect upon the equisignal course, for otherwise a plane flying - 
toward or away from the beacon at constant elevation would have its course progres- 
sively shifted because of receiving radiations from steadily varying angles of elevation. 
In the practical application of the ultra-high-frequency radio range it is necessary 
that the directional pattern of the transmitting antennas be stable, and also be such 
that there be appreciable energy radiated at low vertical angles. Stability can be 
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Fic. 18.—Schematic diagram, showing the arrangement of horizontal ultra-high- frequency 
radio range with artificial ground plane. 


achieved by employing a ground plane consisting of a coarse wire mesh mounted some 
distance above the earth to provide an artificial ground free from influence of snow, 
vegetation, ete. "This plane must be of sufficient extent so that it will be effective for 
radiation at the lowest angle of elevation that is to be employed (see Fig. 18). 

The range of an ultra-high-frequency radio range system is limited by the propaga- 
tion characteristics of ultra-high frequencies, and cannot be expected to extend greatly 
beyond the line of sight. The range accordingly will depend upon the height of the 
airplane in accordance with the principles discussed in Par. 3, Sec. 10. Another 
factor that influences the effective range is the directional pattern of the transmitting 
antenna in the vertical plane. This is particularly important in the case of hori- 
zontally polarized antennas, because such antennas radiate no energy whatsoever 
along the horizontal, and have their main lobe at an angle above the horizontal that 
depends upon the antenna height above ground, and upon the directional charac- 
teristics in the vertical plane of the individual antennas comprising the array. For 
long range it is necessary that the antenna design be such as to concentrate most 
of the radiated energy at a relatively low angle above the horizontal. 

Compared with the low-frequency radio range, the ultra-high-frequency system 
has the advantage of freedom from polarization errors, freedom from spurious courses, 
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and a much more sharply defined equisignal zone. Freedom from polarization errors 
is the result of the fact that the ionosphere plays no part in the propagation of ultra- 
high-frequency waves. The last two advantages of the ultra-high-frequency system 
both arise from the fact that antenna patterns much more sharply directional than a 
figure-of-eight pattern are practical at high frequencies, and this results in a narrower 
course and less tendency for multiple courses. The chief disadvantage of the ultra- 
high-frequency system is the fact that it is not effective at great distances for aircraft 
at low altitude; also, considerable care must be taken in design to avoid the forma- 
tion of spurious secondary courses as a result of minor lobes in the antenna 
patterns. . 

.8. Markers.—The radio-range installations in this country are supplemented by 
markers of various types to increase their usefulness, and to provide additional 
information for the pilot. Examples are low-frequency marker beacons, *'cone-of- 
Silence" markers, and fan markers. 

Low-frequency marker beacons are located at intervals along the equisignal course. 
These stations operate on the same frequency as the radio range with which they are 
associated, and individual beacons can be distinguished bythe coding of their signals. 
Marker beacons serve to indicate distinctive features of the course, such as the 
presence of emergency landing fields, changes in topography, cities, etc. ‘They also 
are used to mark the point where courses from different radio-range systems intersect, 
and so serve to notify a pilot that he should retune his receiver to the frequency of 
the radio-range station to be followed during the continuation of his flight. Marker 
beacons are of relatively low power, and normally have an effective range of only 
five or ten miles. . 

The *'cone-of-silence" marker beacons are used to indicate the location of a radio- 
range station. Directly over a low-frequency type of radio-range station there is a 
small zone of zero signal intensity as a result of the fact that the vertical antenna 
systems used radiate negligible energy directly upward. While this zune, termed the 
“cone of silence," can be used to give the pilot the exact location of the radio-range 
installation, it is very sharp and is difficult to find. The ''cone-of-silence"" markers 
consist of a very low-power 75 ше transmitter modulated at 3,000 cycles, exciting a 
directional antenna array that produces a sharply defined lobe in the vertical plane 
and has a circular pattern in the horizontal plane. A typical antenna system used to 
achieve such a result is a simple turnstile mounted one-quarter of a wave length above 
a large copper screen mounted several feet above the ground to provide a definite 
ground plane independent of snow, vegetation, ефс.1 

The fan marker is an ultra-high-frequency marker beacon that is characterized 
by radiating its energy upward in a directional pattern that is fan-shaped, t.e., the 
beam is relatively narrow in one vertical direction and relatively wide in the vertical 
plane at right angles to this first vertical plane. Such beacons are used to indicate 
important divisions in the course provided by a radio range, as, for example, to 
indicate the region at which the airport control zone begins. The usual fan marker 
beacon consists of a medium power 75-megacycle transmitter exciting a directional 
antenna array having the desired pattern. The power required must provide an 
easily recognized signal up to about 20,000 feet, and the pattern should be such that 
at 7,000 feet a useful signal some 20 miles wide and a few miles thick is obtained. Such 
a result can be achieved by a simple broadside array of horizontal half-wave antennas 
placed a quarter of a wave length above a coarse-mesh screen counterpoise that 
provides an effective earth plane that is independent of snow and vegetation. 


1 А somewhat improved characteristic can be obtained by an array of turnstiles. See Edmund А. 
Laport and James B. Knox, Radiating System for 75-megacycle Cone-of-silence Marker, Proc. I.R.E., 
Vol. 30, p. 26, January, 1942, 
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9. Absolute Altimeter—The absolute altimeter, sometimes called a terrain 
clearance indicator, is a device for enabling an airplane to determine its height above 
the surrounding terrain independently of the height of this terrain above sea level. 
One of the successful devices of this sort is the arrangement shown schematically 
in Fig. 19.1 Here the airplane radiates to the earth a wave that is frequency-modu- 
lated by a triangular modulating wave. The instantaneous frequency of the trans- 
mitted wave accordingly varies as shown schematically by the solid line in Fig. 20. 
The plane is provided with a receiver and separate receiving antenna so arranged 
and designed that the energy received directly from the transmitter is net sufficient 


to block the normal operation of the receiver. 
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The receiver circuits are accordingly 


subjected to both the direct signal 
from the transmitter and a re- 
flected signal that has traveled 


от Freq.meter from the transmitter to the ground, 
(ultra-high freq) 4 circuit and then has been reflected to the 
Frequency- {| L- Amplifier plane. This reflected or indirect 
modulated [ ] Detector signal has traveled twice the dis- 





tance from plane to earth and so 


has a different instantaneous fre- 
quency from the frequency then 
being radiated by the transmitter. 
The frequency of the reflected 
signal reaching the receiving an- 
tenna varies according to the dot- 
ted line in Fig. 20, which is the 
solid line displaced horizontally an 
amount determined by the height 
of the airplane above ground. As 
a consequence of this situation the 
receiver is subjected to two waves 
of slightly different frequencies, 
with the difference in frequency 
dependent upon the height of 
the airplane above ground. The 
height is determined by measuring 
this frequency with a frequency 
meter that is calibrated in height instead of in cycles. This is done by employing 
a conventional receiver in which the output of the audio system is fed to a direct- 
reading frequency meter such as that shown in Par. 26, Sec. 13. 

The relationship between the height and the frequency f. fed to the frequency 
indicating meter, assuming a triangular modulation wave as in Fig. 20, is 
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Fie. 19.—Schematie representation of absolute 
aitimeter. (After Espenschied and Newhouse.) 


Cycles per second to 
frequency meter 


} =f. = арар ( a) 
where AF is the total variation in transmitted frequency and Fm is the frequency of 
the triangular modulating wave. The minimum height that can be measured is that 
for which the ratio fa/2Fm is unity. Апу value of height lower than this minimum 
value gives the same indication as when the height is such as to make fa/2Fm equal 
unity. ў 

1L. Espenschied апа R. C. Newhouse, A Terrain Clearance Indicator, Bell System Tech. Jour., 


Vol. 18, p. 222, January, 1939; 8. Matsuo, A Direct-reading Radio-wave-reflection-type Absolute 
Altimeter tor Aeronautics, Proc. I.R.E., Vol. 26, p. 848, July, 1938. 
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Absolute altimeters of the type described above must necessarily operate at an 
extremely high frequency if their minimum height is to be low enough to make the 
instrument useful in landing operations. For example, if the minimum height that 
is to be indicated is 10 feet, then Eq. (1) shows that the required frequency sweep 
Af must be at least 50 mc. If such a large frequency swing is not to be an excessive 
percentage of the carrier frequency, it is necessary that the carrier frequency used be 
500 mc or greater. . 

10. Instrument-landing Systems.—An instrument-landing system is a system 
that makes it possible to land an airplane under conditions of poor or even zero 
visibility. Such arrangements are often called blind-landing systems. 

In order to make an instrument landing or blind landing, an airplane pilot must 
be provided first with lateral guidance, second with vertical guidance, and third with 
position ‘‘fixes.”” The lateral guidance enables the plane to be brought down in the 
middle of the runway. Th» vertical guidance in association with the position “fixes” 
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Ета. 20.—Frequency relations in absolute altimeter. 


makes it possible to guide the plane at a proper rate of descent to a suitable landing 
point on the runway. . 

А variety of blind-landing systems have been devised that incorporate these funda- 
mental elements. The most promising of these that have been described in the 
literature and tested experimentally are the Lorenz system typified by the installation 
at Indianapolis, and the MIT-CAA microwave system.! "These are similar in princi- 
ple to each other, but differ in the details as to how the basic principles are carried out. 

i Lorenz System (CAA Installation at Indianapolis).?—Lateral guidance is obtained 
in this installation by an equisignal type ultra-high-frequency beacon, termed a 
localizer. This is of the visual type, in which field patterns modulated at 90 and 150 
cycles are radiated in the manner shown in Fig. 21. This provides an equisignal 
course where the 90-cycle and 150-cycle modulations are of equal intensity, and this 
course is aligned accurately with the runway. The power of the localizer in the 
Indianapolis installation is approximately 300 watts, and the frequency is approxi- 
mately 110 me. The antennas consist of an array composed of Alford loops arranged 
to radiate horizontally polarized waves. 

1A review of earlier work in the United States is given by W. E. Jackson, Status of Instrument 
Landing Systems, Proc. I.R.E., Vol. 26, p. 681, June, 1938. A good survey of more recent develop- 
ments is given in Instrument Landing of Aircraft, Elec. Eng., Vol. 59, p. 495, December, 1940. Sec 
also Kramar and Hahneman, loc. cit. 

2 W., E. Jackson. Р. Е. Byrne, A. Alford, Н. B. Fischer, The Development of the Civil Aeronautics 


Authority Instrument Landing System at Indianapolis, Trans. A.I.E.E., Vol. 59, p. 849, 1940; Kramar, 
loc. cit. 


900 RADIO ENGINEERS’ HANDBOOK [Sec. 12 


Vertical guidance is obtained by means of a second transmitter operating at 
approximately 94 mc and having a power output of approximately 300 watts. The 
antenna associated with this transmitter has a directional characteristic such that 
when an airplane approaches the runway along the path defined by the localizer, it will 
follow a suitable landing path, provided that the airplane decreases in altitude as the 
runway is approached in such a manner that the intensity of the glide path signals is 
kept constant.! This result is achieved by placing the transmitting antennas some 
distance to the side of the localizer path, and so adjusting the directional pattern 
that the intensity will remain substantially constant along the desired glide path. 

In order to utilize this glide path properly, it is necessary that the pilot know when 
to start a glide. This is accomplished by having the plane approach the glide path 
along the course defined by the localizer, flying at a predetermined elevation such as. 
1,500 feet that can be maintained with sufficient accuracy by a sensitive altimeter. 
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Fic. 21.—Field patterns used to produce localizer equisignal course. The carrier is 
switched alternately гош one antenna system to the other, and the modulation frequency 
of the carrier depends upon the antenna used to radiate the power at that moment.- 


When the glide path beam is encountered, the plane then is flown so as to lose altitude 
at such a rate as to maintain constant intensity of received signal until a landing is 
accomplished. The marker beacons shown in Fig. 22 serve to indicate the position 
of the plane at two points along the glide, and provide checks on the accuracy with 
which the landing is being accomplished. The marker beacons are of the fan type, 
operating at 75 ше, and each has a power output of 5 watts. 

MIT-CAA Microwave System.2—In this system the operating frequencies are 
in the neighborhood of 750 mc. Sectoral horn antenna systems are employed, and 
because of the high frequency, relatively sharp beams can be obtained. The localizer 
consists of two such horns arranged to point at a slight angle with respect to each 
other in the horizontal plane. In the experimental equipment as demonstrated, these 
two horns were excited from separate transmitters operated at slightly different 
carrier frequencies, and were modulated at 90 and 150 cycles, respectively, to provide 
an equisignal localizer path. 

1 The idea of making the desired glide path a path of constant signal intensity is due to Н. Diamond 
and F. W. Dunmore, A Radio Beacon and Receiving System for Blind Landing of Aircraft, Proc. I.E.E., 
Vol. 19, p. 585, April, 1931. 


2E. L. Bowles, W. L. Barrow, W. M. Hall, Е D. Lewis, D. E. Kerr, The CAA- MIT Microwave 
Instrument Landing System, Trans. A.I.E.E., Vol. 59, p. 859, 1940. 
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A glide path is established by means of a second pair of horns arranged in an 
analogous manner to provide an equisignal zone in the vertical plane. It is possible in 
this way to. obtain a glide path that is essentially a straight line. Furthermore, the 
glide path is obtained in a positive way by an equisignal indication instead of being 
dependent upon the ability to obtain and maintain a proper field distribution of 
intensity in the antenna pattern with respect to both distance above the ground and 
position along the glide path. 

The microwave system employs marker beacons similar to those of the Lorenz 
System. . 

Instruments on the Plane.—The indications obtained from an instrument-landing 
system may be presented to the pilot in a variety of ways. Furthermore, the indica- 
tions obtained from the instrument-landing system may be combined with information 
obtained from other sources, as, for example, the bank-and-climb gyroscope and the 
directional gyroscope, or the radio compass. The possible combinations are very 
great, and inasmuch as no preferred system has yet evolved, no attempt is made to 
describe here the various systems that have been used. 

Problems Peculiar to Instrument Landing Systems—In an instrument landing 
system there are several problems that present particular difficulty. In the first place, 
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Fie. 22.—Path followed by airplane making a blind landing at the Indianapolis installation. 


it is necessary that the directional patterns of the antenna systems used in connection 
with localizers, and also the antennas used to obtain vertical guidance, be such that no 
spurious courses arise. This requires that the minor lobes of the antenna patterns 
be extremely small, or, if possible, entirely absent, and that care be taken so that 
buildings, wires, etc., in the area do not distort the pattern and create either spurious 
courses, or “‘bumps”’ in the desired course. It is also extremely important that the 
antenna pattern be stable with respect to weather conditions, etc. This makes the 
use of horizontally polarized waves desirable. 

One of the greatest difficulties in connection with blind-landing systems is that of 
obtaining a suitably shaped glide path. This path should preferably follow a Straight 
line intersecting the ground at a very small angle. The ideal glide path is not achieved 
either in the Lorenz system, operating at 100 me, or in the MIT-CAA system, at 
750 mc. The latter achieves a straight-line path, but is at relatively large angle 
with respect to the earth. The former has a curved path that intersects the runway 
at a relatively small angle. Аз a result, these systems and other similar systems that 
have been devised, from the practical point of view, appear to be useful primarily 
as blind approach rather than as blind-landing systems. 


1 The interested reader is referred to the following articles that survey some of the more common 
combinations: Instrument Landing of Aircraft, Elec. Eng., Vol. 59, p. 495, December, 1941; Bowles, 
Barrow, Hull, Lewis, and Kerr, loc. cit.; P. R. Bassett and J. Lyman, Flightray Multiple Instrument 
Indicator, Jour. Aero. Sci., Vol. 7, p. 199, March, 1940. 
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MEASUREMENTS 


CIRCUIT CONSTANTS AT LOW FREQUENCIES 


1. Direct-current Resistance.—Resistance to direct current can be measured by 
the voltmeter-ammeter method, on a Wheatstone bridge, or with an ohmmeter. 

In the voltmeter-ammeter method, the applied voltage and the resulting currents 
are measured with ordinary direct-current instruments. In order to minimize errors 
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Ета. 1.—Circuit arrangements for measuring resistance by the voltmeter-ammeter method. 


resulting from the power consumed by the measuring instruments, the arrangement 
shown in Fig. 1a should be employed when the current drawn by the voltmeter is not 
negligible as compared with the current in the unknown resistance, while the circuit 
if fo 9 volts of Fig. 1b is used where the voltage drop in the 
X. ammeter is not negligible compared with the applied 
voltage. j 

Wheatstone Bridge.—The Wheatstone bridge is 
the standard means used in the accurate determi- 
nation of resistance. A typical bridge circuit with 
constants is shown in Fig. 2. In using such a 
bridge, the ratio Вл/Ев should be so chosen that 
the unknown resistance is determined to the full 
number of significant figures available, which is 
usually four. Also, the magnitudes of resistances 
used in arms A and B to obtain the desired ratio 
should be so chosen as to give maximum sensi- 
tivity. The proper values depend on the resistance 
being measured and are usually stated in the instruc- 

tions accompanying the bridge. 
Special difficulties are encountered in bridge 
measurements of very low and very high resistances. 
Fre. 2.—Circuit diagram and With low resistances the uncertainty introduced 
ora of typical Wheatstone by the resistance of leads and contacts can be elimi- 
: nated by using the Kelvin double bridge, a descrip- 

tion of which is found in any book on electrical measurements. 
When the resistance being measured is very high, the bridge galvanometer becomes 
a relatively insensitive indicator of balance. This is because of the high source 
impedance that the bridge presents to the galvanometer under the conditions existing 
902 
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in the measurement of very high resistances. This difficulty can be overcome by 
applying a relatively large d-c voltage to the bridge and using a 4-с vacuum-tube 
voltmeter to indicate balance. 

Ohmmeters.—Ohmmeters are suitable for making approximate measurements of 
resistance, and are widely used in the servicing of communication equipment.  Pos- 
sible circuit arrangements are shown in 
Fig. 8. То operate, an initial adjustment 
is made by short-circuiting the terminals 
XX and adjusting the resistance R until 
full scale reading is obtained on the mil- 
liammeter. When a resistance is then 
inserted between the terminals XX, the , 2. ahili 
reading will be less than full scale by an 
amount that depends upon the inserted 
resistance, and the scale can be calibrated Fio, 3.—Ohmmeters used in servicing 
directly in ohms. The arrangement of communication equipment. 

Fig. 3a operates on the assumption that 

the battery generates a constant voltage during its life, but that the internal resistance 
of the battery increases with age. The arrangement of Fig. 3b operates on the theory 
that as the battery ages its voltage drops, but the internal resistance remains the 
same, Although neither assumption is realized completely, ohmmeters built in either 
way are satisfactory for test work. 

2. Bridge Measurements of Inductance, 
Capacity, Resistance, and Mutual Induc- 
tance at Audio Frequencies.—The alternat- 
ing-current bridge is the most widely used 
means of measuring circuit constants at 
audio frequencies. The schematic diagram 
of such a bridge is shown in Fig. 4. This 
is similar to the direct-current bridge of Fig. 





R 
х : 





Milltammefer" 
(a) 


Oscillator 





Four decades 
1-41, 110 = 


Oscillator. > 
Fie. 4.—Schematic dia- Fie. 5.—Circuit details of a typical gen- 
gram of alternating-current eral-purpose bridge. 
bridge. 


2, except that the power source is now an oscillator instead of a battery, and the 
galvanometer for detecting balance is usually replaced by telephone receivers.! 


1 Other means of detecting balance involve the use of amplifier and telephone receivers or amplifier, 
rectifier, and d-c microammeter; see Н. M. Turner, Microammeter Indicator of High-frequency лаве 
Balance, Trans. A.I.E.E., Vol. 46, р. 559, 1927. А cathode-ray balance indicator has also been devel- 
oped thet indicates separately the state of the resistance and reactive balances: se» Н. W. Lamson, 
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When such a bridge is adjusted so that no current flows through the telephone 
receivers, then Z./Z, = Z./Za, where Za, Zo, Z., and Za are now vector quantities. 

Common Types of Bridges — Тће most widely used bridge is the general-purpose 
bridge of Fig. 5, in which the two resistance arms В. and R, establish an impedance 
ratio, while the unknown impedance Z, is measured in terms of this ratio and a standard 
impedance Z, of the same kind. An adjustable resistance В. that can be switched in 
series with either Z+ or Z, is provided to balance the power factors of these two arms 
when reactances are being measured, or to serve as the standard when an unknown 
resistance is to be determined. The bridge can be operated either with an adjustable 
standard Z., in which case the ratio Ra/R» is maintained at a constant value, or with 
a fixed standard, in which case the bridge ratio Ra/R» is adjusted to be the same as 
the ratio of impedances 2:/2,.1 

Other bridge arrangements that find appreciable use in communication work are 
shown in Fig. 6. The resonance bridge is a special form of the general-purpose bridge, 
in which the reactances are all concentrated in one arm and adjusted to give series 
resonance so that this arm offers a resistance impedance. The resonance bridge 
can be used to measure frequency in terms of inductance and capacity, and is also 
sometimes used to measure capacity in terms of frequency and a variable inductance, 
or inductance in terms of frequency and a variable capacity. The Hay bridge com- 
pares an inductance with a capacity, and finds its principal use in the measurement of 
incremental inductance. The Owen bridge also measures inductance in terms of 
capacity,? but in this bridge the arms are so arranged that the balance equations for 
both resistance and inductance are independent of frequency, provided that the 
losses in the condenser C; are negligible. The Maxwell bridge likewise compares an 
inductance with a capgeity. The balance equations do not involve frequency, and 
the resistance and the reactance balances can be made independent if C, is contin- 
uously variable. _ Wien’s bridge measures capacity in terms of resistance and: fre- 
quency. This bridge finds use for measuring frequency in the audio range, and is 
also useful in the precision determination of capacity, since the standards of frequency 
and resistance are known to very great accuracy. The Schering bridge is of impor- 
tance because an ordinary general-purpose bridge becomes a Schering bridge when 
used to measure direct capacity. The Schering bridge is also the standard device for 
determining dielectric losses in high-voltage cables. ў 

Wagner Ground.—When a bridge is used to measure high impedances, stray 
capacities to ground will normally cause spurious currents to flow through the tele- 
phone receiver, thereby causing an incorrect balance. In the case of the general- 
purpose and Wien bridges, this difficulty can be eliminated by the use of the Wagner 
ground, as shown in Fig. 7. This consists of a potentiometer having a total resistance 
of the order of 500 to 1,000 ohms connected across the oscillator, with the adjustable 
tap grounded. Where bridges are to be operated at high frequencies, it is also neces- 
sary to shunt the potentiometer with a double stator condenser C. 

The adjustment procedure for a bridge equipped with a Wagner ground is as 
follows: (1) First, adjust the bridge as well as possible in the normal manner; (2) 
switch one terminal of the telephone receivers to ground, and adjust the Wagner earth 








Electronic Null Detector for Impedance Bridges, Rev. Sci. Instruments, Vol. 9, p. 272, September, 1938; 
also, Gen. Rad. Exp., April, 1939. 

1 When the bridge is balanced by adjusting the ratio, the resistance and reactance balances are no 
longerindependent. Under these conditions it can be shown that if the impedance being measured has 
a high Q, it is difficult to determine the resistance component accurately, whereas if the Q is low, then it 
becomes difficult to determine the reactive component with accuracy. 

? J. С. Ferguson, Measurement of Inductance by the Shielded Owen Bridge, Bell System Tech. Jour., 
Vol. 6, p. 375, July, 1927. Я 
- 8J. С. Ferguson and B. W. Bartlett, The Measurement of Capacitance in Terms of Resistance and 
Frequency, Bell System Tech. Jour., Vol. 7, p. 420, July, 1928. 
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(a) Resonance bridge 
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Ете. 6.— Miscellaneous types of bridge circuits. 
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for minimum response; (3) switch the telephone receivers back across the bridge 
output, and check the balance. In difficult cases, it may be necessary to repeat the 
cycle of adjustment several times 

When the Wagner earth is balanced, the impedance ratio Z,/Z; is the same as 
the bridge ratio Z./Z,, thus placing the telephone receivers at ground potential. 
Capacities from corners 2 and 4 of the bridge to ground then have no effect, because 
there is no potential between these points and ground, while currents flowing to 
ground through the capacities from corners 1 and 3 of the bridge complete their circuit 
back to the oscillator through the Wagner ground connection, and so do not affect 
the telephone receivers. 

Special Considerations in Inductance Measurements.—When large inductances are 
to be measured, the distributed capacity is often sufficient to make the apparent 
inductance and resistance, as viewed from the terminals of the coil, differ appreciably 
from the true values. The exact relations existing in 
any particular case can be calculated by treating the 
coil and its distributed capacity as a parallel resonant 
circuit. An approximate relation, sufficiently accurate 
for all practical purposes, provided that the coil Q is 
not excessively low and the frequency of measurement 
does not exceed 80 per cent of the frequency of self- 


resonance, 1$ 





Apparent inductance of coil | -L (1a) 
with distributed capacity 1 — т? 

Apparent resistance of coil | E R (1b) 
with distributed capacity (1 — m2)? 


where L and R are the true inductance and resistance, 
respectively, and m is the ratio of actual frequency to 
the frequency at which the distributed capacity is in 
resonance with the coil inductance. Substitution in 
Eq. (1) shows that, if the error in inductance is to be ' 
kept below 1 per cent, measurements must be made at 
less than one-tenth of the natural resonant frequency of 
the coil (m = 0.1), or corrections calculated by Eq. (1) 
must be applied. 

The accurate measurement of small inductances such as the short-wave coils of a 
receiver is difficult, because the residual inductance of the bridge wiring, bridge 
resistances, and leads is not negligible compared with the inductance being measured. 
The best accuracy is obtained by a substitution method, using as standards a variable 
inductance and an inductively compensated variable resistance, as illustrated in 
Fig. 8. The bridge is first balanced with the unknown short-circuited, after which 
the unknown is placed in the circuit and the variable inductance and inductively 
compensated resistance readjusted to give balance. The constants of the unknown 
are then given by the changes in Г, and Rs. It is possible in this way to measure 
inductance to 0.1 uh or to 0.1 per cent, whichever is the larger. 

. In measuring very large inductances, it is usually most convenient to employ a 
type of bridge that evaluates inductance in terms of resistance and capacity. In 
this way the necessity of an expensive standard inductance of large size is avoided. 

Incremental inductance measurements are discussed below. 

Mutual-inductance Measurements.—The mutual inductance existing between two 
coils is commonly determined by connecting the coils in series, measuring the total 
inductance that results, reversing the terminals of one of the coils, and then measuring 





Double -sfafor condenser” 
(unnecessary except at 
radio frequencies) 


Ес. 7.—General-purpose 
bridge with Wagner ground. 
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the inductance again. The mutual inductance is one-fourth of the difference of the 
two measured inductances. In the case of very small mutual inductances, this pro- 
cedure does not yield accurate results, because it then involves a small difference 
between two nearly equal quantities. A more accurate determination in this case 
can be obtained by using a calibrated mutual inductance in the Felici mutual-induc- 
tance balance, or by employing the Carey Foster bridge, as shown in Fig. 9. 

Special Problems in Capacity 
Measurements —The measurement 
of small capacities, particularly val- 
ues less than 1,000 ии, presents a 
special problem, because the stray 
capacities associated with the bridge 
are not negligible in comparison. 
The most common method of meas- 
uring small capacities is the sub- 
stitution method, using a variable 
capacity standard, as illustrated in ^ 
Fig. 10. Here an ordinary general- / 





& fixed inductance 





t 
| S 
1 

1 

\ 
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t 


\ . А 
purpose bridge is used for capacity ган n X ipi tively -compensated 
measurement, with any convenient “70/6797 AESTATE 

Standard inductance 


fixed capacity used for C. and with 
variable standard condenser C, in Ета. 8.—Substitution measurement of small 


parallel with the unknown C, A inductances using a general-purpose bridge with 
is first obtai ith C a variable inductance and an inductively com- 
balance is first obtained with С. con- pensated resistance as standards. 


nected, using a bridge ratio such that 

the required standard capacity C, is small, after which С. is disconnected and C, 
increased until balance is regained. The unknown capacity C, is then obviously the 
increment in the standard capacity. The results obtained in this way are independent of 
bridge errors, since the bridge conditions do not vary. The accuracy depends only upon 
the calibration of the standard condenser. The equivalent series resistance of the 





x 
X Unknown 
J mutual- 
i А mouctance 
‘Adjustable standard At balance 
mutual-inducfance Мх= Rp Ва Ca 


At balance Мх=М; 


(a) Felici mutual-in- (b) Carey Foster mutual- 
ductance balance inductance bridge 


Fie. 9.—Circuits for measuring mutual inductance. 


unknown capacity can be determined by using a standard condenser that has audio- 
frequency losses that are independent of the condenser adjustment.! The auxiliary 
resistance E, in Fig. 10 is first set to zero in a preliminary balance when both C, and 
С» are present, after which Rs is then adjusted to compensate for the losses removed 


1 Air dielectric condensers satisfy this requirement at audio and moderate radio frequencies (see 
Par. 32, Sec. 2). 
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when C, is disconnected. Then 


Equivalent series resistance } _ /C.\? R (2) 
of unknown capacity C. С, 


where C, is the capacity of the standard after disconnecting the capacity Cz, and В, 
is the resistance that must be added in series with C, to compensate for the reduction 
TON in losses that results when C; is disconnected. 

Oscillator cad 

Accurate measurements of small capacities 
Wagner ground can be made with С. in one arm of the bridge and 
an adjustable standard C, in another arm by us- 
ing a shielded bridge such as is described in con- 
nection with Fig. 22.1 This has the advantage of 
requiring only a single balance, but requires 
greater care and tends to give lower accuracy 
than the substitution method. 

The direct capacity? existing between two elec- 
trodes must frequently be measured when there 
are other capacities associated with the same 
electrodes. An example is the grid-plate capacity 
of a vacuum tube, which is associated with ca- 
pacities from grid to ground, plate to ground, etc. 
: The direct capacity between two electrodes can 

Rc be measured by the substitution method, using 

Fia. 10.—Capacity measure- ап ordinary general-purpose bridge provided with 
ments with general-purpose bridge, а. Wagner ground. It is merely "necessary to 
using substitution method. return all the remaining electrodes to the earth 
connection of the Wagner ground, as illustrated in Fig. 11а. These additional 
capacities then become associated with the bridge in such a way as to have no 
effect upon the measurements. An alternative arrangement is to return all the 












Desired . 
direct N 
capacity 


Other 
capacities 
associated 
with de- 
sired 
capacity 





(a) (b) 


Fire. 11.— Circuits for the measurement of direct capacity between electrodes 1-2 when this 
capacity is associated with capacity to other electrodes, such as 8—4. 


unused electrodes to the junction of the ratio arms, which is then grounded as 
1 Further discussion of the measurement of extremely small capacities is given in Par. 10. 


3 A. discussion of the concept of direct capacity is given by George A. Campbell, Direct Capacity 
Measurement, Bell System Tech. Jour., Vol. 1, p. 18, July, 1922. 
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in Fig. 115.! "This leads to a Schering bridge, and the desired direct capacity can be 
determined either by substitution or in terms of the capacity С». The capacity Ci, 
in Fig. 11b that is shunted across the resistance arm Ra when the unused electrodes 
are grounded affects only the setting of the resistance E, which can no longer be used 
to give the losses. 

Input and Output Impedances of Bridges Тһе input and output impedances of a 
bridge determine the impedance with which the input and output transformers, 
respectively, must be designed to operate. It is necessary to consider these imped- 
ances only for the condition of balance. 

The input impedance of the bridge of Fig. 4, when balance is assumed, is the 
impedance formed by Z, + Z» in parallel with the impedance Z. + Za. This follows 
from the fact that since at balance there is no current through the output diagonal, 
this can be considered as an open circuit. 

In a similar manner, the output impedance of the bridge, i.e., the equivalent 
impedance of the source supplying energy to the telephone receivers or other indicating 
device, is the impedance Za + Ze in parallel with the impedance 2ь + Za 





^А-с meter 
R 
C 
= L 
Fia. 12.—Constant-im- Fie. 13.—Hay bridge arranged 
pedance method of meas- for the measurement of incremental 
uring large inductances. inductance. 


8. Incremental Inductance.—4A simple method of measuring incremental induct- 
ance with a minimum of equipment is shown in Fig. 12.2 Here an adjustable capacity 
is placed in parallel with the unknown inductance, which is supplied with the desired 
d-e current and alternating current by sources as shown. The condenser C is then 
adjusted until the alternating current registered by the meter M is the same with 
switch S open as with it closed. It can then be shown that 


ape (5 (8) 


where о/2т is the frequency of the supply. This relation holds irrespective of the 
resistance of the coil. 

Incremental inductance can be measured on a bridge, the most satisfactory 
arrangement being the Hay bridge shown in Fig. 13.3 Balance can be obtained 
with the aid of resistances К, and Re, and without affecting the direct current in the 
inductance. The alternating magnetization can be calculated from a knowledge 


1 Вее also Lincoln Walsh, Direct-capacity Bridge for Vacuum-tube Measurements, Proc. I.R.E., 
Vol. 16, p. 482, April, 1928; E. T. Hoch, A Bridge Method for the Measurement of Inter-electrode 
Admittance in Vacuum Tubes, Proc. I.R.E., Vol. 16, р. 487, April, 1928. 

? H. M. Turner, The Constant Impedance Method for Measuring Inductance of Choke Coils, Proc. 
I.R.E., Vol. 15, p. 1559, November, 1928. 

3 Constructional details of such a bridge are given by Е. E. Terman, “ Measurements in Radio 
Engineering,” 1st ed., pp. 55-75, McGraw-Hill, New York, 1935; see also V. D. Landon, A Bridge 
Circuit for Measuring the Inductance of Coils While Passing Direct Current, Proc. I.R.E., Vol. 16, p. 
1771, December, 1928, 
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of the inductance, and the alternating voltage developed across it as observed by 
vacuum-tube voltmeter. At balance 


ELEC, 


Le = TF бр _ 
= RaR: 
1+ É 

в, = Ese («С (4b) 


= T+ (0)? 


where Q is the ratio (1/wC,)/R, = wLz/Rz. The fact that the Hay bridge measures 
inductance in terms of resistance and capacity makes it possible to cover a large 
range of inductances with a minimum 
Ry lx ‚у. Of difficulty with respect to standards. 

iMeter indicating А à 
die current When the losses in the inductance 
are reasonably low, as is nearly always 
the case, Eq. (4a) can be simplified to 





Balance i 
the foll. 
I defector T nc 
Æ Ede Le = В.В.Сь . (4c) 
Fia. 14.—Bridged-T null network for the : F . 
measurement of incremental inductance. The extent of the approximation in- 


volved in Eq. (4c) decreases as the Q 
of the coil becomes larger. With Q = 5, the error is 4 per cent. It will be noted 
that to the extent that 1/Q is negligible, the balance is independent of frequency. 

Another null method of measuring incremental inductance is to employ a bridged-T 
arrangement, as shown in Fig. 14.1 Balance is 
obtained by adjusting the resistance R., and 
simultaneous variation of the two identical con- —0)4 
densers C, At balance 


y Bypass condenser 
„77 Identical 








Lx 
oL, = 2 (=) 
a sf (5a) 
R,= 
"  Bs(wC)? 
where w/2r is the applied frequency. It will be 
noted that the d-c current is not affected by the Гта. 15.—Measurement of incre- 


process of balancing the bridge, and can be con- mental inductance by voltmeter-am- 
veniently measured either on the input or the Peter method, using two identical 
output sides. Likewise, the entire alternating АН 

voltage applied to the bridge appears across the unknown inductance, because at 
balance there is no voltage across the output terminals. 

Incremental impedance is occasionally determined by the veltmeter-ammeter 
method. by applying a known alternating voltage to the inductance and observing 
the resulting current. In such methods, it is sometimes convenient to employ two 
identical chokes, with the direct current introduced as shown in Fig. 15, in order to 
avoid passing this current through the source of alternating voltage.? 

A simple method of obtaining incremental inductance of filter chokes with an 
accuracy sufficient for most purposes is illustrated in Fig. 16.3 Неге the direct cur- 


1 Вее W. М. Tuttle, Bridged-T and Parallel-T Null Circuits for Measurements at Radio Frequencies, 
Proc. I.R.E., Vol. 28, p. 23, January, 1940. 

? H. D. Short, Measurement of Incremental Inductance, Electronics, Vol. 13, p. 32, January, 1940. 

з See Terman, op. сй., p. 58. 
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rent through the choke is controlled by adjusting the resistance R. The reactance 
of the choke to the ripple frequency (twice the supply frequency) can then be calcu- 
lated on the assumption that the higher frequency components of the ripple produce 
negligible current through the choke. To a fair degree of accuracy, the reactance 
of the input choke to the ripple fre- 
quency is then 


Reactance of inductance | = 110 volts 
at ripple frequency 60~ 
0.424 Е ac 
n m 


Choke 
under test 





Fic. 16.— Circuit for approximate measure- 
where Ea is the rms voltage across ment of incremental inductance at high alter- 


nating flux densities. 
half of the transformer secondary and Ж ы 


I, is the rms current flowing in the first filter condenser. The alternating flux density 
can be varied as desired by contrclling the primary voltage of the rectifier transformer. 


CIRCUIT CONSTANTS AT RADIO FREQUENCY 


4. The Substitution Method.—Most measurements of circuit constants at radio 
frequency make use of some form of substitution. The simplest way in which the 
substitution method can be carried out is to associate the unknown impedance with a 
resonant circuit by placing it in parallel with the circuit if the unknown impedance is 
high or in series if this impedance is low, as in Fig. 17. The resonant circuit is then 
excited by being loosely coupled to a suitable oscillator, and is adjusted to resonance 
with the variable standard condenser C.. The reactance component of the unknown 
impedance is determined by the change in tuning capacity required to maintain 





(a) Zx high (b) Zy small 


Fic. 17.—Simple arrangements for determining circuit constants by the substitution 
method. 


resonance when the unknown is removed from the circuit. The resistance component 
is determined either from the change in equivalent series or parallel resistance of the 
circuit, or from the known resistance that must be added to the circuit in order tc 
maintain the voltage developed across the circuit unchanged when the unknowr 
impedance is removed. 

The substitution method is also used in bridge and null-network measurements at 
radio frequencies. A typical procedure here is first to balance the system with the 
unknown as well as the standard impedances in the X arm of the bridge, after which 
the unknown impedance is removed and the standard impedance readjusted to restore 
balance. The change in the resistance and reactance components of the standard 
then gives the corresponding components of the unknown. In such measurements, 


1 Resonance between the tuned circuit and the oscillator can be determined by means of a 
thermocouple milliammeter, 2 vacuum-tube voltmeter, reaction of the tuned circuit on the oscillator, 
etc. Where only the reactance component of an impedance is to be measured, it is possible to make the 
tuned measuring circuit act as the tuned circuit of an oscillating detector, Resonance can then be 
obtained by zero beating the oscillating detector with the oscillator. 
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the reactance standard is always a variable condenser, while the resistance standard 
is usually a variable resistance in series with the standard condenser. The standards 
can be placed in series with the unknown impedance to give a resonance bridge, as in 
Fig. 6a; or the two impedances can be in parallel. The latter arrangement has the 
advantage of permitting both the standard and the unknown impedances to have one 
terminal grounded. 

In making substitution measurements with a variable condenser as the reactance 
Standard, it is commonly assumed either that the standard capacity C. has zero 
losses, or at least that the losses can be represented by a conductance that is independ- 
ent of the condenser setting and is shunted across the capacity. These approximations 
are permissible except when the impedance being measured has an extremely" high Q, 
in which case it may be necessary to determine the exact equivalent circuit of the 
Standard condenser and allow for its change of loss with setting by calculation (see 
Par. 32, Sec. 2). 

The substitution method is capable of very high accuracy when care is taken to 
avoid the introduction of spurious reactances and resistances as a result of leads, 
neighboring objects, etc. The pre- 
cision with which a reactance can 
be determined is limited only by the 
accuracy of the standard condenser, 


‚ Coil resistance | 
і 
| 
| 
| and the resistance can be obtained 
| 
| 
| 


Loose coupling y 
О 






Driving 


| 
oscillator Le Nas 
| to within better than one per cent if 


care is given. 


Electro-static | 5. Resistance and О of Tuned 


shielding desir iiid od x um la я Circuits.— The determination of re- 
у ч pus s hey resistance sistance and Q of resonant circuits is 

one of the most important radio-fre- 

je- Circuit under test -> quency measurements. Not only 

Fie. 18.—Circuit arrangement for measuring does this give the Q and losses of 
tadio-frequency resistance by the resistance- coils and resonant circuits, but by 
variation method. es Ms 

associating an unknown impedance 
with a resonant circuit, it is possible to determine the resistance component of this 
impedance from a knowledge of the effect produced on the circuit resistance. 

Many methods have been devised for determining the resistance of tuned circuits. 
The most important of these are described below. 

Resistance-variation Method.—The resistance-variation method of determining 
the resistance of tuned circuits makes use of the fact that at resonance the current 
in a circuit is equal to the applied voltage divided by the circuit resistance. If the 
applied voltage is kept constant, it is then possible to deduce the actual circuit resist- 
ance by the current change that results when a known resistance is added to the 
circuit. . 

Circuit arrangements suitable for carrying out the necessary measuring operations 
are shown in Fig. 18. The circuit under test is loosely coupled to a driving oscillator, 
and has in series with it a thermocouple milliammeter МА and an adjustable resistance 
E. The circuit is first tuned to resonance with the driver, and the current in the 
milliammeter is observed when the added resistance Ё is zero. A known amount of 
resistance is then added by В, the circuit is retuned to resonance (if this is necessary) 
without changing the coupling to the driver, and the resulting current noted. The 
apparent series resistance of the circuit is then given by the following formula: 





Apparent series resistance -R 
of tuned circuit 


ron) (7) 
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where Го and J; are the currents when the added resistances are, respectively, zero and 
R. The resistance as measured includes the heater resistance of the thermocouple 
meter, which must be subtracted. 

A modification of the arrangement shown in Fig. 18 consists in using a vacuum- 
tube voltmeter connected across the capacity C as an indicator rather than the milli- 
ammeter. The procedure in using a vacuum-tube voltmeter is the same as outlined 
above, except that J, and Го in Eq. (7) are replaced by the corresponding voltages 
E, and Eo. If the input conductance of the vacuum-tube voltmeter is not negligible, 
it must be determined and allowed for if precise results are desired. 

In order to obtain accurate results with the resistance variation method, the 
current through the coupling coil Le must be constant and only inductive coupling 
may exist between the oscillator and the circuit under test. These requirements can be 
most satisfactorily met by loose coupling between the two circuits or by the use of an 
electrostatic shield. As a check, it is always desirable to repeat the measurements 
with several different values of added resistance. In order to avoid errors from capaci- 
ties to ground, it is necessary to ground one side of the condenser and place the 
milliamineter and added resistance on the grounded side of the circuit, as shown in 
Fig. 18. The added resistance must have a negligible skin effect and a reasonably 
good phase-angle characteristic. It can be either a high-grade decade resistance box 
or a short link of resistance wire. 

The resistance as determined by the resistance-variation method is the apparent 
series resistance referred to the point В in the circuit of Fig. 18. If the coil has dis- 
tributed capacity as indicated by the dotted condenser in Fig. 18, this apparent 
resistance is more than the resistance that should be considered in series with the 
inductance and total capacity. The relation between the true and apparent series 
resistance can be obtained by determining the distributed capacity Co with the coil 
in the same situation with respect to surroundings as in the measuring circuit of Fig. 18, 
and then, using the formula 


True series | гл С К C ) . @ 
B Co + С, 


resistance resistance 


where C and Со are the external tuning and distributed capacities, respectively. 
The difference between the true and apparent capacity is usually appreciable, the 
ratio being 0.88 when С,/С = Мо. 

A modification of the resistance-variation method consists in observing the voltage 
Е , developed across the tuned circuit at resonance and then shunting a known resist- 
ance В in parallel with the circuit, retuning to resonance, and noting the resulting 
voltage E;. Then 


Parallel resonant impedance | = р (= — =) 


of tuned circuit E (9) 


The relation between parallel resonant impedance and equivalent series resistance is 
given by ordinary resonant circuit theory (see Par. 2, Sec. 3). 

Reactance-variation (Capacity-variation) Method of Measuring RHesistance.?—1n 
this method, the circuit under test is loosely coupled to a driving cscillator, as in the 
resistance-variation method. The tuned circuit is adjusted to resonance with the 
driving oscillator and the resulting induced current Го observed. The tuning capacity 

1D. В. Sinclair, Parallel-Resonance Methods for Precise Measurements of High Impedances at 
Radio Frequencies and à Comparison with the Ordinary Series-Resonance Methods, Proc. J.R.E., Vol. 
26, p. 1466, December, 1938. 


2 A good discussion of this method, with particular reference to sources of error, is given by Sinclair. 
Loc. cit. 
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is then changed to a value C; at which the induced current has dropped to some 
convenient value Jı. Then 

Ci — Co 
=С\С» 


I? 
2 — I8 





(10) 





Apparent series resistance | = 


where w/2r is the oscillator frequency and Со is the tuning capacity at resonance. The 
resistance includes the heater resistance of the thermocouple used to read the current. 

The resistance determined by Eq. (10) is the apparent series resistance referred 
to the point in the circuit at which the meter is located. If the true series resistance 
is desired, this can be obtained by correcting for the distributed capacity, as discussed 
in connection with Eq. (8). 

The measuring procedure used with the capacity-variation method is sometimes 
modified by employing a vacuum-tube voltmeter connected across the circuit capacity 
as an indicator instead of a thermocouple milliammeter. In this case, Eq. (10) 
is modified by noting that the voltage across the condenser is 7/«C, leading to the 


modified equation 
ES 
OI an 
(&) ze - ва 


where E, and E; are the voltage at resonance and when detuned, respectively. When 
precise results are required, the input resistance of the vaeuum-tube voltmeter must 
be determined and allowed for. 

Frequency-variation Method.—In this method of measurement, the circuit ünder 
test is loosely coupled to an oscillator, and the voltage developed across the con. 
denser at resonance is observed using a vacuum-tube voltmeter. The frequency 
of the oscillator is then changed to a value f: at which the voltage developed in the 
circuit under test has dropped to a convenient value E;.. If, during this process, the 
current in the coil of the driving oscillator is kept constant and iiductive coupling is used, 
then 





Apparent series } _ |C: — Co 
resistance wl Co 








Series resistance = 2r Yo Л) КЕ = fu zi ES (12) 
where fo and fı are the resonant and detuned frequency, respectively, Fo and Е, are 
the corresponding voltages across the circuit capacity, and L is the circuit inductance. 

The resistance obtained in this way after allowing for the input resistance of the 
vacuum-tube voltmeter is the true series resistance of the circuit, provided that the 
inductance used in Eq. (12) is the true rather than the apparent circuit inductance 
at the frequency of measurement, 

A rearrangement of Eq. (12) gives 


CG ^x) VE аз 


When it is desirable to use the current induced in the circuit under test as an 
indication, instead of the voltage developed across the condenser, Eq. (12) can be 
modified by noting that the voltage developed across the condenser is I/wC. This 
leads to 


_ во _ 
g= m 








Series resistance = |2m(fo + Л) М [оо (14) 


ить 
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The accuracy of the frequency variation method is determined largely by the pre- 
cision with which the frequency difference Јо — fı is known. This can be made very 
great by measuring the difference directly as an audio beat note, instead of determining 
fo and f: individually and then subtracting to obtain their small difference. 

Resistance-neutralization Method..—In this method, a negative resistance pro- 
duced by a dynatron, retarding field, or other negative resistance device is placed in 
parallel with the resonant circuit being tested, as shown in Fig. 19. The magnitude 
of the negative resistance is then adjusted by varying the control-grid bias until oscil- 
lations are on the verge of being produced. Bias adjustment ae 
The negative resistance E, required to ac- for varying negative igre f. 

Р Jun resistance-~. under Test, 
complish this is then equal to the parallel ` vi 
resonant impedance of the tuned circuit, so 
that 





000000 





= (ol)? SS 
R. = R. (15a) Lae 

oL Б, 155 Fra. 19.—A schematic diagram illus- 
Q- R oL (15b) trating the resistance-neutralization 


method of measuring the resistance of a 
where В, із the true series resistance and wl  f"ned circuit. 
is the inductive reactance of the circuit. There is no error from the distributed 
capacity or the capacities introduced by the measuring tube if the inductance used in 
the calculation is the true rather than the apparent inductance. 





© Q © 
y $ 
Š J Š 
$ $ 
R R 
Osc. Ose. 


(о) Circuits involving simple negative resistance 


Кл = Rs Вл = Вы + (R-R) Roe к В #(R-Ri) 





Neg Res. Rn 





Osc. Osc. 
(b) Circuits involving negative resistance shunted by a capacity 
Fic. 20.— Bridge circuits for measuring negative resistance. 


The magnitude of the negative resistance that neutralizes the positive resistance 
of the parallel resonant circuit can be determined from the static characteristics of 
the tube or by switching the tube to a special bridge that will measure the negative 

1 Hajime Iinuma, A Method of Measuring the Radio-frequency Resistance of an Oscillatory Circuit, 


Proc. I.R.E., Vol. 18, p. 537, March, 1930; Resonant Impedances and Effective Series Resistance of 
Bhort-wave Parallel Resonant Circuits, Proc. I.R.E., Vol. 19, р. 407, March, 1931. 
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resistance by a null balance at audio frequencies. Suitable bridge circuits for obtain- 
ing this balance are shown in Fig. 20, together with the equations for balance.! In 
these circuits, the effect of the tube capacity Ci that shunts the negative resistance is 
balanced by the adjustable condenser C. 

Q Meter.—In the Q meter, a small voltage e is introduced in series with a tuned 
circuit as a voltage drop across а small resistance R, as shown in Fig. 21. The circuit 
is then tuned to resonance (or the oscillator frequency is adjusted to the resonant 
frequency of the circuit), and the voltage E developed across the tuning condenser is 
observed on a vacuum-tube voltmeter. The circuit Q is then Q = E/e. 

The results obtained in this way involve certain approximations. In the first 
place, the internal resistance R of the inserted voltage and also the input resistance of 
the vacuum-tube voltmeter are charged against the resonant circuit. In the second 
place, the inserted voltage e is in series with the circuit only if the coil has no dis- 
tributed capacity. The presence of distributed coil capacity causes the true Q to 
be higher than that observed by the 
Q meter. If all the losses are in the 
coil, as can commonly be assumed, 







To к then 
oscillator /. а C 
voltmeter туце Q = (: + ©) (observed Q) 
| (15) 
x Sarees diagram ol Q metei where Со is the distributed capacity 


and C is the added tuning capacity. 

Q meters are widely used for the measurement of coil Q and coil inductance. The 
commercial instruments for this purpose are provided with a calibrated tuning con- 
denser so that the apparent coil inductance can be determined from the condenser 
. setting and the frequency. In these instruments, the injected voltage e is held at a 
predetermined value and the vacuum-tube voltmeter then calibrated directly in Q 
rather than volts. The instrument is designed so that the resistance R is small com- 
pared with the series resistance of ordinary circuits, and the vacuum-tube voltmeter 
is specifically arranged to have high input resistance, thus minimizing errors. The 
coil Q is assumed to be the same as the circuit Q; 7.e., the condenser and other losses 
are charged against the coil. In the case of coils with very high Q, this introduces 
some error, although on a relative basis the results are still correct. 

Q meters are frequently used to measure reactance and resistance (or conductance) 
of choke coils, dielectrics, etc., by the substitution method. The procedure involved 
consists in making two measurements. First, a convenient coil is used to form a 
resonant circuit and the circuit Q measured. The unknown impedance is then 
placed in parallel or series with the coil, as desired, the circuit retuned to resonance, 
and the Q determined again. The reactance of the unknown is given by the change 
in tuning capacity required, and the resistance or conductance can be calculated from 
the effect on the Q and a knowledge of frequency and tuning capacity. 

6. Shielded Bridges.—Bridges can be used for impedance measurements at radio 
frequencies by proper shielding. An example of a completely shielded bridge suitable 
for radio-frequency measurements is shown in Fig. 22.2 The effect of the shields is 

1 Details involved in the design of practical bridge circuits of this type are discussed by Terman, 
op. сй., pp. 76-78. See also Е. E. Terman, Improved Circuits for Measuring Negative Resistance, 
Electronics, Vol. 6, p. 340, December, 1933; Edward N. Dingley, Jr., Development of a Circuit for 
Measuring the Negative Resistance of Pliodynatrons, Proe. I.R.E., Vol. 19, p. 1948, November, 1931. 

2 This particular shielded arrangement should be considered merely as an example, In actual 
practice, the details can be varied considerably. Extensive discussions, including constructional 
details of shielded bridges of various types are given by D. B. Sinclair, A Radio-frequency Bridge for 


Impedance Measurements from 400 Kilocycles to 60 Megacycles, Proc. I.E.E., Vol. 28, p. 497, Novem- 
ber, 1940; W, J. Shackelton, Shielded Bridge for Inductive Impedance Measurements at Speech and 
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to localize the stray capacities so that they act as shown in Fig. 22b. The shields 
surrounding the ratio arms Р. and E; determine the capacities Cı and С. By making 
the ratio arms and their shields absolutely identical and symmetrical, an equal-ratio 
bridge is ensured in spite of the capacities. The capacities between shields 5; and 8; 
and ground act as a capacity C; that shunts the input and so has negligible effect, 
The capacity of 5, to ground results in a capacity C. that is in shunt with the unknown 
impedance. The ground capacity of shield 8 supplies Ca. : 

A shielded bridge may be used to measure radio-frequency impedance either by 
the substitution method, or directly as a unity-ratio bridge. In the former, the 
unknown impedance is placed in parallel with C.R., and with В, = 0 and С, at а con- 
venient setting the bridge is balanced with a convenient capacity.and resistance in 
the X arm. The unknown impedance is then removed and its resistance and reactance 
components determined by the changes required in C, and R, to restore balance. 
When used as a unity-ratio bridge, a preliminary balance is obtained with the unknown 
disconnected and Rs short-circuited. This balance is made either by adjusting C, 





fb) Equivalent circuit showing 
(a) Circuit : localized capacities 


. Ета. 22.—Schematie diagram of typical shielded bridge. 


or by the use of an auxiliary condenser connected from either terminal A or C to 
ground, as required. "The impedance to be measured is then connected at X and the 
bridge balanced in the usual way by changing C, and R, as required to match the 
unknown impedance. When the unknown impedance is inductive, it must be changed 
to capacitive by shunting with a suitable known capacity C; as shown dotted in 
Fig. 22b, in order that it may be balanced by a capacity in the “standard” arm. 

In using a bridge at radio frequencies, care must be taken with respect to lead 
induetances, lead capacities, coupling between oscillator and detector, etc. In gen- 
eral, a considerably greater degree of intelligence and skill must be displayed to obtain 
accurate results at radio frequencies than is necessary in audio-frequency work. 

The oscillator exciting the radio-frequency bridge is preferably a modulated 
oscillator. The output indicator can then be a simple radio receiver. It is necessary 
that the oscillator be well shielded from the indicator to avoid false indications. A 
signal generator is frequently used, although a well-shielded modulated oscillator is 
satisfactory. 





Carrier Frequencies, Trans. A.I.E.E., Vol. 45, p. 1266, 1926; also, Bell System Tech. Jour., Vol. 6, p. 142, 
January, 1927; J. G. Ferguson, Shielding in High-frequency Measurements, Bell System Tech. Jour., 
Vol. 8, p. 560, July, 1929; Trans. A.I.E.E., Vol. 48, p. 1286, October, 1929; Leo Behr and A. J. Williams, 
Jr. The Campbell-Shackelton Shielded Ratio Box, Proc. I.R.E., Vol. 20, p. 969, June, 1932; C. L. 
Fortescue and С. Mole, A Resonance Bridge for Use at Frequencies up to 10 Megacycles per Second, 
Jour. I.E.E., Vol. 82, р. 687, 1938; also, Wireless Section, I.E.E., Vol. 13, p. 112, June, 1938; C. Н. 
Young, A 5-megacycle Impedance Bridge, Bell Lab. Rec., Vol. 15, p. 261, April, 1937; 8. J. Zammataro, 
An Inductance and Capacitance Bridge, Bell Lab. Rec., Vol. 16, p. 341, June, 1938; D. W. Dye and 
T. I. Jones, A Radio-frequency Bridge for Impedance and Power-factor Measurements, Jour. LEE. 
Vol. 72, p. 169, 1933 (Wireless Section, Г.Е.Е., Vol. 8, p. 22, March, 1933). Е 
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Radio-frequency bridges find their chief use in the measurement of antenna and 
transmission-line impedances. They also find considerable use in the determination 
of inductance and capacity, particularly by the substitution method. 

7. Bridged-T and Parallel-T Null Networks.—Bridged-T and parallel-T null 
networks are three-terminal networks so proportioned as to have zero transfer admit- 
tance at some particular frequency. Examples of such networks are shown in Fig. 23, 
together with the circuit proportions required to give zero transmission.! These 
arrangements are equivalent to bridge circuits but have the advantage that the input 


du — EI "n 
Input C в © Output | 
Rs = R (wC)? 
(a) 
R 
"E rion ERROR 
C C Росс 
L R | 
р р де ase: 
Rp R (wC)? 


| 
Rp= Вы? c'e" (ie S2) 
і 


{ 
wlz УЛ Г, 
w [Cot ce + out Л 


2 mE x 
we, R2 Са 


| = 
(= С)? a 





(а) Network Conditions for zero 
output 


Ето. 23.—Bridged-T and parallel-T null networks useful in measuring circuit constants, 
together with equations for balance. 


and output circuits have one common terminal that can be grounded, as also can one 
terminal of the unknown impedance in some cases. 

The circuit of Fig. 23a is suitable for measuring the inductance and Q of radio- 
frequency coils.? In such measurements, the inductance is evaluated in terms of the 
capacity C, and the parallel resonant impedance formed by the circuit L,E,CC is given 
by the relation? 


Parallel resonant impedance = 4R (16) 


1 These and other null networks are described in detail by W. N. Tuttle, Bridged-T and Parallel-T 
Circuits for Measurements at Radio Frequencies, Proc. I. E.E., Vol. 28, р. 23, January, 1940. 

2 It is also used for incremental inductance measurements (see Par. 3). 
. 8 This is an approximate formula in which the assumption is made that 1/Q? < «1. The exact 
value of parallel impedance is (1 + 1/Q?) times the value given by Eq. (16). 
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The only precautions that need to be taken are to provide adequate shielding so that 
there is no direct coupling between the oscillator and indicator connected to the input 
and outrut terminals, respectively, and to avoid excessive capacity shunting the 
resistance R. The effect of such capacity is equivalent to modifying the value of C 
that should be used in the balance equations. 

The circuit of Fig. 23b is similar to a but has the disadvantage that stray capacities 
from the junction of the T to ground modify the balance equations in an inconvenient 
way. This circuit has been used to compare coils,! and is also suitable for the measure- 
ment of impedance by the substitution method. In the latter case, a variable con- 
denser and the unknown reactance are connected in parallel with Lp, and the unknown 
reactance and equivalent shunt resistance determined by the readjustments required 
in the variable condenser and the resistance R, respectively, to maintain balance 
when the unknown is removed. 

The twin-T circuit of Fig. 23c is especially suitable for the general run of imped- 
ance measurements at radio frequencies. For this purpose, the substitution method 

Network 


Rx 





Conditions for 
zero output 
(assuming Rx»Rs) 






Fra. 24.—Bridged-T network useful in determining a high resistance in terms of a low 
known resistance and a known capacity. 


is employed, with the unknown impodance placed in shunt with the adjustable con- 
denser C, and the coil L. A preliminary balance is obtained with the unknown 
impedance disconnected by adjusting Со and С» to values C, and Cj, as required, 
after which the corresponding values C, and C? are determined for the case with 
the unknown impedance in the circuit. The reactance and equivalent parallel 
resistance of the unknown impedance are then given by the equations 


1 
Reactance of unk П = — r 1 
unknow: (C — C% (17a) 


Ci 1 
RoC'C" „(Су — Ch) 


Parallel resistance of unknown = 





(17b) 


The results obtained are quite accurate, and by suitably calibrating the variable 
condensers C, and С», the arrangement can be direct reading.? 
The circuit of Fig. 23d is equivalent to a Wien bridge. It has been used to meas- 


ure audio frequencies and also as a feedback network in a degenerative selective 
amplifiers 


1 W. N. Tuttle, A New Instrument and a New Circuit for Coil or Condenser Checking, Gen. Rad 
Ezp., Vol. 12, August-September, 1937. 
ra A detailed discussion of the design features of an instrument of this sort, together with a considera- 
tion of the errors resulting from residual inductances and capacities, is given by D. B. Sinclair, The 
Twin-T, A New Type of Null Instrument for Measuring Impedance at Frequencies up to 30 Mega- 
cycles, Proc. I.R.E., Vol. 28, p. 310, July, 1940. 
3 See В. Е. Field, а Bridge-type Frequency Meter, Gen. Rad. Ezp., Vol. 6, November, 1931; Н. Н. 


үн A New Type of Selective Circuit and Some Applications, Proc. I.R.E., Vol. 26, p. 226, February, 
A Я 
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Another null network useful in evaluating a high resistance №, in terms of а low 
known resistance Rs is shown in Fig. 24.! This arrangement does not provide a true 
null, but if the ratio Rz/R; is high, the balance is sufficiently sharp for all practical 
purposes. 

8. Use of Transmission Lines in Impedance Measurements.—Transmission lines 
are frequently used as a tool in making measurements at radio frequencies. Their 
usefulness arises from the fact that the characteristics of transmission lines can be 
calculated with considerable accuracy from the mechanical dimensions, combined 
with the fact that such lines act as an impedance transformer. Thus, one can obtain 
the ratio of two impedances by connecting these impedances at the two ends of a 
quarter-wave line, coupling the line to an oscillator, and observing the ratio of currents 
at the two ends. Under these conditions, one has? 


Ij _ |Z 
I. Zo 














(18) 


where Г, and Г, are the currents at the two ends of the line, Z+ is the unknown imped- 
ance shunted across the receiving end, and Zo is the characteristic impedance of the 
line. The phase angle of the impedance Z+, can be determined by adding a known 
reactance in shunt and noting the result. 





Known resistance of’ 
adjustable position ‘Vac. tube 
voltmeter 


Ета. 25.—Transmission-line arrangement for measuring impedance. 


Another example of the use of a transmission line is shown in Fig. 25.3 Here one 
end of a two-wire line is short-circuited, and the other end is shunted by a variable 
condenser and the unknown impedance. A vacuum-tube voltmeter indicates the 
voltage developed at some convenient point on the line. Measurements are made 
by connecting the unknown impedance across the line, adjusting the system to 
resonance with a loosely coupled oscillator, and noting the potential indicated by 
the vacuum-tube voitmeter. The unknown impedance is then removed, resonance 
is restored by adjusting the variable condenser, and the vacuum-tube voltmeter made 
to read the same as previously by shunting a known resistance across the line and 
adjusting its position as required. The reactance of the unknown is obtained from 
the change in condenser setting, and the equivalent shunt resistance of the unknown 
admittance is given by the equation 


Shunt resistance of -R E: (2тһ/ D] 2 
unknown impedance § ^^” [sin (2rl2/A) 


1P, M. Honneh, Bridged-T Measurement of High Resistances at Radio Frequencies, Proc. I.R.E., 
Vol. 28, p. 88, February, 1940. 

2J. W. Labus, Measurement of Resistances and Impedances at High Frequencies, Proc. I.R.E., 
Vol. 19. p. 452, March, 1931. 

A modification consists in observing the voltage across the line at the receiver end and at points 
one-eighth and one-quarter wave lengths distant from the receiver end. This gives the magnitude and 
also the phase angle of the unknown impedance. See W. L. Barrow, Measurement of Radio Frequency 
Impedance with Networks Simulating Lines, Proc. I. R.E., Vol. 23, p. 807, July, 1935. 

3 J. M. Miller and B. Salzberg, Measurements of Admittances at Ultra-high Frequencies, В.С.А. 
Reo., Vol. 3, p. 486, April, 1939. 


(19) 
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where 1 /Х and Ь/Х are the lengths indicated in Fig. 25, measured in wave lengths. 
In this calculation, it is assumed that the losses in C, can be represented by a constant 
resistance independent of capacity setting. If this is not true, a correction must be 
made. 

Impedances of the same order of magnitude as the characteristic impedance of a 
line ean be measured by using the unknown impedance to terminate the line, as in 
Fig. 26, and deducing the reflection coefficient that results from the observed voltage 
distribution along the line and the line characteristic impedance. Referring to 
Fig. 26, the magnitude of the reflection coefficient is 


Emax = Emin 


Reflection coefficient (magnitude) = Baa ЕЁ, (20a) 
Reflection coefficient (phase) = = x 360° (20b) 


where Emas and Emin are the maxima and minima of the voltage distribution and 
lı/ is the distance in wave lengths from the receiving end to the first maximum. 
With the magnitude and phase of the reflection 

coefficient determined in this way, and the char- `~ 

acteristic impedance known from the line dimen- _ P 
sions, the impedance Z+ required to account for (a) Line 
this reflection coefficient is obtained from Fig. 42, 
Sec. 3.1 

9. Standards for Radio-frequency Measure- 
ments.—The standards used in making meas- 
urements at radio frequencies are normally 
condensers, usually variable, and fixed resistances. - 
Variable condensers are almost ideal reactance (b) Typical voltage distribution 
standards in that they are continuously variable, Fig. 26.—Determination of im- 
have a capacity independent of frequency up to — pedance with aid of standing wave 
relatively high frequencies, and losses so low patterns on a transmission line. 
as to be negligible for most types of measure- 
ments. At the same time, such standards have limitations. There is a residual 
inductance that, though small, causes the effective capacity to depend on frequency 
at very high frequencies. Also, although the losses that are present at low and 
moderate frequencies are primarily dielectric losses and so can be represented 
by a shunt resistance that is substantially independent of capacity setting and is 
inversely proportioned to frequency, at high frequencies there are also eddy-current 
losses of importance that increase with frequency and make the over-all behavior 
with respect to losses quite complicated.? 

Certain types of measurements require a capacity in which extremely small 
accurately known capacity changes must be produced. This can be accomplished 
by employing a construction in which the change in capacity can be calculated from a 
change in the mechanical dimensions. An example of such an arrangement is illus- 
trated schematically in Fig. 27. It will be noted that changing the position of the 
central rod by means of the screw adjustment produces a change in capacity according 





1 Still other means of using transmission lines are described by L. S. Nergaard, A Survey of Ultra- 
high-frequency Measurements, R.C.A. Rev., Vol. 3, p. 156, October, 1938. 

2 A further discussion of the residual parameters of variable condensers is given in Par. 32, Sec. 2. 
Methods of evaluating the equivalent inductance, shunt resistance, and series resistance of a variable 
condenser are described by R. F. Field and D. B. Sinclair, A Method for Determining the Residual 
Inductance and Resistance of a Variable Air Condenser at Radio Frequencies, Proc. I.R.E., Vol. 24, 
p. 255, February, 1936; W. Jackson, The Analysis of Air Condenser Loss Resistance, Proc. I.R.E., 
Vol. 22, p. 957, August, 1934; R. Faraday Proctor, Variable Air Condensers. Wireless Eng., Vol. 17, p. 
257, June. 1940. 
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to the equation 


04018 ны! per inch (21) 
logio a 


Change in capacity = 





End effects and capacities to ground do not affect this result, since they are constant 
at all times. 


196 with adjustable position 






Insulated metal cylinder 
projecting far beyond => 
end of rod : 


Fic. 27.—Schematic diagram of method of obtaining accurately known small increments of 
capacity. 


The usual resistance standard employed in radio-frequency measurements is a 
resistance wire of such small diameter that skin effect is negligible at the frequency 
employed. In this way, the radio-frequency resistance will equal the low-frequency 
or direct-current resistance. It isnot necessary for many purposes that the resistance 
standard be noninductive, since its reactance can be resonated out without affecting 
the resistance. It is, however, important that any shunting capacity present have a 
reactance considerably greater than the resistance. Resistance standards of this 
type are satisfactory for low and mod- 
erate values, i.e., up to the order of 
one hundred ohms. When standards 
of higher resistance are desired, it is 
customary to employ metallized or 
other similar types of resistors that 
maintain a substantially constant re- 
sistance from direct current up to 
very high frequencies. When preci- 





10 20 30 40 50 60 70 80 90 1 
С(љ Fas.) sion is important, it is desirable to 


Ета. 28.—Plot of 1/f*, where f is the reso- check such resistances against low 
nant frequency, as a function of external tuning é doff 
capacity. The value of negative capacity Co resistance standards composed of fine 


at which the extrapolated line intercepts the wire. Resistances of different orders 
capacity axis is the distributed capacity of the of magnitude can readily be compared 
coil, and the slope of the line is a measure of by such expedients as (1) measuring a 
the coil inductance. А 
resistance shunted across а resonant 
circuit in terms of the series of resistance of the circuit;! (2) the use of a transmission 
line; (3) by means of a bridged-T network, as in Fig. 24. 
‘Resistance standards are preferably fixed because of the complications introduced 
if an attempt is made to provide continuous adjustment. 
10. Miscellaneous. Measurement of True Coil Inductance and Distributed Capac- 
ity——The true inductance and distributed capacity of a coil can be obtained by 
observing the capacity that must be added to tune the coil to resonance at several 


1 Paul B. Taylor, Method for Measurement of High Resistance at High Frequency, Proc. I.R.E., 
Vol. 20, p. 1802, November, 1932. 
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frequencies, and then plotting the added capacity as a function of 1/f?, as shown in 
Fig. 28. This will result in a straight line that will intercept the capacity axis at a 
negative value C, that equals the distributed capacity. The slope of the line gives 
the true inductance according to the equation 


Coil inductance in henrys = 0.0253m (22) 


where m is the slope of the curve of added capacity plotted against 1/f, where f is in 
megacycles and capacity is in micromicrofarads. 

The distributed capacity can be determined without plotting a curve by adjust- 
ing the coil successively to resonance with the fundamental frequency and then the 
second harmonic of an oscillator. If С, and С» are the respective tuning capacities, 
then? 

Cı — 4С» 


Distributed capacity = 5 


(23) 

Measurement of Very Small Capacities.—Very small capacities must sometimes be 
determined with very high precision. ‘This can be done in several ways. One method 
that has been used in measuring the direct capacity between the control grid and plate 


Standard capacity (accurately 
s^ adjustable m small mneremerts ) 
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Ета. 29.—Methods of measuring very small capacities. 


of a pentode tube consists in applying a known large radio-frequency voltage to the 
capacity and measuring the resulting current that flows (see Fig. 29a).3 The unknown 
capacity is then determined either by calculation from known voltage, current, and 
frequency or by substitution of a known adjustable capacity С, that is readjusted to 
maintain the current constant when the plate lead of the tube is disconnected. In 
the method of Fig. 29b,4 the output of a signal generator is applied to the unknown 
capacity in series with a very much larger known capacity. The voltage across the 
latter is applied to the grid cf the first tube of a radio receiver, and the signal generator 
adjusted to give a reasonable receiver output. The unknown capacity is then shorted 
and the signal generator readjusted to give the same receiver output. The unknown 
capacity is 

E; 


C. = Е. 


(24a) 


where E; and E; are the signal generator voltages with and without the switch shorted 
and C is the capacity across the receiver input. 


1 Distributed capacity is sometimes calculated from the frequency at which the coil is in parallel 
resonance with the distributed capacity. This does not give the distributed capacity effective under 
practical conditions, however, since it corresponds to a different current distribution within the coil. 

? Ralph R. Batcher, Rapid Determination of Distributed Capacity of Coils, Proc. I.R.E., Vol. 9, 
p. 300, August, 1921. 

з А. V. Loughren and Н. W. Parker, The Measurement of Direct Interelectrode Capacitance of 
Vacuum Tubes, Proc. I.E. E., Vol. 17, р. 957, June, 1929. 

4 Measuring Small Capacities with a Signal Generator, Hygrade Sylvania News Letter 56, October, 
1939, 
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Extremely small changes in capacity can be determined by making the capacity 
involved part of the tuning capacity of an oscillator and then determining the effect 
upon the oscillator frequency. An auxiliary oscillator can be used as a fixed frequency 
standard and the frequency variations of the measuring oscillator obtained by observ- 
ing changes in the beat note between the two oscillators. The relation between the 
frequency change and capacity is 


Аб,» = б EY = 1| (245) 


where AC; is the change in capacity, Co the original tuning capacity of the oscillator, fo 
the oscillator frequency when tuned only by Co, and f: the oscillator frequency when 
tuned by C, and АС, in parallel. The oscillator tuning capacity С, includes tube 
wire and stray capacities and must be determined experimentally by substituting a 
known capacity for AC; and noting the resulting frequency change. Since this 
calibrating capacity can be large enough to be measured accurately by other methods, 
it is possible to evaluate Co very accurately. 

Measurement of Dielectrics.—The properties of dielectrics at radio frequencies are 
normally obtained by the substitution method. The procedure consists in placing a 
sample of the dielectric between the plates of a condenser that is in parallel with a 
resonant circuit tuned by a variable condenser. The change in capacity produced by 
the insertion of the dielectric is obtained by the readjustment of the variable condenser 
required to maintain resonance, while the shunt resistance resulting from the dielectric 
losses is determined by evaluating the parallel impedance of the circuit with and with- 
out the dielectric present. When solid dielectries are involved, it is normally per- 
missible to assume that the losses of the standard variable condenser are independent 
of the setting of this condenser. This approximation is permissible because the 
losses in solid dielectrics are very much greater than the losses in a good variable 
condenser. 


VOLTAGE, CURRENT, AND POWER MEASUREMENTS 


11. Direct-current Voltmeters and Ammeters.— Direct currents and d-c poten- 
tials are normally measured with portable instruments of the moving-coil (D'Arsonval) 
type. Such instruments are available in sensitivities corresponding to full-scale 
deflection with currents as small as twenty-five microamperes, corresponding to 
voltmeter sensitivities up to 40,000 ohms per volt. The voltage drop in the moving 
coil for full-scale deflection is normally under 100 mv. 

À given voltmeter or ammeter can be used to cover a wide range of values by the 
use of suitable multipliers or shunts, respectively. Multirange instruments for 
measuring current can employ either individual shunts for each range, as in Fig. 30a, 
or a universal shunt, asin Fig. 306 and c. In the latter arrangement, relative multiply- 
ing factor is proportional to R/R., irrespective of the meter resistance. When a 
multirange current instrument is to be protected with fuses, a separate fuse must be 
provided for each range, with switching arrangements as shown in Fig. 30, in order 
that the fuse resistance will not affect the calibration. 

Multirange voltmeters are obtained by varying the series resistance, using either 
of the circuits shown in Fig. 31. 

1 For further discussions of dielectric-loss measurements, see J. G. Chaffee, The Determination of 
Dielectric Properties at Very High Frequencies, Proc. I.R.E., Vol. 22, p. 1009, August, 1934; D. B 
Sinclair, Impedance Measurements at High Frequencies with Standard Parts, Gen. Radio Етр., Vol. 14, 
No. 4, September, 1939; E. T. Hoch, Electrode Effects in the Measurement of Power Factor and Dielec- 
trie Constant of Sheet Insulating Materials, Bell System Tech. Jour., Vol. B, p. 555, October, 1926: 
Miller and Salzberg, Loc. cit.; L. Hartshorn and W. H. Ward, The Measurement of the Permittivity and 


Power Factor of Dielectrics at Frequencies from 104 to 103 Cycles per Second, Jour. J.E.E., Vol. 79, 
p. 597, 1936; also, Wireless Section, I.E.E., Vol. 12, p. 6, March, 1937. 
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12. Voltmeters and Ammeters for Power Frequencies.—The iron-vane types 
of voltmeter and ammeter are widely used at 60 cycles for such purposes as determin- 
ing line and filament voltages, filament current, etc. Such instruments are inexpen- 
sive, and are sufficiently accurate for most applications. The maximum sensitivity 
of commercial instruments is commonly of the order of 10 milliamperes, corresponding 
to 100 ohms per volt for voltmeters. The voltage drop in the instrument is normally 
an appreciable fraction of a volt. 





@) Individual shunts (b) Universal shunt 


Rm 
Ry 


(c) Universal shunt-simplified 
circui 
Ета. 30.— Possible circuits for current multipliers. The switches S; and 8» should be of 
the short-circuiting type operated from a common shaft. 


Dynamometer instruments are more accurate than the iron-vane type, but are 
also considerably more expensive and require more energy to operate. 

Both dynamometer and iron-vane instruments give an indication proportional 
to the effective value of the wave passed through the instrument. 





(a) (b) 


Ета. 31.— Voltmeter multiplier circuits, 


13. Rectifier Instruments.'—In the rectifier instrument, the current to be meas- 
ured is passed through a full-wave copper oxide rectifier unit, and the resulting direct 
current indicated by a moving-coil direct-current instrument, as shown in Fig. 32a. 
Rectifier instruments can be built to give full-scale deflection with alternating currents 
of less than one milliampere, and so make possible the construction of a-c voltmeters 
having sensitivities of 1,000 ohms per volt and more. The ruggedness and overload 


1 Further discussion is given by Joseph Sahagen, The Use of Copper-oxide Rectifier for Instrument 
Purposes, Proc. I.R.E., Vol. 19, p. 233, February, 1931. 
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capacity compare favorably with moving-coil direct-current instruments. At the 
same time, rectifier instruments have certain limitations. The best accuracy obtain- 
able is only about 5 per cent because of the variation of rectifier characteristics with 
temperature. Furthermore, the electrostatic capacity of the rectifier element par- 
tially by-passes the higher audiz frequencies around the rectifier, causing the instru- 
ment to read low at high frequencies by an amount that is of the order of ! to 1 per 
cent for each thousand cycles. Another disadvantage of rectifier instruments is 
their high voltage drop, which is of the order of 14 to 1 volt for full-scale deflection. 

The range covered by a given rectifier instrument can be extended by the use of 
ordinary shunts or multipliers, However, since the resistance that the combination 
of rectifier and its d-c output meter offers to alternating currents depends upon the 
current density in the rectifier, it is necessary to provide a separate scale for each range, 
since the nonlinear resistance of the rectifier causes the law of scale variation to depend 
upon the resistance associated with the instrument. This difficulty can be avoided 
by arranging that the multiplier network associated with the rectifier act as à con- 
stant-impedance source to the instrument.! Thus, with rectifier ammeters, a uni- 
versal shunt such as is illustrated in Fig. 326 will make available various sensitivities, 







i Recfifier (fuse 
} i sections X Ri 
Alternating Fuse, 
input Rectifier 
current А Input instrument В; 
e] ‘5 0-с 
instrument 
(a) Schematic circuit (b) Muitirange (c) Multirange 
of instrument ammeter voltmeter 


Fra. 32.—Schematic circuit of a rectifier instrument and voltmeter and ammeter multi- 
pliers and fusing systems. 


with the use of only a single scale. Similarly, multirange voltmeters employing 
a common scale for all ranges can be obtained by employing the multiplying network 
of Fig. 32c and designing this network so that the equivalent resistance formed by 
R, and Е in parallel is constant for all ranges. 

Rectifier instruments give an indication that is proportional to the average ampli- 
tude of the alternating wave. The phase of the harmonics will accordingly affect 
the result (see Table 1) when a distorted wave is involved. Commercial rectifier 
instruments are normally calibrated on a sine wave, and the scale indicates the 
equivalent effective value of this wave. 

14. Thermocouple Instruments.—In a thermocouple instrument, the current to 
be measured heats a short piece of resistance wire or strip that is associated with a 
thermocouple. The output of the thermocouple is recorded by a sensitive direct- 
current microammeter, which accordingly gives an indication of the alternating 
current passing through the heater. Sensitivities corresponding to full-scale deflec- 
tion with currents as small as one milliampere can be obtained with ordinary portable 
d-c instruments, and much greater sensitivity is obtained when a reflecting galvanom- 
eter is employed to indicate the thermocouple output. Potential drop produced in 
the thermocouple heater by full-scale current is commonly of the order of 14 volt.? 


1F. E. Terman, Multirange Rectifier Instruments Having the Same Scale Graduations for All 
Ranges, Proc. I.R.E., Vol. 28, р. 234, March, 1935. 

2 This does not include the voltage drop due to the inductance of the heater, which at high frequen- 
cies may be considerably greater than the resistance drop if a straight heater is employed. The induct- 
ance drop can be reduced by folding the heater back on itself to form a noninductive resistance. Low 
impedance thermocouples of this type are described by H. R. Meahl, P. C. Michel, M. W. Scheldorf, 
and T. M. Dickinson, Measurements at Radio Frequencies, Trans. А.Т.Е.Е., Vol. 59, p. 654, December, 
1940. 
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The thermocouple is the standard instrument for measuring currents at audio and 
radio frequencies. It is accurate, stable, and the calibration is independent of fre- 
quency up to extremely high frequencies.| The only important disadvantage is the 
low overload capacity, since currents exceeding full load rating by much more than 
50 per cent may burn out or at least damage the heater. 

The indication of a thermocouple instrument is determined by the effective value 
of the alternating current in the heater, since the heating is proportional to the square 
of the effective value. The relationship between the deflection of the 4-с microam- 
meter and the heating current follows a square law when the heat generated by the 
heater is carried away entirely by conduction. This is the case with thermocouples 
in air and in vacuum thermocouples at low and moderate currents. The resulting 
nonlinearity of the scale with pronounced bunching at low current values is avoided 
in some cases by employing especially shaped pole pieces on the d-c instrument.? 








Thermocouple Output-Millivolts 








0 5 10 
Heater Current- 
Milliamperes 





Fic. 33.—Typical cali- Fig. 34.— Circuit of bridge-type thermo- 
bration curve of & vacuum couple instrument. 
thermocouple. 


With vacuum thermocouples, the output varies with heating current as shown in 
Fig. 33. This starts as a square-law curve with small currents, but as the temperature 
of the heater rises, the curve flattens off, because an increasing proportion of the total 
heat is lost by radiation. 

Types of Thermocouples.—In most commercial thermocouple instruments, the 
thermocouple and heater are mounted inside the ease of the d-c indicating instru- 
ment, and are in air. In instruments for large currents, the heater is commonly 
a strip of resistance material mounted between copper blocks, with the thermocouple 
soldered or welded to the center of the strip.? Small currents, such as those in the 
range 100 to 500 ma, are commonly measured using a bridge arrangement as shown 
in Fig. 34. By combining the heater and thermocouple in this way, the cooling effect 
of the thermocouple leads is avoided. When still smaller currents are to be measured, 

1 When direct currents are used for calibration, it is necessary to take the average of results obtained 
with the same d-c current flowing through the heater in opposite directions. This is because the heater 
may influence the output through the fact that if the thermocouple is in contact with the heater, as 
is usually the case, some of the d-c current being measured may find its way through the indicating 
instrument, and either add to or subtract from the true thermocouple output. 

2 See U. S. Patent 1,782,588, issued to Г. E. Terman. 

3 Thermocouples of this type are frequently provided with compensation against ambient tempera- 
ture changes by connecting the thermocouple wires to terminals consisting of conducting strips ther- 


mally connected to the mounting block but electrically insulated therefrom. See W. N. Goodwin, Jr., 
The Compensated Thermocouple Ammeter, Elec. Eng., Vol. 55, p. 23, January, 1936. 
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the thermocouple and its heater are placed in vacuum to reduce loss of heat through 
air conduction. 

Frequency Characteristics of Thermocouples.—Thermocouple instruments give an 
indication substantially independent of frequency over wide ranges. However, if the 
frequency is sufficiently great, the thermocouple instrument will read high. This is 
primarily because skin effect in the heater increases the effective resistance at high 
frequencies, and hence the temperature rise resulting from a given current. Other 
factors, such as stray capacity currents, incipient resonance, etc., also occasionally 
affect the results. : 

The correction for frequency is given in Fig. 35 for a РЕНЕ of commercial 
instruments.? It will be noted that the greater the sensitivity of the instrument the 
better the frequency characteristic. This is because the high-sensitivity instruments 
employ very small heater wires, which, in turn, have small skin effect. 
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Fia. 35.— Curves giving high-frequency correction for certain commercial thermocouple 
instruments. 


The frequency characteristics shown in Fig. 35 are for thermocouples employing 
strip heaters for large currents and wire heaters for small currents. A better fre- 
quency characteristic may be obtained by employing a tube of resistance material for 
the heater, since a tube has less skin effect than a wire or strip of equal resistivity (see 
Par. 4, Sec. 2). 

Measurement of Large Currents.—The measurement of large currents with a 
thermocouple introduces difficulties, because a heater sufficiently large to carry a 


1 This assumes that the thermocouple is at ground potential. If this is not the case, errors are 
introduced by capacity effects unless suitable shielding is employed. For additional information on 
this see J. D. Wallace, The Shielding of Radio-frequency Ammeters, Proc. I.R.E., Vol. 29, p. 1, January, 
1941. 

2 Accurate calibration of thermocouple instruments can be obtained at high frequencies either by 
the use of photometric methods involving a straight length of tungsten filament heated by the current 
to be measured, or by the use of the oscillating-ring electrodynamometer. See John H. Miller, Thermo- 
couple Ammeters for Ultra-high Frequencies, Proc. I.R.E., Vol. 24, p. 1567, December, 1936; J. D. 
Wallace and A. H. Moore, Frequency Errors in Radio-frequency Ammeters, Proc. I.R.E., Vol. 25, p. 
327, March, 1937; H. M. Turner and P. C. Michel, An Electrodynamic Ammeter for Use at Frequencies 
from One to One Hundred Megacycles, Proc. I.R.E., Vol. 25, p. 1367, November, 1937; Harry R. Meahl; 
A Bearing-type High Frequency Electrodynamic Ammeter, Proc. I.R.E., Vol. 26, p. 734, June, 1938; 
Meahl, Michel, Scheldorf, and Dickinson, loc. cit. 
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large current will have considerable skin effect, even at low radio frequencies. Fur- 
thermore, ordinary shunts cannot be employed, because the shunting ratio will be 
affected by the relative inductances of the heater and its shunt, and so will depend 
upon frequency. 

One solution is to employ an array of shunts arranged symmetrically as in Fig. 
36a. Here each filament possesses the same inductance, so that the current divides 
in the same way at high frequencies as with direct current. The condenser shunt 
shown in Fig. 366 has also been used successfully in the measurement of large currents. ! 
It is merely necessary that the capacity in series with the thermocouple have a much 
higher impedance than the thermocouple heater. 





(о) Symmetrical shunts 
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Shunt condenser 
Current tobe ‘Thermocouple 
measured mefer 
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(b) Condenser shunt © Current transformer 


Fra. 36.—Methods that can be employed to measure large radio-frequency currents. 


Current transformers, as shown in Fig. 36c, are also used at low and moderate 
radio frequencies. If electrostatic effects are negligible, the transformation ratio is 
given by the equation 





Primary current L. 4 (2 2 
Secondary current М hk aL) (25) 


where L, and M have the meanings indicated in Fig. 36c and R, is the total resistance 
of the secondary circuit, including the heater. If this total secondary resistance R, 
is small compared with the inductive reactance oL; of the secondary, the transforma- 
tion ratio is independent of frequency. The transformer may have either an air or a 
magnetic core. When the desired transformation ratio is large compared with unity, 
the secondary can be wound on a toroidal ring, through the center hole of which the 
wire carrying the primary current is looped once or twice. 

16. Vacuum-tube Voltmeters.— The vacuum-tube voltmeter is essentially a 
vacuum-tube detector in which the rectified 4-с current is used as an indication of the 
applied alternating voltage. The vacuum-tube voltmeter is the standard instrument 
for the accurate measurement of voltages at audio and radio frequencies. When 
properly made, it can be calibrated at 60 cycles and used up to extremely high fre- 
quencies without any frequency correction. The energy consumption is small in 
any case, and can be made substantially zero when desired. 

Vacuum-tube Volimeters Employing Plate Rectification The most widely used 
type of vacuum-tube voltmeter consists of a triode plate (or anode) rectifier, The 
characteristics obtained with such a device depend upon the adjustments. If the 
bias is so related to the ptate voltage as to allow plate current to flow continuously 


1 Alexander Nyman, Condenser Shunt for Measurement of High Frequency Currents of Large 
Magnitude, Proc. I.R.E., Vol. 16, p. 208, February, 1928. 
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throughout the cycle of applied voltage, as in Fig. 37a, the change in plate current 
produced by the rectifying action is almost exactly proportional to the square of the 
effective value of the applied voltage. Such operation is termed full-wave square-law 
action. If the grid bias is so chosen that the operating point corresponds to cutoff 
and the applied signal is appreciable, as in Fig. 375, the negative half cycles of the 
applied voltage have no effect on the output, and the change in plate current will 
be very nearly proportional to the square of the effective value of the positive half 
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Ее. 37.— Diagrams illustrating action taking place in vacuum-tube voltmeters, 
with operating points chosen to give full-wave square-law, half-wave square-law, and peak 
action. 


cycles. This is termed half-wave square-iaw action. Finally, if the grid bias is appre- 
ciably greater than cutoff bias, as in Fig. 37c, the rectified current is determined 
primarily by the peaks of the positive half cycles, and the instrument tends to become 
a peak voltmeter. 

A number of typical vacuum-tube voltmeters circuits are shown in Fig. 38. In 
the arrangement at a, the indicating meter M reads the total plate current. This 
arrangement is satisfactory if the tube is initially given a bias equal to or greater than 
cutoff, but is otherwise not satisfactory because of the large meter reading with no 
applied voltage. The plate current that flows with ze:» applied voltage can be 
balanced out of the meter by means of an equal and opposite current, as shown at 
Figs. 38b and 38c. The circuit of Fig. 38d, in which there is a resistance in series with 
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the meter, gives a more linear calibration between output indication and applied 
voltage than would be obtained without series resistance. However, this has the 
disadvantage that the voltage drop in the resistance depends upon the applied signal. 
With large applied signal voltages, this causes the 4-с potential actually applied to 
the plate to drop considerably, causing a tendency toward peak action. The circuit 
in Fig. 38e is the same as in Fig. 38c, except that shunts are shown across the output 
meter. This permits the use of a very sensitive instrument M for the accurate meas- 
urement of small voltages, while still enabling large voltages to be measured by 
reducing the sensitivity of M. 

The calibration of the vacuum-tube voltmeters of Fig. 38 can be made independent 
of frequency up to where electron transit-time effects become important. To do this, 
it is necessary merely to make the condensers in the circuit of adequate size, as dis- 
cussed below. 

Vacuum-tube voltmeters of the plate-rectification type normally employ triode 
tubes. If pentodes are used, they are normally reconnected as triodes. since the 
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Ета. 38.— Typical vacuum-tube voltmeter circuits. 





Zero Бо/опсе 


pentode connection gives no advantages and adds complications. Where the signal 
voltage to be measured is large, a tube with low amplification factor is desired, since 
then the grid bias can be sufficient to prevent the large signal voltage from driving 
the grid positive without at the same time requiring the use of an excessively large 
plate potential. When high sensitivity to small applied signal is desired, the tube 
should preferably have a high transconductance in proportion to d-c plate current. 
This characteristic is most completely realized by tubes designed for video-frequency 
voltage amplification. 

The maximum sensitivity obtainable with a vacuum-tube voltmeter is limited by 
the stability that can be achieved in balancing out the d-c plate current from the 
meter. This is because the less the current required for full-scale deflection the more 
precise must be this balance if the deflection in the absence of a signal is not to drift 
appreciably from zero. The chief difficulty in maintaining an accurate zero balance 
comes as a result of variations in the tube voltages, though variations in tube charac- 
teristics either through aging or merely as a result of the “warming up” of the tube 
are also troublesome. When small voltages are to be measured by a vacuum-tube 
voltmeter, it is very important that the power source, including the filament as well 
as the anode, screen, and bias voltages, be carefully regulated. It is also helpful to 
employ circuit arrangements that are inherently stabilized against changes. ‘Thus 
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it is possible to compensate for the effect of filament voltage changes in filament 
tubes by obtaining a portion of the grid bias from a resistance in the filament circuit.! 
À more comprehensive balancing system is obtained by using an auxiliary balancing 
tube to prevent zero drift. By suitable compensating arrangements, this auxiliary 
tube can be made to have equivalent amplification factor and plate resistance that 
are the same as for the voltmeter tube, so that when the two tubes are placed in à 
bridge circuit, the effect of variations in the supply potential on the zero deflection 
of the output meter can be balanced out.? 

Slide-back Vacuum-tube | Voltmeters.—The 
slide-back vacuum-tube voltmeter consists of a 
plate-rectifier type of instrument, as shown in 
Fig. 39, with the bias adjusted so that the plate 
current is reduced to a few microamperes that are 
indicated on the meter M. An unknown volt- 
age is measured by applying it to the grid of the 
tube, after which the negative bias on this grid 
is increased until the d-c current in the plate cir- 
cuit is the same as before the application of the 
signal and the increased bias. The peak value of the positive half cycle of the 
applied wave is then taken as the increase in bias voltage required. 

The results obtained with a slide-back voltmeter are always slightly low by an 
amount that becomes less the larger the applied signal and the sharper the cutoff 
characteristic of the tube. An analysis of the relations existing has shown that when 
the initial plate current is only a few microamperes, the accuracy is independent 
of the exact value of this current, and is determined only by the quantity KE, where 
E is the peak value of the applied voltage and K is a constant determined by the kind 
of cathode and the sharpness of cutoff.? The constant К is of the order of 8 with 





Fie. 39. —Slide- back vacuum-tube 
voltmeter. 
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Ета. 40.—Correction curve for slide-back vacuum-tube voltmeter operated with 
very small initial current, showing ratio of apparent voltage as read to the actual peak 
voltage E. 


sharp cutoff and oxide-coated cathodes, and is less for other tubes. The error to be 
expected is given in Fig. 40, and is seen to be small if the signal is at least moderately 
large. It has been found that best results are obtained with a screen-grid or pentode 


1 See Н. M, Turner, A Compensated Electron Tube Voltmeter, Proc. I.R.E., Vol. 16, р. 799, Septem- 
ber, 1928. 

2See C, Williamson and J. Nagy, Push-pull Stabilized Triode Voltmeters, Rev. Sct. Instruments, 
Vol. 9, p. 270, September, 1938. 

з С, В. Aiken and L. C. Birdsall, Sharp Cutoff in Vacuum Tubes—Slide-back Voltmeter, Trans. 
4 I.E.E., Vol. 57, p. 171. April, 1938. 
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tube connected as a triode, with the screen grid serving as a control electrode and the 
normal control electrode returned to the cathode. Operation in this way provides 
a sharper cutoff characteristic than is given by the usual triode. 

Diode Volimeters.—The circuit of a typical diode vacuum-tube voltmeter is shown 
in Fig. 41a. This is essentially a diode detector in which the load resistance Ё and 
the microammeter M form a d-c voltmeter that indicates the rectified voltage devel- 
oped in the output load resistance R. This potential is a measure of the peak value 
of the applied alternating voltage, and if the load resistance В is high and the applied 
signal large, this potential will be almost equal to the peak. Тһе exact relation car. 
in any case be determined by suitable calibration.! With the diode connected as in 
Fig. 41a, the positive peaks are indicated, while reversing its terminals, as in Fig. 41b, 
will give a measure of the negative peaks. 

Unlike the plate-rectifier type of vacuum-tube voltmeter, the diode consumes 
energy. The equivalent input resistance is R/2n, where у is the efficiency of rectifica- 
tion and will commonly approach unity (see Par. 9, Sec. 7). 

Diode voltmeters can be used in a slide-back circuit, as shown in Fig. 41c. Here 
the signal is applied to the diode in series with a bias that is adjusted so that just a 
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Fic. 41.— Circuits of typical diode vacuum-tube voltmeter. 


trace of plate current flows. The amount of bias required is then almost exactly 
equal to the peak of the applied signal, provided that this signal is reasonably large. 

The tubes used in diode voltmeters depend largely upon the applied potentials. 
When these are small or moderate, it is possible to use the same diodes employed as 
detectors in receivers. With larger potentials, it is customary to use triode tubes 
connected as diodes, or rectifier tubes of the type employed in power-supply systems. 

Frequency Effects in Vacuum-tube V oltmeters—Behavior at Ultra-high Frequencies.*— 
The indication obtained with vacuum-tube voltmeters of the type shown in Fig. 38 
will be substantially independent of frequency for all ordinary frequencies, provided 
that tie condenser C in the plate circuit is an adequate by-pass and provided that 
any resistance-capacity combination that may be in the grid circuit is so proportioned 
as to cause negligible loss of voltage. When properly designed, a vacuum-tube volt- 
meter can be calibrated at 60 cycles and then used at any ordinary audio or radio 
frequency. 

At extremely high frequencies, the calibration of a vacuum-tube voltmeter is 
modified, however, by incipient series resonance between the inductance of the input 
lead and the input capacity, and by transit-time effects. Resonance effects in the 

1 Ап analysis of the diode voltmeter for conditions such that the current through M is only a few 


microamperes is given by Charles B. Aiken, Theory of the Diode Voltmeter, Proc. I.R.E . Vol. 26, p. 
859, July, 1938. 


2 See С. L. Fortescue, Thermionic Peak Voltmeters for Use at Very High Frequencies, Jour, I.E.E., 
Vol. 177, p. 429, 1035 (Wireless Section, I.E. E., Vol. 10, p. 262, September, 1935). 

3 L. В. Nergaard, Electrical Measurements at Wavelengths Less than Two Meters, Proc. I.R.E., 
Vol. 24, p. 1207, September, 1936; E. C. S. Megaw, Voltage Measurement at Very High Frequencies, 
Wireless Eng.. Vol. 13, p. 65, February, 1936; p. 135, March, 1936; p. 201, April, 1936. 
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input lead cause the voltage at the input electrode of the tube actually to be greater 
than the applied voltage, and so make the instrument read high. The amount of 
error is approximately 1 per cent when the frequency is 10 per cent of the frequency 
at which the lead inductance is in resonance with the electrode capacity, and varies 
with the square of the frequency. In the case of the Type 955 “acorn” tube con- 
nected as a diode, the lead error with the shortest possible leads external to the tube 
is approximately 2 per cent at 100 me. 

The transit time of the electrons causes the vacuum-tube voltmeter to read low, 
since some of the electrons that leave the cathode just before the end of the cycle fail 
to reach the plate before the cycle reverses. In diode peak voltmeters of the type 
shown in Fig. 41, the error from transit time is approximately 


Error in voltage _ ха 26) 
Applied voltage луу ( 





where k — a constant that is approximately 1,055 for cylindrical electrodes and 2,110 
with plane electrodes. 
Za = clearance between anode and cathode, cm. 
V = peak value of applied signal. 
` = wavelength, cm. 

A Туре 955 “acorn” tube connected as a diode has a transit time error of approxi- 
mately 3 per cent, with an applied voltage having a peak value of 10 volts at a fre- 
quency of 100 тас.1 

Wave-form Considerations—Vacuum-tube voltmeters are normally calibrated on 
sinusoidal voltages. When thcy are used to measure a distorted wave, the indication 
will then be influenced by the type of adjustment employed in the vacuum-tube 
voltmeter. With a full-wave square-law instrument, the effective value of the wave 
is read, and the phase of the harmonics has no effect, while with a half-wave square-law 
voltmeter, the indication will depend not only upon the magnitude of the harmonies 
but also upon their relative phase, and the same is true even to a greater extent with 
peak instruments. The effects to be expected are summarized in Table 1.? 


| 


TABLE 1 





Full-wave Half-wave Full-wave 





square law | square law linear! Peak 
Turnover possible?........ No Yes No Yes 
Phase of harmonics affect 
теайїпг?................ Мо Үез Yes Yes 


Effect of harmonie com- 
ponent on reading: 
50 per cent second har-| 11 per cent | —6 to +27 |0 to 10 рег | —25 to 4-50 


monic. per cent cent per cent 
50 per cent third Һаг- |11 рег cent | 12.5 per —10 to +16/ 8 to +50 per 
monic. cent per cent cent 














1 This case corresponds to the copper oxide rectifier instrument. 


Reversing the input terminals of a vacuum-tube voltmeter will sometimes change 
the reading of the output meter. This is known as turnover and is caused by even 
harmonics in the applied voltage wave making the positive and negative half cycles 


1L. В. Nergaard, A Survey of Ultra-high-frequency Measurements, R.C.A. Rev., Vol. 3, p. 156, 
October, 1938. 

2 This is based on Irving Wolff, Alternating Current Measuring Instruments as Discriminators 
against Harmonics, Proc. I.R.E., Vol. 19, р. 647, April, 1931. 
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differ in wave form. Turnover is greatest in peak voltmeters, is present in the half- 
wave square-law type, but is nonexistent in full-wave square-law and linear instru- 
ments. When turnover exists, the average of the direct and reversed polarity readings 
will be approximately but not necessarily exactly the correct value. 

Logarithmic Vacuum-tube Voltmeters.—In a logarithmic voltmeter, the indication 
is proportional to the logarithm of the applied potential, leading to a linear decibel 
scale. A logarithmic characteristic can be obtained by applying the voltage to be 
indicated to an amplifier consisting of several stages employing variable-mu tubes 
(see Fig. 42a).! The output of this amplifier is then rectified, and the resulting 4-с 
current used to provide automatic-volume-control action that controls the amplifica- 
tion so that the output tends to be constant with wide variations in input voltage. 
The d-c current developing the automatic-volume-control voltage is then used as an 


Variable-mu tubes 
/ 





X р | \ 
— I Soup ert = Output meter carrying 
current approximately 
(a) proportional to logarithm 
of input voltage 
Diode dectector 
/ 


Output meter 
of d-c amplifier 





Fra. 42,—Logarithmic vacuum-tube voltmeters. 


indication of the amplitude of the applied signal. Such an arrangement has a charac- 
teristic that is reasonably close to logarithmic over very wide ranges of amplitude, and 
is widely used in field-strength recorders, in the testing of loud-speakers, etc. 

Another form of the logarithmic voltmeter suitable for large voltages is shown in 
Fig. 42b. Here a diode rectifier is used to develop a 4-с voltage proportional to the 
input voltage. This rectified output, or a fraction thereof, is then amplified by a 
d-c amplifier employing a variable-mu tube. A logarithmic characteristic over a 
20-db range can be obtained in this way, with still greater range possible by employing 
auxiliary tubes.? 

Another type of logarithmic meter that has been used for indicating small d-c 
currents makes use of the fact that the distribution of emission velocities from a 

1H. A. Wheeler and V. E. Whitman, Acoustic Testing of High-fidelity Receivers, Proc. I.R.E., Vol. 
23, p. 610, June, 1935; 8. Ballantine, High Quality Radio Broadcast Transmission and Reception, 
Proc. I.R.E., Vol. 23, p. 618, June, 1935; K. R. Sturley and R. P. Shipway, A Visual Selectivity Meter 
with Uniform Decibel Scale, Jour. I.E.E., Vol 87, р. 189, 1940; also, Wireless Section, I.E.E., Vol. 15, 
p. 215, September, 1940. ` 

2 John P. Taylor, A D-C Amplifier for Logarithmic Recording, Electronics, Vol. 10, p. 24, March, 


1937; F. V. Hunt, A Vacuum-tube Voltmeter with Logarithmic Response, Rev. Sci. Instruments, Vol. 4, 
p. 672, December, 1933. 
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cathode follows the Maxwellian law.! Accordingly, when the anode potential 
is slightly negative, the actual difference in potential between anode and cathode 
resulting from the passage of a current between these electrodes is a logarithmic 
function of this current. 

Feedback Vacuum Tube Voltmeters for Alternating Currents.—A convenient method 
of measuring small alternating voltages, particularly at audio frequencies, is to apply 
the voltage to be measured to an amplifier that is designed to have an unusually 
constant response over the frequency range of interest, and is preferably provided 
with a large amount of negative feedback. In this way, it is possible to amplify a 
small potential, such as one millivolt or less, up to a level where the amplified output 
can be indicated on a thermocouple, diode, or copper oxide rectifier.? The use of 
feedback makes it possible to obtain an amplification substantially independent of 
tube characteristics, supply-voltage variations, etc. The amplifier gain can accord- 
ingly be set to a desired value, with the assurance that it will not change thereafter. 





Low side 


Q0! volt voltmeter ^ 
resistance 1000.2. or more 


Ета. 43.—Circuit of battery operated vacuum-tube microammeter of feedback type, having 
full-scale ranges of 1078 to 10-3 amperes, suitable for use with ionization gages. 


Direct-Current Vacuum-tube Voltmeters and Microammeters.—Vacuum-tube devices 
are frequently used for the measurement of direct current and voltage. In the case 
of voltage, they have the advantage of consuming negligible energy, whereas vacuum- 
tube microammeters can be built that are rugged and at the same time capable of 
indicating extremely small currents. The simplest vacuum-tube voltmeter for direct 
current is a d-c vacuum-tube amplifier such as is described in Par. 6, Sec. 5, the out- 
put voltage (or the output current) produced by the applied signal being used as an 
indication of the applied voltage. 

A somewhat more elaborate arrangement that is widely used as a d-c voltmeter 
for radio service and test work makes use of an ordinary push-pull 4-с amplifier 
provided with a large amount of negative feedback to direct current to stabilize the 
calibration. А high-resistance (16 to 160 megohms) input potentiometer is provided 
so that the plate, screen, and bias voltages actually existing at the electrodes of a tube 

1 Ralph E. Meagher and Е. Р. Bentley, Vacuum Tube Circuit to Measure the Logarithm of a Diret 
Current, Rev. Sci. Instruments, Vol. 10, p. 336, November, 1939. 

? Such instruments are described by F. E. Terman, R. R. Buss, W. R. Hewlett, and F. C. Cahill, 
Some Applications of Negative Feedback with Particular Reference to Laboratory Equipment, Proc. 
I.R.E., Vol. 10, p. 649, October, 1939; Stuart Ballantine, Electronic Voltmeter Using Feedback, Elec- 


tronics, Vol. 11, p. 33, September, 1938. 
з This is the Rider Volt-ohmyst. 
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may be obtained with accuracy, even when extremely high impedances are in series 
with the electrodes. 

D-e voltages can also be measured by a feedback instrument such as is illustrated 
in Fig. 48.1 Here a three-stage direct-current amplifier is provided with a large 
amount of negative feedback that is effective with direct currents. In operation, an 
initial adjustment is made by short-circuiting the input terminals of the amplifier 
and adjusting the potentiometer P until voltmeter V reads zero. The magnitude 
of an unknown d-c voltage applied to the input is then given directly by the reading 
that this signal produces on voltmeter V. This is because the voltmeter deflection 
represents the feedback voltage, and with large feedback this is almost equal to the 
applied voltage. Direct-current instruments of the feedback type are widely used 
for the measurement of currents of the order д 

à m : | ; ower 
of 107? to 10-8 ampere in connection with source 
lonization gages. Неге the current to be 
measured is passed through a resistance such 
that the resulting voltage drop can be read C 
on a 0.1-volt scale. ur 

16. Cathode-ray Tube Voltmeters and uf 
Ammeters.—Cathode-ray tubes are fre- Е, 
quently used to measure peak voltage, and (M) 
are occasionally employed for peak current 
measurement. А voltage to be determined < 
n й . В ш 
is applied to the electrostatic deflecting 
plates, and the length of the resulting line i eo 
noted. Calibration can be made with a 4-с 
voltage or with an alternating voltage of any Load x m 
convenient frequency. The calibration is #18. 44— Circuit diagram of vacuum- 
н А tube wattmeter. 
independent of frequency until the frequency 
becomes so high that the time required by the electrons in the beam to travel the 
length of the deflecting plates is not negligible compared with a cycle. 

A current can be measured with a cathode-ray tube by passing the current through 
magnetic deflecting coils and noting the resulting deflection of the spot. Calibration 
can be obtained by using either direct current or 60-cycle alternating current. This 
method of measuring current has the disadvantage that the reactance of the deflecting 
coils produces a high voltage drop unless the frequency is very low. 

17. Power Measurements.—The commonest method of determining power at 
audio and radio frequencies is to measure the resistance В of the circuit, and observe 
the rms current / that flows. The power is then F?R. 

A modification of this procedure consists in determining the voltage developed 
across а resistance load and then evaluating power from the fact that the power is 
E?/R. This method is frequently used in determining power on nonresonant trans- 
mission lines. The common power-level indicator for audio frequencies is also an 
instrument of this class. Here a copper oxide meter is used to determine the voltage 
developed across a known impedance, usually the impedance furnished by a 500- or 
600-ohm line. 

Calorimetric methods of power measurement are sometimes used when large 
powers are involved or when the frequency is so high that ordinary measuring methods 
are d'ffieult to employ. А typical example is in the case of water-cooled power tubes, 
where the power dissipated in the tube (including filament heating power and dissi- 
pation at the grid) can be determined with fair accuracy from the temperature rise 


1A, W. Vance, An Improved Vacuum Tube Microammeter, Rev. Sci. Instruments, Vol. 7, p. 489, 
December, 1936. 


938 RADIO ENGINEERS’ HANDBOOK [Sec. 13 


of the cooling water. The output is then obtained by subtracting this dissipation 
from the total input power. 

Photometer methods are also employed to some extent by comparing the power 
to be determined with a known and controllable power measured with direct-current 
instruments. A typical example consists in using the unknown power to heat the 
filament of a lamp and then evaluating this power in terms of the d-c heating power 
required to give the same light emission (or same thermionic emission). 

A variation of this is to determine the power dissipated in a filament by a high- 
frequency current by measuring the increase in resistance of the filament, or the 
amount of reduction necessary in d-c power supplied the filament in order to keep the 
filament resistance constant. 

Several types of vacuum-tube wattmeters have been proposed.! One arrangement 
consists of two square-law vacuum-tube voltmeters arranged as in Fig. 44. Неге 
one of the applied voltages E; or Ё» is proportional to the voltage, and the other 
is made proportional to current. It can be readily shown that the difference in the 
d-c output currents as read by the meter M in Fig. 44 is then proportional to Е.Е, 

cos 6, where 0 is the phase difference 

i between Е. and Ез. Other types of 

vacuum-tube voltmeters employ a 
single multielectrode tube operated 


<, wire, 
+ under conditions such that when the 
Берта е > 
г 
of pone х © ® 
N 
E Ec) 
Fic. 45.—Cathode-ray tube connected to meas- Ета. 46.—Three-ammeter shunt- 
ure power dissipated in a load. reactance method of measuring 
power. 


voltages E; and Es are applied to different electrodes, the change in d-c plate current 
is proportional to Е.Е cos 6, and hence to power. 

Cathode-ray tubes can be used to measure power by means of the circuit shown 
in Fig. 45.2 The deflection along one axis is made proportional to the load voltage, 
and along the other axis proportional to the instantaneous integral of the current, 
i.e., to the charge upon the capacity C. The resulting diagram traced by the fluor- 
escent spot is a closed loop, the area of which is proportional to the power loss per 
cycle. Calibration can be made by introducing known losses or by calculation. 

The three-ammeter shunt-reactance method of measuring power shown in 
Fig. 46 is often used to determine power in radio-frequency transmission lines or the 
power developed by a radio transmitter. Analysis of this circuit shows that the 
power in watts flowing through the device is 


Watts = 2X. VSS — Ia) (S — Lh) (S — 1.) (27) 





where X. =. reactance of shunt condenser, ohms. 


1H. M. Turner and F. T. McNamara, An Electron Tube Wattmeter and Voltmeter and a Phase- 
shifting Bridge, Proc. I.R.E., Vol. 18, p. 1743, October, 1930; Н. О. Peterson, U.S. Patent 1,586,553; 
John В. Pierce, A Proposed Wattmeter Using Multielectrode Tubes, Proc. I.R.E., Vol. 24, p. 577 April, 
1936; R. J. Wey, A Thermionic Wattmeter, Wireless Eng., Vol. 14, p. 490, September, 1937. 

2 See Harris J. Ryan, A Power Indicator Diagram for High Tension Circuits, Trans. A.I.E.E., Vol. 
30, Pt. 11, p. 1089, 1911; A. Hoyt Taylor, The Measurement of Radio-frequeney Power, Proc. I.R.E., 
Vol. 24, p. 1342, October, 1936. 

з See P. M. Honnell and E. B. Ferrell, The Measurement of Harmonic Power Output of a Radio 
Transmitter, Proc. I.R.E.. Vol. 22, p. 1181, October, 1934. 
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Ia, Dy, I. = currents in the three meters (see Fig. 46). 


_ В + ho + Ie 


Р 2 


The best accuracy is obtained when the reactance of the shunt condenser is sueh that 
Ть and Г. are of the same order of magnitude. The accuracy becomes small when 
the load is highly reactive. 

An approximate determination of a-c power absorbed by a load can be made by 
using a rectifier to supply the 1оа4.1 If the tube impedance is very small compared 
with the load resistance, the power dissipated in the tube is small compared with 
the d-c power dissipated in the load. The latter power accordingly is only slightly 
less than the total power delivered to the system, and can be measured with d-c 
instruments, provided an inductance-capacity filter is used to smooth out the current 
in the load resistance. 

18. Volume Indicators.—In the monitoring of program circuits, it is necessary 
to employ an instrument that will indicate the power level of the audio-frequency 
currents involved. Inasmuch as these currents fluctuate in intensity in accordance 
with the amplitude of the speech or music, the ballistic characteristics of such an 
instrument are fully as important as the characteristies under steady-state conditions. 
In order to achieve uniformity, the characteristics of a standard volume indicator 
have been agreed upon, together with a standard reference level to be used in express- 
ing power level in program circuits.? 

The standard volume indicator consists of a full-wave copper oxide rectifier 
voltmeter having an input impedance of 7,500 ohms, and is calibrated on the assump- 
tion that the instrument will be shunted across a 600-ohm line. The instrument is 
calibrated in terms of decibels, with zero level (or 100 per cent modulation) corre- 
sponding to a milliwatt of power in the 600-ohm line under steady state conditions. 
The ballistic characteristics are such that the sudden application of a single-frequency 
voltage that gives a steady state reading of zero level will cause the pointer to over- 
swing by 1 to 1.5 per cent and to reach 99 per cent of the steady state deflection in 
0.3 seconds. Because of these ballistic characteristics, the instrument does not read 
the actual instantaneous power level in db, but rather indicates a mean level based 
on an average over a short period of time. Because of this, the scale markings are 
referred to as volume units, abbreviated “уп,” rather than decibels. The scale 
reading in volume units will correspond to decibels with reference to one milliwatt 
only in the case of steady-state sine-wave voltages. 


WAVE FORM AND PHASE 


19. Harmonic Analysis of Waves.—The wave shape of an alternating voltage or 
current can be obtained with the aid of an oscillograph, a cathode-ray oscillograph 
employing a linear sweep being most commonly used. 

Periodic electrical waves can always be expressed as the sum of a direct-current 
component plus a series of alternating components that are all harmonics of the 
fundamental frequency of the wave; t.e., if E is a periodic function, one can write 


Е = Do + О, sin (wt + #1) + Ce sin (2o + $.) + Сз sin (Bt + Фз) + Фа: s. (28a) 


where · Dy = amplitude of direct-current component. 
Ci, Съ, etc. = amplitudes of corresponding alternating-current components. 


1P. M. Honnell, R-F Power Measurements, Electronics, Vol. 13, p. 21, January, 1940. 

? H. А. Affel, Н. A. Chinn and В. M. Morris, New Standard Volume Indicator and Reference Level, 
Electronics, Vol. 12, p. 28, February, 1939; H. A. Chinn, D. K. Gannett, and R. M. Morris, A New 
Standard Volume Indicator and Reference Level, Proc. Г.В.Е., Vol. 28, p. 1, January, 1940. 
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фі, фо, etc. = phase angle of corresponding alternating-current components. 
w = 2r times the fundamental frequency of the wave. 
Equation (28a) is often rearranged as 


E = Aisin of + А, sin 2ot + Аз sin Зої +... 


+ Do + В, cos wt + В» cos 2wt + Ba cos Зої + +--+ (28b) 
where V År? + Br? = Cy. 
7 
d. = tan фи. 


Fourier Method of Determining the Coefficients of an Arbitrary Wave.—The coeffi- 
cients appearing in Eq. (285) can be evaluated with the aid of the following integrals: 


1 ‘wt 2T М 
А, = = ЖИЕ E sin not d(wt) (29a) 
1 wt = 27 
B, = =f E cos not d(wt) (29b) 
D, = 1 imum d 
57 2r Jut-o (89 vee 


where E represents the curve being analyzed. 
Examination of Eq. (29) shows that the d-c component До is equal to the average 
amplitude of the wave when averaged over a full cycle. The B4 component is obtained 


One cycle 


Fig. 47.—Arbitrary curve with six equally spaced ordinates. 


by multiplying the curve Е by cos nwt, and dividing the area under the resulting 
curve for one cycle by т. The А, coefficient is likewise obtained by multiplying 
the wave E by sin nwt, obtaining the area under the resulting product for a full cycle, 
and dividing by т. 

The integrations indicated in Eq. (29) can be carried out graphically even when 
the wave E cannot be expressed analytically. It is necessary merely to plot the 
product under the integral sign point by point and obtain the resulting net area 
(positive minus negative areas) by the use of a planimeter, by Simpson’s rule, by 
counting squares, etc. 

The Fourier method gives directly the correct amplitude of azy particular com- 
ponent, irrespective of the presence or absence of other components. 

Schedule M ethod.—In the schedule method of wave analysis, one cycle of the wave 
that is to be analyzed is divided into a number of equally spaced ordinates, as shown 
in Fig. 47. As many coefficients in Eq. (285) as there are ordinates are then evaluated 
so that the resulting curve will pass through the selected points. Thus, in Fig. 47, 
it is possible to obtain an equation that will pass through the selected ordinates by 
assigning proper values to Аз, А», Do, Bi, B», and B; while all other coefficients in 
Eq. (28b) are assumed equal to zero. Evaluating the coefficients to accomplish this 
result involves solving as many simultaneous equations as there are coefficients to be 
evaluated. By taking advantage of the fact that the ordinates are evenly spaced, 
the solution of these simultaneous equations can be simplified to the point where it 
involves performing only a few simple multiplications and carrying out a series of 
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simple additions and subtractions. These operations are commonly indicated by a 
form or schedule—hence the name “schedule method.”! А simple schedule for the 
case of six ordinates is given in Table 2. Schedules for 12-, 18-, and 36-point analyses 
are available for the general case where there is a direct-current component and both 
even and odd harmonics, and also where only odd harmonics are present. These 
schedules with more ordinates are naturally more complicated than the one shown in 
the accompanying table, but will likewise evaluate a greater number of coefficients. 


TABLE 2,.—Srx-poInT SCHEDULE Invo.vine Born Even AND Орр HARMONICS AND A 
Constant TERM 
































Meas- Sine terms Cosine and constant terms 
ured | Sums | Differ- 
ordi- ences 
nates А: апа А» Bı and B; B, and B; 
yo 80 do . 
yi ys 81 di |sin30?| ............. —82 81 
Yo Ys 85 da sin 60? di а, 
ya $3 аз sin 90°|............, So —83 | 8o + 82 Sı + 83 
Bums Se . S/S 2, Ee", Em 
оозе а 
CERA у Holl ГА т QE 
Ay = SUS в, = 8° = 8. В; = 8° 2-5 
CHECKS 
So = (Bo + Вз) + (Bi + Bo) 
$2 = 2(Bo + B3) — (Bi + В») 
So + s2 = 3(Bo + Вз) 280 — s2 = 3(Bı + В») 
sı = 2( E E qu 
зз = (Bo — D 1 — D2 
51 + s = 8(В + Bs) 51 — 2s; = 3(B, — B3) 
= 2(Ai + Аз) sin 60° 
= 2(A, — Аз) sin 60° 


Procedure.—The measured ordinates are first written down in two columns in the order indi- 
eated. In the next two columns appear the sums sm of the ordinates, found by adding those in 
the same row, and the differences dm of the same ordinates, In the fifth column are indicated the 
trigonometric functions which enter into the calculation. The rest of the schedule indicates in an 
abbreviated form what products are to be formed, the convention being adopted that each quantity 
Sm or dm is to be multiplied by the sine of the angle wnich appears in the same row at the left. 
Thus one forms the product 41 sin 60? in one case, of — 32 sin 30° in another case, and (51 + 33) 
sin 90° in still another. 


The schedule method evaluates the coefficients so that the resulting curve is correct 
for the selected ordinates. Between these points, the computed and actual curves 
will not agree, however, unless the coefficients evaluated are the only coefficients 
actually present in the wave. Thus, in Fig. 47, the schedule method will not give 
the correct result if there is some fourth harmonic present. It is therefore necessary 


7 The method of deriving schedules is described by Г. W. Grover, Analysis of Alternating-current 
Waves by the Method of Fourier, with Special Reference to Methods of Facilitating Computations, 
Reprint 203, Bur. Standards Bull., Vol. 9, 1913. This publication gives a number of schedules. 
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Ета. 48.—Schematic diagram of heterodyne wave analyzer. 
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to use enough ordinates to permit the 
evaluation of all important frequency 
components present in the wave. 

20. Wave Analyzers.—A wave ana- 
lyzer is an instrument for experimentally 
determining the frequency components 
of a complex wave. Some of the more 
important practical types of wave ana- 
lyzers are described below. 

Heterodyne Wave Analyzer.——In the 
heterodyne method of wave analysis, 
the complex wave to be investigated is 
modulated on a carrier by means of a 
balanced modulator, and the carrier fre- 
quency is adjusted so that a side-band 
component corresponding to the desired 
component of the complex wave has a 
predetermined frequency. The output 
of the balanced modulator then goes to 
a highly selective amplifier that re- 
sponds to this particular predetermined 
frequency, but to no other frequency, 
and the amplifier output is then meas- 
ured by a vacuum-tube voltmeter or 
other device. Calibration is usually 
accomplished by inserting a known 
60-cycle voltage in the system and then 
adjusting the amplifier gain to give a 
standard output. A wide range of volt- 
ages can be measured by employing an 
attenuator to the input of the first tube, 
together with an adjustable gain con- 
trol in the fixed amplifier. A schematic 
circuit diagram of a typical heterodyne 
wave analyzer is shown in Fig. 48. 

There are two types of selective fixed 
amplifiers suitable for use in heterodyne 
wave analyzers. One arrangement em- 
ploys a crystal filter having a band-pass 
characteristic centered at a frequency of 
about 50 kc. А selectivity curve of an 
amplifier of this type is shown in Fig. 
49, and is characterized by a flat re- 


1 Further discussion of this method is given 
by L. B. Arguimbau, Wave Analysis, General 
Radio Experimenter, Vol. 7, p. 12, June, 1933; 
C. R. Moore and A. 8. Curtis, An Analyzer for 
the Voice Frequency Range, Bell System Tech. 
Jour., Vol. 6, p. 217, April, 1927. The latter 
reference discusses especially the problem of 
avoiding false indications produced by high- 
order modulation products. A modified form 
to heterodyne wave analyzer capable of operat- 
ing up to 100 ke is described by A. G. Landeen, 
Analyzer for Complex Electrie Waves, Bell Sys- 
tem Tech. Jour., Vol. 6, p. 230, April, 1927. 


Par. 20] MEASUREMENTS 943 


sponse over a frequency band about four cycles wide, with very sharp discrimination 
against frequencies outside this band. ‘The other arrangement employs ordinary reso- 
nant circuits in which the selectivity can be made high, and also controllable, by the use 
of negative feedback.! The basic circuit arrangement, shown in Fig. 50, makes use 
of a resonant circuit LC associated with resistors А.з such that at the resonant 
frequency the negative feedback through А.А; is balanced by positive feedback 
through В.С. At frequencies off resonance, this is no longer the case, and there is 
a net negative feedback that reduces 0 

the output. This reduction in out- “So 

put is in addition to that arising from ҮТҮ 





the selectivity of the tuned circuit, Nv feedback system 
V of obtaining РИ 


and so increases the effective selec- X prt 
tivity or effective Q of the resonant 2 ME слу 
circuit, but does so without chang- dE S 
ing the response at resonance. The à | 
amount of selectivity increase ob- 
tained in this way depends upon the titer N | | | 
amount of negative feedback, and \ 
can be varied by the potentiometer IN 
P as shown. The selectivity char- X 
acteristics of a commercial four-stage АІ 
\ 
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system of this type operating at ap- 60 LLL 
proximately 20 ke is shown by the р 2 5 0 20 
dotted lines in Fig. 49. The maxi- Cycles of Resonance 
mum selectivity compares favorably Fre. 49.—Selectivity curves of heterodyne wave 
with that given by the crystal filter, analyzers. 

and there is the added flexibility of ability to control the selectivity. 

The heterodyne wave analyzer is the most widely used device for obtaining the 
frequency components of a complex audio-frequency wave. It can be built so that 
the full audio-frequency range is covered by one sweep of the tuning dial controlling 
the heterodyne frequency, which greatly facilitates the search for frequency compo- 
nents. The chief limiting feature of a heterodyne wave analyzer is that the first 





о 100 





+E, > = *Eg = = + Ев 
Fie, 50.—Method of obtaining high and controllable selectivity by the use of negative 
feedback. 


detector introduces spurious cross-modulation products that cannot be kept lower 
than about 60 or 70 db below the desired output. This sets a limit to the smallest 
frequency component that can be measured in the presence of large voltages of other 
frequencies. 


1 Е, E. Terman, В. В. Buss, W. В. Hewlett, and Е. C. Cahill, Some Applications of Negative Feed- 
back with Particular Reference to Laboratory Equipment, Proc. I.R.E., Vol. 10, p. 649, October, 1939. 
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Fundamental Suppression Methods of Distortion Measurement.\—The rms distortion 
of a wave is defined as the effective value of the harmonics, divided by the fundamental 
frequency; i.e. 





Vie +1... 
li 





rms distortion 





(30) 


where Г», Is, etc. are the effective values of the various distortion components and Г. 
is the effective value of the fundamental. 

The rms distortion can be obtained by suppressing the fundamental frequency 
and then measuring the part of the wave that remains, with the use of a thermocouple 
or square-law vacuum-tube voltmeter. Suppression of the fundamental can be 
accomplished by the use of a high-pass filter so designed that the harmonics lie in the 
pass band, while the fundamental is severely attenuated. An alternative arrange- 
ment is to employ a bridge, or bridged-T network, that is balanced for the fundamental 
frequency but is decidedly unbalanced for the harmonics. Examples of such networks 





Input Distortion 





LCC resonant at fundamental 
frequency 
R adjusted for fundamental 
suppression ° 
(a) Bridge circuit (b) Bridged T 


Ета. 51.— Typical networks used in measuring distortion by suppression of the fundamental. 


| D 
Circuits resonant’ 
to fundamental 
frequency 


are shown in Fig. 51. By employing resonant circuits in these networks that have a 
Q of at least 3 to 5, it is possible completely to suppress the fundamental frequency 
and leave the harmonics practically unaffected.? A commercial distortion meter 
based upon the network of Fig. 51b is shown in Fig. 52. Here switch S is at first 
thrown to A, and the output indication is observed after condenser C and resistance В 
of the filter network have been adjusted for fundamental suppression (as indicated by 
minimum output, indication). Switch S is now thrown to B, and the attenuator is 
adjusted to give the same output indication as before. The attenuator reading is 
then the rms distortion in db below the fundamental. 

Distortion-measuring instruments based on the suppression of the fundamental 
frequency are much simpler and less expensive than wave analyzers of the heterodyne 
type. However, they give only the total distortion and not the amplitudes of the 
individual distortion components; they can be used only in dealing with a fundamental 
and its harmonics, and not in such cases as two independent waves that have funda- 
mental frequencies unrelated to each other, and they are convenient only when 
measurements are to be made at a few specified fundamental frequencies. 

Miscellaneous Methods of Wave Analysis.—A complex wave can be analyzed by 
applying it to a tuned amplifier and adjusting the resonant circuits to separate out the 


1 Additional discussion of this subject is given by D. F. Schmit and J. M. Stinchfield, Measuring 
Harmonie Distortion in Tube Circuits, Electronics, Vol. 1, p. 79, May, 1930; H. M. Wagner, À Note on 
the Fundamental Suppression in Harmonic Measurements, Proc. I.R.E., Vol. 23, p. 85, January, 1935; 
J. Н. Piddington, A Fundamental Suppression Type Harmonic Analyzer, Proc. I. R.E., Vol. 24, p. 501 
April, 1936. 

2 When Q = 3, the second harmonic suffers only 0.5 db attenuation in the circuit of Fig. 51b. 
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component to be measured so that it can be separately evaluated.! This arrangement 
is not convenient for general audio-frequency work, however, since if a considerable 
frequency range is to be covered, the manipulation of the tuned circuits is slow, 
particularly when the exact frequencies contained in the wave being analyzed are 
unknown. It is also necessary to make a separate calibration for each frequency. 

A modified form of tuned analyzer widely used in analysis of sound is illustrated 
schematically in Fig. 53.2 This consists of a two-stage amplifier provided with а 
negative feedback circuit consisting of a parallel-T null network. At the null fre- 
quency, there is no feedback, and the full gain of the amplifier is realized. However, 


Bridged-T 


Source of Attenuator network Output 


voltage to adjustable 


be measured 0-60db. ia. Indicator 





N Distortion measuring sef 
Fig. 52.—4 practical distortion meter based on the network of Fig. 516. 


at other frequencies, there is feedback that reduces the gain and results in a response- 
curve as shown. The null condition is obtained when 


Съ = 0s = uy (81) 
Rs = Rs = 28: 
The null frequency f» occurs when 
dm 1 
9 272,0 


This frequency сап be readily controlled by simultaneously varying Rs, Re, and Rr. 
It is possible in this way to cover a 10 to 1 range, with decimal multiplying factors 
available by varying Cs, Се, and C; in decade steps. A wave analyzer of the type 
shown in Fig. 53 provides constant percentage selectivity over a wide frequency 
range, in contrast with the heterodyne type of analyzer that gives a constant band 
width in cycles. 

The amplitude of a particular frequency component of a complex wave of low or 
moderate fundamental frequency can be determined by passing the wave through 
one coil of a dynamometer instrument, while a search current of controllable fre- 
quency is passed through the other coil. The operation of the device depends upon 
the fact that the instrument pointer will not be deflected unless the frequency of the 
search current is equal to or very close to the frequency of the component being 
measured. When the difference between the two frequencies is a fraction of a cycle 

1 Ап instrument of this type for the frequency range 25 to 3,000 cycles is described by R. G. MeCurdy 
and P. W. Blye, Electrical Wave Analyzers for Power and Telephone Systems, Trans. A.I.E.E., Vol. 
48, p. 1167, October, 1929. 


2 H. Н. Scott, A New Type of Selective Circuit and Some Applications, Proc. I. E. E., Vol. 26, p. 226, 
February, 1938. 


3 M. G. Nichcison and W. M. Perkins, A Simple Harmonic Analyzer, Proc. I.R.E., Vol. 20, p. 734, 
April, 1932. 
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per second, the pointer will pulsate at the difference frequency with an amplitude of 
pulsation equal to Г.Г, where Г, is the effective amplitude of the unknown component 
(corresponding to coefficient С, in Eq. (28а), and J, is the effective amplitude of the 
search current. Thus, to analyze a wave, one varies the frequency of the search 
current and notes the frequencies at which beats occur. Each appearance of beats 
indicates a frequency component in the unknown wave equal to the search frequency, 
having an amplitude proportional to the amplitude of the beats. 
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Fra. 53.—Schematic circuit of tuned analyzer in which selectivity is obtained with the aid 
of a null network in a feedback circuit. 


The dynamometer method of analyzing a complex wave has the merits of simplic- 
ity and directness. The ability of the method to measure accurately small harmonic 
components in the presence of large components of other frequencies is determined 
by the allowable power dissipation in the dynamometer coils, since this limits the 
current that can be passed through the coils and hence the amplitude of the beats. 
With practical instruments of the proper sensitivity, there is no difficulty in measuring 
the distortion commonly encountered in power amplifiers. 

Another simple method of harmonic analysis, not limited to the low frequencies 
at which a dynamometer instrument will operate, involves superimposing the search 
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voltage upon the wave being analyzed and then applying the combination to a full- 
wave square-law vacuum tube voltmeter, as shown in Fig. 54.1 

In such an arrangement, the vacuum-tube voltmeter indicating meter will give a 
steady deflection, depending only upon the effective value of the combined wave. 
When the search voltage has a frequency within a fraction of a cycle of some frequency 
component contained in the unknown wave, then beats are superimposed upon this 
steady deflection. These beats have a crest amplitude proportional to Е.Е, where 
E, is the crest amplitude of the search-frequency voltage and £, is the crest amplitude 
of the frequency component of the unknown wave that differs from the search fre- 
quency by only a fraction of a cycle. Опе can thus measure amplitude and frequency 
of each component of the unknown wave by varying the search frequency and noting 
the frequencies at which beats occur and the amplitude of the beats. This arrange- 
ment is simple and direct, but has the disadvantage that the ability to measure small 
harmonic components in the presence of large components of other frequencies is 
limited, first, by the fact that the total voltage applied to the vacuum-tube voltmeter 
(sum of unknown and search voltages) must be limited to the square-law part of the 
tube characteristic and, second, by the most sensitive meter that is practicable to 
use in the output of the vacuum-tube voltmeter. 





м 
N 
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Fra. 54.—Vacuum-tube voltmeter method of analyzing wave forms. 


21. Phase Measurement.*—The cathode-ray tube is the most widely used instru- 
ment for obtaining the phase differences between two voltages. The usual procedure? 
consists in applying one wave to the horizontal deflecting plates and the other wave 
to the vertical deflectors.4 This gives an elliptical pattern on the cathode-ray tube, 
the exact character of which depends upon the relative phase and relative amplitudes 
of the two voltages involved. Patterns in typical cases are shown in Fig. 55. The 
phase difference @ between the two waves is given by the formula 


sin 0 = + (32) 


where A and B have the significance shown in Fig. 55. The quadrant must be worked 
out from the orientation of the major axis of the ellipse and the direction in which 


1C. G. Suits, A Thermionic. Voltmeter Method for the Harmonic Analysis of Electrical Waves, 
Proc. І.В. Е., Vol. 18, р. 178, January, 1930. 

aA method of obtaining the curve of phase shift as a function of frequency of a network, using cathode- 
ray presentation, is described by B. D. Loughlin, А: Phase-curve Tracer for Television, Proc. I.R.E., 
Vol. 29, p. 107, March, 1941. 

з Extensive discussions of the subject are given by M. Levy, Methods and Apparatus for Measuring 
Phase Distortion, Elec. Comm., Vol. 18, p. 206, January, 1940; H. Nyquist and S. Brand, Mensurement 
of. Phase Distortion, Bell System Tech. Jour., Vol. 9, p. 522, July, 1930. 

4 An alternative procedure that has been proposed consists in applying one wave to one set of deflec- 
tors and using a pulse derived from the reference voltage to increase momentarily the spot intensity at 
a given phase position by applying this pulse to the control electrode of the cathode-ray tube. For. 
further details, see B. D. Loughlin, Vector Response Indicator, Trans. A.I.E.E., Vol. 59, p. 355, June, 
1940. 
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the spot travels. Uncertainty as to the direction in which the spot travels can always 
be eliminated by shifting the phase of one of the deflecting voltages in a known direc- 
tion and noting the effect on the pattern.! . 

Phase shift can also be measured by a variety of other methods. Thus if the 
amplitudes of two voltages between which the phase difference is desired are measured 
individually and then their sum is measured, one can construct a vector triangle 
and obtain the phase difference. Also, it is possible to superimpose the two voltages, 
read their sum with a vacuum-tube voltmeter, and then shift the phase of one voltage 
by means of a phase shifter until the indication is either maximum or minimum, indi- 
cating the two voltages either in the same phase or phase opposition, respectively.? 


Phase ——. Phase Phase Phase 
difference=0 difference=45° difference-90" difference =135° 


A 








Equal amplitudes and varying phase differences 


Large vertical deflection Equal amplitudes Small vertical deflection 
\ I 


e A 


Constant phase difference of 45° but varying 
amplitude on vertical deflection 
Fic. 55.—Typical patterns produced by cathode-ray tube when sinusoidal voltages of 


the same frequency but differing in phase and amplitude are applied to the horizontal and 
vertical deflectors.: 


Another possibility is to pass one wave through one coil of dynamometer instrument 
and the other wave through the other coil. The instrument will then read I; cos 6, 
where Г, and Г are the currents in the two coils of the meter and @ is the phase differ- 
ence between these currents. 

The phase difference between two waves is not affected by heterodyning both 
waves simultaneously with the same voltage and rectifymg to convert to a new 
frequency. This permits the actual determination of phase difference to be made 


1 Other methods of determining the direction of travel of the spot are described by E. В. Mann, 
A Device for Showing the Direction of Motion of the Oscillograph Spot, Rev. Sct. Instruments, Vol 5, 
p. 214, June, 1934; J. R. Haynes, Direction of Motion of Oscilloscope Spot, Bell Lab. Rec., Vol. 14, p. 
224, March, 1936. 

з An alternative arrangement consists in applying the two waves to the two deflectors of a cathode- 
ray tube and shifting phase until a line is obtained instead of a ellipse. A phasemeter based on this 
principle is described by J. P. Taylor, Cathode-ray Antenna Phasemeter, Electronics, Vol. 12, p. 62, 
April, 1939. s 
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at any convenient fixed frequency merely by employing a heterodyne oscillator and 
detector adjusted to give the desired difference frequency. : 

22. Phase Shifters.—Phase-shifting devices find use in the measurement of phase 
and also have other applications in measurement work. A great many arrangements 
for shifting phase have been devised, of which a few of the more common are shown in 
Fig. 56.2 At a, varying the resistance R causes the phase of the voltage Ea, to varv 
continuously over a 180° range with no change in magnitude.? The circuit of Fig. 56b 
employs a capacity load in the plate circuit of a pentode tube, causing the voltage 
between plate and control grid to differ in phase by 90°. The voltage between the 
slider on potentiometer P and ground can accordingly be varied continuously over a 
90° range by means of this slider. The disadvantage is that the amplitude of the 
voltage is not constant, although it can be made the same at the two extreme positions 
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Ете. 56.—Phase-shifting devices. 
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if the transconductance of the tube is adjusted so that the amplification is exactly 
unity. | . 

The circuit of Fig. 56c employs a rotating magnetic field produced by two crossed 
coils carrying current differing in phase by 90°. When a pickup coil is placed in the 
field of such an arrangement, the phase of the induced voltage will depend upon the 
position and can be varied through 360° by merely rotating the coil. 

Electrostatic phase shifters are shown in Figs. 56d and 56e. The first of these 
employs two double-stator condensers with specially shaped rotors mounted on a 


1 Phase-measuring equipment making use of this principle is described by Levy, loc. cit.; H. T. Friis, 
Oscillographic Observations on the Direction of Propagation and Fading of Short Waves, Proc, I .В.Е., 
vol. 16, p. 658, May, 1928; R. В. Law, A New Radiofrequency Phase Meter, Rev. Sct. Instruments, Vol. 
4, p. 537, October, 1933. 

2 A general survey of bridge type of phase shifters is given by F. A. Everest, Phase Shifting up to.360 
Degrees, Electronics, Vol. 14, p. 27, November, 1941. - 

з This arrangement can be readily extended to cover other quadrants by means of additional circuits 
combined with a suitable switching arrangement; see K. Kreielsheimer, Phase Adjuster, Wireless Eng., 
Vol. 17, р. 439, October, 1940. А slightly different arrangement is described by О. О. Pulley, А Соц. 
tinuously Variable Phase-shifting Device, Wireless Era., Vol. 13, р. 593, November, 1936. 
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common shaft.! By supplying voltages that are in quadrature to the two pairs of 
stators as shown, the voltage between the rotor system and ground can be varied 
through 360? in phase by rotating the shaft. The arrangement at Fig. 56e is a 
modification of this, and involves a single circular rotating plate mounted with tlie 
axis off center, as shown, with four stators.? 


FREQUENCY MEASUREMENTS 


23. Standards of Frequency.— The fundamental standard of frequency is the 
period of rotation of the earth. This can be measured with great.accuracy by astro- 
nomical methods,? and might be thought of as a standard frequency of one cycle per 
day. All standards of frequency must ultimately be referred to this fundamental 

source of frequency for calibration sources. 

Electric Primary Standards of Frequency.—A pri- 

clock mary standard of frequency is an oscillator 

that generates a frequency that is very con- 

о. | stant over long periods of time and that is 

multivibrator| ^ ^ ОА Кс.зедиетсе checked against the earth’s rotation at 

À regular intervals. All commercial primary 

ЧКс, pu Standards of frequency employ crystal oscil- 

multivibrator | 1 Kc. sequence lators in which every possible precaution is 

taken to obtain the maximum possible fre- 

quency stability. Thus, the crystal is al- 

ways a low-temperature coefficient type, 

БОКЕ and із maintained in a constant .tempera- E 

enl а а 50 Ke.sequence ture oven; the associated ‘electrical circuits 

are proportioned so that slight changes in 

their constants will have a minimum of 

Crystal effect on frequency, etc.4 The frequency 

oscillator of the crystal ın а primary standard is usu- 

50 Kc. ally adjusted to exactly 50 or 100 kilocycles, 

: with means provided to correct the frequency 

aude Py Prep standard of te” over a range of a fow cycles by altering the 

rangement. - electrical network . associated with the 

crystal. The crystal of a primary standard 

is used to control a chain of multivibrators that reduces the crystal frequency to an 

audio value, commonly 1 ke, which is used to operate an electric clock that will keep 

exact time provided that the primary standard operates exactly on the proper 

frequency. Provision is made for accurately comparing the time kept by this clock 

with time signals sent out by government radio stations and obtained by them from 
observatories. = 

Harmonic sequences for measuring purposes are obtained by multivibrators 
directly or indirectly controlled by the crystal oscillator of the primary standard. A 
typical multivibrator arrangement is illustrated schematically in Fig. 57. Here the 





ЮКс. 
multivibrator| ~~~ 10 Ke. sequence 





1 For details, see J. Е. Morrison, A Simple Method of Observing Current Amplitude and Phase 
Relations in Antenna Arrays, Proc. I.R.E., Vol. 25, p. 1310, October, 1937. 

2 This was developed in the Bell Telephone Laboratories. 

3 Thus see J, F. Hellweg, Time Service of the U.S. Naval Observatory, Trans. A.I.E.E., Vol. 51, 
p. 538, June, 1932. + 

4 Other possible primary standards are precision clocks, that have satisfactory accuracy but develop a 
frequency too low ($.е., one cycle per second) to be used easily in measuring radio frequencies, and the 
tuning fork. Electrically driven forks have been used for primary standards, and probably have about 
the same ultimate possibilities as the crystal oscillator, although the latter has been more fully devel- 
oped. For further information on precision forks, see J. W. Horton, М. Н. Ricker, and- W. A. Marrison, 
Frequency Measurement in Electrical Communication, Trans. А.Г.Е.Е., Vol. 42, p. 730, 1923; E. Norr- 
man, A Precision Tuning Fork Frequency Standard, Proc. I.R.E., Vol. 20. p. 1715, November, 1932. 
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crystal controls multivibrators with frequencies of 50 and 10 kc. The latter, in 
turn, controls а 1-Ес multivibrator, which operates a 100-cycle multivibrator. Buffer 
amplifiers are normally provided. between the multivibrators and the outputs 
(not shown in Fig. 57). In these amplifiers, the plate load impedance preferably 
includes an inductance such that the high-order harmonics will be accentuated in 
comparison with low-order harmonics. Since a single multivibrator will develop 
harmonics up to the three hundredth to five hundredth that are detectable on a 
radio receiver, the arrangement illustrated in Fig. 57 makes available for measure- 
ment purposes a great multitude of frequencies, all of which have exactly the same 
degree of precision as the frequency of the crystal oscillator. 

All commercial primary standards of frequency will maintain their frequency 
constant to within one part in a million over long periods of time. By checking daily 
against time signals, the degree of precision is considerably higher and can be expected 
to be nearer one part in ten million.’ The accuracy that this represents is illustrated 
by the fact that one ten-millionth of the distance between New York and San Fran- 
cisco is approximately 16 inches. À 

Secondary Standards of Frequency.—A secondary standard of frequency is a 
standard whose frequency is determined by comparison with a primary standard, 
or with some other secondary standard that was originally compared with a primary 
standard. Secondary frequency standards commonly consist of a good crystal 
oscillator with one or more multivibrators. 

The frequency stability of a secondary standard will depend upon the details of 
design. In a typical case the frequency will be maintained with an accuracy of about 
one part in a million if periodical checks are made against a primary standard or the 
standard-frequency transmissions of the U.S. Bureau of Standards. 

Frequency Monitors.—Frequency monitors are secondary standards that are used 
to check the closeness with which a radio transmitter is maintaining its assigned 
frequency. Frequency monitors are commonly arranged to provide a continuous 
indication of the frequency deviation of the transmitters being monitored. This is 
done either by employing a monitor crystal operating at the assigned frequency, in 
which case the frequency difference is measured directly, as discussed in Par. 26 below, 
or by having the frequency of the monitor crystal differ by a predetermined amount, 
usually 1,000 cycles, from the assigned frequency. In this case a frequency meter is 
used to indicate the extent that the difference frequency between the transmitter 
and the monitor departs from this preassigned value. 

"Radio Signals ав Frequency Standards.—Certain classes of radio signals are very 
useful as frequency standards. Thus the U.S. Bureau of Standards carries on a 
regular schedule of transmissions that include continuous operation at 5,000 ke, 
except during special periods when operation is at other frequencies, such as 10,000 
and 15,000 ke.! The transmissions at different times are unmodulated, modulated 
at 1,000 cycles, at 440 cycles, and one-second pulses modulated at 1,000 cycles. 
These signals are accurate to better than one part in ten million, and can be used to 
check secondary frequency standards and to calibrate heterodyne wave meters, etc. 

Broadcast stations are also good sources of standard frequencies, since they are in 
operation nearly continuously, and ordinarily maintain their assigned frequency to 
within about 5 to 10 parts in a million, and are required to be within 20 cycles of the 
assigned value. 

24. Miscellaneous Methods of Measuring Radio Frequency.—Where the high 
accuracy given by primary and secondary frequency standards is not required, the 
frequency ean be determined by the use of à wave meter, by calibrated oscillators, 


1 А discussion of the accuracy of these signals is given by Е. С. Lapham, Monitoring the Standard 
Frequency Emissions, Proc. J.R.E., Vol. 23, p. 719, July, 1935. 
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Lecher wires, or with the aid of a bridge, as discussed below. Such methods are 
usually accurate to better than 1 per cent, but less than 0.1 per cent.: They are 
simple, inexpensive, and have a wide field of usefulness. 

Wavemeters.—A wavemeter is a resonant circuit tuned by an ordinary variable 
condenser and provided with a calibration that gives the resonant frequency in 
terms of the condenser setting. The coil and condenser of the wavemeter should be 
stable with respect to age and handling, and the temperature coefficient should be as 
small as possible. It is very desirable that the tuned circuit have low losses, since 
the sccuracy with which a frequency setting can be made is determined primarily by 
the Q of the tuned circuit. 

A variation of the usual wavemeter that is useful at very high frequencies is the 
variation of both coil and condenser simultaneously, as shown in Fig. 58.1 This 
increases the frequency range that can be covered with a single coil and condenser 
combination. 

Resonance between the wavemeter circuit and the oscillations being measured 

can be determined in a variety of ways. 

„Опе turn Probably the best arrangement is to 
coil . employ a diode type of vacuum-tube 
voltmeter across a portion of the tuned 
circuit.? Such an arrangement will not 
be damaged by large overloads, will 
consume negligible power if the diode 
load resistance is large, and will require 
“Variable only a single flashlight cell to operate 
condenser the tube. Other methods for resonance 
indication include a lamp or thermo- 

Fic. 58.— Wavemeter for use at ultra-high couple connected in series with the 
frequencies, in which both the circuit induct- resonant circuit or inductively coupled 
ance and capacity are varied. ; 

to the coil, a neon lamp across the tun- 
ing condenser, and reaction (absorption) methods. In the latter, a condition of reson- 
ance between the wavemeter tuned circuit and the oscillations involved is inferred 
from the effect that the presence of the wavemeter has on the oscillations, as, for 
example, dip in the grid current of an oscillator tube. 

Heterodyne Frequency Meter. —A heterodyne frequency meter is an oscillator for 
which a calibration has been made of frequency as a function of the setting of the 
tuning condenser. The oscillator should be of a type having good frequency stability. 
A buffer amplifier, preferably a Class C amplifier producing harmonics, is desirable 
to prevent external circuits from affecting the frequency and to provide a number of 
frequencies related to the fundamental frequency of the heterodyne frequency meter. 

A well-made heterodyne frequency meter will maintain its calibration to 0.1 
per cent or better over long periods of time. When provision is:made for calibrating 
one or more points on the dial with the aid of a crystal oscillator, then a precision 
of the order of 100 parts in a million can be obtained. 

Frequency Measurements with Lecher Wires.—At very high frequencies, the wave 
length may be determined directly by measurements made of the standing wave 
patterns on a resonant transmission line (often called Lecher wires when used for this 
purpose). The fundamental idea is illustrated in Fig. 59. As the position of the 
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1E, Karplus, Direct-reading Wavemeter for Ultra-high Frequencies, Gen. Rad. Exp., Vol. 15, p. 1, 
August, 1940. 

2 At very high frequencies, a crystal can be substituted for the tube to advantage. See E. L. Hall, 
A Sensitive Frequency Meter for the 30 to 340 Megacycle Range, Electronics, Vol. 14, p. 37, May, 1941. 

з For further information, see Francis W. Dunmore and Francis H. Engel, А Method of Measuring 
Very Short Radio Wave Lengths and Their Use in Frequency Standardization, Proc. I.R.E., p. 467, 
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short-circuiting bridge is varied, a series of sharply defined positions will be found 
for which the transmission line is of the proper length to give resonance, as indieated 
by a minimum of current through the thermocouple instrument.! Minima, rather. 
than maxima, are used, since they are sharper. From the theory of transmission 
lines, these positions of resonance are almost exactly one-half wave length apart, 

provided that no dielectric insulation is present in the section of the line involved. 

The frequency is then 


у = 200000000 (33) 


where А is the wave length in meters and f is in cycles. 

In making measurements of frequency with Lecher wires, it is sometimes found 
that the expected sharp minimum of current is replaced by a broad minimum or even 
a double minimum. - This behavior results from coupling between the parts of the 
transmission line on the two sides of the short-circuiting bridge. It is accordingly 
necessary either to associate a shield of considerable diameter with the movable bridge 
or to place additional short circuits across the unused portion of the wires in order 
to prevent resonance in them.? 
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Fig. 59.—Lecher-wire arrangement for measuring wave length at very high frequencies. 


Measurements of wave length made with a Lecher-wire system have about the 
same accuracy as is obtainable with wavemeters, and may reach 0.1 per cent if care 
is employed. The chief value of this method of measuring frequency is that it can 
be readily employed at extremely high frequencies, where ordinary measuring methods 
can be applied only with considerable difficulty. 

Bridge and Null Network Methods of Measuring Frequency—Any radio-frequency 
bridge that involves a resonant circuit can be used to measure frequency. It is 
necessary merely to apply the unknown frequency to the input terminals of the bridge 
or null network, adjust for a balance, and then calculate the frequency from the known 
circuit constants. In particular, а null network, such as is shown in Fig. 23d, can be 
readily calibrated so that it will be direct reading in terms of frequency. 

25. Methods of Comparing Frequency—Interpolation Methods.— When the 
standard develops a series of fixed frequencies, as is the case with all primary and 
secondary frequency standards, the measuring problem is one of comparing the 





October, 1923. See also August Hund, Correction Factor for the Parallel Wire System Used in Absolute 
Radiofrequency Standardization, Proc. I.R.E., Vol. 12, p. 817, December, 1924. 

1A modification of this technique consists in determining when the line is in quarter-wave resonance 
with the source by using a vacuum-tube voltmeter or a second Lecher-wire system loosely coupled to 
the active part of the transmission line. 

Another modification, in which the experimental results are plotted in a way that tends to increase 
the accuracy is described by J. Barton Hoag, Measurement of the Frequency o/ Ultra-radio Waves, 
J.R.E., Vol. 21, p. 29, January, 1933. 

2 See Eijiro Takagishi, On a Double Hump Phenomenon of Current through a Bridge across Parallel 
Lines, Proc. I.R.E., Vol. 18, p. 513, March, 1930; A Hikosaburo, Ellipse Diagram of a Lecher Wire 
System, Proc. J.R.E., Vol. 21, p. 303, February, 1933. 

* J. K. Clapp, Interpolation Methods for Use with Harmonic Frequency Standards, Proc. J.R.E., 
Vol. 18, p. 1575, September, 1930; E. G. Lapham, A Harmonic Method of Intercomparing the Oscil- 
lators of the National Standard of Radio Frequency, Proc. I.R.E., Vol. 24, p. 1495, November, 1935, 


954 RADIO ENGINEERS’ HANDBOOK [Sec. 18 


unknown frequency with known frequencies that are slightly different. There are 
two principal methods by which this can be accomplished: These are, first, the direct 
measurement of the difference between the unknown and the nearest known frequency, 
and, second, direct interpolation between the adjacent known frequencies by means 
of an interpolation oscillator. The direct measurement of the difference frequency 
is the more accurate but requires somewhat more accessory equipment than does the 
interpolation method. 

A modification is to employ several successive heterodynings between the unknown 
and the known frequencies to reduce the order of magnitude of the difference to a 
small residual that can be measured to a small fraction of a cycle.! This method 
requires a rather elaborate equipment, however, and is not so extensively used. 

Comparison of Radio Frequencies by Direct Measurement of Difference Frequency.— 
In this method, the unknown and the nearest known frequencies are combined in a 
heterodyne detector and the resulting difference frequency measured directly. As 
normally employed, the known frequencies are the 10-ke sequence provided from a 
multivibrator controlled by a crystal oscillator. The difference between the unknown 
and the nearest standard frequency is then less than 5,000 cycles, and can be observed 
by comparison with a beat-frequency oscillator. The principal problems involved 
in making such a comparison are the determination of the particular harmonic in the 
10-ke sequence that is nearest the unknown, and whether this harmonic is higher or 
lower than the unknown. The use of an accurately calibrated heterodyne frequency 
meter is useful in this connection, since by setting to zero beat with the unknown 
frequency, it will indicate the frequency to within less than 5 ke up to frequencies 
of at least 3 me. Also, one can tell if the unknown frequency is greater or less than 
the known 10-ke harmonic by increasing the frequency of the heterodyne meter 
slightly. If this increases the audio difference frequency between the nearest har- 
monic of the 10-Кс sequence and the heterodyne frequency meter, the unknown fre- 
quency is then greater than the 10-kc harmonic involved, and vice versa. 

At frequencies above about several mc, the harmonics of the 10-kc multivibrator . 
are not always of sufficient amplitude to be detected, and it is also difficult to identify 
the exact harmonie number involved. There is, furthermore, the practical incon- 
venience of providing the heterodyne frequency meter with sufficient coils to cover 
all frequency ranges. These limitations are readily overcome by the expedient of 
using suitable harmonics. Thus, in measuring very high frequencies, one may set 
2 harmonic of the heterodyne frequency meter to zero beat with the signal and then 
measure the fundamental frequency of the heterodyne frequency meter by the pro- 
cedure outlined above. In the case of low signal frequencies, on the other hand, one 
may set the fundamental of the heterodyne frequency meter to zero beat with a 
harmonic of the unknown frequency, and then measure the fundamental frequency 
of the heterodyne frequency meter. 

Linear Interpolation.—'This method makes use of a heterodyne frequency meter 
whose frequency varies linearly with scale setting. The heterodyne oscillator is 
successively set to zero beat with the unknown frequency f. and with the standard 
frequencies f; and fz between which fz lies.2 This gives three dial settings Sz, S1, and 
Ss, and since the frequency intervals are proportional to corresponding dial readings, 
then 

fe-—fi _ 6: - 81 
fs—h S; — Si 

1 бее F, A. Polkinghorn and А. A. Roetken, A Device for the Precise Measurement of High Frequen- 
cies, Proc. I.R.E., Vol. 19, p. 937, July, 1939. 

2 The zero-beat setting can be done very accurately by allowing the receiver detector to oscillate ata 


frequency that gives a beat note of about 1,000 cycles with the harmonic in question and observing the 
waxing and waning of the beats between the heterodyne frequency meter and the unknown frequency. 





(34) 
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or | 
fe =fi + р (fa — fi) | (35) 


In case the unknown frequency f; is too high to be within the range of the heterodyne 
frequency meter, the latter can be adjusted so that a harmonic is in zero beat with 
the unknown frequency, and then the fundamental frequency of the heterodyne meter 
determined by interpolation between the adjacent known frequencies. 

26. Measurement of Audio Frequencies.—Several means are in use for measuring 
audio frequencies, most important of which are the comparison method, the use of 
bridges, and either mechanical or electronic methods of cycle counting. 

Comparison Methods.—An unknown frequency can be compared with a known 
frequency by means of a cathode-ray tube or by determining the beat or difference 
frequency between the unknown and the nearest harmonic or subharmonic obtainable 
from the known frequency. 


х VY V 


Ratio 2:1 with various phase relations 





Ratio 8:1 


Ratio 5:4 
Fra. 60.—Typical Lissajous figures. 


When the standard is adjustable, as in the case of a calibrated oscillator, the 
cathode-ray tube is the most convenient means of comparison.! ‘The usual method 
of employing a cathode-ray tube is to apply the unknown frequency to one pair of 
deflecting plates and the known frequency to the other. The resulting pattern will 
depend upon the frequency ratio and upon the relative phase. If this ratio approaches 
a value that can be expressed by simple integers, a definite pattern known as a Lissa- 
jous figure, is formed. Examples are shown in Fig. 60. 

When the ratio of frequencies is an exact integer, the pattern is stationary, and 
the frequency ratio is the number of times the side of the figure is tangent to a hori- 
zontal line divided by the number of times its end is tangent to a vertical line.? If 
the ratio is nearly but not exactly an integer, then the pattern weaves about as though 
the relative phase of the two deflecting waves was continuously changing, whereas 
if the ratio of frequencies differs very much from a simple ratio of integers, the pattern 
is merely a luminous rectangular area. When the frequency ratio is large, the pattern 
becomes so complicated that it is difficult to determine what the exact ratio is by 
inspection. In such cases arrangements such as are shown in Fig. 61 can be used. 
Here the low frequency is caused to produce an elliptical or circular path by use of a 
resistance-capacity phase splitter. In Fig. 61b, the beam intensity is modulated by 
the high frequency, giving a pattern as shown, with the ratio of high to low frequency. 


1 An excellent discussion of this is given by Е. J. Rasmussen, Frequency Measurements with the 
Cathode Ray Oscillograph, Trans. A.I.E.E., Vol. 45, p. 1256, 1936. 

2 This assumes that the forward and return trace do not coincide, If they do coincide, the rule does 
not hold. : 
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equal to the number of spots divided by some integer n. At Fig. 61с, the high fre- 
quency is inserted in series with the anode. This varies the deflection sensitivity and 
results in a gear-wheel pattern with the ratio of the high to low frequency determined. 
by the number of teeth. In Fig. 61, the wheel or the spots, as the case may be, appear 
to rotate if the frequency ratio is almost but not exactly expressible as a ratio of 
simple integers. $ 





frequency 


(a) Fundamental circuit 
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(b) Spot- wheel patterns obtained by inserting high 
frequency at point A to modulate light intensity 


Ratio 19:1 





(c) Gear- wheel patterns obtained by inserting high 
frequency at point B to modulate sensitivity 


Еіс. 61.— Wheel patterns used to compare frequencies. 


Instead of using a cathode-ray tube, comparison can be made between an unknown 
frequency and an adjustable standard frequency by aurally determining the condition 
for which the beat frequency is zero. It is possible even to compare frequency ratios 
that are in simple harmonic relation, such as 2 to 1, by aural methods. 

When the standard frequency is not adjustable, it is then customary to employ a 
multivibrator to obtain a series of harmonics related to the standard, as, for example, 
the 100-eycle sequence in Fig. 57. The unknown frequency is then determined by 
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measuring directly the difference between the unknown and the nearest known 
frequency, or by linear interpolation between the known frequencies on either side of 
the unknown. In the case of the difference-frequency method, if the frequency differ- 
ence is less than 50 or 100 cycles, it can be determined with considerable accuracy by 
a counting device, as discussed below. 

Bridge Methods of Measuring Audio Frequencies.—An unknown frequency can be 
determined by applying it to a bridge in which the balance depends upon frequency, 
and then calculating the frequency from the circuit constants required to give balance. 
Any type of bridge or null network in which the balance depends on frequency can 
be used. Typical examples are the Wien, Hay,! and resonance bridges and the null 
network of Fig. 23d. | 

The Wien bridge is particularly satisfactory for measuring audio frequencies, 
hecause it contains no inductance to pick up stray magnetic fields, and can be con- 
veniently proportioned to cover a wide frequency range. A typical arrangement is 
shown in Fig. 62.2 By proportioning the bridge so that Ce = Ca, Re = Ra, and 
Р/В, = 2, then the bridge is balanced at a 
frequency given by 


1 

| f= 2r RC. (86) 
Thus, by making R. and Ra identical slide- Ü 

Я 4 ES Inknown 
wire resistances and mounting them on a Frequency 
common shaft, the dial can be calibrated 
directly in frequency. Furthermore, con- 
venient multiplying factors, such as deci- 
mal values, can be obtained merely by 
changing the capacities of the condensers 
С. and Са by the appropriate amounts. 
A frequency range of 10 to 1 can be readily 
covered with a single condenser value, so 
that by the use of three pairs of condensers one can cover the complete audio range 
from 20 to 20,000 cycles. In practical construction, it is impossible to maintain 
equality between E, and Ru with the accuracy required to maintain a perfect balance, 
so that the potentiometer P having a total resistance of perhaps 1 to 2 per cent of Rais 
used to sharpen the balance. This has little effect upon the frequency calibration. 

In the frequency range 300 to 5,000 cycles, balance can be most easily made by 

the use of telephone receivers. At frequencies outside this range, some indicating 
arrangement, such as an amplifier and vacuum-tube voltmeter combination, is nor- 
mally required. The principal difficulty involved in making accurate frequency 
measurements by bridge methods arises from harmonics of the frequency being 
measured. The bridge is unbalanced for these harmonics, which are thus very 
prominent in the bridge output, even though they are only a small percentage in the 
bridge input current. When telephone receivers are used in the middle audio range, 
it is usually possible to balance the bridge for the fundamental in spite of the presence... 
of harmonies; but when indicating instruments are employed, appropriate filters must 
be placed in the output of the neutral arm to prevent spurious voltages from reaching 
the indieating device. 

© Measurement of Audio Frequencies by Cycle Counting —Very low frequencies can 
be measured by a simple cycle counter operated from a polarized relay. 


. 1 C. I. Soucy and В. де Е. Bayly, A Direct Reading Frequency Bridge for the Audio Range Based on 
Hay's Bridge Circuit, Proc. I.R.E., Vol. 17, p. 834, May, 1929. 
? The common network of Fig. 23d is equivalent to a Wein bridge, and can be used for frequency 
measurements by simultaneously varying the three resistances Rz, Юз, and Ri. 






Fie. 62.— Wien bridge arranged for the 
measurement of frequency. 
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When the frequency is still low but is too high for direct counting of cycles, the 
procedure is to charge a condenser on one-half of each cycle from a source of constant 
d-c voltage and then discharge the condenser through a resistance on the other half 
of the cycle. The average or direct current flowing into the condenser is proportional 
to the number of charges per second, and so to the frequency. A d-c meter placed 
in the input circuit will accordingly give a deflection proportional to the number of 
cycles per second, and so can be calibrated to read frequency directly. 

At frequencies up to several hundred cycles per second, a polarized relay can be 
employed to perform the necessary switching operations.1 At higher frequencies, 
however, it is necessary to employ an electronic switching device, such as is illustrated 
in Fig. 63.? Here tubes T; and T; are gas triodes connected in an inverter circuit 
such that condensers Cm and Су, are alternately charged from the supply voltage E; 
on the positive and negative halves of the cycle. A definite fraction of this charging 


Input 





_-5-1Q000 N2 
adjust to fit 
microammerer 
scale 

"55 

T3 


Fra. 63.—Electronic-frequency meter. 


current flows through the diode T; and the meter M, which accordingly gives a 
deflection proportional to frequency. The condensers discharge through the resist- 
ances В and Rm, the diode preventing any current from returning in the reverse 
direction through the meter. 

The accuracy of electronic cycle counters is of the order of +2 per cent, provided 
that the supply voltage is closely regulated. Any desired frequency range can be 
covered up to the upper limit of gas triodes, and high vacuum tubes will extend 
the range still higher. 

Determination of Frequency Deviation from a Predetermined Audio Frequency.—1t 
is sometimes desired to obtain an indication of the amount and direction that an 
unknown frequency deviates from an assigned value. An example is in the case of 
frequency monitors, where the monitoring crystal differs by a definite amount from 

1 N. P. Case, A Precise and Rapid Method of Measuring Frequencies from Five to Five Hundred 
Cycles Per Second, Proc. 1.R.E., Vol. 18, p. 1586, September, 1930. 

2F, V. Hunt, A Direct-reading Frequency Meter Suitable for High Speed Recording, Rev. Sci 


Insiruments, Vol. 6, p. 43, February, 1935; Е. Guarnaschelli and Е. Vecchiacchi, Direct Reading ?'re- 
quency Meter, Proc. І.Е.Е., Vol. 19, p. 659, April, 1931. 
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the assigned frequency. An indication of the extent that this difference frequency 
deviates from its proper value can be obtained with an arrangement such as is illus- 
trated in Fig. 64. Here voltage of the unknown frequency is applied in series to two 
resonant circuits LC and L'C'. One of these circuits is tuned to a frequency slightly 
higher than the proper frequency, while the other is in resonance slightly below. The 
two circuits are so proportioned that at the proper difference frequency, the voltages 
developed across the two tuning condensers are the same. Diode voltmeters are then 
connected as shown, in such a manner that the meter M reads the difference in rectified 
outputs. If the voltage applied to the input circuit is then maintained constant, the 
meter M will be deflected to the right or left of center by an amount indicating 


Ра Buffer amplifier 









Frequency fo volt- 
be monitored meters 





Ета. 64.—Schematic circuit of a frequency-deviation meter. 


the extent to which the unknown frequency is higher or lower, respectively, than 
the “proper” value. 


VACUUM-TUBE CHARACTERISTICS 


27. Tube Constants.—The principal constants of a vacuum tube are the amplifi- 
cation factor, the plate resistance, and the transconductance. In screen-grid, beam, 
and pentode tubes, the mu-factor of the screen relative to the control grid with respect 
to the total space current, and also the dynamic resistance of the screen-grid circuit 
are of importance. These various constants can be defined as 


ð E; 
9 E,| Ip constant 
А 9 Ep 
Plate resistance = Rp = эр 
ô Ip ; 

mi à Е, (87) 
9 Ess 

[Em 

д Е, 
8 E,| І, constant 


Amplification factor = и = 


Transconductance = Gin 





Screen resistance = Ra = 





Screen mu factor = psy = 


where Е, Es, and E, are control-grid, screen, and plate voltages, respectively, and 
Ip, Is, and Isp are the plate, screen, and total space current, respectively. Although 
many other tube constants may be defined, these additional coefficients are usually 
of little practical use. 

Determination of Tube Constants from Static Curves.—The vacuum-tube coefficients 
defined above can be deduced by evaluating the derivatives involved from the charac- 
teristic curves of the tube. Thus the transconductance is given by the slope of 
the E, — Ip characteristic, and the plate resistance is the reciprocal of the slope of 
the I, — E, curves, etc. 
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This method is not particularly accurate but is always available for rough deter- 
minations and gives a clear visualization of what each coefficient represents. The 
method is particularly unsatisfactory in the case of the plate resistance and amplifi- 
cation factor of pentode and similar tubes, since these values are so high that the 
required ratio cannot be evaluated from ordinary characteristic curves with even fair 
accuracy. 

Experimental Determination of Constanis from Increments.—By considering the 
differentials appearing in Eqs. (37) to be finite increments, the coefficients can be 
determined experimentally. Thus, to obtain the transconductance, one would 
increase the control-grid voltage by an increment AE, that could be evaluated from 
the grid voltmeter, and would observe the resulting change in plate current ДГ, on 
a plate milliammeter. Similarly, the amplification factor would be obtained by 
adding an increment to the grid voltage as above, and then changing the plate voltage 

` by the necessary increment required to leave the plate current unchanged, as indicated 
by a plate milliammeter. 

This method of measuring tube constants is frequently used for approximate 
determinations. A high degree of accuracy is not easily obtained, however, because 
the increments used in evaluating the constants must be small, and so are difficult to 
read accurately. 

28. Dynamic Determination of Tube Constants..— The most accurate method of 
determining tube coefficients involves the use of small alternating current and voltage 
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(a) Bridge circuit (b) Voltage-ratio method 


Fie. 65.—Circuits for measurement of electrode resistance. 





increments, combined with a circuit arrangement that permits evaluation of the 
coefficients by a null balance. 

Electrode Resistance-—The resistance of any electrode of the tube, such as the 
plate resistance, can be determined by placing the unknown resistance in the X arm 
of an a-e bridge. An example of such an arrangement is shown in Fig. 65a, where 
the connection is for the determination of plate resistance. The only special pre- 
cautions that must be taken are to provide a condenser C, as shown, to balance the 
capacity of tube, wiring, and bridge, and to couple the telephone receivers and oscil- 
lator to the bridge through transformers, since the bridge is at the d-c plate potential 
above ground. Electrode resistance can be determined very accurately with such a 
bridge, and the only disadvantage of the arrangement is that there is à d-c voltage 
drop in the bridge that varies as the bridge is adjusted to balance. 

An alternative means of measuring electrode resistance is shown in Fig. 65b.* 
Here voltages Е; and E; are applied as shown, and their ratio adjusted so that a null 
is obtained in the telephone receiver. "he voltage E; is to balance out the effect of 


1 For further information, see ‘Standards on Electronics," Institute of Radio Engineers, New York, 
1938; В. W. Hickman and Е. V. Hunt, The Exact Measurement of Electron-tube Coefficients, Rev. Sci, 
Instruments, Vol. 6, p. 268, September, 1935; E. L. Chaffee, “Theory of Thermionic Tubes," Chap. IX, 
McGraw-Hill, New York, 1933; W. М. Tuttle, Dynamic Measurement of Electron Tube Coefficients, 
Proc. I.R.E., Vol. 21, p. 844, June, 1933. 

2 See Tuttle, loc. cit. 
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any reactive currents in the telephone receivers, and does not influence the 
balance. 

The three voltages Ei, Е», and E; must be in the same phase, and во are con- 
veniently obtained from a transformer with three insulated and shielded secondaries, 
as shown in Fig. 66. The ratio Es/E: can be controlled by attenuators as indicated, 
and the polarity and magnitude of the reactive current obtained from E; ean be con- 
trolled with a double stator condenser. The telephone receiver that indicates balance 
must be connected into the plate circuit with a doubly shielded transformer connected 
as shown in order to prevent capacity currents from transformer primary to ground 
from producing a voltage across the secondary terminals. 

This voltage-ratio method of measuring plate resistance has the advantage that а. 
very wide range of values can be readily covered and that the d-c voltage drop can be 
made quite small and constant by using low impedance attenuators of constant imped- 


ance. The disadvantage is that a special 

Measuring unit is required to produce the E | Adjustable E 
= attenator 1 
3 Е 
© attenuator z 






voltages E;, Ez, and Es. 
Amplification Factor.—The amplification 
factor, or mu-factor, of a tube is commonly 


determined by circuit arrangements such as is 
shown in Fig. 67a when the value of the factor 
is 100 or less. Here an oscillator voltage is 
applied to resistances E; and Rz in series, with 
the voltages developed across E; and R2 act- 
ing on the grid and plate in the opposite phase. 
A null balance gives the mu-factor of the elec- = 
trode associated with R3 relative to the elec- Fra. 66.—Transformer and attenu- 
trode associated with Ri with respect to the tor arrangements for producing the 
current passed through the telephonereceivers. V°ltages required in Fig. 655. 

Balance of stray reactive currents may be obtained by the use of a variable mutual 
inductance M or by a variable condenser, as shown. 

Bridge circuits for measuring amplification factor are satisfactory for moderate 
values of this constant, although there is the disadvantage that in varying Re to 
obtain balance, the d-c voltage drop in the plate circuit and hence the plate voltage 
are varied. Also, the plate-supply voltage cannot have its negative lead grounded. 
The arrangement, however, is quite unsatisfactory in measuring the amplification 
factor of pentode and similar tubes, because here the required value of E; is excessive. 

The disadvantages and limitations of the simple mu-factor bridges of Fig. 67a 
can be overcome by the arrangement shown in Fig. 67b. This arrangement is analo- 
gous to that of Fig. 65b, and the voltages E;, Е», and Ез can be obtained asin Fig. 66. 
This voltage-ratio method of measuring amplification factor has the advantage over 
the bridge circuits of making it possible to measure very large as well as moderate and 
small values of amplification factor, and also can be designed to cause a negligible 
d-c voltage drop in the plate circuit. Furthermore, it permits the operation of bias 
and plate-voltage sources with one terminal grounded. 

Dynamic Measurement of Transconductance.—The simplest and most effective 
method of determining transconductance is shown in Fig. 68a,! where E is adjusted 
to give a null balance in the telephone receiver. In the case of triode tubes where 
there is direct capacity between grid and plate in shunt with R, a capacity neutralizing 
arrangement as shown dotted can be used. : 

. Transconductance is frequently measured with the aid of the bridge circuit of 
Fig. 685. Here it is customary to vary Е to obtain balance, and the reactive currents 


1 C, B. Aiken and J. F. Bell, A Mutual Conductance Meter Communications, Vol. 18, p. 19, Septem- 
her. 1938. 
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through the telephone receivers are neutralized with the aid of either a condenser or a 
variable mutual inductance, as shown in the figure. This bridge arrangement will 
satisfactorily determine transconductance, but has the disadvantage that the resist- 
ance drop in the plate return circuit of the tube varies with the adjustment of the 
bridge and that neither the grid bias nor anode voltage sources can be returned to 
ground. 

'The voltage-ratio method can be employed in the measurement of transcon- 
ductance as shown in Fig. 68c, where the voltages Hi, Ез, and Ез are obtained as in 
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Fic. 67.—Circuit arrangements for measurement of amplification factor or mu factor. 


Fig. 66. "This method is capable of covering a wide range of values with accuracy, 
allows the supply voltages to be returned to the grounded cathode, and introduces 
negligible voltage drop. 

Several types of transconductance meters are used for the rough checking of 
tubes. One arrangement in common use is illustrated in Fig. 69а. Here a few volts 
derived from the secondary of & transformer operated from a 110-volt power line is 
applied to the grid of the tube, and the resulting alternating current flowing in the 
plate circuit is read by means of a rectifier instrument that is coupled to the plate 
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by & transformer. Another arrangement (Fig. 69b) makes use of à dynamometer 
instrument in place of the rectifier meter, with the alternating component of the plate 
current passed through one coil of the meter and a current derived from the 110-volt 
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Fie. 68.—Circuits for measuring transconductances. 
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(a) Rectifier type (b) Dynamometer type 
Fie. 69.—Circuit diagram of two types of transconductance meters. 
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line source through the other. In both these arrangements, the instrument deflection 
for constant line voltage will be proportional to the transconductance, so that the 
meter can be calibrated directly in micromhos. The accuracy of both methods 
depends upon the constancy of the sixty-cycle line voltage, and provision not shown 
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in Fig. 69 is usually made for adjusting the voltage on the transformer to a standard 
value by reconnecting the meter so that it serves temporarily as a voltmeter. 

29. Determination of Tube Characteristics in the Positive-grid Region.—It is 
ordinarily not practieable to obtain static characteristics of tubes in the positive-grid 
region by point-by-point measurement, because the power dissipation will usually 
exceed the safe value for continuous operation. A typical method! devised to over- 
come this difficulty makes use of two large condensers that are precharged to the 
desired grid and plate voltages and then are simultaneously connected to the tube with 
the aid of a thyratron and a tripping circuit. The resulting initial grid and plate 
currents are then observed with the aid of a cathode-ray oscillograph. This procedure 
can be modified in a variety of details,? and if desired, it is even possible to trace out 
complete characteristic curves on a cathode-ray oscillograph.? Thus, the grid- 
voltage plate-current characteristic can be obtained by biasing the grid beyond cutoff 
and then applying to the grid a 60-cycle alternating voltage of suitable amplitude 
while the plate voltage is maintained constant. A cathode-ray tube connected so that 
the grid-cathode potential provides the horizontal deflection, while the plate current 
gives the vertical deflection, will then reproduce the desired characteristic visually. 


AMPLIFICATION AT AUDIO AND VIDEO FREQUENCIES 


30. Measurement of Voltage Amplification.—The standard method of measuring 
voltage amplification is to apply a known voltage to the input of the amplifier and 
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Ета. 70.—Arrangement for obtaining the performance of an individual stage of a multistage 


amplifier. i 


observe the resulting output voltage with & vacuum-tube voltmeter. In carrying 
out these operations, it is usually desirable to maintain the output voltage constant 
at a value well below the overload limit of the amplifier and then to vary the input 
voltage as required. It is also important that the output measuring equipment be so 
arranged as not to affect the behavior of the amplifier. This means that this measur- 
ing equipment should, as far as possible, be shunted across points in the amplifier of 
low impedance level and that, in any case, short leads to vacuum-tube voltmeters 
must be employed to reduce shunting capacities. 

The amplification of individual stages of a multistage amplifier is most satis- 
factorily obtained by difference. Thus, to obtain the amplification of a stage between 
points a and b in Fig. 70, the recommended method is to measure the amplification 
first from aa to the output and then from bb to the output. The desired amplification 
is then the ratio of the two amplifications. By proceeding in this way, the stage 
under test is operated under normal conditions as far as regeneration is concerned, and 
the measuring equipment does not in any way modify the amplification characteristic. 

10. W. Livingston, Oscillographic Method of Measuring Positive Grid Characteristics, Proc. I.R.E., 
Vol, 28, p. 267, June, 1940. | 

2H. М. Kozanowski and I. Е. Mouromtseff, Vacuum Tube Characteristics in the Positive Grid 
Region by an Oscillographie Method, Proc. I.R.E., Vol. 21, p. 1082, August, 1933; E. L. Chaffee, Power 
Tube Characteristics, Electronics, Vol. 2, p. 34, June, 1938. 

3 H, Е. Mayer, Cathode-ray Tube Applications, Electronics, Vol. 11, p. 14, April, 1938; Jacob Mill- 


man and S..Moskowitz, Tracing Tube Characteristics on a Cathode Ray Oscilloscope, Electronica, 
Vol. 14, p. 36, March, 1941. 
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Production of Known Audio-frequency Voliages.—Known audio-frequency voltages 
from about 1 mv upward can be produced by applying a known voltage to a calibrated 
voltage divider, as shown in Fig. 71a, or by passing a known current through a known 
resistance, as in Fig. 71b. The voltages E indicated in Fig. 71 are those obtained on 
open circuit, and have an equivalent internal impedance Reg, as shown in the figure. 
When the voltage is applied to a load, as at Fig. 71с, rather than to an open circuit, this 
internal resistance must be considered as being in series with the load impedance, with 
the open-cireuit voltage applied to the combination as shown. 

When audio-frequeney voltages of the order of one mv or less are required, or 
when a wide range of values is to be covered, it is desirable to employ some form of 


Req, 


I> 








load 


Thermocoupke ЕЕ Е) impedance 


Ose. (v) : = Bh meter R 


Equivalent outputimpedance Equivalent output impedance Equivalent output 
Req = BA Req= R 
(a) (b) - (<) 
Ета. 71.—Simple methods of producing known voltages, together with equivalent 


output circuit for calculating reduction in voltage produced by a load connected to the 
output terminals. 


- audio-frequency signal generator or mierovolter. A schematic diagram of a typical 
arrangement is illustrated in Fig. 72. It is preferable that the output impedance of 
such a device be constant, irrespective of the attenuation, since it is then possible to 
determine, with the aid of Thévenin’s theorem, the effect of a finite load impedance 
placed across the output. 

Known voltages at the higher video frequencies can be produced by the simple 
arrangements in Fig. 71 when these voltages are not too small. If very small, then 
it is customary to use an ordinary signal generator of the type employed in the testing 
of radio receivers. 

Phase-shift in Amplifiers.—The phase shift in amplifiers can be most easily 
determined by the use of a cathode-ray oscillograph, as in Fig. 73. Here a relatively 
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Ета. 72.—Schematic circuit of a microvolter for producing known audio-frequency. voltages. 


large voltage derived from the oscillator is applied to one set of deflecting plates, 
while a small fraction of this voltage of the same phase is applied by means of a 
resistance voltage divider (or attenuator) to the amplifier input. The output of the 
amplifier is then applied to the other deflecting plates, and the phase difference 
between the voltages derived from the elliptical pattern that results.! 

The presence of a time-delay error, particularly at low frequencies, can be readily 
determined with the aid of a square-wave generator, as discussed below. This 

1 If the amplifiers in the cathode-ray oscilloscope are used in making these measurements, they must 


be checked to make sure that the phase shift is the same for both vertical and horizontal amplifiers. 
If not, suitable corrections must be made in the results. 


966 RADIO ENGINEERS’ HANDBOOK [Sec. 18 


method is very sensitive, and will detect phase shifts that lead to errors in time delay 
that are too small to be detected by the cathode-ray method. 

Curve Tracing Systems for Observing and Recording Amplification Characteristics. — 
A number of arrangements have been devised for tracing directly the amplification 
curve as a function of frequency. The simplest arrangement of this type is shown in 
Fig. 741 Here а beat-frequency oscillator is used that gives a constant output 
irrespective of frequency, and a fraction of the 
output voltage is applied to the amplifier input. 
The output of the amplifier is rectified and the 
resulting d-c voltage amplified either on a linear 
or logarithmic vacuum-tube amplifier, and applied 
to the vertical deflectors of a cathode-ray oscillo- 

scope. A deflecting voltage proportional to the 
Cathode-ray logarithm of frequency is obtained by applying a 

deflector plates : 7 
ie i voltage proportional to the input voltage of the 
ië UA. пеш Aum amplifier to the network N. 3 The voltage devel- 
the aid of a cathode-ray tube. oped across the resistance R in this network is rec- 
tified, applied to a linear d-c amplifier, and used 
to provide the horizontal deflection, By proportioning the network as shown, the 
voltage developed across its output is almost exactly proportional to the logarithm 
of frequency, as indicated in Fig. 74b. The result is a horizontal scale proportional 
to the logarithm of frequency, with a vertical deflection that gives amplification, 
either on a linear or decibel scale, according to whether a linear or logarithmic vertical 
deflecting amplifier was used. By making use of a cathode-ray tube having a screen 
material that gives very high persistence, it is accordingly possible to sweep the beat- 
frequency oscillator through the frequency range by hand in a period of 20 to 30 sec- 
onds, and so trace out the amplification curve. This may be observed visually on 

the cathode-ray screen and also photographed, if desired.? 

Devices that trace out the amplification curve on a piece of paper, with the 
use of ink or similar recorders, have also been developed.* In these, the shafts 
of the tuning dial of the beat-frequency oscillator and of the recorder drum are 
normally linked mechanically, Any one of several types of curve-tracing mechanisms 
may be employed, a typical arrangement being a standard recording meter operated 
by rectifying and amplifying the amplifier output. A logarithmic frequency scale 
can be obtained either by using a beat-frequency oscillator with suitably shaped 
condenser plates or by employing suitable cams in the mechanical link. А logarith- 
mic amplification scale can be obtained by using a logarithmic vacuum-tube amplifier 
to operate the recording pen. | | 

31. Amplitude Distortion in Amplifiers.—Amplitude distortion in audio- and video- 
frequency amplifiers can be most readily measured by applying a sine-wave voltage 
to the amplifier input and investigating the output with a wave analyzer. Unless 
the amplitude distortion is large, it is necessary that care be taken to ensure the purity 
of wave form of the input voltage. This requires either a very good oscillator or the 
use of suitable filter between oscillator and amplifier input. 





^ 
\ 
| 
D 


1 Вее An Audio-frequency Curve Tracer Using a Cathode Ray Tube, R.C.A. Mfg. Co. Application 
Note 76, June, 1937, 


Another arrangement is described by В. Е. Carlisle, Jr., and А. B. Mundell, Frequency Response 
Curve Tracer, Electronics, Vol. 14, p. 22, August, 1941. 

2 A more elaborate form of curve-tracing device based on this same principle, except that it is made 
fully automatic by the use of electronic means to sweep the oscillator frequency through the audio 
range, is described by J. B. Sherman, An Audio-frequency-response-curve Tracer, Proc. I.R.E., Vol. 26, 
p. 700, June, 1938. 


з For example, see P. Е. Jones, A Recording System for Transmission Measurements, Bell Lab. Rec., 
Vol. 15, p. 289, April, 1938. 
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Another method of indicating amplitude distortion, termed the intermodulation 
method, consists in applying to the input of the system two sine waves of different 
frequencies, for example, 400 cycles and 1,500 cycles, and then observing the magni- 
tude of the difference-frequency component appearing in the output.! This system 
is based on the fact that the same nonlinear distortion that causes the production of 
harmonics of a pure sine wave also causes intermodulation with resulting difference 
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Fic. 74.—Circuit arrangement for tracing out the amplification curve as a function of 
frequency. 


and sum frequencies, the magnitudes of which are indicative of the amount of distor- 
tion present.? This method is particularly popular in sound-recording systems, since 


1 Equipment for such tests is described by J. K. Hilliard, Distortion Tests by the Intermodulation 
Method, Proc. Г.В.Е., Vol. 29, р. 614, December, 1941. E 

? A modification of this procedure consists in applying simultaneously a low and a relatively high 
frequency and observing the extent to which the high-frequency output has its amplitude modulated 
by the low frequency. This observation is conveniently made by employing & band-pass filter to 
separate the high-frequency wave in the output, rectifying this, and observing the amount of low- 
frequency modulation voltage present in the rectifier output. 
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it can be used to indicate not only the distortion in an amplifier but also that produced 
in the recording and pickup processes, etc. 

32. Square-wave Testing.—Square or rectangular waves are very useful for 
quickly determining many of the characteristics of amplifiers and circuits. 

The usual procedure is to apply the square wave to the input terminals of the 
circuit or amplifier under investigation and to observe on a cathode-ray oscillograph 
the character of the output wave that results. The significance of various types of 
distortion that may occur in the output wave can be understood with the aid of the 
typical cases discussed below. 


Case Basic circuits Corresponding tube Waves 
Coupling network Input. Output 
К s C3 Мо 
CPC} AP QO CL AL 
d 3 V $ 
Leakage 
Inductance 
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Fie. 75.—Effect of applying voltage from a square-wave generator to typical circuit 
arrangements. 
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Distortions of Square Wave Produced by Typical Networks.—The behavior of repre- 
sentative networks under the action of a square-wave input is shown in Fig. 75.1 
The networks of Case I correspond to the low-frequency coupling networks in resist- 
ance-coupled and transformer-coupled amplifiers. The output wave marked 1 is 
for a fundamental frequency of the square-wave generator corresponding to approxi- 
mately 70 per cent response and 45° phase shift, while the curve marked 2 is for a 
fundamental frequency approximately 15 times as great. The significant character- 
istic of these output waves is the slope in the horizontal portion of the wave, which 
is due primarily to time-delay error (phase distortion) at low frequencies. This 


1 Most of these examples were supplied by W. В. Hewlett, Additional information is given by 
G. Swift, Amplifier Testing by Means of Square Waves, Communications, Vol. 19, p. 22, February, 1939. 
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slope provides а very sensitive indication, since a 10 per cent slope will. be obtained 
when the phase error is 2° at the fundamental frequency of the square wave, cor- 
responding to a reduction in response to the fundamental frequency of 0.9994. 

The second example in Fig. 75 is for networks representing the high-frequency 
circuit of a resistance-coupled amplifier or a transformer-coupled power amplifier. 
Here the two curves shown correspond, respectively, to fundamental frequencies of 
the square wave that are roughly 0.1 and 0.4 of the frequency for 70 per cent response. 
The resulting output wave is characterized by a gradual rather than an abrupt rise 
in the vertical portions, with a rounding off of one of the corners. These effects are 
characteristic of high-frequency deficiencies. 

Resonant circuits with less than critical damping act as shown in Case III when 
the resonant frequency is somewhat higher than the fundamental frequency of the 
square wave. The vertical part of the square wave has been rounded off somewhat, 
and a damped oscillation appears. The ratio of the resonant frequency to the square- 
wave fundamental is equal to the number of half cycles of oscillations that occur in 
one-half cycle of the square wave. The damping of the resonant circuit is indicated. 
by the rate at which the oscillations die out, and can be calculated from the fact that 
if the damping is not too close to the critical value, the oscillations will drop to 37 
per cent of their initial amplitude i in Q/r cycles or to 50 per cent of their initial value 
in 0.22 Q cycles. 

When the resonant circuit is overdamped, the behavior is much the same as in 
Case II or Case IV, according to the circumstances. 

The circuit of Case IV is a dip pad, i.e., a network, having a high attenuation at 
one frequency, with relatively little effect on either magnitude or phase of transmis- 
sion at frequencies appreciably higher or lower. Output wave 1 shows the situation 
when the fundamental frequency of the square wave is much lower than the frequency 
of high attenuation, while output wave 2 is for the case when the two frequencies are 
the same. The latter is essentially a square wave, with a certain amount of funda- 
mental frequency subtracted. In the former, the departure from the square wave is 
in the form of a dip, the duration of which indicates crudely the ratio between 
the fundamental frequency of the square wave and the frequency of high 
attenuation. 

Example 5 is an attenuator with a high-frequency leak that results from a shunting 
capacity between input and output. The result is the transmission through the net- 
work of an unattenuated pulse at each instant of reversal of the square-wave voltage, 
with the normal attenuation maintained during the main part of the cycle. 

The final example in Fig. 75 is an all-pass network to which a square wave of rela- 
tively low fundamental frequency is applied. Each reversal of the applied voltage is 
characterized by a sharp pulse, followed by a rounding off of the trailing corner of the 
square wave. This is а result of phase distortion. 

Summary of Circuit Behavior with Square Waves.—The low-frequency deficiencies 
of a circuit can be determined by applying a square wave of low fundamental fre- 
quency. А sloping top to the output wave then indicates time-delay error at low 
frequencies (Case I), while a curved top (Case IV) indicates deficient or excess trans- 
mission at the fundarnental frequency, according to whether the curve is concave 
toward or away from the axis. 

The high-frequency characteristics of a circuit can be checked by employing a square 
wave having a fundamental frequency somewhat below the upper limit of the net- 
work. Then a gradual rise of the vertical parts, particularly with exponential round- 
: ing off of a corner, as in Case II, indicates high-frequency deficiencies, particularly 
phase distortion, although amplitude distortion may be involved. Oscillations as in 
Case III or a dip as in curve 1 of Case IV or a short peak asin Cases V and VI indicate 
amplitude or phase deficiencies, or both, at high frequencies. Oscillations occur when 
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the circuit is underdamped, while a dip (or peak or gradual rise) will result if resonant 
circuits have damping greater than the critical value. The approximate frequency 
at which the deficiency occurs in relation to the fundamental frequency of the square 
wave is indicated by the ratio of the time occupied by the pulse (or dip or rounding 
off) compared with the time represented by a full cycle of the square wave. 

Square waves provide a means of quickly checking the characteristics of circuits 
that should have very good amplitude and phase characteristics. ‘This method of 
testing is more sensitive to time-delay error than any other method that has been 
devised. It is accordingly widely used in testing television circuits where time-delay 
error is fully as important as the amplitude characteristics. 

Comparison Tests—A square-wave generator is particularly suitable for deter- 
mining quickly whether two amplifiers (or circuits) that are supposed to have identical 
characteristics really are the same. This is because a square wave consists of a large 
number of frequency components and so provides a means of comparing amplitude and 
phase for many frequencies in a single test. The procedure is to apply a square wave 
simultaneously to the amplifier (or network) under test, and an amplifier (or network) 
that is the standard for comparison. The two outputs are then used to produce 
vertical and horizontal deflections in a cathode-ray oscilloscope. If the two systems 
are absolutely identical, a straight-line pattern will be obtained, but if the character- 
istics differ for any one of the frequency components contained in the square wave, 
something other than a straight line will result. 

33. Square-wave Generators.—Square waves can be generated by successive 
clipping and amplification of a sine wave or by clipping a wave produced by a multi- 


Amp. Clipper Атр. (Clippers Phase inverter Атр Modulator 
4 Pel 





Fia. 76.—Schematic circuit diagram of square-wave generator employing clipping of 
a sine wave. 


vibrator.? A square-wave generator of the former type is shown schematically in 
Fig. 76.3 Here the sine wave from an oscillator is amplified, and then the positive 
and negative peaks limited by a biased double diode, аз shown.‘ ‘This results in an 
approximate square wave that is then amplified and subjected to a second clipping 
process to increase the steepness. of the sides. The resulting square wave is then 
applied to a phase inverter, amplified, and delivered to the output terminals through 
a volume control. 


A multivibrator type of square-wave generator is illustrated in Fig. 77.5 Here 


1This method of testing was suggested by W. R. Hewlett. 

2 A very good square wave can be obtained at low and moderate frequencies by clipping the output 
of a thyratron inverter circuit. In such an arrangement, the life of the tubes is approximately a certain 
total number of cycles of operation. As a consequence, although a satisfactory life is obtained at fre- 
quencies of the order of 60 to 100 cycles, the tube life becomes impracticably short when the square- 
wave frequency is of the order of a few thousand cycles per second. 
bas В. Arguimbau, Type 769-A Square-wave Generator, Gen. Rad. Exp., No. Т, p. 4, December, 

* Another method of clipping consists in biasing a pentode nearly to cutoff and applying sufficient 
signal to drive the tube well beyond cutoff on the negative peaks. This clips the negative peaks very 
effectively, and if followed by another such tube, the other peak is limited, and one can then get the 
same effect as produced by the double diode. 

5 E. H. B. Bartelink, A Wide-band Square-wave Generator, Trane. A.I.E.E., Vol. 60, p. 371, 1941. 
Another multivibrator type of square-wave generator is described by J. R. Cosby and C. W. Lampson, 
An Electronic Switch and Square-wave Oscillator, Rev. Sei. Instruments, Vol. 12, P. 187, April, 1941. 
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tubes Tı and T; with their associated circuits represent a conventional multivibrator 
operated with the grid return brought to a positive bias that can be adjusted to control 
the frequency. The voltage across the cathode resistor E. of such an arrangement 
has the wave shape shown, and can be made square by a single clipping operation that 
cuta off the positive side of the wave at an amplitude such as is indicated by line cc. 
This is accomplished by connecting the cathode of tube Тз to the cathode of multi- 
vibrator tube T';. This causes the cathode of Т; to be driven to cutoff on the positive 
peaks. The multivibrator type of square-wave generator does not require an external 
oscillator to operate, although synchronization with an external oscillator can be 
obtained by injecting a voltage where shown in Fig. 77. The frequency can be 
continuously controlled over a ten to one range by varying the positive bias on the 
multivibrator grids; while large step changes in frequency, such as decade values, can 
be obtained by changing the capacities of the grid condensers Cı and C; with the use 
of a gang switch. The ratio ¢,/te (7.e., the relative pulse lengths) can be controlled by 
varying the ratio R2/R, of grid-leak resistors. 
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Ета. 77.—Circuit diagram of square-wave generator based on clipped oscillations of a 
multivibrator. 


The circuits in a square-wave generator that handle the square wave after final 
clipping must be very carefully designed for uniform frequency characteristic and 
negligible time-delay error. In particular, the phase shift at low frequencies must 
not exceed a tenth of a degree, and the amplification must be uniform with negligible 
delay error up to a frequency about thirty times the highest fundamental frequency 
to be generated. 

34. Audio-frequency Transformer Constants.—The most important charac- 
teristics of an audio-frequency transformer are the incremental primary inductance 
for the d-c saturation under which the transformer is expected to operate, the leakage 
inductance referred to the primary side of the transformer, the ratio of voltage trans- 
formation, and in the case of interstage coupling transformers the frequency at which 
the leakage inductance is in resonance with the distributed capacity of the transformer 
secondary. Other features of some interest are the losses of the transformer, includ- 
ing particularly the d-c resistances of the windings, and the equivalent eddy-current 
resistance expressed as a shunt resistance across the primary of the transformer. 
The hysteresis loss can ordinarily be neglected except possibly at quite low frequencies. 
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The incremental primary inductance can be measured at the appropriate alternat- 
ing- and direct-current magnetizations as described in Par. 3. Such a measurement 
must be made at a frequency well below that at which the transformer is in parallel 
resonance with its distributed capacity, which normally means at a frequency not 
to exceed a few hundred cycles. 

The leakage inductance reduced to a unity turn ratio can be readily obtained by 
measuring the inductance between the primary terminals when the secondary is 
short-circuited. The leakage inductance obtained in this way is independent of 
frequency, and also of saturation effects in the core since the leakage paths are pri- 
marily in air. The measurements accordingly may be made at any convenient fre- 
quency and without passing direct current through the core. In the case of interstage 
coupling transformers, it is not permissible to measure the leakage inductance from 
the secondary terminals by short-circuiting the primary unless this is done at quite 
low frequencies, since otherwise errors will be introduced as the result of the secondary 
distributed capacity. 

The effective distributed capacity of the secondary can be obtained in any one of 
several indirect ways. One method is to determine the frequency o:/2r at which 
parallel resonance oceurs across the transformer when the primary terminals are 
open-circuited. The equivalent secondary distributed capacity Сь, reduced to unity 
turn ratio with the primary side as reference, is then 


1 
в = MdL. (88) 
where L, is the primary inductance under the conditions of measurement. A second 
method is to determine the frequency at which parallel resonance exists across the 
secondary terminals when the primary is short-circuited. This frequency corresponds 
to the condition where C; and the leakage inductance L, are in parallel resonance so 
that 


Cs = 2212. (39) 


ов 


where сз /2т is the resonant frequency, and C; and Ls are referred to the primary side. 
A third method of measuring the effective secondary capacity is to determine experi- 
mentally the ratio of secondary to primary voltage as a function of frequency for 
frequencies approaching that at which the leakage reactance is in resonance with the 
distributed capacity. This ratio will increase with frequency and reach a maximum 
at resonance, At some frequency о/2т below resonance, C, can be deduced from E 
knowledge of Г, and the voltage ratio according to the relation 


Voltage ratio of transformer _ (1/eC,) 
Turn ratio of transformer eL, — (l/eC,) 





(40) 


In measuring the secondary distributed capacity it must be kept in mind that the 
capacity that is effective in the actual operation of the transformer is the sum of the 
distributed secondary capacity of the transformer and the input capacity of the tube 
to which the secondary delivers its voltage. Consequently, C, is preferably obtained 
with tbe output tube actually present and operating with its normal load impedance. 
Additional measuring equipment, such as vacuum-tube voltmeters, across the sec- 
ondary, must be arranged to introduce the minimum possible additional shunting 
capacity, or their shunting capacity should be determined separately and a suitable 
correction made. 


Par. 35] MEASUREMENTS 973 


The turn ratio of a transformer can be conveniently measured by applying a 
known voltage across the primary terminals and measuring the voltage developed 
across the secondary, using a vacuum-tube voltmeter. The frequency at which such 
a determination is made must be chosen with reasonable care. If the frequency is 
very low, the step-up ratio as observed will be less than the actual turn ratio as a 
result of voltage lost in the d-c resistance of the primary. The error resulting from 
this source is as follows: 


Actual turn ratio ._ X Е» \? 
Observed voltage ratio — b (2) ш) 
where R, = d-c resistance of the primary winding. 
wl, = reactance of the primary inductance at the frequency of measurement. 
On the other hand, if the frequency of measurement is too high, the voltage ratio of 
the transformer will differ from the step-up ratio as a result of partial resonance 
between the leakage inductance and secondary distributed capacity as given by Eq. 
(40). 

The eddy-current resistance E, that can be considered as shunting the primary 
of the transformer in Fig. 12, Sec. 5, is the parallel impedance existing across the 
primary terminals of the transformer when the transformer is considered as a parallel 
resonant circuit, in which the inductance is the incremental primary inductance of 
the transformer and the tuning capacity is the equivalent unity-ratio capacity repre- 
sented by the secondary distributed capacity. Inasmuch as this resistance does not 
vary greatly with frequency, it may be conveniently obtained by making a bridge 
measurement of the primary terminal impedance at some convenient medium low 
frequency, with the transformer being tuned to resonance at the frequency of meas- 


urement by means of a small variable capacity connected across the secondary 
terminals, that is adjusted to give the transformer a resistance impedance. 


MEASUREMENTS ON RADIO RECEIVERS 


35. Receiver Characteristics and Their Determination..—Radio receivers are 
tested by employing an artificial signal from a standard signal generator to provide 
a voltage corresponding to that induced in the receiving antenna. This voltage is 
ordinarily applied to the receiver through a network, termed a dummy antenna, having 
characteristics such that the receiver views substantially the same impedance as it 
would in normal operation with an actual antenna. The receiver output is then 
observed by replacing the loud-speaker or telephone receivers by a suitable resistance 
load, with which is associated a power indicator. 

The dummy antenna recommended for use in testing broadcast receivers is given 
in Fig. 78.2 The impedance of this network in the frequency range 540 to 1,600 kc 
approximates that of the typical open-wire antenna resonant at about 2,500 ke, 
and having a capacity of the order of 200 ри. At higher frequencies the network 
approaches a constant impedance of 400 ohms, and so resembles a nonresonant 
transmission line of corresponding impedance. 


! Many of the tests and test procedures commonly used with radio receivers, particularly broadcast 
receivers, have been standardized to ensure uniformity. These standards are described in ‘Standards 
on Radio Receivers,” Institute of Radio Engineers, New York, 1938. 

The standard test procedures used in England are described in the paper R. M. A. Specification for 
Testing and Expressing the Overall Performance of Radio Receivers, Jour. I.E.E., Vol. 81, p. 104, 1937 
(Wireless Proc., Vol. 12, p. 179, September, 1937). : 

2 Where tests are to be made only in the standard broadcast frequency range, an alternative network 
consisting of a capacity of 200 ни, resistance of 25 ohms, and an inductance of 20 иһ, all connected in 
series, is commonly used. Such a dummy antenna has practically the same impedance as the recom- 
mended network in this frequency range. 
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With loop antennas, the signal-generator voltage can be introduced into the 
receiver loop by use of a known mutual inductance, as in Fig. 79a, or can be inserted 
directly in series with the loop circuit, as in Fig. 796.1 The former arrangement is 
preferable, because it requires no correction for distributed capacity of the loop. In 
this mutual-inductance method, if the reactance of the primary inductance X, is at 
least three times the internal impedance Вр of the signal generator, then the strength 
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Fro. 78.—Standard dummy antenna used for testing broadcast receivers, together with its 
impedance characteristic. 
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Ета. 79.—Methods of introducing signal-generator voltage into a loop antenna. 





of the radio field E required to induce in the loop the same voltage as does the signal 
generator is? 
‚ _ 18:85N ry? E 


# X, (42) 


1 


where e = strength of radio field, microvolts per meter. 
№, = number of turns in primary coil Lp. 


1 Further details on receiver measurements when loop antennas are used are given by W. O. Swinyard, 
Measurement of Loop Antenna Receivers, Proc. I.R.E., Vol. 29, p. 382, July, 1941. 

2 When this relation is not satisfied, then one should substitute 4/X5? + Rp? in place on Xp in Eq. 
(42), 
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Тр = radius of primary coil, em. 

d = distance, meters, between center of primary coil L and center of loop 
antenna. 

E = signal-generator voltage, millivolts. 


X, = reactance of primary coil L. 
The distance d should be at least twice the largest dimension of the loop or primary 
coil, but should be much less than a wave length. 
When the signal-generator voltage is inserted directly in series with the loop, as 
in Fig. 79b, then the intensity of the radio field that would produce the same effect in 
the radio receiver as does the signal generator, is 


_ 47,750E 


= ar (43) 


where є and E have the same meaning as in Eq. (42), №» is the number of turns in the 
loop antenna, f the frequency in kilocycles, and A the cross-sectional area of the loop 
in square meters. 

Sensitivity.—The sensitivity of a radio receiver is defined in terms of the voltage 
that must be applied by a signal generator to the receiver input to produce a specified 
output. In the ease of broadcast receivers, the conditions of the sensitivity test have 
been standardized on the basis of a signal modulated 30 per cent at 400 cycles, with 
the standard output to be delivered by the receiver into à dummy load taken as 
0.5 watts. The sensitivity is normally expressed either in microvolts, or in decibels 
below 1 volt. Unless otherwise stated, the sensitivity test is taken with the receiver 
controls adjusted to give maximum sensitivity. A typical sensitivity curve of a broad- 
cast receiver is shown in Fig. 80. 

Selectivity.—The selectivity of a radio receiver is that characteristic which deter- 
mines the extent to which the receiver is capable of distinguishing between the desired 
signal and disturbances of other frequencies. Selectivity is expressed in the form of 
a curve that gives the signal strength required to produce a given receiver output as 
a function of the cycles off resonance of the signal, with the response at resonance 
taken as the reference (see Fig. 80). 

The selectivity curve of a radio receiver is normally obtained by disabling the auto- 
matic-volume-control system (or replacing the A.V.C. bias by a fixed bias), setting 
the signal generator to the desired frequency, tuning the receiver to this frequency, 
and adjusting the signal to give a convenient output when modulated 30 per cent at 
400 cycles. The carrier frequency of the signal generator output is then varied by 
progressively increasing amounts from the frequency to which the receiver is tuned, 
and the signal-generator voltage increased as necessary to maintain constant receiver 
output. Selectivity curves should be carried to 100 ke off resonance or to 80 db above 
the response of resonance, whichever is encountered first. 

Selectivity curves with the automatic-volume-control system operative can be 
obtained by employing two signal generators, one to represent the desired signal to 
which the signal is tuned, and the other to represent the interfering signal. In such 
an arrangement, the "desired" signal is adjusted to the amplitude desired for pur- 
poses of the test, and the modulation of this signal is then removed. The “‘inter- 
fering" signal generator is then turned on and modulated 30 per cent at 400 cycles. 
The selectivity is then expressed as a curve showing the amplitude of the interfering 
signal required to produce a standard 400-cycle output, as a function of the difference 
between the frequency of the interfering signal and the frequency of the desired 
signal. The selectivity curve obtained from a two-signal-generator test of this type 


1 This assumes that the receiver is capable of delivering an output of at least one watt. If the maxi- 
mum receiver output is between 0.1 and 1 watt, the standard output is 50 milliwatts. К 


976 $ RADIO ENGINEERS HANDBOOK [Sec. 13 


моо к==х J Ft SF 
1—0 
1—7 

























exis ЧЕ Jes 
WERE. || es 


Rome 


V 
Kilocycles off Вее 
Selectivity characteristics 


= КОШ ЕШ 


ЗШЕ: 
ME | M NC 


1000 0000 
ae Frequency 


Fidelity characteristics 






30 


Bl 





00 















. Actual Output 


Output at 4! 





Ratio 


n om N 


for Standard Output 
A 





Inputin Microvolts 


00 600 100. 800 900 1000 1100 1200 1300 1400 1500 
Carrier Frequency-Kilocycles 


Fie. 80.—Typical sensitivity, selectivity, and fidelity curves of a superheterodyne receiver. 
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takes into account not only the selectivity of the resonant circuits of the receiver, 
but also any cross-modulation effects that occur in the receiver. These cross-modu- 
lation effects commonly dominate the situation when the desired signal is large and 
the frequency difference between the two signals is not too small. 

Fidelity.—The fidelity of a receiver shows the manner in which the electrical output 
at a dummy load depends upon the modulation frequency. Fidelity is measured by 
setting the signal generator to a desired carrier frequency, tuning the receiver to this 
signal, adjusting the signal generator until a convenient output is obtained, and then 
observing the variation in receiver output as the modulation frequency of the signal 
generator is varied, while keeping the degree of modulation constant at 30 per cent. 
The results of a fidelity test are expressed in the form of a curve, as shown in Fig. 80, 
with the output at 400 cycles taken as the reference value. In making fidelity tests 
care must be taken to avoid applying so much input to the receiver as to overload the 
output. Also, in the event that the noise and hum voltages in the receiver output are 
appreciable, it is necessary either that the signal be strong enough to override these 
interfering effects, or that their power be subtracted to give the true output. 

Fidelity tests as outlined above using a dummy load do not include the character- 
istics of the loud-speaker, or the acoustics of the space in which the sound is reproduced. 
These factors can be taken into account by over-all tests in which the relative sound 
output of the receiver is measured.! : 

Miscellaneous Receiver Characteristics.—In addition to selectivity, sensitivity, and 
fidelity, a number of other characteristics are often of interest. These include the 
maximum undistorted power that the receiver can develop, the hum and noise level, 
cross-talk, spurious responses, automatic-volume-control characteristics, etc. 

The maximum undistorted output that a receiver can develop is arbitrarily defined 
as the maximum power that can be delivered to the load with an rms distortion not 
to exceed 10 per cent. Undistorted power is commonly measured with a signal 
modulated 80 per cent at 400 cycles, although other conditions of degree and frequency 
of modulation may be specified. 

Noise and hum may be objectively measured in several ways.? One procedure 
consists in applying an unmodulated carrier of appropriate amplitude to a receiver 
from a signal generator and observing the hum and noise output on a square-law 
indicating device. The signal is then modulated and the degree of modulation 
adjusted until the square of the rms output, as indicated on the instrument, has been 
doubled. The hum and noise present under the given conditions can then be expressed 
in terms of decibels below 100 per cent modulation. 

Spurious responses are investigated by the use of one or two signal generators, as 

the case requires, and are evaluated in terms of the amplitude of the undesired signal 
required to give a specified output, compared with the amplitude of the desired signal 
‘required to give the same output. Thus if an image voltage must be 1,000 times as 
strong as the desired signal, to produce a given output, then the image discrimination 
is 60 db. 

Operation of Two Signal Generators in Parallel.—Certain receiver tests necessitate 
the use of two signal generators acting simultaneously on the receiver input. When 
both generators have one terminal grounded, as is usually the case, this presents a 
special problem. 


1 Such tests are described by Stuart Ballantine, High Quality Radio Broadcast Transmission and 
Reception—II, Proc. I.R.E., Vol. 23, p. 618, June, 1935; Н. A. Wheeler and V. E. Whitman, Acoustic 
Testing of High Fidelity Receivers, Proc, I.R.E., Vol. 23, p. 610, June, 1935. 

2 For further information on this subject, see “Standards on Radio Receivers,” loc. cit.; Е. B. Llew- 
ellyn, A Rapid Method for Estimating the Signal-to-noise Ratio of a High Gain Receiver, Proc. I.R.E., 
Vol. 19, р. 416, March, 1931; S. Ballantine, Fluctuation Noise in Radio Receivers, Proc. I. E. E., Vol. 18, 
p. 1377, August, 1930; Н. О. Peterson, A Method of Measuring Noise Levels on Short-wave Radio- 
telegraph Circuits, Proc. I.R.E., Vol. 23, p. 128, February, 1935. 
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When the two signal generators have an output impedance that is independent 
of the attenuator setting, they can be connected directly in parallel. The equivalent 
output impedance of the combination is then equal to the output impedances of the 
two generators taken in parallel, while the output voltage of an individual signal gener- 
ator is less than the output voltage for normal operation by the factor R2/(R:i + Rə), 
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Fig, 81.—Method of superimposing the output voltages of two signal generators upon 
the input of a radio receiver. 


where R, is the output resistance of the signal generator in question and В. is the 
output resistance of the other signal generator that is connected in parallel. 

An alternative arrangement that must be used when the output impedance of 
the signal generator is variable, and that is also often more convenient in other cases, 
is illustrated in Fig. 81 and involves the use of separate artificial antennas for each 
signal generator, with the outputs of these two antennas connected in parallel. Each 
individual artificial antenna is arranged to have twice the impedance of the antenna 
with which the receiver is supposed to operate; i.e., the resistances and inductances 
are twice as large as in the usual artificial antenna, and the capacity is half as great. 
Since the two antennas are in parallel as far as the receiver input is concerned, the 
result is equivalent to the desired artificial antenna. The indicated output voltages 
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Fig. 82.— Typical superheterodyne receiver, showing points at which test voltages 
&re introduced into the receiver to determine the performance of individual sections of the 
receiver. 


of the signal generator must be divided by two, however, since it takes twice as much 
voltage in the arrangement of Fig. 81 to produce a given input at the receiver ter- 
minals as when a single generator is used with the usual dummy antenna. 
Measurement of Performance of Individual Parts of a Receiver—The performance 
of the individual portions of a radio receiver, such as the section ab in Fig. 82, can be 
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obtained by determining the signal-generator voltage that must be applied at points 
а and b, respectively, to produce the standard receiver output. The amplification 
in the section under question is then the ratio of these two voltages. It will be noted 
that if there is a frequency transformation in the section involved, as, for example, in 
section da, the carrier frequency of the signal generator must be changed accordingly, 
and when one gets into the audio-frequency section, it is necessary to use an audio- 
frequency signal generator. This procedure by which the performance of a section 
of a receiver is obtained by difference, instead of by direct measurement of the input 
and output voltages of the section, must be followed in order that the regeneration, 
circuit capacities, etc., that would affect the behavior of the section under question 
be not affected by the measuring procedure. The principal precaution necessary in: 
making tests in this way is not to alter the amplitude of the beating oscillator. 

36. Signal Generators.—A signal generator is a device for producing accurately 
known radio-frequency voltages that can be continuously adjusted from about 
1 microvolt in amplitude to approximately 
0.5 volts. Signal generators consist of a 
very completely shielded oscillator that can 
be modulated, together with attenuator and 
metering means for producing accurately 
known small voltages. 

Shielding of Signal Generators. The 
degree of shielding required in signal gen- 
erators is the greatest needed in any 
radio work. The principal considerations 
required to achieve the desired results are 
(1) shields having a thickness considerably 
greater than skin depth of current pene- 
tration, constructed with tight-fitting joints 
making good electrical contact; (2) arrange- 
ment of circuits inside the shield so that 
the shield carries a minimum of current; р ser 
(3) the return of all ground wires to a with insulated 
common point ground; (4) the use of filters shaft 
in outgoing leads so arranged that the Fie. 83.—An oscillator provided with 
by-pass condensers of all leads are returned complete shielding, such as might be 

É used in a signal generator. 
to a common point, and means such as 
shielding to prevent voltages or currents from being induced in the outgoing leads or 
chokes on the output side of the by-pass condensers; (5) the use of spaced concentric 
shields that are connected together electrically at only one point. An example of a 
suitably arranged shielding system is shown in Fig. 83. 

Adequate wall thickness of the shield will prevent direct leakage through the 
shield material itself. Well-made joints providing good electrical conductivity are 
essential in order that the eddy currents in the shield will not be disturbed. Wher- 
ever possible, joints should be soldered, but when this is not feasible, the mechanical 
fit should be of the very best, since experience shows that & joint that is literally 
watertight is required if leakage of field is to be avoided.  Currents in the shield 
cause different parts of the shield interior to be at different potentials. This greatly 
increases the possibility of leakage through outgoing leads, mechanical joints, etc. 
Currents in the shield can be minimized by using a shielded coil for the oscillator 
and by insulating everything from the shield except for ground wires all brought to & 


->At least clearance 


беа cc 
L am =o ae oen y ee e e e e e e e l 





1 бее also J. В. Bird, Some Considerations on the Design of Radio-frequency Signal Generators, 
Proc. I.R.E., Vol. 19, p. 438, March, 1931. 
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single point. The by-pass condensers in the filters of outgoing leads must all be 
connected by individual wires to a common point on the shield, preferably the same 
point at which the internal ground connection within the shield is made. In this way, 
there will be no current in the shield to produce difference in potential between differ- 
ent parts of the shield and hence a potential difference between different. outgoing 
leads. "The use of concentric shields greatly increases the degree of shielding obtain- 
able, but the full possibilities of the concentric construction will not be realized 
unless there is only a single electrical connection between the inner and outer shields, 
with by-pass condensers arranged as shown in Fig. 83. It will be noted that insulated 
couplings must be placed in the shafts of all tuning condensers, etc., located in the 
inner compartment of a doubly shielded system. The leads for introducing filament 
and plate voltages do not constitute additional electrical connections between the 
inner and outer shields, because the filter chokes in these leads make them effectively 
an open circuit. 

External modulating voltage can be introduced into a signal generator by designing 
the plate filter as a low-pass filter that will transmit the audio modulating frequencies 
while attenuating the radio carrier. frequencies. In some instances, filter sections 
of the m-derived type are used in n place of the simple capacity-inductance sections 
shown in Fig. 83. 

87. Signal-generator Attenuators. Resistance “Attenuators—The most common 
method used to develop a known voltage in a signal generator is to employ a resistance 
attenuator that i is supplied by a known current measured by a thermocouple, or by a 

known voltage measured on a vacuum-tube 
voltmeter. In such arrangements, the leads 
from the thermocouple or vacuum tube to the 
i indieating galvanometer are provided with 
filters so that the indicator can be on the out- 
side panel. A ladder type of resistance at- 
tenuator is normally employed to give decade 
Steps, with a slide-wire arrangement used to 
itt poinfs provide continuous adjustment between dec- 
ades. · The resistance units must be of a low- 
. reactance type, such as described in Par. 6, 
} Sec. 2, and must employ wire small enough 
so that the skin effect is negligible at the 
highest frequencies involved. Theattenuator 
is normally constructed to have an impedance 
Ж level small compared with the impedance of 
e 3 the usual artificial antenna. As a result of 
Е the low impedance level, electrostatic effects 

Bottom view of attenuator Е н 
compartment with cover are not troublesome if reasonable care istaken, 
removed but because of the low impedance, every pos- 

Fra. 84.— Design of attenuator and sible precaution must be taken to minimize 
switch providing short leads, shielding, the inductance in the connecting wires of the 
and compactness. ў 

attenuator. In particular, these leads should 
be reduced to the minimum possible length, and, furthermore, the- grounded side of 
the shunt resistors should be returned directly to points closely spaced along a com- 
mon wire. А good mechanical arrangement of attenuator. and switch that carries 
out these requirements and also provides shielding between parts of the attenuator at 
widely different power levels is shown at Fig. 84.1 


. 1See also Axel G. Jensen, Potentiometer Arrangement for Measuring Microvoltages at Radio Fre 
quencies, Phy. Rev., Vol. 26, July, 1925. 


Side view 
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The ground on the attenuator system should be returned directly to the output 
ground terminal, and there should be only one ground in the attenuator system. 

At radio frequencies above about 20 me, there is difficulty in transmitting the 
attenuator output voltage to the input of the receiver without introducing resonance 
effects. This situation can be handled by employing a concentric line that is ter- 
minated with its characteristic impedance at the output (receiver) еп4.1 
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Fie. 85.—Mutual-inductance attenuator involving coaxial coils in a circular tube. 


Mutual-inductance Attenuators.?—In mutual-inductance attenuators, the output 
voltage is controlled by varying the mutual inductance between two coils located in a 
tube. Such attenuators can employ coaxial coils in a circular tube, as in Fig. 85, or 
coplanar coils, preferably in a square tube, as in Fig. 86. When the spacing between 
coils in such arrangements is large, the output voltage measured in decibels is a linear 
function of the spacing Z between coils. In the case of coaxial coils in a circular 
tube, the attenuation in db is 33.3 times the separation between coils measured in 
radii of the inside dimension. With a coplanar coil in a square tube,? the rate at 





Attenuation = 13.64 4 decibels 
а. 


Depth of penetration p= 264/F mils (Е in mc) inches 
Ета. 86.—Mutual-inductance attenuator involving coplanar coils in a square tube. 


which the output varies with large spacings is 13.64 db per radius of the inscribed 
circle of the square tube. This linear relationship between attenuation and spacing 
fails to hold if the coils are too close together. The proportions shown in Figs. 85 
and 86, howevér, permit the mutual inductance to be made large enough to give 
serious reaction between the pickup coil and exciting coil before there is appreciable 
departure from the linear law. | 

1C. J. Franks, 20-100 Mc.Signal Generator, Electronics, Vol. 9, p. 16, August, 1936. 

3 D. E. Harnett and N. P. Case, The Design and Testing of Multirange Receivers, Proc. I.R.E., 
Vol. 23, p. 578, June, 1935. 

з When the coplanar coils are used in a round tube, the rate of attenuation is 16.0 db per radius. 

The radius used in making calculations of attenuation is the inside radius of the tube plus half the 


distance representing the skin depth of current penetration (see Par. 4, Sec. 2). The latter is very 
small and can ordinarily be ignored. 
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In practical mutual-inductance attenuators, it is possible to mark off a relative 
db scale by calculation. It is then necessary to evaluate the voltage at only one point, 
which is usually done for a large output, such as one volt, that can be observed on a 
vacuum-tube voltmeter. The relative attenuation is independent of frequency, 
although the reference level will usually vary with frequency because the voltage 
across the exciting coil will in most cases not be constant. 

The errors in mutual-inductance attenuators are those arising from capacitive 
coupling and from mutual-inductance coupling of undesired types. Capacitive 
coupling can be minimized by proper mechanical design and construction. The 
coplanar type of attenuator is troubled least by these errors, since with this particular 
form of coupling, the field that produces the desired output attenuates more slowly 
with increased spacing than any other form of mutual-inductance or capacitive 
coupling. Thus, if these spurious couplings are much less than the desired coupling 
at close spacings, their relative importance is still less with large attenuations. This 
is not true in the case of coaxial coupling, however, with the result that spurious 
capacitive couplings, or couplings due to mutual inductance of the coplanar type 
arising from imperfections in axial symmetry or between leads to the coupling coils, 
tend to control the output when the attenuation is large. 

The output impedance of an attenuator of the mutual-inductance type is the 
impedance of the pickup coil, and so is inductive. For proper operation, this coil 
should have such low distributed capacity that its natural resonant frequency is 
many times greater than the highest frequency to be used. 

Mutual-capacity Attenuators.—In mutual-capacity attenuators, the output is 
controlled by varying the mutual capacity existing between two condenser plates. 
Typical arrangements are shown in Fig. 87, in which the plates are located in a circular 
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Fre. 87.—Mutual-capacity attenuator. The best shape of the convex surface is that 
represented by the equation ¢7?-4#/2 = J9(2.47/a). 


copper tube. When the separation between plates is large in such an arrangement, the 
rate of attenuation is 20.9 db per radius, t.e., (20.9Z) /a, where Z and a are the Separa- 
tion and radius, as in Fig. 872. With the electrode proportions shown in Fig. 87, this 
linear relationship between spacing and attenuation is maintained for spacings almost 
to the point where the electrodes touch. | 

Capacity attenuators do not necessarily have to be mounted in copper tubes. 
Another arrangement is shown in Fig. 88a, in which the varying mutual capacity is 

1 See Harnett and Case, loc. cit. 

2 In the case of a square tube, the rate of attenuation is 19.3 db per radius of the inscribed circle. 


It will be noted here that the radius to be used is the actual internal radius of the tube, with no 
allowance made for the skin depth as required in the case of the mutual-inductance attenuators. 
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the direct capacity between the fixed electrode a and the rotating semicircular plate 
b.1 By use of the construction shown in Fig. 88, it is possible with the adjustable 
grounded plates Ci, С», etc., to make the impedance that the attenuator offers on its 
input side substantially independent of setting. In this way, the attenuator can 
be excited directly from a self-oscillating circuit without having the frequency vary 


excessively with attenuation changes. 
ba 
Input $ + ‚бири? 






/ N 
Case / Capacity ofa 


fe fo case 
Capacity of b fo case (varies 
with position of b according 
fo settings of CC, efc) 
(a) Physical construction (b) Equivalent electrical circuit 


Fic. 88.—Mutual-capacity attenuator, with provision for maintaining the input impedance 
of the attenuator substantially constant. 


Spacing” 
odjustable 


The equivalent circuit of a capacity attenuator is shown in Fig. 89. Неге Fy 
represents the voltage applied to the attenuator input, C; is the capacity between 
input electrode and ground, C; the capacity between output electrode and ground, 
and C, the varying mutual capacity that gives the attenuation. Under practical 
conditions, it is desirable to make C; very much larger than Cm, which means either 
that C; is augmented by a fixed condenser or that the construction is such that the 
required capacity is directly built into the output electrode. Under conditions 
where C; > > Cm, the output impedance of the attenuator is equal to the reactance 
of capacity C; plus апу. resistance and inductance that may be introduced by the 
output lead. If a concentric line is used to transmit the attenuator output to the point 
of use, the capacity C; should be large enough so that its reactance at the lowest fre- 
quency of use is not more than one-third of the characteristic impedance of the line.? 

In mutual capacity attenuators of the type shown in Fig. 86, it is customary to 
engrave an arbitrary scale on the slider, 
with the spacing between graduations Cm 


determined by calculation from the 

known law of attenuation. The voltage | Ж | 

E applied to the input electrode is then E C Co Output 
adjusted by means of a vacuum-tube  ! f 

voltmeter so that at some convenient 

point on the scale, preferably at 0 db, 


the output potential has a convenient У 

value, such as 1 volt. In the саве of 

capacity attenuators of the type shown 

in Fig. 88, the reference point is determined in the same way by applying a known 
voltage to the input electrode, but the law of scale variation must be determined 
experimentally. 


Fie. 89.—Equivalent circuit of capacity 
attenuators. 


1 See A Signal Generator for the Ultra-high Frequencies, Gen. Rad. Ezp., November, 1939, 
2 Tt will be noted that the voltage on the output electrode for the case C» > > Cmis 


Cn 
Output voltage = Ei с. (44) 


The voltage obtained with any given spacing will accordingly depend upon the value of Ca, while the 
variation in output with spacing will vary linearly with Съ. 
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Capacity attenuators are particularly attractive for use at frequencies so high 
that ordinary resistance ‘attenuators are not accurate. 

Miscellaneous Types of Attenuators.—Voltages down to 50 to 100 uv can be obtained 
with accuracy by passing a known current measured with a vacuum thermocouple 
through a small known noninductive resistance, as shown in Fig. 90a. Another 
method of producing moderately small known voltages consists in passing the known 
current through the calculated inductance formed by a short section of concentric 
line short-circuited at the receiving end (Fig. 90b).- A modification of this arrange- 
ment consists in making use of a coupling loop mounted in a concentric transmission 
line, as shown in Fig. 90c. In such an arrangement, the voltage induced in the 
coupling loop can be calculated from the dimensions involved and from the current. 

Small voltages can be obtained without the necessity of shielding by applying a 
carrier wave of half the desired frequency to the input of a square-law detector. When ` 
this is done, the detector output will contain, among other things, a second harmonic 
of the applied frequency, and also a rectified d-c current. It can be readily shown 
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Fie. 90.— Miscellaneous type of attenuators. 


by the series analysis of Par. 24, Sec. 5 that the crest amplitude of the second- 
harmonie current is exactly equal to the rectified d-c current, provided that the 
circuit impedance to these currents is small compared with the plate resistance 
of the tube at the operating point. Accordingly, measurement of the d-c current 
by a microammeter gives the amplitude of the second-harmonic current with very 
high precision. Known radio-frequency voltages that are quite small can accordingly 
be produced by passing the second-harmonic current through a low resistance, such 
as one ohm. | 

A practical circuit arrangement for utilizing the second-harmonic principle in a 
signal generator is shown in Fig. 91. This employs a balanced detector to reduce 
the amount of input frequency current flowing through the output and to provide 
stabilization with respect to change in electrode voltages. The normal d-c plate 
current is balanced out of the microammeter by adjusting the resistance Ri, which 
must be several hundred times the resistance of the microammeter if the meter is to 
indicate the rectified plate current without correction for the shunt formed by Ri. 
The second-harmonic type of signal generator has the very important advantages of 
requiring practically no shielding and of measuring the output voltage directly 
rather than depending upon an attenuator. At the same time, it has the disadvantage 
that spurious radio frequencies are present in the output, that the amount of manipula- 
tion required is greater than is the case with ordinary signal generators, and that 
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distortionless modulation of the output voltage is not possible, since when а wave 
modulated to the degree m is applied to the square-law detector, the modulation 
of the second-harmonic carrier output is 4/(2 -+ m?) times the degree of modulation m 
of the input, and there is a second-harmonic component of the modulation frequency 
that is m/4 of the desired modulation. Another inconvenience is that the presence 
of modulation increases the amplitude of both the d-c output current and the second- 
harmonic carrier, even though it does not effect the equality of the two. | 

Accuracy Checks.—The accuracy of the attenuator in a signal generator сап be 
checked in several ways. One method is to compare with a known voltage developed 
from a carefully made second-harmonic type of signal generator. 

An alternative procedure is to compare the output voltages developed with large 
attenuation with output voltages obtained with small attenuation. This requires 
the aid of a sensitive radio receiver in which the final detector has been calibrated to 
act as a vacuum-tube voltmeter to measure accurately carrier amplitudes at the 
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Fra. 91.— Practical form of second-harmonic type of signal generator. 


detector grid over a voltage range of at least 10 to 1. The receiver must also give an 
output voltage that is proportional to input voltage for all signal amplitudes and 
sensitivity adjustments used in the measurements. The procedure is then as follows: 
the signal generator is coupled to the receiver through an artificial antenna and its 
output voltage set at some large value, say 10 millivolts, where there is little likelihood 
of the attenuator being in error. The receiver gain is then adjusted until the carrier 
at the detector is as large as the receiver can handle, say 10 volts. The signal- 
generator output is now reduced to 1 mv and the voltage at the detector read again. 
The ratio of the two detector readings gives the ratio of signal-generator outputs under 
the two conditions, and will be exactly 10 if the receiver is linear and the signal gen- 
erator is not in error. The receiver gain is next increased so that the maximum allow- 
able detector voltage appears in the detector with one mv input, after which the 
signal generator output is set to 0.1 mv and the procedure repeated. In this way, it 
is possible to check the attenuator step by step and to detect the existence and magni- 
tude of errors that may be present. р 

38. Alignment of Radio Receivers.—The various circuits of a radio receiver can 
be aligned with the aid of a test oscillator capable of generating a modulated wave 
at the intermediate frequency and at signal frequency, together with some form of 
indicator to give receiver output: Such test oscillators are normally shielded and 
provided with some form of output control. Some of the very best are in effect 
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simple signal generators, and may even have the output control calibrated to give 
the approximate microvolt output. 

The alignment of the intermediate-frequency amplifier system of a receiver is 
carried out by working step by step backward through the intermediate-frequency 
circuits from the second detector to the first detector and by always applying the test 
oscillator to the grid immediately preceding the circuit under adjustment and adjust- 
ing the trimmers on this circuit for maximum output. In carrying out this process, 
it is, of course, necessary to reduce the output of the test oscillator each time this 
output is applied to the grid of a tube at lower power level. The next step is to align 
the radio-frequency апа oscillator circuits. This is accomplished by setting both 
receiver dial and test oscillator at a frequency somewhere near the high-frequency 
end of the band, connecting the test oscillator to the antenna input, and adjusting 
so that а moderate receiver output is obtained. The shunt-trimming condensers 
on the radio-frequency stages are then adjusted until the output is maximum, after 
which the shunt trimmer on the oscillator condenser is varied to give maximum 
receiver output.! The receiver dial and test oscillator are then set for a frequency 
at the low-frequency end of the band, and the series padding condenser of the oscil- 
lator is adjusted for maximum response. If the receiver covers only the regular 
broadeast band, it is also permissible to improve the low-frequency alignment of the 
radio-frequency stages by bending the end plates of the condensers. Finally, receiver 
and test oscillator are returned to the original high frequency, and the adjustment 
there is checked. | 

An alternative procedure that is sometimes employed is "channel analysis." 
The basic idea here involves tracing the signal through the receiver. The radio- 
frequency and intermediate-frequency systems are checked by an arrangement of 
tuned amplifiers feeding into a linear detector that operates some form of indicator 
such as a visual indicator tube. A probe with a 1 paf series condenser is used to pick 
up the signal at any desired point, and the tuned amplifiers are adjusted to the 
frequency being picked up. In this way, it is possible to determine the presence of a 
signal at any place in the receiver and also to determine the effects produced on the 
magnitude of the signal by the various circuits and tubes in the receiver. 

Visual Test Devices.—The alignment of receiver circuits is sometimes carried out 
with the aid of an arrangement that traces out the response curve visually on a 
cathode-ray tube. This can be accomplished by using a test oscillator that has the 
frequency varied over a suitable range at a low audio rate. The horizontal sweep 
of the eathode-ray oscillograph is then synchronized with the rate of variation of the 
test frequency, so that the deflection along the horizontal is a function of frequency. 
The vertical deflection is then obtained from the output of the receiver detector or 
from the radio-frequency voltage applied to the detector (either with or without 
further amplification). 

The most common method of carrying out the operations required by a visual 
test instrument is to obtain a frequency variation of the test oscillator by the use of а 
reactance tube, to the grid of which a 60-cycle voltage is applied.? This oscillator is 
preferably fixed in frequency so that the extent of the frequency sweep is determined 
only by the amplitude of the control voltage applied to. the reactance tube. The 
desired output frequency is then obtained by heterodyning with a tunable oscillator 
and obtaining a difference frequency with the aid of a mixer tube. A typical sche- 

1 All oscillator adjustments are preferably made while the receiver tuning dial is rocked slightly in 


order to take care of any slight interaction between the oscillator and radio-frequency stages that may 
be present. 

? А somewhat more elaborate test oscillator of this type, suitable for the circuits of television 
receivers, is described by H. F. Mayer, A Visual Alignment Generator, Electronics, Vol. 13, p. 39, April, 
1940. 
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matic arrangement is illustrated in Fig. 92, which operates in much the same way as a 
beat-frequency oscillator, but with the difference frequency in this ease being the 
desired radio frequency. 

An alternative arrangement, widely used in earlier visual test devices, makes use 
of a motor-driven rotating condenser, with contacts on the shaft which provide 
synchronization with the cathode-ray sweep.! 

Visual test devices are particularly useful where wide band circuits are employed 
or where good band-pass charactéristics are desired. It is impossible properly to 
line up such circuits by adjusting to maximum response, as is usual with sharply 
resonant circuits. 
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Ета. 92.—Schematic circuit arrangement of test oscillator producing а frequency~modulated 
wave that can be adjusted to have a carrier frequency up to 60 me. 


MODULATION 


39. Measurement of Amplitude Modulation—Modulation measurements are 
used in adjusting radio transmitters to proper operating conditions, to determine the 
amount of distortion of the modulation envelope, and i in monitoring to detect over 
modulation. 

Modulation Meter Using Rectified Envelope.*—' This type of modulation meter is 
widely used for the accurate measurement of positive and negative peak modulation 
and for monitoring of transmitters. A typical commercial form ìs shown in Fig. 93. 
The radio-frequency wave to be investigated is rectified by a diode detector T', 
operated as a linear detector. This gives pulsating d-c output voltage that is almost 
an exact reproduction of the modulation envelope. The average value of this voltage 
gives the carrier amplitude and is read a d-c microammeter Му. Any change in this 
meter reading with variation in the degree of modulation indicates carrier shift. 
The peak and trough values of modulation are obtained by separating out the modula- 
tion-frequency component of the rectifier output and rectifying this audio wave 
by a second diode detector Т», arranged to indicate either positive or negative peaks, 
according to the connections. The modulation positive and negative peaks are then 
given by a comparison of the rectified peak voltage developed by the second diode 
with the carrier amplitude as read by the first diode. By adjusting the radio-fre- 
quency input voltage so that the carrier is at a predetermined level, it is possible to 
make the instrument direct reading in percentage modulation. 


1 An example of such an arrangement is described by G. Ulbricht, Visual Test Device, Proc. I.R.E., 
Vol. 22, p. 89, January, 1934. 

1 See also L. F. Gaudernack, Some Notes on the Practical Measurement of the Degree of Modulation, 
Proc. I. R.E., Vol. 22, р. 819, July, 1934; Е. C. Williams, D. Phil, and A. E. Chester, A New Modulation 
Meter, Wireless Eng., Vol. 15, p. 257, May, 1938; Verne V. Gunsolley, A Differential Modulation Meter, 
Electronics, Vol. 13, p. 18, January, 1940; Н. D. М. Ellis, Measurement of Modulation Depth, Wireless 
Eng., Vol, 18, p. 99, March, 1941. . 
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The instrument of Fig. 93 can be arranged to flash a lamp whenever the degree of 
modulation exceeds a predetermined value. The required auxiliary equipment is 
shown in Fig. 93, and consists of an amplifier 7; so biased that when the degree of 
modulation TUM the maximum allowable level, plate current begins to flow. This 
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Ета. 93.—Schematic circuit diagram of а modulation meter capable of reading positive and 
negative peak modulations, together with overmodulation indicator. 


current fires a gas-discharge tube that then causes current to pass through the lamp. 

Cathode-ray Methods of Determining Modulation —Cathode-ray oscillographs are 
widely used as modulation indicators. They are more generally available than are 
modulation meters, and are less expensive, but have the disadvantage of giving results 
that are less accurate. 
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Fra. 94.—Method of measuring the degree of modulation, using a cathode-ray tube. 


Cathode-ray oscillographs can be used in a number of ways to determine the degree 
of modulation. The peak modulation can be readily observed by simply applying 
the wave to be investigated to the vertical deflectors of the tube. The length of 
line that results with no modulation corresponds to twice carrier amplitude, while the 
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Fig. 95.—Modulated-wave envelope obtained by use of linear sweep circuit synchronized 
at half the modulating frequency. 
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Fie. 96.— Circuit arrangement for observing modulation on a cathode-ray tube, together 
with typical resulting patterns. 
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amplitude with modulation corresponds to twice the peak amplitude of the modula- 
tion envelope. 

This simple arrangement can be modified to give the modulation at the trough, 
as well as at the peak of the envelope, by the arrangement shown in Fig. 94а. Here 
the wave to be investigated is applied to a resistance-capacity phase splitter and the 
resulting components used for vertical and horizontal deflection. The result is a 
circular or elliptical pattern, as shown in Fig. 945, which, in the absence of modulation, 
consists of a simple line that widens out to a band with modulation. The degree of 
modulation for the positive and negative peaks is calculated from distances measured 
along any convenient radial from the center, as shown. It will be noted that for. 
complete modulation on the negative peaks, the eye in the center of the pattern closes 
completely. 

When access can be had to the modulating voltage, there are additional ways in 
which a cathode-ray tube can be used. One possibility is to apply the radio-frequency 
wave to the vertical deflectors and synchronize the sweep voltage with the audio 
modulating wave. The result is the pattern shown in Fig. 95, which reproduces the: 
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Ето. 97.—Detection of phase modulation accompanying amplitude modulation. 


modulation envelope without showing the individual radio-frequency cycles. Another 
arrangement is to apply the modulated wave to the vertical deflectors and to use the 
modulating voltage to produce the horizontal deflection. When there is no phase 
shift between the modulation envelope and the horizontal deflecting voltage and, also, 
when there is no amplitude distortion in the modulation, then a trapezoid pattern 
with straight sides is obtained, as in Fig. 965, from which the degree of modulation 
can be readily calculated. The presence of amplitude distortion in the modulation 
envelope causes the sloping sides of the trapezoid to be curved, as shown in Fig. 96d, 
while phase shift between modulation envelope and the sample of the modulating 
voltage used for horizontal deflection causes the sides of the pattern to be curved, 
and, also, under most conditions, results in a shaded ellipse appearing along the upper 
and lower edges, as shown in Fig. 96c. 

40. Measurements on Frequency and Phase-modulated Waves.. Determination 
of M odulation Index.—The modulation index of a frequency-modulated wave can be 
detétinined by taking advantage of the fact that with sinusoidal modulation, the 
carrier amplitude goes to zero whenever the modulation index has the value given in 
Table 3.1 ` 

These values of ту correspond. to Jo(m;) = 0. 

Detection of Phase Modulation in Transmitters.—Phase modulation often appears 
as an undesired by-product in transmitters making use of amplitude modulation. 
The presence of such phase modulation ean be detected by applying the modulated 
radio-frequency output wave to one pair of deflectors of a cathode-ray tube and the 


1M. G. Crosby, A Method of Measuring Frequency Deviation, R.C.A. Rev., Vol. 4, p. 473, April, 
1940. : 
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TaBLE 3.—VALUES OF MODULATION Inpex AT WHICH CARRIER AMPLITUDE Is ZERO 
Order of Zero 


in Carrier | Value of Modulation 
Amplitude Index m; 
Rides sae EU du Pe aae ae дата AA 
2 ка а вор ele ete а ice dee UO shi а ды 5.52 
Hp E 8.65 
BEE Dies b vro E M cu: de E e tes 11.79 
BD eR oral eel e dense A eM A MA NRI RE 14.93 
Nr a ehh tench aha Ruins haere boa ancl cand mate РОН Sat 18.07 
n (n > 6) e ant aioe SET Dee eL EI bree 18.07 + «(n — 6) 


А wave, preferably derived from the crystal oscillator, to the other deflec- 
tors. The relative phase of the two voltages is then adjusted so that with no modula- 
tion, a straight line is produced. Amplitude modulation of one of the voltages in the 
absence of phase shift then produces a pattern as shown in Fig. 97c. However, if 
phase modulation is present, then the pattern is modified, with one or more of the 
sides being elliptical rather than straight, as shown in Fig. 97d. 


FIELD STRENGTH OF RADIO WAVES! 


41. Measurement of Field Strength.—The strength of radio waves at frequencies 
below about 30 me is normally determined by measuring the voltage induced in a 
loop antenna. The relation between this induced voltage and the field strength is 
then determined by calculation.? 

Determination of Induced Voltage by Receiver with Calibrated Intermediate-fre- 
quency Atienuator.*—The voltage induced in an antenna can be conveniently measured 
with the aid of a receiver having an attenuator at the input of the intermediate- 
frequency amplifier, with the receiver so designed and operated thatthe output of the 
converter stage is proportional to the radio-frequency signal voltage acting on the 
converter grid up to signal amplitudes of at least one volt. Additional equipment 
required to measure field strength includes an auxiliary oscillator that need be only 
moderately well shielded, together with a vacuum-tube voltmeter capable of reading 
about one volt. 

A typical measuring procedure with such an аршы is as follows: The signal 
is tuned in and the intermediate-frequency attenuator adjusted to an attenuation 
ол that gives a convenient deflection on a direct-current microammeter located in the 
output of the second detector. The auxiliary oscillator is now turned on, set at the 
frequency of the incoming signal, and then adjusted until a voltage E (commonly one 
volt) appears at the grid of the converter tube, as determined by the vacuum-tube 
voltmeter. In this operation, the output of the auxilliary oscillator is inserted in 
series with the antenna. The attenuator is now readjusted to an attenuation o; 
such that the output of the second detector is the same as that originally produced 
by the signal. The signal voltage that was at the grid of the converter is then 
(оз — ол) below E, where o; and оз are in db. This voltage differs from the voltage 
actually induced in the antenna by the resonant rise of voltage in the loop and bgeause 
' of the circuits (including r-f amplifier stages, if any) between the loop and the con- 
verter grid. This ratio can be determined by removing the comparison oscillator 
output from in series with the antenna and applying it directly to the grid of the mixer 
without changing the output from that used to get the o» setting above. The attenu- 


1 Further information is to be found in "Standards on Radio Wave Propagation—Measuring Meth- 
ods," Institute of Radio Engineers, New York, 1942. | 
: 2If an antenna other than a loop is used, the effective height must be determined experimentally. 
This is normally done by comparison with results obtained by using 4 loop. 
`. ЗН. T. Friis and E. Bruce, A Radio Field-strength Measuring System for Frequencies up to Forty 
Megacyeles, Proc. I.R.E., Vol. 14, p. 507, August, 1926. 
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ator is then readjusted to the value «s that is required to give the standard output. 
The rise of voltage between the antenna and converter grid is then (оз — as), and the 
voltage actually induced in the antenna by the signal is (2a, — a1 — аз) db below the 
voltage E. 

Certain precautions are necessary in the design of a receiver used in such a measur- 
ing system. The beating oscillator voltage must be so arranged that this voltage 
is not affected by the tuning of the input circuit to the converter. The intermediate- 
frequency attenuator should be located immediately following the converter tube to 
prevent overloading of i-f stages. Attention must also be paid to the design of the 
input circuits and the converter operating conditions so that no overloading will 
occur in the section of the receiver on the input side of the attenuator. 

. The intermediate-frequency attenuator method: of measuring induced voltage 
has the advantage that the accuracy is independent of signal frequency, and depends 
primarily upon the intermediate-frequency attenuator and-the linearity of the input 
circuits. of the receiver. Inasmuch as the input attenuator ‘operates at a constant 
and not particularly high frequency, it can be easily designed to give satisfactory 
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Ета. 98.—Measurement of field strength with the aid of a standard-signal gc generator and an 
ordinary receiver, by the substitution method. 


performance. Also, no highly shielded oscillator is required, and the incoming signal 
is in effect compared with a known voltage of sufficient amplitude to. be readily 
measured on à vacuum-tube voltmeter. А 

Determination of Induced Voltage by. Substitution..——In this method, illustrated 
schematically in Fig. 98, a sensitive radio receiver is connected to the antenna and 
tuned to the signal, with the loop oriented for maximum reception. The receiver 
gain is adjusted to give a convenient indication on a microammeter in the circuit 
of the second detector. The loop is then rotated so that no signal is received, and 
there is introduced in series with the loop a voltage derived from a signal generator. 
This voltage is adjusted to the same frequency as the signal, and the amplitude varied 
until the same receiver output is obtained as is produced by the signal. The signal 
generator output voltage then equals the équivalent induced voltage acting i in series 
with the loop. 

"This method of measuring field strength is very convenient when a signal generator 
is available. It is commonly used at broadcast and lower frequencies, and with care 
can be employed at much higher frequencies.? 


1 C. R. Englund, Note on the Measurement of Radio Signals, Proc. I.R.E., Vol. 11, p. 25, February, 
1923; H. H. Beverage and H. O. Peterson, Radio Transmission Measurements on Long Wavelengths, 
Proc. I.R.E., Vol. 11, p. 661, December, 1923; В. Bown, С. R. Englund, and Н. T. Friis, Radio Trans- 
mission Measurements, Proc. I.R.E., Vol. 11, p. 115, April, 1923; A. G. Jensen, Portable Receiving Sets 
for Measuring Field Strengths at Broadcasting Frequencies, Proc. I.R.E., Vol. 14, p. 333, June, 1926. 

2 Fór example, field strength at very high frequencies has been measured by this method using a 
half-wave doublet connected to a concentric. transmission line for an antenna and replacing this antenna 
by a concentric line leading to а signal generator for calibration purposes. See R. W. eorge, Field 
Strength Measuring Equipment at 500 Megacyoles, R.C.A. Rev., Vol. 5, p. 69, July, 1940. : 
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Standard Field Generator.——At very high frequencies, difficulty is encountered in 
accurately determining the loop step-up because of unbalance effects and distributed 
capacity in-the loop. Also, in many cases, it is desirable at these frequencies to use 
vertical antennas, the effective height of which cannot be determined by calculation. 
The calibration. of the receiver used in field-strength measurements can be obtained 
under these conditions by the use of a standard field generator. 

A standard field generator consists of a compact portable oscillator with an antenna 
of such type that when a known current is supplied, the fields produced can be calcu- 
lated from the dimensions. The combination of a standard field generator with a 
receiver having an intermediate-frequency attenuator permits weak signals to be 
measured. ‘This is done by comparing the receiver attenuation that must be used to 
produce a reference output in receiving the signal of unknown strength, with the 
attenuation required to produce the same output when the standard field generator is 
producing a known field strength at the receiver antenna. 

Several antenna. arrangements have been used in standard field generators. One 
consists of a single-turn balanced loop with a thermocouple placed at the loop center 
and indicating the loop current (Fig. 99а). Another arrangerhent employs a short 
vertical antenna with a large capacity top, as shown in Fig. 99b, so that the effective 
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Fra. 99.— Typical antenna arrangements used in standard-field generators. 


height approximates very closely the spacing between the capacity top and the copper 
case inclosing the oscillator. Another possibility suitable for microwaves is to employ 
a quarter-wave antenna, as shown in Fig. 99c, having a known base current. 

The customary procedure followed in making use of a standard field generator at 
very high frequencies is to place the generator and the receiving antenna at a reason- 
able height above ground, preferably at least one wave length, and to vary the spacing 
between the two. The receiver response will vary in an oscillatory manner as indi- 
eated in Fig. 100, with peaks and troughs corresponding to conditions for which the 
wave reflected from the ground adds to and subtracts from, respectively, the direct ray. 
The mean field strength midway between the peaks and troughs, shown by the dotted 
line in Fig. 100, represents the intensity of the direct ray produced by the field gener- 
ator, and can be calculated by conventional antenna theory from the geometry of the 
field-generator antenna and its current. Either vertically or horizontally polarized 
waves may be produced by the field generator, as the occasion requires. There is 
sometimes an advantage in the use of horizontal polarization, because this permits the 
angle of incidence with the ground to be nearly glancing before à surface wave is 

1 For further information, see J. C. Schelleng, C. R. Burrows, and E. B. Ferrell, Ultra-short-wave 
Propagation, Proc. I.R.H., Vol. 21, р. 427, March, 1933; J. 8. McPetrie and B. С. Pressey, A Method of 
Using Horizontally Polarized Waves for the Calibration of Short Wave Field Strerigth Measuring Sets 
by Radiation, Jour. I.E.E., Vol. 83, р. 210, 1938 (Wireless Section, I.E.E., Vol. 13, p. 267, September, 
1938); J. 8. McPetrie and J. A. Saxton, Theory and Experimental Confirmation of Calibration of Field 
Strength Measuring Sets by Radiation, Jour. Г.Е.Е., Vol. 88, Part III, p. 11, March, 1941; Е. M. Cole- 
brook and A. С. Gordon-Smith, The Design and Construction of a Short-wave Field-strength Measuring 


Set, Jour. I.E.E., Vol. 84, р. 388, 1939 (Wireless Section, Ј.Е.Е., Vol. 14, p. 146, June, 1939); A Method 
of Calibrating a Field Strength Measuring Set, Jour. J.E.E., Vol. 88, Part III, p. 15, March, 1941. 
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produced and also because the reflection coefficient approaches unity with horizontal 
polarization when the angle of incidence is small, which means that the effect of 
ground can be taken into account by calculation with the use of Eq. (24), Sec. 10, 
rather than by varying the spacing. 

Accuracy of Field-sirengih Measurements with Particular Reference to Broadcast 
Frequencies.—The accuracy of field-strength measurements depends upon the fre- 
quency and the design of the equipment, and tends to be greater the lower the fre- 
quency. Тһе relative accuracy obtained is ordinarily quite high under all conditions, 
particularly with the intermediate-frequency attenuator method. The absolute 
accuracy is less, and errors of the order of 1 to 2 db are common in equipment designed 
for broadcast. work. | 

The absolute accuracy of field-strength measurements at broadcast frequencies is 
particularly important, because the field strength is commonly used to check the 
efficiency of the antenna and ground system. Investigation has shown that when such 
obvious sources of error as inaccurate attenuators, nonlinear converters, poor oscillator 
shielding, and receiver unbalance in the loop antenna, etc., have been eliminated, the 
largest remaining error is the distributed capacity of the loop antenna.! This capacity 
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Ета. 100.—Relationship between field strength of direct wave and actual field strength 


produced by an elevated field generator at an elevated receiving point in the immediate 
vicinity, as a function of spacing. 


results 1n a nonuniform current distribution, in which the center turns of the loop 
earry more current than the outer turns.? This effect causes a distributed induced 
voltage, such as ie generated by the fields to be measured, to produce a different 
voltage across the loop output terminals than would be produced if the total 
induced voltage were concentrated at one point. The resulting correction factor by 
which one must multiply a lumped voltage introduced into the loop to get its true 
distributed effect is given approximately by 


Correction factor = 1 + 0.27 (2) (45) 
0, 


where f/fo is the ratio of actual frequency to the natural resonant frequency of the 
loop. The error in field strength resulting from distributed capacity of the loop can 
easily reach 10 per cent. This error can be eliminated by applying the calculated 
correction, by using an untuned loop, or by determining the effective loop step-up 
ratio (4.е., the loop Q) by the capacity variation method and then obtaining the 


1 An extensive study of sources of error in field-strength equipment designed for broadcast applica- 
tions is given by H. Diamond, K. A. Norton, and E. G. Lapham, On the Accuracy of Radio Field Inten- 
sity Measurement at Broadcast Frequencies, Research Paper RP 1156, Nat. Bur. Standards 21, р. 795, 
December, 1938. 

2 Further discussion is given by Paul B. Taylor, Theory of Loop Antenna with Leakage between 
Turns, Proc. I. R.E., Vol. 25, p. 1475, December, 1937; Е. M. Colebrook, The Application of Transmis- 
sion Line Theory to Closed Aerials, Jour. I.E.E., Vol. 83, р. 403, 1938; also, Wireless Section, Г.Е.Е., 
Vol. 13, p. 273, September, 1938. 
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equivalent induced voltage from the potential appearing at the grid of the first tube 
and the effective Q of the loop circuit. 

Field-strength surveys, particularly those conducted in connection with broadcast 
stations, are commonly made by mounting the measuring equipment in a car with the 
loop projecting above the top. In such an arrangement, the car distorts the radio 
field in its vicinity by an amount depending on the orientation of the car, loop position, 
etc. Errors of the order of +25 per cent in field strength may be expected, and, in 
general, tend to be independent of frequency. 

Continuous Recording of Field Strength .— Continuous records of field strength may 
be obtained by using a receiver provided with some form of automatic volume control 
with which is associated a continuous recorder. Arrangements that have been 
employed include using the current flowing through the bias resistor of an ordinary 
automatic-volume-control system to operate the recorder;? using the recorder to 
indicate the output of the radio receiver and obtaining the automatic volume control 
by connecting the recorder shaft to the volume control of the receiver in such a way 
that as the output increases the receiver gain is decreased, and vice versa ;? and, finally, 
using arrangements in which provision is made that if the output over a period of 5 to 
10 sec differs from a standard value, the receiver gain is increased or decreased as 
required by a definite amount, with the recorder.operating from the volume-control 
shaft.4 

Continuous field-strength recorders are preferably arranged so that the indication 
is proportional to the field strength measured in decibels. The receiver employed 
must be stable in its characteristics, and should have the voltage of its power supply 
closely regulated. The calibration can be readily checked at regular intervals by 
introducing known voltages in the antenna from a signal generator. 

42. Measurement of Static and Noise.—Static and noise are difficult to measure 
satisfactorily, because such disturbances often vary widely in characteristics, and it 
is impossible to set'up an objective criterion of the disturbing effect that will be 
generally applicable to all conditions. In the case of hiss type of noise or static that 
is a more or less continuous rumble, the disturbing effect can be measured in terms of 
the field strength of & just audible warble tone or the field strength of just audible 
telegraph signals. 'The average energy of the noise and static in such cases is also 
indicative of the intensity, and can be determined by using in the field-strength 
measuring equipment some form of output system that averages the response over 
Short time intervals.5 

Observations can be made upon individual static pulses by the use of a cathode- 
ray tube. Methods have been devised whereby both the direction from which a 
particular static impulse arrives, as well as its intensity, is shown on a cathode-ray 
всгееп.в The wave form of individual pulses has also been studied with high-speed 
eathode-ray tubes.” 

1J. Н. De Witt, Jr., and А. C. Omberg, The Relation of the Carrying Car to the Accuracy of Portable 
Field-intensity-measuring Equipment, Proc. I. R.E., Vol. 27, р. 1, January, 1939. 

2 G. D. Robinson, Wide Range Scales for Fading Records by Electrical Means, Proc. I.R.E., Vol. 19, 
p. 247, February, 1931. 

3 P, A. deMars, G. W. Kenrick, and G. W. Pickard, Use of Automatic Recording Equipment in 
Radio Transmission Research, Proc. I. E. E., Vol. 19, р. 1618, September, 1931. 

4 W. W. Mutch, A Note on an Automatie Field Strength and Static Recorder, Proc. I. R.E., Vol. 20, 
p. 1914, December, 1932. . 

5 An example of such equipment is described by H. T. Friis, A Static Recorder, Bell System Tech. 
Jour., Vol. 5, p. 282, April, 1926. 

в R. А. Watson-Watt and J. Е. Herd, An Instantaneous Direct Reading Radio Goniometer, Jour. 
I.E.E., Vol. 64, p. 611, May, 1926; A. E. Harper, Some Measurements on the Directional Distribution of 
Static, Proc. I.R.E., Vol. 17, p. 1214, July, 1929; see also Par. 5, Sec. 12 for further details. 
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A.F.C., 654 
А.У.С., 413, 639-642 
Absorption in low ionosphere layers, 724 
Adcock antennas, 880-884 
Adjacent channel interference, 634 
Admittance, vacuum-tube input, 310, 467-475 
neutralization of, 469-471 
Advance wire, 27 
Aerial (see Antenna) 
Air, dielectric strength of, 123 
Air dielectric, condensers with, 119-124 
Air-cooled power tubes, 313 
Air-cored coils (see Coils, air cored) 
Aircraft anténnas, 853 
Airplane effect, 877 
Alignment of receivers, 649, 985 
Alloys, magnetic, 95-97 
A-c-d-c impedance ratio in diode detectors, 555 
Altimeters, 898 
Ammeters, 924 
cathode ray, 937 .- 
Amplification, measurement of audio and video, 
964-971 
(See also Àmplifiers) 
Amplification factor, formulas for, 304-307 
measurement of, 950—964 
of pentode, beam, and sereen-grid st 303 
of triodes, 296 
Amplifiers, audio-frequency, 352-413 
bias impedance effects in, 358 
cathode-coupled, 430 
Class A, equivalent circuit of, 462—466 
Class B, 393-395 
linear, 452-458 
Class C, 444—452 
classification of, 353 
cross-modulation (cross-talk) in, 466 
curve-tracing system for recording charac- 
teristics of, 966 
degenerative feedback (see Feedback amplifiers) 
delay time in, 353 
direct-coupled (direct-current), 375 
distortion in (see Distortion) 
Doherty high-efficiency, 455—458 
dynamic characteristic of, 377 
equivalent circuits of, 354, 462-467 
feedback, 395—406 Д 
(See also Feedback amplifiers) 
input impedance of, 474 
hum in, 477 
impedance-coupled, 371 
input admittance of, 467-475 
neutralization of, 469—471 


Amplifiers, linear, 452-458 
distortion in, 453 
correction in, 458 
high-efficiency, 455—458 
load line of, 377 
microphonic effects i in, 478 
modulated, 533-540 
grid, 535—540 
high-efficiency grid, 538 
miscellaneous types of, 540—548 
motorboating in, 406—410 
neutralized, 469—471 
noise in, 476-477 
phase distortion in, 353 
phase shift in, measurement of, 965 
power, audio-frequency, 377-895 
Class A, 377-383 
Class AB, 383 
Class B audio-frequency, 393-395 
coupling arrangements for, 385-393 
distortion in, 380 
network coupling systems for, 389-393 ` 
output transformers for, 385-393 : 
video-frequency, 429-433 
push-pull, 382-385 
radio-frequency, 434464 : 
Tegeneration in multistage audio-frequency, 
406-410 
resistance-coupled, 354-367 : 
with grid choke, 373 -+ op 
screen-grid-circuit impedance effects in, PL 
square-wave testing of, 417, 968-970 : т 
thermal-agitation noise іп; 476 ' ' 
transformer-coupled, 366-371 - 
with parallel feed, 371 
transit-time effects in, 310 
tuned, 434464 
band-pass, 436—438 
phase and delay characteristics of, 441 
regeneration in, 439 hae 
for television signals, 441—444 
using complex coupling, 438 
voltage, 434—441 
volume control of, 440 
video-frequency, 413—434 
general requirements of, 413 
high-frequency considerations in, 418-429 
high-frequency transients in, 427 
for large output voltages, 432 
low-frequency considerations in, 414—418 
tubes for, 433 
volume control in, 410-413, 440 
Amplitude control, in audio-frequency amplifiers, 
410-413 i 
in tuned amplifiers, 440 
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Amplitude modulation (see Modulation) 
Analyzers, wave, 042—047 
Anode power, 589—614 
Antenna arrays, 797—803 
(See also Antennas) 
of arrays, 802 
for broadcast frequencies, 849 
broadside, 798 
end-fire, 800 
examples of, 852 
involving parasitic radiators, 811-813 
rectangular, 797 
two-element, 803 
Antenna impedance, 776 
Antenna location, for broadcast stations, 739 
Antenna polarization (see Polarization) 
Antenna resistance, 776, 783, 786 
Antennas, 770-871 
Adcock, 880—884 
aircraft, 853 
all-wave, 859 
automobile, 859 
Beverage, 821 
capacity of, 112—119 
with capacity tops, 794 
cone, 865 
with corner reflector, 819 
coupled, voltage and current relations in, 
778—782 
current distribution in, 772-774 
cylindrical, 863 
doublet, 787 
effective height of, 785, 841 
field near, 771 
fishbone, 808 
flagpole, 856 
gain of, definition of, 785 
ground effect on, 774-776, 788-792 
ground systems for, 842, 848 
grounded, excitation of, 845—848 
grounded vertical, properties of, 792-795 
half-wave transmitting, 849—851 
height of, and ground wave intensity, 682—695 
horn, 824—837 
image, 774—776 : 
impedance matching of, 210-215 
to transmission line, 210-215 
impedance relations in, measurement of, 782 
induction fields about, 771 
insulation of guy wires in, 841 
loop, 813-815 
- balancing and shielding of, 876 
correction factor for, 994 
with horizontally polarized waves, 877 
testing of receivers using, 974 
ultra-high-frequency, 814 
(See also Loop antennas) 
multifrequency, 854 
multiple-tuned, 842 
Musa, 822 
mutual impedance between, 776 
noise-reducing, 859 
nonresonant, 774, 795—797 
with parabolic reflectors, 837—841 
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Antennas, parasitic, 809-813 
polyphase, 815—817 
power relations in, 782—785 
to produce specified directional characteristics, 
823 
radiation from, 770, 782-785 
radiation resistance of (see Resistance, radia- 
tion) 
receiving, 858-863 
energy abstracted by, 786 
fundamental relations in, 785 
reciprocal relations in, 786 
reflectors for, 818-821 
rhombic, 804-806 
ring, 817 
self-impedance of, 776 
shunt-excited, 845-848 
single-wire, properties of, 787 
with steerable directivity, 822 
television, 863-871 
for testing broadcast receivers, 973 
tower, 843—848 
transmitting, 841—856 
for short waves, 849-856 
for ultra-high frequencies, 856-858 
turnstile, 815 
V, resonant, 807 - 
vertical, with capacity top, 794 
wave, 821 
whip, 853 
wide-band, 859, 863-871 
length required for resonance in, 863-868 
Yagi, 811 
Ares, flash, 314 
Around-the-world signals, 752 
Array (see Antenna array) 
Arrays, antenna, 797-803 
Artificial transmission lines, 194 
Asymmetric side-band transmission, 627 
Atmospheric refraction, 696 
Atmospheries (see Static) 
Attenuation, relation of, to phase shift, 218-226 
in wave guide, 260 
Attenuation constant, of transmission lines, 173— 
176 
Attenuation equalizers, 244—248 
Attenuator, intermediate-frequency, field- 
strength measurements with, 991 
Attenuators, capacity, 982 
decimal, 217 
mutual-inductance, 981 
resistance, 215—218 
using bridged-T sections, 217 
using L sections, 216 
using T sections, 215 
for signal generators, 980 
Audio-frequency amplifiers (see Amplifiers) 
Audio-frequency systems for radio transmitters, 
625 
Audio-frequency transformers, measurement of, 
971-973 
Austin-Cohen formula, 733 
Automatic frequency control for receivers, 654 
Automatic volume control, 413, 639-642 
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Balanced transmission lines, 193 
Ballast resistances, 617 
Band spread in receivers, 643 
Band-pass filters (see Filters) 
based on coupled circuits, 170 
Barkhausen oscillators, 521—523 
Beacon direction finders, 887 
Beacons, marker, 897 
rotating, 887 
Beam tubes, 302 
space-charge effects in grid-anode region of, 
289—292 
Beat-frequency oscillators, 507—509 
Beverage antenna, 821 
Bias voltage sources, 619 
Biconical horn antennas, 833 
Blind landing, 899-901 
Blocking, 483 
Blocking oscillators, 514 
Branch points of a network, definition of, 197 
Brewster angle, 708 
Bridge measurement of tube characteristics, 
960-964 
Bridge, Wheatstone, 902 
Bridged-T attenuators, 217 
Bridged-T networks (see Networks) 
Bridged-T null network, 918 
Bridges, bridged-T and parallel-T null пек; 
918-920 
common types of, 904 
for frequency measurements, 953, 957 
impedance of, 909 
for negative resistance measurements, 915 
shielded, 916-918 
with Wagner ground, 904 
Broadcast antenna location, 739 
Broadcast coverage, 744-745 
Broadcast receivers (see Receivers, broadcast) 
Broadcast service, field strength required for, 
736-741 
Broadcast transmitters, 621 
Broadcast waves, ground-wave propagation of, 
737-741 
sky-wave propagation of, 741-745 
Broadside antenna array, 798 
Buncher, 518 
Bunching, electron, 519 


C 


Cgs units, 23-25 
Calorimetrie measurement of power, 937 
Capacitance (see Capacity) 
Capacitively coupled circuits, 164 
Capacitors, 109-128 
(See also Capacity; Condensers) 

Capacity, 109-128 

of antennas, 112-119 

bridge measurement of, 903 

calculation of, 112-119 

definition of, 109 

direct, 908 
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Capacity, distributed, of air-cored coils, 84—85 
coil, measurement of, 922 
effect of, on inductance measurements, 906 
of iron-cored coils, 100 
of transformers, 972 
input, of pentodes, 472 
of vacuum tube, 468 
measurement of, by substitution method, 907 
very small, 923 
Capacity attenuators, 982 
Capacity effects associated with resistors, 40—47 
Capacity standards for radio-frequency measure- 
ments, 921 
Capacity-variation method of measuring resist- 
ance, 913 
Carbon resistors, 38 
Carrier suppression systems, 551 
Carrier wave, 531-532 
suppression of, 531 
Catcher, 519 
Cathode, virtual, 289, 300, 317 
Cathode lead inductance, effect of, 472 
Cathode modulation, 541 
Cathode-coupled amplifier, 430 
Cathode-ray direction finders, 884—886 
Cathode-ray modulation indicators, 988 
Cathode-ray power indicator, 938 
Cathode-ray tube, for comparing frequency, 955 
for phase measurement, 947 
Cathode-ray tubes, 341-344 
deflection of electron beams in, 843 
fluorescent screens for, 343 
postdeflection acceleration in, 342 
Cathode-ray voltmeters and ammeters, 937 
Cathodes, 285 
for gaseous tubes, 346 
for power tubes, 313 
Cavity resonators, 264-273 
coupling to, 271 
modes of oscillation in, 264 
Q of, 269 
radiation from hole in, 272 
resonant frequency of, 266 
shunt impedance of, 270 
Channel analysis of receivers, 986 
Characteristic impedance of transmission lines, 173 
Choke coils, radio-frequency, 87-89 
as a cause of parasitic oscillation, 502 
Chokes, iron-cored, design of, 101-107 
Chopper, peak, 413 
Circuits, microphonic action in, 479 
resonant (see Resonant circuits) 
Ci(z), table of, 17 
Clicks, key, 629 
Codan, 653 
Code, color, 39 
Code receivers, 656 
Code transmitters, 629—632 
Coefficient of coupling, definition of, 64 
Coil antenna (see Antenna, loop) 
Coil inductance, true, 922 
Coils, air-cored, 73-90 
common types of, 73, 86-90 
distributed capacity of, 84-85 
inductance of, 52-64 
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Coils, .air-cored, losses in, 74—88 
copper, 77-83 
mutual inductance between, 67-73 
Q of, 74-83 
shielded, 128-131 
temperature coefficient of inductance of, 
85-86 Я 
iron-cored, capacities of, 100 
carrying direct current, design of, 102-107 
inductance of, 97 
ineremental, 98 
leakage, 98—100 
magnetic-cored, 90—109 
for audio and radio frequencies, 107—109 
design of, 101—107 
with electrostatic shields, 132—134 
radio-frequency choke, 87—89 
shielded, 128-131 
winding data for, 102-105 
Cold-cathode gaseous rectifiers, 591 
Cold-cathode tubes, 350—352 
Color code, 39 
Colpitts circuit, 480 
Common channel interference in frequency- 
modulation receivers, 672 
Companders, 412 
Compass, radio (see Direction finders) . 
Compensation theorem, 198 
Composition resistors, 38 
characteristics of, at high frequencies, 41—43 
Compressors, volume, 412, 625 
Condensers (see Capacity; Capacitors) 
with air dielectric, 119—124 
resistance and inductance of, 120 
temperature coefficient of, 122 
for transmitters, 123 
variable, 121 
electrolytic, 126—128 
losses in, 109 
with solid dielectrics, 124—128 
power factor of, 125 
reactance of, 125 
temperature coefficient of, 125 
voltage rating of, 125 
vacuum, 124 
Cone antennas, 865 
Conical antennas, 863 
Conical horn antennas, 832 
' Controlled-carrier modulation, 547 
Conversion transconductance, 563 
Converter, pentagrid, 570 
Converters, frequency, 569—574 
gain of, 572 
for heterodyne signals, 569—574 
noise in, 573 
types of, 569—571 
Coplanar-grid tubes, 565 
Copper oxide detectors, 566 
Copper oxide modulators, 552 
Copper oxide rectifier instruments, 925 
Copper oxide rectifiers, 591 
Copper wire tables, 28 
Core loss of magnetic materials, 92-95 
Corner reflector antennas, 819 
Cosh, table of, 11 
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Cosine integral Ci(z), 17 
Counterpoise ground system, 842 
Coupled circuits, 148—172 
analysis of, 149 
band-pass characteristics 
170-172 
with capacitive coupling, 164... , 
characteristics of common, 151-163 
with combined electrostatic and magnetic 
coupling, 164—170 
coupling varying with frequency, 164 170 ` 
with direct inductive coupling, 164 
with link coupling, 162 
with parallel feed, 160—162 
with primary and secondary tuned to different 
frequencies, 163 
resonant circuits tuned to the same frequency, 
154-163 : 
universal curves for, 161 
Coupled impedance, 149 
Coupling, to cavity resonators, 271 
coefficient of, 64 
complex, for tuned amplifiers, 438 
critical, 155 
Critical coupling, 155 
Critical frequency, 719 
Critical inductance in filter systems, 601 
Cross-modulation, caused by magnetic materials, 
94 | 
external, 647 
in receivers, 646 
frequency-modulation, 672 
in. vacuum-tube amplifier, 466 
Cross-modulation factor, 466 
Cross-talk, in receivers, 646 
in vacuum-tube amplifier, 466 
Cross-talk factor, 466 
Crystal controlled receivers, 644 
Crystal detectors, 566 
Crystal oscillators, 488-498 
Crystals, quartz, 488—497 
Current distribution in antennas, 772-774 
Current feedback, 399 
Curve tracers, 966 
Cutoff frequency of wave guide, 254, 259 
Cylindrical antennas, 863 


obtainable with, 


D 


D layer, 720 
Decibel table, 1 
Decimal attenuators, 217 
Degrees expressed in radians, 13 
Delay, in automatic volume control, 640 
envelope, in tuned amplifiers, 443 
Delay characteristics of tuned amplifiers; 441 
Delay time, 353 
Dellinger effect, 724 
Demodulation, 553-588 
(See also Detectors) 
Detectors, 553—588 
(See also Converters) 
copper oxide, 566 
crystal, 566 
diode, 553-562 
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Detectors, diode, distortion in, 554 
effect of, on signal modulation, 556 


experimental determination of characteris- 


ties of, 557 
input impedance of, 555 
r-f voltage in output of, 557 
for frequency-modulated signals, 585—588 
grid-leak power, 564 d А 
heterodyne, 567—574 
infinite input impedance, 563 
oscillating, 574 
for phase-modulated signal, 585-588 
plate, 562 
regenerative, 574 
for single-side-band signals, 578 
square-law, 565 
with two modulated waves applied, 577 
using Wunderlich tube, 565 
Diamond antenna, 804-806, 863 
Dielectric constant, 110 
in ionosphere, 712 
Dielectrics, 110-112 
losses in, 110-112 
types of, used in condensers, 124 
Diode detectors, 553-562 
Diode oscillators, 528 
Diode vacuum-tube voltmeter, 932 
Diodes, 294, ` 
cold-cathode, 350 
hot-cathode gaseous, 344-347 
noise іп, 293 
ultra-high-frequency behavior of, 308 
Direet capacity, 908 
Direct-coupled amplifiers, 375 
"Direct-current amplifiers, 375 
Direct-current vacuum-tube voltmeters, 936 
Direction finders, automatic, 891 
based on Adcock antennas, 880-884 · 
cathode-ray, 884—886 
instantaneous, 884—886 
loop, 875-880 
compensated, 888 
pulse, 888 
rotating-beacon, 887 
spaced-loop, 886 
Direction finding, 872-891 
errors in, 872—875, 879 
from polarization, 877 
Direction of radio waves, deviation in, 731 
Direction-finding systems, standard wave error 
of, 883 \ 
Discriminator, 654 . 
for frequency-modulated signals, 586 
Distortion, amplitude, 353 
frequency, 353 
in linear amplifiers, 453 
correction of, 458 
in modulation envelope, 467 
phase, 353 
in power amplifiers, 380 . 
in resistance-coupled amplifier, 362 
types of, 353 
Distortion correction in linear amplifiers, 458 
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Distortion measurements, in amplifiers, 966 
by intermodulation method, 967 
by suppression of fundamental, 944 
Distributed capacity, of audio-frequency trans- 
formers, measurement of, 972 
of coils, 84, 906, 922 


- Diversity, frequency, 632 


Diversity receivers, 659 

Dividers, frequency, 512, 666 

Dividing networks, 249—251 

Division, frequency, 512, 666 

Doherty linear amplifier, 455—458 

Double-diamond antennas, 863 

Doublet, radiation from, 770 

Driving-point impedance of network, 199 

Dummy antennas, 973 

Dynamic characteristics of Class 
amplifier, 377 

Dynamotors, 613 

Dynatron, 318 

Dynatron oscillators, 509 


А power 


E 


E layer, 720 
E-layer reflection, sporadic, 723 
Emu units, 23-25 
Esu units, 23-25 
Earth (see Ground) 
Echoes with long delays, 732 
Eclipse effect in the ionosphere, 730 
Eddy-current loss in magnetic materials, 93 
Effective height of antennas, 785, 841 
Electrical units, 23-25 
Electrolytic condensers, 126—128 
Electron beam, deflection of, in ео 
tubes, 343 
Electron bunching, 519 
Electron gun, 341 
Electron lenses, characteristics of, 327—340 
Electron optics, 322-341 ` 
Electron oscillators, 521-523 
Electron-coupled oscillators, 486 
Electronic frequency meter, 958 
Electronic voltage regulators, 614 
Electrons, motion of, 276—280 
properties of, 274 
secondary emission of, 285 
space-charge effect of, 286—292 
thermionic emission of, 280—285 
Electrostatic shields, 132-134 
Electrostatic field, effect of, on electron motion, 
275-278 
Emission, thermionic, 280-285 
End-fire antenna array, 800 
Envelope, of heterodyne signal, 567 
modulation, distortion of, 575 
Envelope delay in tuned amplifiers, 443 
Equalizers, 244—249 
phase, 248—249 
Equivalent circuits of vacuum-tube amplifier, 354, 
462—466 
Expanders, 412 
Exponentials, table of, 15 
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External cross-modulation, 647 
Extraordinary ray, 713-719 


F 


F, Fi, and Ез layers, 720 
Fade-outs, 724 
Fading, of broadcast signals, 745 
of high-frequency signals, 752 
selective, 745, 752 
of ultra-high-frequency signals, 760 
Fan markers, 897 _ 
Feedback, negative, 
receivers, 673 
in radio transmitters, 622-625 
Feedback amplifiers, 395—406 


in frequency-modulation 


avoidance of oscillations in, 222-226, 396-399. 


modified types of, 403 
output impedance of, 399, 402-403 
(See also Negative feedback) 
Feedback vacuum-tube voltmeters, 036 
Fidelity of broadcast receivers, 977 
Field, near antennas, 771 
induction, 771 
Field generator, standard, 993 
Field strength, as a means of determining iono- 
sphere characteristics, 730 
measurements of, 991-995 
errors in, 994 
of radio wave, 770 
recorders of, 995 
Filaments, 285 
hum from, 617 
Filter capacities, 611 
Filter inductances, 611 
Filter systems, having series-inductance inputs, 
596-602 
having shunt-condenser input, 602-605 
Filters, all-pass, 248 
band-pass, 170-172, 230 
decoupling, 406—410 
with fractional terminations, 237 
high-pass, 229 
lattice, 238-244 
losses in, 238 
low-pass, 228 
M-derived, 226-238 
in parallel, 237 
for power-supply systems, 606—612 
graded, 610 
inductance-capacity, 606 
resistance-capacity, 607 
resonant-element, 608 
in series, 238 
Fishbone antennas, 808 
Flagpole antenna, 856 
Flash ares, 314 
Flicker effect, 292 
Fluorescent screen, 343 
Focal length of electron lenses, 325 
Foeal points in electron-lens systems, 325 
Foster's reactance theorem, 200 
Four-terminal networks (see Networks) 
Fourier analysis of common waves, 20—22 
Fractional terminatións in filters, 237 
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Frequency, audio, measurement of, 955-959 
comparison of, 953-955 
critical, of ionosphere layer, 719 ` 
measurement of, 950—959 
_ by bridges, 953 
by cycle counting at audio frequencies, 957 
by heterodyne frequency meter, 952 
Љу Lecher wires, 952 
by wave meter, 952 
standards of, 950 . 
Frequency comparison by cathode-ray oscil- 
lograph, 955 ` 
Frequency conversion by heterodyne action, 567— 
574 
Frequency deviation, measurement of, 958 
Frequency dividers, 512, 666 
Frequency meter, electronic, 958 
Frequency modulation, 578-588 
in the presence of static, 768 
in transmitters, 634 
Frequency monitors, 951 
Frequency stability of oscillators, 484—498 
Frequency-modulated signals, propagation of, at 
high frequency, 752 
Frequency-modulation receiver, 668-670 
common channel interference in, 672 
cross-modulation in, 672 
negative feedback applied to, 673 
noise reduction in, 670-672 
Frequency-modulation signals, detection of, 585 
Frequency-modulation transmitters, 664—668 
Frequency-variation method of measuring resist- 
ance, 914 


G 


Gas, effect of, on allowable grid resistance, 316 
on tube characteristics, 316 
Gas tubes, 344-352 
cathodes for, 346 
effect of operating temperature on, 346 
ratings of, 347 
Generator, harmonic, 458—462 
square-wave, 970 
standard-field, 993 
Getters, 315 


` Goniometer, 878 


Grid, input resistance of, at ultra-high fre- 
quencies, 310 
Grid current in vacuum tubes, 316 
Grid heating in power tubes, 314 
Grid input admittance, 310, 467-475 
Grid resistance, effect-of gas on allowable, 316 
Grid-bias voltage, 619 
Grid-leak detectors, 565 
power, 564 
Grid-modulated Class C amplifier, 535-540 
Ground, effect of, on antennas, 774—776 
penetration of waves into, 697 
reflection of radio waves at, 698-708 
Wagner, 904 
Ground constants, 708 
Ground effects in radio-wave propagation, 698- 
709 
Ground effects on resonant. wire, 788-792 
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Ground systems for antennas, 842 
-Ground wave, effect of antenna height on, 682-695 
of polarization on, 682-695 А 
Ground-wave propagation, 674—698 
at broadcast frequencies, 737—741 
with composite paths, 695 
Grounded-grid circuit, 470 
Group velocity in wave guide, 253, 259 
Guides, wave (see Wave guides) 
Gun, electron, 341 
Guy-wire insulation, 841. 


H 


. Harmonic analysis, 939—942 
of power-amplifier output, 380 
Harmonie composition of common waves, 20-22 
Harmonie generators, 458—462 
klystron, 521 
Harmonic radiation, suppression of, 632 
Harmonie reduction in  impedance-matching 
networks, 214 
Harmonics, caused by magnetic materials, 94 
Hartley circuit, 480 
Hay bridge, 909 
Heater cathodes, hum in, 618 
Height, effective, 785, 841 
virtual, 718 
Heil oscillator tube, 528 
Heterodyne action, 567-569 
Heterodyne frequency meter, 952 
Heterodyne signal, envelope of, 567 
Heterodyne wave analyzer, 942 
High-efficiency grid-modulated amplifiers, 538 
High-efficiency linear amplifier, 455—458 
High-frequency resistors, 43—47 
High-frequency waves, propagation of, 745-754 
High-pass filters, 229 
High-vacuum rectifiers, 589 
Homing devices, 888-891 
Horn antennas, 824-837 
Hot-cathode mercury-vapor rectifiers, 589 
Hum, from alternating filament current, 617 
in amplifiers, 477 
with heater cathode, 618 
from incidental phase modulation, 635 
in receivers, measurement of, 977 
in transmitters, 626 
Hum reduction by polyphase filament heating, 
618 
Hyperbolic functions, 176—178 
properties of, 19—20 
table of, 10-12 
Hysteresis loss, 93 


I 


Image antennas, 774—776 

Image impedance, 204-205 

Image response, 645 

Image transfer constant, 204—205 

Impedance, of antennas, 776 
characteristic, of transmission lines, 173 
coupled, 149 
driving-point, 199 
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Impedance, mutual, between antennas, 776 
of networks, 199 
output, 475 
poles of, 200 
of power supply, 409 
reciprocal or inverse, 202-204 
shunt, of cavity resonators, 270 
transfer, 199 
zeros of, 200 
Impedance matching, 206-207, 210—215 
using reactive network, 210—215 | 
using re-entrant sections, 190 
using stub lines, 188 
to transmission lines, 187—191, 210-215 
Impedance measurements using transmission 
lines, 920 
Impedance properties of transmission lines, 183— 
184 
Impedance-coupled amplifier, 371 
Impedance-matching networks, harmonic reduc- 
tion in, 214 
power losses in, 213-214 
Incremental inductance, 91 
measurement of, 909-911 
Incremental permeability, 91 
Index, refractive, in ionosphere, 712 
Indicators, volume, 939 
Inductance, 47—64 
of air-dielectric condensers, 120 
(See also Coils) 
bridge measurement of, 903 
of cathode lead, input resistance resulting 
from, 472 
coil, true, 922 
-of condensers with solid dielectrics, 125 
. definition of, 47 
fixed standards of, 89 
incremental, measurement of, 009—011 
of iron-cored coils, 97 
of multiple-layer coils, 60—64 
mutual (see Mutual inductanoce) 
of single-layer coils, 53-60 
of single-turn loop, 52—58 
of straight conductors, 48—52 
temperature coefficient of, 85-86 
Inductance effects, associated with resistors, 40— 
47 р 
Inductance formulas, 47—64 
Inductance measurements, effect of distributed 
capacity on, 906 
Inductances, variable, 89 
Induction fields, 771 
Inductive-output tube, 529 
Infinite input impedance detector, 563 
Input admittance of vacuum tube, 310, 467—475 
Input capacity of vacuum tube, 468, 472 
Input impedance of networks, 199 
Input resistance from cathode-lead inductance, 
472 
Input transformers, 373 
Insertion loss, 207 
Instrument landing, 899-901 
Instruments, rectifier, 925 
thermocouple, 926-929 
Interference, adjacent channel, 634 
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Intermittent operation of oscillators, 483 
Intermodulation methéd of measuring distortion, 
967 
Interstage coupling transformers, 366-371 
Inverse impedances, 202-204 
Inverted tubes, 318 
Ionized medium (see Ionosphere) 
Ionosphere, 709—733 
abnormal behavior of, 723-735 - 
dielectric constant of, 712 
differential equation of propagation in, 716 
eclipse effect in, 730 
effect, of energy absorption on dielectric con- 
Stant and refractive index of, 713 
of meteors on, 731 
energy absorption in, 714 
layers of, 720 
mechanism of propagation in, 710—720 
normal behavior of, 720—723 
propagation in, effect of earth’s magnetic 
field on, 711 
reflection of radio waves by, 719 
refractive index of, 712 
effect of earth's.magnetic field on, 713 
wave paths in, 715-718 
Ionosphere characteristics, field-strength measure- 
ments to determine, 730 
Ionosphere investigation, 725-730 
Ionosphere storms, 724 
Tron-cored coils (see Coils) 
Iterative impedance of network, 206 
Iterative transfer constant, 206 


K 


Kennelly-Heaviside layer (see Ionosphere) 

Key clicks, 629 т 
Keying methods for telegraph transmitters, 629 
Keying transients, 630 

Klystron harmonic generator, 521 

"Klystron oscillators, 518—521 


L 


L sections, 209 
Ladder attenuators, 216 
"Ladder networks (see Networks) 
relation of, to lattice, 242—244 
Landing, instrurient, 809—901 
Lattice filters, 238—244 
Lattice networks, 210, 238—244, 248 
relation of, to ladder, 242-244 
Lattice sections, 210 
Leakage inductance, of audio-frequency trans- 
former, measurement of, 972 
of iron-cored coils, 98—100 
Lecher wires for frequency measurement, 952 
Length, units of, 23 
Lenses, electron (see Electron optics) 
Limiter, peak, 413, 625 
volume, 413 
Line oscillators, 485 
Linear amplifiers, 452-458 
(See also Amplifiers, linear) 
Linear detection of heterodyne wave, 569 
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Linear detectors, 569 
Lines, transmission (see Transmission lines) 
Link coupling, 162 - 
Litz wire, 37 > 
coils with, 74 
copper losses in coils using, 80 
Load line of Class A power amplifier, 377 
Loaded transmission lines, 196 : 
Localizer, 899 ~ 
Logarithm table, common, 6-7 
natural, 8-9 
Logarithmic network, 966 
Logarithmic vacuum-tube voltmeters, 935 
Loop, balancing and shielding of, 876 
spaced, for direction finding, 886 
Loop antennas, 813—815 
standard wave error of, 877 
testing of receivers using, 974 ! 
ultra-high-frequency, 814 
Loop direction finder, 875—880 


compensated, 888 E 


Lorenz blind-landing system, 899 
Loss factor of dielectries, 112 
Loss modulation, 542 
Losses, in air-cored coils, 74-83 
in condensers, 109 
core, 92-95 
in dielectrics, 110—112 
Low-frequency radio waves, 
733-736 
Low-layer absorption, 724 
Low-pass filters (see Filters) 
Luxemburg effect, 732 


propagation of, 


M 


M-derived filters, 226-238 
M M'-derived filters, 235 
Magic-eye tube, 320 
Magnetic cores (see Coils, magnetic-cored) 
Magnetic field, effect of earth's, on ionosphere 
propagation, 711 
effect of, on electron motion, 278—280 
Magnetic materials, core loss of, 92-95 
fundamental properties of, 90-95 
harmonics and cross-modulation caused by, 94 
incremental permeability of, 91 
for permanent magnets, 96 
used in communication, 95-97 
Magnetic shields, 131 _ 
Magnetic storms (see Ionosphere storms) 
effect of, on low-frequency waves, 735 
Magnetic voltage regulators, 615 
Magnetic-cored coils, 90—109 
design of, 101-107 
for high frequencies, 107—109 
inductance of, 97 
(See also Coils) 
Magnetic-saturation-type voltage regulator, 615 
Magnetron, split-anode, 319 
Magnetron oscillators, 523-528 
Magnets, permanent, 96 
Manganin wire, 27 
Marker beacons, 897 
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Master-oseillator-power-amplifier arrangements, 
486 
Maximum usable кетпеу, 746 
Maxwell bridge, 905 
Measurements; 902-996 
Mercury-pool rectifiers, 590 
Mercury-vapor gas tubes, 344-350 
Mercury-vapor hot-cathode rectifiers, 589 
Mereury-vapor hot-cathode tubes,.. effect of 
operating temperature on, 346 
Mesh equations of network, 198-200 
Meshes of a network, definition of, 197 
independent, 199 
Metallized resistors, 38 
Meteors in the ionosphere, 731 
Microammeters, vacuum-tube, 936 
Microphonic effects, in circuits, 279 AAR 
in tubes, 478 * Е 
Місгорћопісв in receivers, 648 
Mismatching factor in networks, 206 
Mixers (see Converters) 
Modulated oscillators, 549-551 
Modulated wave, analysis of, 532 
Modulation, 531-553 
amplitude, 531-533 
cathode, 541 
controlled-carrier, 547 
frequency, 578-588 
waves with, 578-581 
grid, 535 
loss, 542 
measurement of, 987-991 
by nonlinear modulators, 552 
outphasing, 546 
phase, production of, 582 
waves with, 581 
plate, 533 
screen-grid, 541 
suppressor-grid, 540 
Van der Bijl, 548 
Modulation index, measurement of, 990 ` 
Modulation methods, comparison of, 550 
Modulation systems, involving carrier suppres- 
sion, 551 
separate generation of side bands and carrier, 
543—545 
Modulatofs, copper oxide, 552 
for plate-modulated amplifier, 534 
Monitoring of transmitters, 635 
Motorboating in audio-frequency amplifiers, 
406—410 
* Mountain effect," 875 
Mu factor, 308 
measurement of, 959-964 
Multiple courses with radio range, 894 
Multiple tuning, 842 
Multistage amplifier, measurement of amplifica- 
tion of, 964 
Multivibrator, 512-514 
frequency division in, 512 
Musa antenna system, 822 
Musa receivers, 660 
Mutual conductance (see Transconductance) 
Mutual impedance between antennas, 776 
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Mutual inductance, 64-73 
bridge measurement of, 903 
definition of, 64 
between multiple-layer coils, 72-73 
between single-layer solenoids, 71—72 
between single-turn coils, 67—71 
between straight conductors, 65-67 
Mutual-capacity attenuators, 982 
Mutual-inductance attenuators, 981 


N 


Navigation, radio aids to, 872-901 
Negative feedback, in frequency-modulation 
receivers, 673 
to obtain variable selectivity, 043 
in radio transmitters, 622-625 
(See also Feedback amplifiers) 
Negative resistance, bridge circuits for measuring, 
915 
Negative-resistance devices, 318-319 
Negative-resistance oscillators, 509 
of magnetron type, 527 
Negative-transconductance tuhes, 318 
Neon-tube voltage regulators, 616 
Network, driving-point impedance of, 199 
four-terminal, definition of, 197 
independent meshes in, 199 
input impedance of, 199 
« mesh equations of, 198-200 
with output proportional to logarithm of fre- 
quency, 966 
passive, definition of, 197 ^ 
‘transfer impedance of, 199 
two-terminal, definition of, 197 
Network definitions, 197 
Network equations applied to coupled antennas, 
778-782 
Network theorems, 198 
Networks, 197—251 


attenuation-equalizing, 244-248 р 


dividing, 249-251 
equalizer, 244-249 
four-terminal, fundamental relations existing 
in, 204-208 
fundamental types of, 208-210 
iterative-impedance operation of, 206 
relationship, between attenuation and phase 
shift, 218-226 
impedance matching in, 206—207 
(See also Impedance matching) 
insertion loss in, 207 З 
inverse or reciprocal, 202-204 
with L sections, 209 
lattice (see Lattice) 
with lattice sections, 210 
phase-equalizing, 248—249 
with т sections, 208 
relationship between lattice and ladder, 242— 
244 
with T sections, 208 
two-terminal reactive, 200—202 
synthesis of, 201-202 
for video-frequency coupling systems, 423-426 
for wide-band amplifier coupling, 389-393 
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Neutralization of cathode-lead-inductance effect, 
472 ^ 
of input admittance, 469-471 - 
Neutrodyne, 469 
Nichrome, 27 
Night-effect errors, 877 
Noise, 765—769 
in amplifiers, 476—477 
from carbon resistors, 477 
in converters, 573 
effect of grid current on, 316 
measurement of, 995 
microphonic, 478, 648 
in receivers, 647 
suppression of, 653, 657 
reduction of, in frequency-modulation sys- 
tems, 670—672 
suppression of, by limiting, 657 
thermal-agitation, 476 
in transmitters, 626 
tube, 292—294 
Noise-reducing antennas, 859 
Numerical distance, 676 
Numerical height, 682 


о 


Ohmmeters, 903 
Optics, electron (see Electron optics) 
Optimum frequency for short-wave communica- 
tion, 750 
Orbital-beam tube, 321 
Ordinary ray, 713-719 
Oscillations, parasitic, 498-503 
Oscillating detectors, 574 
Oscillators, 480—530 
adjustment of, 482 
with amplitude control, 507 
Barkhausen, 521—523 
beat-frequency, 507—509 
blocking, 514 
blocking of, 483 
circuits for, 480 
crystal, 488—498 
design of, 481 
diode, 528 
electron, 521—523 
electron-coupled, 486 
frequency stability of, 484—488 
klystron, 518-521 
Heil type, 528 
using inductive-output tube, 529 
intermittent operation of, 483 
laboratory, 503—510 
magnetron, 523-528 
modulated, 549—551 
with more than one operating frequency, 511 
negative-resistance, 509 
phase-shift, 506 
polyphase, 516 
relaxation, 511—516 
resistance-stabilized, 503 
with resistance-capacity tuning, 504 
resonant-line, 485 
square-wave, 970 
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Oscillators, synchronization of, 510 
test, for receiver measurements. 985 
two-terminal, 509  . 
for ultra-high-frequencies, 516—536 
velocity-modulation, 518-521 


` Outphasing modulation, 546 


Output impedance of tubes, 475 
Output transformers, 385-393 
Owen bridge, 905 А 
Oxide-coated cathodes, 283 


P 


Parabolic reflectors, 837—841 
Parallel feed, in amplifiers, 371 
in coupled circuits, 160-162 ү. 
coupling systems employing, 389-393 
Parallel resonant circuits, 141—148 
Parallel-T null network, 918 
Parasitic antennas, 809—813 
Parasitic oscillations, 498—503 
Peak chopper, 413 
Peak limiters, 413, 625 
Peak vacuum-tube voltmeters, 930 
Pentagrid converter, 570 
Pentagrid mixer, 569 
Pentodes, 298 
Permalloys, 95 
Permanent magnets, 96 
Permeability of magnetic materials, incremental, 
91 
Permendur, 96 
Perminvar, 95 
Phase angle, of condensers, 109 
of resistors, 41 
Phase characteristics of tuned amplifiers, 441 
Phase distortion, 353 
Phase constant in transmission lines, 176 
Phase measurement, 947 
Phase modulation, 578-588 
detection of, 990 
in transmitters, 634 
Phase relations in converter systems, 822 
Phase shift, in amplifiers, measurement of, 965 
relation of, to attenuation, 218-226 
Phase shifters, 949 
Phase shifts on transmission lines, 183 
Phase velocity in wave guide, 253, 259 
Phase-modulated signal, detection of, 585 
Phase-shift oscillators, 506 
Photometric measurement of power, 938 
Pi sections, 208 
Pipe radiators, 836 
Plate detectors, 562 
Plate resistance, measurement of, 959-964 
of multigrid tube, 303 
of triode, 296 
Plate-modulated Class C amplifier, 533—535 
Plate-modulated oscillators, 549 
Polarization, definition of, 770 
of down-coming waves, 729 
effect of, on ground wave, 693-695 
on ground-wave intensity, 682—695 
elliptical, 729 
in very high frequency systems, 764 
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Polarization errors, in direction finders, 877 
expression of, 883 
in radio ranges, 893 
Poles of impedance, 200 р 
Polyphase antennas, 815-817 
Polyphase oscillators, 516 
Polyphase rectifier circuit, 593—596 
Postdeflection cathode-ray tubes, 342 
Power amplifiers (see Amplifiers, power) 
Power measurement, 937—939 
` Power-supply systems, 589-620 
internal impedance of, 409 
Poynting vector, 782 
Precipitation static, 769 
Preemphasis, 625 
Pressure condensers, 124 
Primary frequency standards, 950 
Principal rays, 324 
Privacy equipment, 627 
Propagation, 674—769 
of broadcast waves, 736—745 
of low-frequency radio waves, 733-736 
of short waves, 745—754 
optimum frequency for, 750 
of ultra-high-frequency waves, 754—765 
Proximity effect, 36 
. Pseudo-Brewster angle, 708 
Pulses, short, harmonic composition of, 22 
Push-button tuning, 643 
Push-pull amplifiers, 382-385 
Pyramidal horn antennas, 832 


Q 


Q, of air-cored coils, 74-83 

of cavity resonators, 269 

increase of, by negative feedback, 943 

of resonant circuits, 136 

of tuned circuits, measurement of, 912-916 
Q meter, 916 
Quartz crystals, 488-497 


R 


Radians expressed in degrees, 14 
Radiated wave, nature of, 770 
Radiation, from antennas, 771 
from hole in eavity resonator, 272 
from transmission lines, 193 
Radiation resistance (see Resistance, radiation) 
Radio compass. (see Direction finders) 
Radio range, 891—897 
Radio waves, propagation of, 674—769 
(See also Propagation) 
of very low frequency, effect of solar activity 
on, 735 
Range, radio (see Radio range) 
Rayleigh-Carson theorem, 787 
Rays, principal, 324 . 
Reactance theorem, Foster's, 200 
Reactance tubes, 654 
Reactance-variation method of measuring resis- 
tance, 913 
Receiver characteristics, definition of, 975 
measurement of. 973-979 ^ 
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Receivers, 636—664 
alignment of, 649, 985 . 
for amplitude-modulated waves, 636—664 
automatic frequency control for, 654 
automatic volume control for, 639-642 
band spread in, 643 
code, 656 - 
communication, 656 
cross-talk in, 646 ^ 
erystal controlled, 644 
diversity, 659 o 
frequency modulation, 
670-672 
for frequency-modulated signals, 668—670 
high-fidelity, 652 
having interchannel noise suppression, 653 
manual volume control in, 642 
measurements on, 973-987 
microphonics in, 648 
Musa, 660 
with noise suppression, 657 
push-button tuning for, 643 
signal-to-noise ratio in, 647 
single side-band, 659 
single-signal, 657 
superheterodyne, 636-639 
spurious responses in, 645 
superregenerative, 662 
tone control in, 642 
tone-corrected, 659 
tracking of, 649-652 
triple-detection, 658 
tuned radio-frequency, 658 
tuning indicators for, 652 
Receiving tubes, 315 
Reciprocal impedances, 202-204 
Reciprocal properties of receiving and transmit- 
ting antennas, 786 
Reciprocation in networks, 202-204 
Reciprocity theorem, 198 
Recorders, for curve tracing, 966 
for field strength, 995 
Rectangular array, 797 
Rectifier circuits, 591—596 . 
polyphase, 593-596 
single-phase, 591 
Rectifier instruments, 925 
Rectifier tubes, grid-controlled gas, 347-350 
hot-cathode gaseous, 344—347 
Rectifier waves, harmonic composition of, 22, 23 
Rectifier-filter calculations, 611 
Rectifiers, cold-cathode gaseous, 591 
copper oxide, 591 | 
with filter systems having shunt-condenser 
input, 602-605 
high-vacuum, 589 
hot-cathode mercury-vapor, 589 
mercury-pool, 590 
parallel operation of, 591 
for power-supply systems, 589—591 
selenium, 591 
square-law, 565 
transformers for, 595 


noise reduction in, 
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Rectifiers, used with series-inductance filter sys- 
tems, 596-602 
(See also Detectors; Detection) 
used with shunt-condenser input systems, 
602-605 
Re-entrant sections for impedance matching, 190 
Reflection, by ionosphere, 719 
of radio wave, general case of, 699 
at ground, 698-708 
Reflection coefficient of ground, charts of, 700-707 
Reflection factor in networks, 206 
Reflections, in transmission lines, 178—183 
troposphere, 760, 762—764 
Refraction in the atmosphere, 696 
Refractive index in ionosphere, 712 
Regeneration, in multistage audio-frequency 
amplifiers, 406—410 
in tuned amplifiers, 439 
Regenerative detectors, 574 
Regulators, voltage, 614-617 
Relaxation oscillators, 511—516 
Remodulation system of distortion correction, 458 
Remote cutoff tubes, 303 
Resistance, 26-47 _ 
of air-dielectric condensers, 120 
allowable, in grid circuits, 316 
antenna, 776, 783, 786 
ballast, 617 
bridge measurement of, 903 
direct-current, measurement of, 902, 903 
. electrode, measurement of, 959—964 
, input, of pentodes at very high frequency, 471 
of vacuum tube, 468 
at ultra-high frequencies, 310 
negative, bridge circuits for measuring, 915 
tubes producing, 318-319 
noise from, 477 
plate (see Plate resistance) 
' radiation, 776, 784 
of antenna with capacity top, 795 
of corner reflector systems, 820 
of doublet antenna, 787 
of grounded vertical antenna, 793 
of loop antennas, 814 
of nonresonant wires, 797 
of rhombic antenna, 806 
of single-wire antenna, 788 
of wide-band antennas, 863-868 
radio-frequency, 28-37 . 
measurement of, 912-916 
of shielded coils, 129 
specific, 26 
temperature coefficient of, 26 
(See also Resistors) 
Resistance alloys, 26—28 
Resistance attenuators of ladder type, 216 
Resistance boxes, decade, 45 
Resistance ratio (see Skin effect) 
Resistance standards for radio-frequency meas- 
urements, 921 
Resistance wire, 26-28 
Resistance wire tables, 29 
Resistance-capacity tuned oscillators, 504 
Resistance-coupled amplifiers (See also Amplifiers, 
resistance-coupled) 
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Resistance-neutralization method of measuring 
resistance, 915 
Resistance-stabilized oscillators, 503 
Resistance-variation method of measuring resist- 
ance, 912 
Resistors, color code for, 39 
common types of, 37-40 
high-frequency, 43-47 А 
high-frequency behavior of, 40—44 
inductance and capacity. effects associated with; 
40-47 
nonreactive wire-wound types of, 43-47 
phase angle of, 41 
for radio-frequency power absorption, 46 
variable, 39 
(See also Resistance) 
Resonance bridge, 905 
Resonance curves, universal, 137 
Resonant circuits, coupled, 148-172 
(See also Coupled circuits) 
involving parallel resonance, 141-148 
involving series Tesonance, 135-141 
Q of, 136 
theory of, 135-172 
transmission lines as, 191—193 
Resonators, cavity (see Cavity resonators) 
Retarding-field tubes, 318 
Rhombic antenna, 804—806 
Rhumbatrons (see Cavity resonators) : 
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Si(z), table of, 17 
Sawtooth wave, harmonie composition of, 22 
Seattering of radio waves, 731 
Schering bridge, 905 
Screen, fluorescent, 343 $ 
Screen-grid modulation, 541 
Screen-grid thyratron, 349 
Screen-grid tubes, 300 
Secondary emission of electrons, 285 
Secondary frequency standards, 951 
Secrecy equipment, 627 
Sectoral horn antennas, 826-832 
Selective fading, 745, 752 
Selectivity, of broadcast receivers, 975 
controllable, by negative feedback, 943 
Selenium rectifiers, 591 
Self-impedance of antennas, 776 
Self-inductance (see Inductance) 
Self-rectifying circuits, 614 
Sense determination, in cathode-ray direction 
finders, 885 
in loop Cirection finders, 880 
Sensitivity of broadcast receivers, 975 
Series, common, 20 
Series-inductance-input filter systems, 590—602 
Series-resonant circuits, 135—141 
Shielded bridges, 916—918 
Shielding, 128-134 
of signal generators, 979 
Shields, conducting, 128-131 
electrostatic, 132-134 
magnetic, 131 
Shifters, phase, 949 
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Shot effect, 292 
Shunt feed (see Parallel feed) 
Shunt-condenser-input filter systems, 602—605 
Shunt-excited antennas, 845-848 
Si(z), table of, 16 
Side bands, 531—533 

required for different types of communieation, 

i 532 F 
Signal generator, for audio-frequency measure- 
ments, 965 

Signal generators, 979-985 

in parallel, 977 

second harmonic type of, 984 
Signal-to-noise ratio in receivers, 647 
Sine integral Si(x), 16 
Single-phase rectifier circuit, 591 
Single-side-band. generation, 551 
Single-side-band receivers, 659 
Single-side-band signals, detection of, 578 
Single-side-band transmission, 627 
Single-signal receiver, 657 
Sinh, table of, 10 
Six-phase rectifier circuits, 593 
Skin depth, 34 
Skin effect, 28-37 

in isolated conductors, 31-36 

in Litz wire, 37 
Skip distance, 746 
Sky wave (see Propagation; Ionosphere) 
Slide-back vacuum-tube voltmeter, 932 
Solar activity, effect of, on low-frequency radio 

waves, 735 


Sommerfeld analysis of surface-wave propagation, 


675—682 2 
Space wave, definition of, 674 
Space-charge effects, 286—292 
in grid-anode region, 289-292 
Space-charge-grid tubes, 317 
Space-wave calculations for line-of-sight condi- 
tions, 690-693 

Spheroidal antennas, 863 
Split-anode magnetron, 319 
Sporadic E-layer reflection, 723 
Square pulse, harmonic composition of, 22 
Square wave, harmonic composition of, 20 
Square-law detection of heterodyne wave, 569 
Square-law detectors, 565 
Square-law vacuum-tube voltmeters, 930 
Square-wave generators, 970 
Square-wave-testing, 968-970 

of video-frequency amplifiers, 417 
Standard field generator, 993 
Standard wave error, 883 

with loop antenna, 877 . 
Standards for radio-frequency measurements, 921 
Standing waves on transmission lines, 178-186 
Static, 765-769 

measurement of, 995 

precipitation, 769 
Storms, ionosphere, 724 
-Btrength, field, of radio waves (see Field strength) 
Stub-line impedance-matching systems, 188 
Substitution, field strength by, 992 
Substitution measurements, 907, 911-912. . 
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Superheterodyne receivers, spurious responses in, 
645 
Superposition theorzm, 198 
Superregenerative receivers, 662 
Suppressor-grid modulation, 540 . 
Surface wave, definition of, 674 
propagation of, 675—682 
Synchronization, of broadcast transmitters, 626 
of oscillators, 510 
Synthesis of two-terminal reactive · atwola, 
201-202 


T 


T sections, 208 EE 
Tanh, table of, 12 
Tank-circuit design of Class C amplifiers, 449 
Tapered transmission lines, 196 
Telegraph transmitters, 629-632 
Telephone transmitters, 621-628 
Television antennas, 863—871 
examples of, 260—871 
requirements of, 868 
Tetrodes, 300 
Thermal-agitation noise, 476 
Thermocouple instruments, 924-929 
Thévenin's theorem, 198 
Thoriated tungsten, emission of, 282 
Three-phase rectifier circuits, 593 
Thyratron, screen-grid, 349 
Thyratrons, 347 
Tilt, wave, 697 
Tone control, 411, 642 
Tone-compensated volume control, 411 
Tone-corrected receivers, 659 
Tower antennas, 543-848 
Tracking of receivers, 649-652 
Transconductance, conversion, 563 
formulas for, 307 
measurement of, 059-964 
of multigrid tubes, 304 
of triodcs, 296 
Transfer constant, iage, 204-205 
Transfer iripedance of n2tworks, 199 
Transfor:.er-coupled amplifiers, 366—371 
Transformer coupling with parallel feed, 371 
Transformors, audio-frequency, 369 
measureiients of, 971-973 . 
for converting between balanced and unbal- 
anced transmission lines, 855 
input, 373 
interstage-coupling, characteristics of, 360 
equivalent circuit of, 368 
output, 385-393 
power, design of, 101—107 
for rectifiers, 595 
Transition factor in networks, 206 
Transit-time effects, 308-312 
Transitron, 318 
Transmission lines, 172-196 
artificial, 194 
attenuation constant of, 173-176 
balanced and unbalanced, 193 
balanced to unbalanced, converters for, 855 
for broadcast transmitting antennas, 848 
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Transmission lines, characteristic impedance of, 
173 
for distributing radio-frequency power to re- 
ceivers, 861 
fundamental equations of, 172-178 
impedance matching to, 187—191 
in impedance measurements, 920 
impedance properties of, 183—184 
irregularities in, 193 
loaded, 195 
matching of, to antennas, 210-215 
nonresonant, 186 
phase constant of, 176 
phase shifts produced by, 183 
radiation from, 193 
reflections in, 178-183 
as resonant circuits, 191—193 
for short wave transmitters, 854 
Standing waves on, 178-186 
tapered, 196 
velocity of, 176 
wave trains in, 178-183 
with zero losses, 184—186 
Transmitters, 621-636 
adjacent channel interference in, 634 
asymmetric side-band, 627 
audio-frequency systems for, 625 
broadcast, 621 
synchronization of, 626 
frequency-modulated, 664—668 
hum in, 626 
from incidental phase modulation, 635 
incidental phase and frequency modulation in, 
634 
keying transients in, 630 
monitoring of, 635 
negative feedback in, 622-625 
noise in, 626 
phase-modul&tion detection in, 990 
protection of, 635 
radio-telephone, 621-628 
secrecy equipment for, 627 
single-side-band, 627 
suppression of harmonics in, 632 
telegraph, 629-632 
frequency diversity in, 632 
key clicks in, 629 
keying of, 629 А 
tuning and wave change of, 635 _ 
two-way telephone conversation with, 628 
‘Triangular pulse, harmonic composition of, 22 
Triangular wave, harmonic composition ‘of, 20 
Trigger tubes, cold-cathode, 352 
Trigonometric identities, 18—19 
Trigonometric tables, 2-5 
Triode-hexode mixer, 571 
Triodes, 295 
cold-cathode, 351 
constants of, 206 
noise in, 294 
space-charge effects in, 287—289 
ultra-high-frequeney behavior of, 310 
for ultra-high-frequency service, 311 
' Triple-detection receivers, 658 
Troposphere reflections, 760, 762-764 
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Tubes, air-cooled power, 313 
cathode-ray (see Cathode-ray tubes) 
cold-cathode, 350-352 
effect of gas on, 316 
gas (see Gas tubes) 
hot-cathode gaseous rectifier, 344-347 
inverted, 318 
microphonic action in, 478 — 
orbital-beam, 321 
power, 312-315 

focusing effecta in, 318 

grid heating in, 314 
receiving, 315 
retarding-field, 318 
space-charge-grid, 317 
Special connections for, 317 
for ultra-high-frequency service, 311 
for video-frequency amplifiers, 438 
visual-indicator, 320 
water-cooled, 313 

Tuned amplifiers (see Amplifiers, tuned) 

Tuned radio-frequency receivers, 658 

Tuned-grid—tuned-plate circuit, 481 

Tungsten, emission of, 282 
ihoriated, emission of, 282 

Tuning indicator, 652 

Turn ratio of audio-frequency transformers, 

measurement of, 973 

Turnover, 934 

Turnstile antennas, 815 
for wide band, 871 

Twin-T null network for bridge measurement, 919 

Two-frequency method of determining distortion. 

967 

Two-terminal networks (see Networks) 
reactive, synthesis of, 201-202 

Two-terminal oscillators, 509 


` Two-way telephone conversation using radio 


transmitter, 628 
U 


Ultra-high-frequency effects in tubes, 308-312 
Ultra-high-frequency radio waves, propagation of, 
754-765 
Unbalanced transmission lines, 193 
Units, electrical, 23-25 | | 
of length, 23 
Universal curves for coupled resonant circuits, 161 
Universal resonance curves, 137 
Universal. response curves, of output trané- 
formers, 387 
of resistance-coupled amplifiers, 357, 359—861 
of transformer-coupled amplifiers, 372 
Utilization (utility) factor of transformers, 597 


У 


У antennas, 807 

Vacuum condensers, 124 

Vacuum thermocouple, 927 

Vacuum-tube characteristic curves for the posi- 
tive grid region, determination of, 964 


-Vacuum-tube voltmetets (see Voltmeters, 


vacuum-tube) 
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Vacuum tubes (see Tubes) 
characteristics of, measurement of, 959— NES 
Variable condensers, 121 
Variable-mu tubes, 303 
Velocity, group, in wave guides, 253, 259 
.' phase, in wave guides, 253, 259 
of transmission lines, 176 
Velocity-modulation oscillators, 518—521 
Very-high-frequency radio waves, propagation of, 
754-765 
Vibration effects in receivers, 648 
Vibrator power-supply systems, 612 
Video-frequency amplifiers (see Amplifiers, video- 
frequency) 
Virtual cathode, 289, 300, 317 
Virtual height, 718 
Visual indicator tube, 320 
Visual test devices for receiver alignment, 986 
Vodas, 628 
Vogads, 413, 625 
Voltage feedback, 399 
Voltage ratio of a&udio-frequeney transformers, 
measurement of, 973 
Voltage regulation in input-inductance systems, 
598 
Voltage regulators, 614-617 - 
using ballast resistance, 617 
` electronic, 614 
using magnetic saturation, 615 
using neon tubes, 616 
Voltmeters, 924 
cathode-ray, 937 
vacuum-tube, 929-937 
for direct current, 936 
feedback, 936 
frequency effects in, 933 
logarithmie, 935 
turnover in, 934 
wave-form considerations in, 934 
Volume compressors, 412, 625 
Volume control, in audio-frequency amplifiers, 
410-413 
manual, 642 
in receivers, 639—642 
tone-compensated, 411 
of tuned amplifiers, 440 
Volume expanders, 412 
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Volume indicators, 939 
Volume limiter, 413 


Ww 


Wagner ground, 904 
Water-cooled tubes, 313 
Wattmeter, vacuum-tube, 938 
Wave, space, definition of, 674 
strength of, 770 
.Surface, definition of, 674 
Wave analyzers, 942-947 
Wave antenna, 821 
Wave form, analysis of, 939—947 
Wave front, 770 
Wave guides, 251-264 
attenuation in, 260 
cutoff frequency of, 254, 259 
cylindrical, 256 
excitation of, 260 
fundamental concepts relating to, 251—255 
group and phase velocity in, 253, 250 
rectangular, 256 
Wave length, of radio wave, 770 
of transmission line, 176 
Wave meters, 952 
Wave tilt, 697 


. Wave trains in transmission lines, 178-183 


Waves, strength of (see. Field strength) 

Weak-signal detectors, 565 

Weather, correlation of radio-wave propagation 
with, 732 ` 

Wheatstone bridge, 902 

Whip antennas, 853 

Wien bridge, 905 

Wire tables, 28 

Wunderlich tube, 565 


Yagi array, 811 
Z 


Zeros of impedance, 200 
Zirconium, 315 
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unless the correct decade for L and C is 
chosen, erroneous results are obtaine 
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* Figures 1 and 2 are from General Radio Company Reactance Chart. 
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Frequency 


The accompanying chart may be used to find 

(1) The reactance of a given inductance at a 
given frequency. 

(2) The reactance of a given capacity at a 
given frequency. 

(8) The resonant frequency of a given 
inductance and capacitance. 

In order to facilitate the determination of 
magnitude of the quantities involved to two 
or three significant figures the chart is divided 
inte two parts. Figure 2 is the complete chart 
to be used for rough calculations. Figure 1, 
which is a single decade of Fig. 2 enlarged 
approximately 7 times, is to be used where the 
significant two or three figures are to be 
determined. 


To Finp REACTANCE 

Enter the charts vertically from the bottom 
(frequency) and along the lines slanting up- 
ward to the left (inductance) or to the right 
(capacity). Corresponding scales (upper or 
lower) must be used throughout. Project 
horizontally to the left from the intersection 
and read reactance. 


To Fix» Resonant FREQUENCY 
Enter the slanting lines for the given in- 
ductance and capacity. Project downward 
from their intersection and read resonant fre- 
quency from the bottom scale. Corresponding 
scales (upper or lower) must be used through- 
out. 


* Figures 1 and 2 are from General Radio Company Reactance Chart. 
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